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only  between  the  hours  of  ten  in  the  morning  and  one  in 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET. 

Nezv  Cases  Filed  up  to  December  30,  1941. 

Cal.  No.  Deportment  Premises  Affected 

1102-41 -A . F.D . 29-43  Hall  street,  east  side,  133 

ft.  7  in.  north  of  Park  ave¬ 
nue  (Block  No.  1876,  Lot  No. 
1),  Borough  of  Brooklyn. 

Decision. 


1 103-41 -BZ . H.B.Q _ 136-05  72nd  avenue,  northeast 

corner  of  136th  street  (Block 
No.  6599,  Lot  No.  2),  Flush¬ 
ing,  Borough  of  Queens. 

N.  B.  5403-41. 


1104-41-SA . Auto-matic  Dual  Flame  Oil 

Burner.  Appliance. 


1 105-41 -BZ . H.B.Q.  ..  .91-12  to  92-18  and  93-12  to  93- 

24  Roosevelt  avenue,  40-02 
to  40-18  Aske  street,  93-20 
to  93-32  Whitney  avenue  and 
40-09  to  41-11  Benham  street 
(Block  No.  1550,  Lot  Nos.  1, 
k  No.  1562,  Lot 
Nos  14  ..  and  Block  No. 
1563.  !  '  Nos.  32  and  20), 
ough  of  Queens. 

N.  B.  6324-41. 


1109-41-A . H.B.Bx. .  .Lot  on  Right-of-Way  off  Inde¬ 

pendence  avenue,  189.17  ft. 
south  of  West  261st  street  and 
100  ft.  west  of  west  side  of 
Independence  avenue  (Block 
No.  3426,  part  of  Lot  No. 
608),  Borough  of  The  Bronx, 
(Under  section  36,  General 
City  Law  re  mapped  street). 

N.  B.  841-41. 


1 1 10-41-A . H.B.Q. ..  .92-16  Whitney  avenue,  southeast 

corner  of  Benham  street 
(Block  No.  1564,  Lot  No.  4), 
Elmhurst,  Borough  of  Queens. 

Alt.  2797-41. 


1111  -41  -S A . Alsop  Engineering  Corporation 

Mixer  or  Agitator. 

Appliance. 


1 112-41-A . H.B.M _ 116-122  West  50th  street,  south 

side,  200  ft.  west  of  Sixth 
avenue  (Block  No.  1002,  Lot 
No.  41),  Borough  of  Manhat¬ 
tan.  Alt.  618-41. 


DESIGN  VTIO X S :  H.B. — Department  of  Housing  and  Buildings; 
Il.B.It. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.  —  Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx-;  H.D. — Health  Department,  and 
P.D. — Fire  Department. 


11 06-41 -A. 


1107-41-A. 


1 108-41 -S. 


H.B.Q.  ..  .91-12  to  92-18  and  93-12  to  93- 
24  Roosevelt  avenue,  40-02  to 
40-18  Aske  street,  93-20  to  93- 
32  Whitney  avenue  and  40- 
09  to  41-11  Benham  street 
(Block  No.  1550,  Lot  Nos.  1, 
6  and  8,  Block  No.  1562,  Lot 
Nos.  14  and  1  and  Block  No. 
1563,  Lot  Nos.  32  and  20), 
Elmhurst,  Borough  of  Queens, 
(Under  section  35,  General 
City  Law  re  bed  of  mapped 
street).  N.  B.  6324-41. 


.  H.B.B .  . .  .242  Kosciusko  street,  south  side, 
100  ft.  east  of  Tompkins  ave¬ 
nue  (Block  No.  1786,  Lot  No. 
7),  Borough  of  Brooklyn. 

Alt.  3551-41. 

.  H.B.B ...  .242  Kosciusko  street,  south  side, 
100  ft.  east  of  Tompkins  ave¬ 
nue  (Block  No.  1786,  Lot  No. 
7),  Borough  of  Brooklyn. 

Alt.  3551-41. 


COURT  DECISIONS 

Matter  of  Bevers  v.  Board  of  Standards  and  Appeals — On  Decem¬ 
ber  3,  1940,  Board  granted,  under  Section  21,  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  gasoline  service  station; 
Cal.  No.  489-38-BZ;  premises  219-01  North  Conduit  Boulevard,  Spring- 
field  Gardens,  Borough  of  Queens. 

Supreme  Court,  Special  Term,  sustained  Board  (N.Y.L.J.  June 
4,  1941). 

Appellate  Division  unanimously  affirmed  order  with  $50.  costs  and 
disbursements.  No  opinion.  (N.Y.L.J.  Dec.  16,  1941). 

■3  *  * 

Matter  of  Bullowa,  &c. — On  January  14,  1941,  the  Board  denied 
an  application,  under  Section  7h  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a  temporary  period  of  not  more 
than  two  years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles.  Cal.  No.  818-40-BZ;  premises  1882-1884  Second  Avenue, 
Borough  of  Manhattan. 

Supreme  Court,  Special  Term,  reversed  Board  (December  19, 
1941). 

*  * 

Matter  of  Bullowa,  &c. — On  January  14,  1941,  the  Board  denied 
an  application,  under  Section  7h  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a  temporary  period  of  not  more 
than  two  years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles.  Cal.  No.  819-40-BZ;  premises  1888-1890  Second  Avenue, 
Borough  of  Manhattan. 

Supreme  Court,  Special  Term,  reversed  Board,  (N.Y.L.J.  Decem¬ 
ber  19,  1941). 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . Jan.  6,  1942- — Vol.  27,  No.  1 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Nov.  11,  1941 — Vol.  26,  No.  45 

Certificates  of  Occupancy,  approved 

form  . Nov.  25,  1941 — Vol.  26,  No.  47 

Concrete  Flat  Slabs,  Rules . Tidy  13,  1937 — Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  Tune 


-> 


24,  1941— Vol.  26,  No.  25 


cal.  no.  86-29-BZ 
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Concrete  Rules  (Hydrated  Lime)... Aug.  3,  1937 — Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936— Vol.  21,  No.  9 

Exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol.  22,  No.  24 

Factory  Exit  Rules  . Dec.  2,  1941 — Vol.  26,  No.  48 

Fire  Alarm  Rules  (Interior) . Sept.  2,  1941 — Vol.  26,  No.  35 

Fire  Drill  Rules  . Dec.  16,  1941 — Vol.  26,  No.  50 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rides  for  Testing  of  Jan.  6,  1942 — Vol.  27,  No.  1 
Fire  Retarding  Rules  for  Garages,' 

etc . Dec.  16,  1941— Vol.  26,  No.  50 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

Rules  May  20,  1941— Vol.  26,  No.  20 

Gas  Shut-Off  Rules  . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . ..June  5,  1928 — Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Nov.  25,  1941 — Vol.  26,  No.  47A 

Oil  Burner  Rules  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan.  6,  1942 — Vol.  27,  No.  1 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Platform  Trucks,  Specifications  for. Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

i  Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) .  .Nov.  25,  1941 — Vol.  26,  No.  47A 

A  Procedure,  Rules  of . Sept.  7,  1937— Vol.  22,  No.  36 

-Refrigerating  Systems,  Extract  A. C.  Aug.  26,  1941 — Vol.  26,  No.  34 
N^moking  in  Factories,  Rules  for.... Jan.  6,  1942 — Vol.  27,  No.  1 

FSprinkler  Rules  . lune  29,  1937 — Vol.  22,  No.  26 

J5Standpipe  Fireline  Rules  . June  8,  1937 — Vol.  22,  No.  23 

“"Structural  Alterations,  Reporting.  ..  June  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks.  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) ...  Apr.  10,  1923 — -Vol.  8,  No.  15 


storage  to  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  storage; 
premises  105  West  96th  street,  north 
side,  100  ft.  west  of  Columbus  avenue 
(Block  No.  1851,  Lot  No.  28),  Bor¬ 
ough  of  Manhattan. 

• 

-Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Max  C.  Meyer, 
owner,  reopened  April  15,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  two-stor3'  build¬ 
ing  to  be  occupied  for  business  purposes 
(store)  on  the  first  story  and  dwelling 
use  above  (previously  acted  upon  by  the 
Board)  ;  premises  241-247  Underhill 
avenue  and  268  Lincoln  place,  southeast 
corner  (Block  No.  1179,  Lot  No.  1), 
Borough  of  Brooklyn. 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . 

Fireline  Hose  Valves  . 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  LTse  . 

Fuel  Oil  Pipe  Terminals  .... 


—  Paint,  Varnish  and  Lacquer  Spray¬ 


ing  .  . 

^  Range  Oil  Burners 

Heaters  . 

Vacuum  Breakers  .  .  . 


and  Space 


-Vol. 

26, 

No. 

47  A 

.Nov.  25,  1941- 

-Vol. 

26, 

No. 

47  A 

.Nov.  25,  1941- 

-Vol. 

26, 

No. 

47A 

.Nov.  25,  1941- 

-Vol. 

26, 

No. 

47A 

:.Nov.  25,  1941- 

-Vol. 

26, 

No. 

47A 

.Nov.  25,  1941- 

-Vol. 

26. 

No. 

47A 

.Nov.  25.  1941- 

-Vol. 

26, 

No. 

47A 

.Nov.  25.  1941- 

-Vol. 

26, 

No. 

47  A 

'.Nov.  25.  1941- 

-Vol. 

26. 

No. 

47A 

.Nov.  25,  1941- 

-Vol. 

26, 

No. 

47A 

1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
6,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  1210-40-BZ — Application,  December  20,  1940,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Herbrose  Realty  Corporation, 
owner  (Anne  Rossi,  lessee),  to  permit 
in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
424-446  Hegeman  avenue,  south  side, 
between  Malta  street  and  Louisiana 
avenue,  88-98  Malta  street  and  47-51 
Louisiana  avenue  (Block  No.  4318,  Lot 
Nos.  1,  6  and  10),  Borough  of  Brooklyn. 

cal.  no.  676-41  -BZ — Application,  July  18,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Patrick  Quilty,  Commis¬ 
sioner,  Department  of  Water  Supply, 
Gas  and  Electricity,  on  behalf  of  City 
of  New  York,  owner,  to  permit  partly 
in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district,  the  conversion  of 
occupancy  of  a  building  occupied  for 


cal.  no.  721-41-BZ — Application,  August  7,  1941,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  Samuels  and  Samuels,  applicants,  on 
behalf  of  Yale  Land  Company,  owner, 
to  permit  in  a  business  use  district,  for 
a  term  of  years,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  260-01  to  260-09  Horace  Hard¬ 
ing  boulevard  and  54-49  to  54-65  Little 
Neck  parkway,  northeast  corner  (Block 
No.  8274,  Lot  No.  128),  Little  Neck, 
Borough  of  Queens. 

cal.  no.  333-41-BZ — Application,  April  16,  1941,  under  sec¬ 
tions  7 g,  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Philip  Cuillo  and 
Josephine  Cuillo,  owners,  to  permit  in 
a  residence  use  district,  for  a  tempo¬ 
rary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  three  (3)  motor  vehicles  and,  also, 
the  use  of  an  existing  building  as  a 
garage  for  five  (5)  motor  vehicles; 
premises  299-303  McDougal  street, 
north  side,  100  ft.  west  of  Stone  ave¬ 
nue  (Block  No.  1528,  Lot  Nos.  49  and 
52),  Borough  of  Brooklyn. 

cal.  no.  694-41-BZ — Application,  July  25,  1941,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  William  J.  Callahan,  applicant  and 
lessee,  on  behalf  of  Frederick  Wald- 
hauer,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles  on  an  existing  gasoline 
service  station;  premises  1092-1102 
Rogers  avenue  and  2613-2623  Clarendon 
road,  northwest  corner  (Block  No. 
5170,  Lot  No.  34),  Borough  of  Brook¬ 
lyn. 


cal.  no.  39-37-BZ- 


Application  of  John  J.  Morro,  applicant, 
on  behalf  of  Cross  Country  Gasoline 
Station,  Incorporated,  owner  (Alden 
Gas  Stations,  lessee),  reopened  and  re¬ 
stored  to  calendar,  October  7,  1941, 
under  section  7e  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district,  the  extension  of  a  gasoline 
service  station  so  as  to  permit  for  a 
temporary  period  of  not  more  than  two 
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(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles 
(previously  dismissed  for  lack  of  pro¬ 
secution)  ;  premises  619-641  Coney  Is¬ 
land  avenue,  east  side,  between  Slocum 
place  and  Mathews  place,  1-5  Slocum 
.  place  and  2-8  Mathews  place  (Block 

No.  5141,  Lot  Nos.  53  and  74),  Bor¬ 
ough  of  Brooklyn. 

cai..  no.  850-41-BZ — Application,  October  2,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  J.  Hurley,  applicant, 
on  behalf  of  Seaman’s  Bank  for  Sav¬ 
ings  in  the  City  of  New  York,  owner, 
to  permit  in  a  business  use  district, 
the  conversion  of  occupancy  of  an  ex¬ 
isting  building  to  an  automobile  show¬ 
room  and  garage  for  more  than  five 
(5)  motor  vehicles;  premises  271-273 
Elizabeth  street  and  65-71  East  Hous¬ 
ton  street,  southwest  corner  (Block- 
No.  508,  Lot  No.  25),  Borough  of 
Manhattan. 

cai..  no.  105-41-BZ — Application,  February  7,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Estate  of  William 
H.  Schmohl  (George  W.  Cornell,  ad¬ 
ministrator),  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  and,  also,  the  conversion  of  occu¬ 
pancy  of  a  structure  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  442  East  109th  street,  south¬ 
west  corner  of  East  River  drive  (Block 
No.  1702,  Lot  No.  29),  Borough  of 
Manhattan. 

Appeal  from  Administrative  Decision. 

1065-41-A — 442  East  109th  street,  southwest  corner  of  East 
River  drive  (Block  No.  1702,  Lot  No.  29), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  6,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

990-41-A — 1776  Clay  avenue,  northeast  corner  of  Prospect 
place  and  1801  Anthony  avenue,  northwest 
corner  of  Prospect  place  (Block  No.  2891, 
Lot  No.  37),  Borough  of  The  Bronx. 

1054-41 -A — 80-02  to  80-12  Queens  boulevard,  southeast  cor¬ 
ner  of  Union  turnpike  (Block  No.  3348, 
Lot  No.  37),  Kew  Gardens,  Borough  of 
Queens. 

959-41 -A — 710  East  216th  street,  south  side,  113.62  ft.  east 
of  White  Plains  avenue  (Block  No.  4663, 
Lot  No.  19),  Borough  of  The  Bronx. 

1040-41-A — 3063-3073  West  12th  street,  east  side,  113  ft. 

north  of  Boardwalk  (Block  No.  7266,  Lot 
No.  166),  Borough  of  Brooklyn. 

8 13-41 -A — 80  West  40th  street  and  694-696  Sixth  avenue, 
southeast  corner  (Block  No.  841,  Lot  No. 
89),  Borough  of  Manhattan. 


1073- 41-A — 2831-2845  Bailey  avenue,  west  side,  308.22  ft. 

north  of  West  225th  street  (Block  No. 
3264,  Lot  No.  42),  Borough  of  The  Bronx. 

1074- 41  -A — 202-204  Canal  street,  southeast  corner  of  Mul¬ 

berry  street  (Block  No.  200,  Lot  No.  14), 
Borough  of  Manhattan. 


JANUARY  13,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
13,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

twi..  no.  1120-40-BZ — Application,  November  26,  1940,  un¬ 
der  section  7h  of  the  building  zone 
resolution,  of  Hugo  Auerbacker,  ap¬ 
plicant,  on  behalf  of  Edgar  W.  Bowne, 
Clifford  M.  Marsh,  George  D.  Hulst, 
Edith  S.  B.  Roberts  and  Ella  S. 
Greenslet,  owners  (Hugo’s  Parking 
Lot,  lessee),  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  137-15  Queens 
boulevard,  northwest  corner  of  84th 
road  (Block  No.  9652,  part  of  Lot  No. 
96),  Briarwood,  Borough  of  Queens'. 

cal.  no.  234-41-BZ — Application,  March  19,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Henry  C.  Brockman,  ap¬ 
plicant,  on  behalf  of  The  Trustees  of 
Columbia  University  in  the  City  of 
New  York,  owner  (Gulf  Oil  Corpora¬ 
tion,  lessee),  to  permit  in  a  business 
use  district,  the  alteration  and  recon¬ 
struction  of  a  gasoline  service  station ; 
part  of  the  premises  is  on  the  same 
street  and  between  the  same  intersect¬ 
ing  street  as  school  and  library ;  prem¬ 
ises  2011-2013  Broadway,  west  side, 
from  West  68th  street  to  West  69th 
street  (entire  block),  151-155  West  68th 
street  and  166-178  West  69th  street 
(Block  No.  1140,  Lot  Nos.  4,  5,  7,  10, 
14,  55  and  58),  Borough  of  Manhattan. 

cal.  no.  159-36-BZ — Application  of  Alurion  Realty  Corpo- 
ation,  owner,  and  Public  Service  Inter¬ 
state  T  ransportation  Co.,  lessee,  re¬ 
opened  February  18,  1941,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  retail  one  (1)  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245- 
259  West  41st  street,  north  side,  100  ft. 
east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

cai  .  no.  1 50-41 -BZ— Application,  February  19,  1941,  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Nira  Homes  Com¬ 
pany,  Incorporated,  owner,  to  permit  in 
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a  retail  use  district,  for  a  term  of  years, 
the  erection  and  maintenance  of  a  gas¬ 
oline  service  station;  premises  79-10  to 
79-20  Springfield  boulevard,  northwest 
corner  of  Union  turnpike  (Block  No. 
7780,  nart  of  Lot  No.  1),  Queens  Vil¬ 
lage,  Borough  of  Queens. 

cal.  no.  574-41-BZ — Application,  June  24,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Goldenthal  Brothers,  applicants,  on 
behalf  of  John  Eckert,  owner,  to  permit 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
31-17  46th  street,  east  side,  99  ft.  7jJ 
in.  south  of  31st  (Tamaica)  avenue 
(Block  No.  725,  Lot  Nos.  21,  22,  23. 
24  and  24a),  Long  Island  City,  Borough 
of  Queens. 

cal.  no.  322-31-BZ — Application  of  Lama  and  I’roskauer, 
applicants,  on  behalf  of  T.  H.  Fraser 
Mortgage  Corporation,  owner,  reopened 
October  15,  1941,  under  section  7f  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district,  for  a  term  of 
years,  the  erection  and  maintenance  of 
a  gasoline  service  station,  auto  laundry 
and  lubritorium  (previously  denied)  ; 
premises  6116-6124  17th  avenue  and 
1683-1693  62nd  street,  northwest  corner 
(Block  No.  5524,  Lot  No.  47),  Borough 
of  Brooklyn. 

cal.  no.  731-41-BZ — Application,  August  14,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Michael  Mario,  applicant,  on 
behalf  of  City  Bank  and  Farmers  Trust 
Company,  owner  (Prudence  Bonds 
Corporation,  trustee),  to  permit  upon  a 
plot  located  partly  in  an  unrestricted 
use  and  partly  in  a  business  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  119-125  Seventh  ave¬ 
nue  and  147-167  West  17th  street,  north¬ 
east  corner  (Block  No.  793,  Lot  No.  1), 
Borough  of  Manhattan. 

cal.  no.  552-41 -BZ — -Application,  June  18,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Sarah  Tulchinsky, 
owner,  to  permit  in  a  business  use 
district,  the  alteration  and  inclusion  of 
a  gasoline  service  station  in  a  garage 
for  more  than  five  (5)  motor  vehicles 
(said  garage  was  previously  granted 
by  the  Board)  ;  premises  84-34  (1166- 
1168  old  numbers)  Jamaica  avenue, 
south  side,  81.40  ft.  west  of  85th  street 
(Block  No.  8919,  Lot  No.  29),  Wood- 
haven,  Borough  of  Queens. 

cal.  no.  1460-39-BZ — Application,  November  30,  1939,  un¬ 
der  section  7h  of  the  building  zone  reso¬ 
lution,  of  Hilda  Reardon,  applicant  and 
lessee,  on  behalf  of  200  Amity  Corpora¬ 
tion,  owner,  to  permit  partly  in  a  busi¬ 
ness  use  and  parti}'  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles; 
premises  142-33  Roosevelt  avenue,  north 


side,  184  ft.  west  of  Bowne  street 
(Block  No.  5020  (847),  Lot  No.  43), 
Flushing,  Borough  of  Queens. 

cal.  no.  892-41-BZ — Application,  October  16,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Tobias  Goldstone,  applicant,  on 
behalf  of  2083  Fulton  Street  Corpora¬ 
tion,  owner,  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  a  residence  use 
district,  the  conversion  of  occupancy  of 
a  building  to  a  storage  garage  for 
twelve  (12)  motor  vehicles  and  news¬ 
paper  distribution  on  the  1st  story  and 
caretakers’  apartment  on  the  2nd  story ; 
premises  2083  Fulton  street,  north  side, 
286  ft.  10 Yi  in.  east  of  Rockaway  ave¬ 
nue  (Block  No.  1542,  part  of  Lot  No. 
54),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

1083-41-A — 2083  Fulton  street,  north  side,  286  ft.  10)4  in. 

east  of  Rockaway  avenue  (Block  No.  1542, 
part  of  Lot  No.  54),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  13,  1942,  2  P.  M. 

.Ippeals  from  Administrative  Decisions. 

1038-41 -A — 80-02  Beach  Channel  drive,  northwest  corner  of 
Beach  80th  street  (Block  No.  560,  Lot  No. 
12),  Rockaway  Beach,  Borough  of  Queens. 

998-41 -A— 35-02  Vernon  boulevard  and  7-50  35th  avenue, 
southwest  corner  (Block  No.  327,  Lot  No. 
24),  Long  Island  City,  Borough  of  Queens. 

1041 -41 -A — 354  79th  street,  south  side,  230  ft.  west  of 
Fourth  avenue  (Block  No.  5979,  Lot  No. 
31),  Borough  of  Brooklyn. 

1068-41 -A — 554  Greenwich  street,  northwest  corner  of 
Charlton  street  (Block  No.  598,  Lot  Nos. 
36  and  37),  Borough  of  Manhattan. 

1056-41 -A- -324-328  Lafayette  street,  west  side,  116.1  ft. 

south  of  Bleecker  street  and  159-161  Crosby 
street  (Block  No.  522,  Lot  No.  28),  Bor¬ 
ough  of  Manhattan. 

9 19-41  -  A — 2228-2238  Church  avenue,  south  side,  213  ft.  8§4 
in.  east  of  Flatbush  avenue  (Block  No. 
5103,  Lot  No.  36),  Borough  of  Brooklyn 
(reopened  and  restored  to  calendar,  Decem¬ 
ber  16,  1941;  previously  withdrawn). 

1048-41 -A — 2933-2955  Bedford  avenue,  southeast  side  of 
Avenue  H,  138)4  ft.  north  of  Bedford  ave¬ 
nue  (Block  Nos.  7571  and  7572,  Lot  Nos. 
33),  Borough  of  Brooklyn. 

1010-41-A — 1050-1054  Myrtle  avenue,  south  side,  296  ft.  7 
in.  west  of  Lewis  avenue  (Block  No.  1585, 
Lot  No.  25  and  part  of  Lot  No.  21),  Bor¬ 
ough  of  Brooklyn. 

Variation  of  the  Labor  Lazo. 

1086-41-S — 1050-1054  Myrtle  avenue,  south  side,  296  ft.  7 
in.  west  of  Lewis  avenue  (Block  No.  1585, 
Lot  No.  25  and  part  of  Lot  No.  21),  Bor¬ 
ough  of  Brooklyn. 
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JANUARY  20,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
20,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  251-35-BZ — Application  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  State  Engineering 
Corporation  and  Nordlaw  Realties,  In¬ 
corporated,  owners  (Arlesco  Corpora¬ 
tion,  lessee),  reopened  June  24,  1941, 
under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  the  erection  and  mainte¬ 
nance  of  a  business  building  (stores)  ; 
the  proposed  building  has  show  win¬ 
dows,  entrances  and  business  signs  lo¬ 
cated  more  than  twenty-five  (25)  feet 
from  the  business  corner  (previously 
denied)  ;  premises  2117-2119  Caton  ave¬ 
nue,  north  side,  91  ft.  west  of  Flatbush 
avenue  (Block  No.  5063,  Lot  No.  69). 
Borough  of  Brooklyn. 

cal.  no.  531-41-BZ — Application,  June  9,  1941,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Cornelius  G.  De  Loca,  applicant,  on 
behalf  of  Earned  Holding  Corporation, 
owner,  to  permit  in  an  unrestricted 
use  district,  the  conversion  of  occu¬ 
pancy  of  a  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles;  the 
said  garage  having  vehicular  entrances 
within  200  feet  of  an  exit  or  entrance 
to  a  public  school ;  premises  108-120 
Knickerbocker  avenue,  west  side,  19  ft. 
9/  in.  south  of  Thomas  street  (Block 
No.  3013,  Lot  No.  15),  Borough  of 
Brooklyn. 

cal.  NO.  390-41-BZ — Application,  May  1,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Charles  Lee  Koester,  applicant,  on 
behalf  of  Freda  Habrich  and  Edna  M. 
Went,  owners  (F.  and  M.  Habrich, 
lessees),  to  permit  in  a  business  use 
district,  the  conversion  of  occupancy  of 
an  existing  building  to  a  motor  vehicle 
repair  shop  and  garage  for  more  than 
five  (5)  motor  vehicles  and  the  exten¬ 
sion  of  this  building  for  use  as  a  garage 
for  more  than  five  (5)  motor  vehicles 
and  auto  laundry  and,  also,  the  use  of 
the  remainder  of  the  premises  as  a  used 
car  lot ;  premises  138-24  101st  avenue, 
south  side,  208-73  ft.  east  of  Reming¬ 
ton  street  (Block  No.  10018,  Lot  Nos. 
9  and  11),  Jamaica,  Borough  of 
Queens. 

cal.  no.  378-41-BZ — Application,  April  28,  1941,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  Lee  Koester,  applicant, 
on  behalf  of  Marcel  Levy  and  Clarence 
Horwitz,  trustees  of  Series  Q-l  mort¬ 
gage  investments,  owners  (Andrew 
Motor  Sales,  Incorporated,  lessee), 
to  permit  in  a  business  use  district,  the 
use  of  part  of  a  plot,  used  as  a  gaso¬ 
line  service  station,  for  the  display  and 


sale  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  131-02  Merrick  boule¬ 
vard,  southeast  corner  of  Farmers 
'  boulevard  (Block  No.  3576,  Lot  No. 
28),  Laurelton,  Borough  of  Queens. 

cal.  no.  857-41-BZ — Application,  October  3,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Chodosh,  applicant,  on 
behalf  of  Barwin  Holding  Corporation, 
owner  (Baruch  Winer,  lessee),  to  per¬ 
mit  in  a  business  use  district,  the  use 
of  part  of  an  existing  building  for  the 
manufacture  of  soap;  premises  235 
South  1st  street,  north  side,  25  ft.  east 
of  Roebling  street  (Block  No.  2395, 
Lot  No.  33),  Borough  of  Brooklyn. 

cal.  no.  937-41  -BZ — Application,  November  5,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Francis  A.  O’Neill,  applicant, 
on  behalf  of  Daniel  Greenhauff,  owner, 
to  permit  in  a  residence  use  and  also 
G  area  district,  the  erection  and  main¬ 
tenance  of  a  building  with  an  attached 
garage  located  less  than  ten  (10)  feet 
from  the  lot  line;  premises  184-31  Rad¬ 
nor  road,  north  side,  277.97  ft.  east  of 
Kent  street  (Block  No.  7253,  Lot  No. 
56),  Jamaica  Estates,  Borough  of 
Queens. 

cal.  no.  583-40-BZ — Application  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Gray  Apartment 
Company,  Incorporated,  owner,  re¬ 
opened  July  22,  1941,  under  secliotw 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  3104  Webster  ave¬ 
nue  and  400  East  204  street,  southwest 
corner  (Block  No.  3330,  Lot  No.  72). 
Borough  of  The  Bronx. 

cal.  no.  605-41 -BZ — Application,  June  27,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Theodore  R.  Feinberg,  applicant,  on 
behalf  of  Fourth  Avenue  and  33rd 
Street  Realty  Corporation,  owner 
(Miller  and  Tuckman,  lessees),  to  per¬ 
mit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  175-183  33rd  street,  north 
side,  75  ft.  east  of  Fourth  avenue 
(Block  No.  681,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  413-39-BZ — Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritory,  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  15  Ocean  avenue,  south  side.  100 
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ft.  west  of  Flatbush  avenue  (Block  No. 
5024,  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 

Appeal  from  Administrative  Decision. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  20,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

89-41  -A — 56-14  Nurge  avenue,  south  side,  135  ft.  east  of 
56th  street  (Block  No.  2643,  Lot  No.  34), 
Maspeth,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  bed  of 
mapped  street)  ;  (reopened  and  restored  to 
calendar,  July  8,  1941 ;  previously  with¬ 
drawn). 

1510-39- A — -56-14  Nurge  avenue,  south  side,  135  ft.  east  of 
56th  avenue  (Block  No.  2643,  Lot  No.  34), 
Maspeth,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  bed  of 
mapped  street)  ;  (reopened  December  23, 
1941). 


JANUARY  27,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
f  the  building  zone  resolution,  Tuesday  morning,  January 
7,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

<  ai..  no.  367-41-BZ— Application,  April  24,  1941,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Ismet  Sarach, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  an  unrestricted  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1979  Wash¬ 


ington  avenue,  west  side,  162  it.  north 
of  East  178th  street  (Block  No.  3035, 
Lot  No.  42),  Borough  of  The  Bronx. 

\i..  no.  370-41- HZ — -Application,  April  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Albert  Homer  Swanke,  applicant,  on 
behalf  of  Louis  H.  Pink,  Superintendent 
of  Insurance,  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and  Guar¬ 
anty  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  443- 
445  Myrtle  avenue  and  143-155  Waverly 
avenue*  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brook¬ 
lyn. 

m„  no.  435-41 -BZ— Application,  May  13,  1941,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Dolorita  Wallace, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  term  of  years,  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  737  East  149th  street 
and  549  Concord  avenue,  northwest  cor¬ 
ner  (Block  No.  2641..  Lot  Nos.  18,  19 
and  20) ,  Borough  of  The  Bronx. 

at.,  no.  326-29-BZ — Application  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Margaret  G.  Wright, 
owner,  reopened,  May  28,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict,  the  conversion  of  occupancy  of  a 
building  to  a  non-storage  garage  for 
more  than  five  (5)  motor  vehicles  and, 
also,  a  motor  vehicle  repair  shop  (pre¬ 
viously  denied  re  garage  for  more  than 
five  (5)  motor  vehicles)  ;  premises 
3327-3329  Webster  avenue,  west  side, 
501.98  ft.  south  of  Gunhill  road  (Block 
No.  3355,  Lot  No.  140),  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  30.  1942,  10  A.  M. 

Rules 

84-41 -SR— Proposed  Rules  for  Erection,  Alteration,  Repair, 
Excavation  for  and  Demolition  of  Buildings. 


MINUTES 


♦CORRECTION. 

The  minutes  of  the  meetings  of  the  Board  of  Standards 
and  Appeals  held  on  July  20,  1938,  June  13,  1939,  November 
28,  1939,  January  30,  1940,  February  14,  1940,  Inly  16,  1940 
and  December  10.  1940,  as  they  appeared  in  Bulletins  No. 
30.  Vol.  23  ;  No.  25.  Vol.  24  ;  No.  49,  Vol.  24  :  No.  6.  Vol.  25  ; 


♦  Correction — The  last  clause,  as  shown  in  italics,  inserted  in 
resolutions. 


No.  8,  Vol.  25;  No.  31,  Vol.  25  and  No.  51,  Vol.  25  respec-. 
lively,  are  hereby  corrected  to  read  as  follows: 

THE  RESOLUTIONS— 

(546-38-SM) 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Blue  Stieak  High 
Early  Strength  Portland  Cement,  for  use  in  New  York  Citv 
under  the  conditions  set  forth  in  above  report,  and  that  the 
applicant  shall  furnish  monthly  mill  test  reports  certified  by 
the  applicant’s  Chief  Chemist. 
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MINUTES 


(681-39-SM)  ^CORRECTION. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Whiterock  Pulverized 
Quicklime,  on  condition  that  the  material  be  manufactured 
and  labeled,  stamped  or  tagged  in  accordance  with  above 
report,  and  that  the  applicant  shall  furnish  monthly  mill 
test  reports,  certified  by  the  applicant’s  Chief  Chemist. 


(988-39-SM ) 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Medusa  Stoneset 
Cement  and  Medusa  Brikset  Cement  on  condition  that  the 
material  be  manufactured,  used,  and  labeled,  stamped  or 
tagged  in  accordance  with  above  report,  and  that  the  appli¬ 
cant  shall  furnish  monthly  mill  test  reports,  certified  by  the 
applicant’s  Chief  Chemist, 


(432-38-SM) 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Lehigh  Mortar 
Cement,  on  condition  that  the  material  be  manufactured, 
used  and  labeled,  stamped  or  tagged  in  accordance  with 
above  reports,  and  that  the  applicant  shall  furnish  monthly 
mill  test  reports,  certified  by  the  applicant’s  Chief  Chemist. 


(1311-39-SM) 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  White  Lily  Blubag 
Finishing  Hydrated  Lime,  on  condition  that  the  material  be 
manufactured,  used,  labeled,  stamped  or  tagged  in  accord¬ 
ance  with  above  report,  and  that  the  applicant  shall  furnish 
monthly  mill  test  reports,  certified  by  the  applicant’s  Chief 
Chemist. 


(1324-39-SM) 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Penn-Dixie  Portland 
Cement  (Portland  Point  Mill),  on  condition  that  the  mate¬ 
rial  be  manufactured,  used,  and  labeled,  stamped  or  tagged 
in  accordance  with  above  report,  and  that  the  applicant  shall 
furnish  monthly  mill  test  reports,  certified  by  the  applicant’s 
Chief  Chemist. 


(677-39-SM ) 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Penn-Dixie  Dark 
Portland  Cement,  on  condition  that  the  material  be  manu¬ 
factured,  used,  and  labeled,  stamped  or  tagged  in  accordance 
with  above  report,  and  that  the  applicant  shall  furnish 
monthly  mill  test  reports,  certified  by  the  applicant’s  Chief 
C  hemist. 


(11 14-39-SM) 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  approve  the  material  known  as  the  National  Gypsum 
Company  Gold  Bond  and  Rockwall  Hydrated  Finishing 
Limes,  Gold  Bond,  Palmer,  Rockwall  and  Big  Yield  Hydra¬ 
ted  Masons  and  Quicklimes,  on  condition  that  the  material 
he  manufactured,  installed,  labeled,  stamped  or  tagged  in 
accordance  with  the  above  report,  and  that,  the  applicant 
shall  furnish  monthly  mill  test  reports,  certified  bv  the 
applicant’s  Chief  Chemist. 


The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  January  16,  1940,  as  they  appeared  in 
Bulletin  No.. 4,  Volume  25,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION— 

(1328-39-SM) 

Whereas,  The  Kelley  Island  Lime  and  Transport  Com¬ 
pany,  owner,  filed  October  27,  1939,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ma¬ 
terial,  known  as  Tiger  (White  Rock)  Brand  Finishing 
Hydrated  Lime ;  and 

Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  Board,  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  1328-39-SM. 

Subject:  Tiger  Brand  Hydrated  Finishing  Lime;  approval  of 

The  Kelley  Island  Lime  and  Transport  Co.,  owner,  filed 
October  27,  1939,  an  application  with  the  Board  of  Stan¬ 
dards  and  Appeals  for  approval  of  the  material  known  as 
Tiger  (White  Rock)  Brand  Finishing  Hydrated  Lime,  for 
use  in  the  finish  coat  of  plastered  surfaces,  under  the  pro¬ 
visions  of  Sec.  C26-463.0.  (8.4.10.7)  and  C26-312.0  (7.1.1.- 
7.1)  Administrative  Building  Code. 

Tiger  White  Rock  finish  Hydrated  Lime  is  made  by  the 
applicant  at  their  plant  located  at  White  Rock,  Ohio  from 
White  Rock,  a  pure  dolomitic  limestone.  The  rock  is  crushed 
and  burned  in  Arnold  kilns,  at  kiln  temperature  of  2000°F. 
for  4  hrs.,  after  which  the  whitest  rock  is  selected  and  then 
crushed.  It  is  then  treated  at  a  mechanical  hydrater  after 
which  it  is  stored.  Tt  is  then  passed  into  a  pulverizer 
mil!  which  completes  the  process  bv  delivering  a  lime  of  a 
predetermined  fineness ;  chemical  tests  are  conducted  to  de¬ 
termine  correct  hvdration. 

A  sample  of  this  material  was  purchased  in  the  onen 
market  and  tested  at  the  Chemical  Laboratory  of  Columbia 
Universitv,  under  the  supervision  of  Prof.  Lincoln  T.  Work, 
for  compliance  with  the  provisions  of  C26-312-0b  (7. 1.1. 7.1) 
Administrative  Building  Code  which  requires  that  this 
material  shall  meet  the  requirements  of  C26-34T  of  A.S.T.M. 

Chem  ical  A nalysis 


Loss  on  Ignition .  19.03% 

Silica  (Si02)  . 85% 

Combined  Oxides  (R2O3) .  .35% 

Lime  (CaO)  . 48.01% 

Magnesia  (MgO)  .  31.20% 


Total  . . ' .  99.44% 

Carbon  Dioxide . 88% 


Since  the  lime  and  magnesia  on  the  ignited  bases  total 
over  95%  and  the  Carbon  Dioxide  is  low  the  sample  passes 
the  specifications. 


%  on  No.  30  Sieve 

0.0 

Under 

%  on  No.  200  Sieve 

6.5 

The  sample  passes  specifications  on  tl 

le  sieve  test. 

Calcium  and  Magnesium  oxides 

minimum 

95%  CO2  magnesium  7% 

residue 

Plasticity  (A.S.T.M.  C-110-38-T) 

344.8 

The  soundness  and  plasticity  tests  were  performed  by  the 
U.  W.  Hunt  Co.  on  samples  furnished  them  by  Columbia 
University  with  results  as  follows : 

R.  W.  Hunt  Report  No.  18398 

Plasticity  Figure . 344.8  Required  not  less  than  200 

Soundness . Satsfactorv 


*  Correction— The  figure  “12”  changed  to  “4”  in  line  23  of 
resolution,  and  also  the  last  clause,  as  shown  in  italics, 
inserted  in  resolution. 
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The  applicant  has  an  extensive  laboratory  and  conducts 
routine  tests  after  each  run.  These  tests  include  the  in¬ 
vestigation  of  limestone,  quicklime  and  hydrated  lime  as  to 
silica,  alumina,  Calcium,  magnesium,  insoluable  matter,  loss 
on  ignition,  phosphorus,  manganese  and  lime.  Tests  are 
conducted  periodically  to  check  the  quantity  of  carbon  di¬ 
oxide.  With  the  regularity  that  these  tests  are  conducted 
the  committee  is  satisfied  that  a  uniform  product  can  be 
produced. 

On  the  basis  of  the  foregoing  data  the  Committee  recom¬ 
mends  the  approval  of  Tiger  (White  Rock)  Finishing 
Hydrated  Lime  for  approval  under  C26-312.0.b  (7.1. 1.7.1) 
and  C26-463.0  (8.4.10.7)  Administrative  Building  Code  for 
use  in  the  Finish  Coats  of  plastered  surface  including  the 
compliance  with  New  York  Plastering  Law,  known  as  law 
of  1911,  Chapter  156.  It  is  further  recommended  that  each 
bag  of  this  material  shall  be  stamped,  labelled  or  tagged, 


•‘Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  No.  1328-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Tiger  (White  Rock) 
Brand  Finishing  Hydrated  Lime  on  condition  that  the 
material  he  manufactured,  used,  and  labelled,  stamped  or 
tagged  in  accordance  with  above  report,  and  that  the  appli¬ 
cant  shall  furnish  monthly  mill  test  reports,  certified  by  the 
applicant’s  Chief  Chemist. 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factor}’,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  tor  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing ; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
lo  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


RULES 


RULES  FOR  THE  TESTING  AND  USE  OF  BLENDED  CEMENTS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  AUGUST  2,  1940.  EFFEC¬ 
TIVE,  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C.  OF  THE  NEW  YORK 

CITY  CHARTER,  AUGUST  26,  1940. 


(584-39-SR ) 

Authority : 

Pursuant  to  the  Authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  (726-189.0,  Administrative  Build¬ 
ing  Code  (2.2. 1.1),  and  C26-312.0,  paragraph  c,  subdivision 
2.  Administrative  Building  Code  (7.1. 1.7.3)  reading: 
“Nothing  herein  contained  shall  be  construed  to  prohibit 
the  use  of  cements  of  other  types  which  are  approved  by 
the  board  and  arc  used  in  accordance  until  rules  of  the 
board  governing  their  use.'’ 

1.0  Scope. 

1.1  The  intent  of  these  rules  is  to  nrovide  a  basis 
for  the  use  of  blended  cements  other  than  Portland 
Cement.  Subject  to  the  restrictions  in  the  approval 
of  the  Board  as  to  each  brand,  such  blended  cements 
may  be  used  as  substitutes  for  Portland  Cement  on 
an  equivalent  weight  basis  where  Portland  Cement 
is  permitted. 

2.0  Blended  Cements. 

2.1  Blended  cements  shall  include  an  intimately 
interground  mixture  of  approved  Portland  Cement 
with  natural  or  artificial  products  composed  of  silica 
and  alumina,  which  shall  be  mixed  with  Portland 
Cement  in  limited  proportions,  (except  as  may  be  other¬ 
wise  provided  for  in  the  Administrative  Code)  and 
which  will  react  in  the  presence  of  water  to  form  a 
hydraulic  cement. 

2.2  Admixtures  to  Portland  Cement  shall  have  a 
previous  record  of  satisfactory  experience. 

2.3  These  rules  shall  not  be  applicable  to  harmless 
materials  used  as  coloring,  waterproofing,  plaster- 
cizing,  and  freezing  preventatives  when  used  as  admix¬ 
tures  to  Portland  Cement  in  quantities  not  in  excess 
of  1%. 

3.0  Manufacture  and  quality  of  Blended  Cements. 

3.1  A  flow  sheet  in  duplicate  showing  the  process 
of  manufacture  and  blending  shall  be  filed  with  the 
Board  as  part  of  any  application  for  approval  which 
shall  include  the  origin  and  the  amount  of  materials 
used  and  proof  as  to  quality  and  uniformity. 

4.0  Available  supply  of  raw  materials. 

4.1  Evidence  shall  be  filed  with  the  Board  showing 
the  potential  supply  of  raw  material  available  to  the 
manufacture. 


5.0  Fineness. 

5.1  The  specific  surface  shall  be  not  less  than  1800 
sq.  cm.  per  gram,  as  determined  by  methods  of  test- 
described  in  A.S.T.M.  specifications  C115-38T. 

5.2  The  residue  shall  not  exceed  15V-  by  weight  on 
a  No.  325  standard  sieve.. 

6  0  Soundness. 

6.1  A  oat  of  neat  cement  of  normal  consistency  shall 
he  subjected  to  tests  for  soundness  by  the  methods 


outlined  in  A.S.T.M.  specifications  C77-36,  and  when 
so  tested  it  shall  show  no  signs  of  distortion,  crack¬ 
ing,  checking  or  disintegration  when  subjected  to  the 
steam  test,  nor  shall  the  expansion  of  the  pat  be 
greater  than  5mm,  when  molded  in  Le  Chatelier  tongs 
and  stored  in  a  standard  moist  closet  for  24  hours. 

6.2  in  addition  to  these  requirements,  the  expansion 
of  three  1"  x  1"  x  10"  bars  of  neat  cement  of  normal 
consistency  when  subjected  to  the  Autoclave  test, 
A.S.T.M.  tentative  method,  shall  not  have  an  expan¬ 
sion  in  excess  of  0.75%. 

7.0  Time  of  set. 

7.1  Time  of  setting  shall  be  determined  by  test  de¬ 
scribed  in  A.S.T.M.  Specification  C77-36,  and  the 
mortar  so  tested  shall  not  develop  initial  set  in  less 
than  one  hour  and  final  set  in  more  than  10  hours, 
as  tested  with  Vicat  or  Gillmore  needle. 


8.0  Compressive  strength  for  normal  blended  cements. 

8.1  The  average  compressive  strength  of  five  2-inch 
mortar  cubes  composed  of  one  part  of  blended  cement 
and  2.75  parts  graded  Ottawa  sand  by  weight  shall  be 
not  less  than  the  following: 


Age  at  Test 

^Compressive 

Storage  of  Cubes  Strength 

7  days  1 

28  days  1 

day  in  moist  air,  6  2200  lbs.  sq.  in. 

days  in  water 

day  in  moist  air,  27  3500  lbs.  sq.  in. 
days  in  water 

*When  tested 

in  accordance  with  Fed.  Spec.  SS-C-158. 

8.2  Tensile  Strength. 

1  he  average  tensile  strength  in  lbs.  sq.  in.  of  not  less 
that  5  mortar  briquets  composed  of  one  part  cement 
and  3  parts  of  Ottawa  sand,  by  weight,  shall  be  equal 
to  or  greater  than  the  following: 

Age  at  Test 

Ten-ile 

Strength 

Storage  of  Briquets  Lbs.  Sq.  In. 

3  days 

7  days 

28  days 

1  day  in  moist  air,  2  day^  175 

in  water 

1  day  in  moist  air,  6  days  275 

in  water 

1  day  in  moist  air,  27  days  350 

in  water 

Hie  average  tensile  strength  of  the  mortar  at  7 
and  28  days  shall  be  higher  than  that  at  3  and  7  davs 
respectively. 


9.0  Blended  cements  having  other  properties. 

9.1  \\  hen  approval  of  the  board  is  reouested  for 

the  use  of  Blended  Cements  having  high  early  strength 
sulfate  resistance  or  low  heat  of  hydration,  applica¬ 
tion  shall  be  made  to  the  hoard  for  additional  tests 
to  develop  these  properties. 
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RULES 


RULES  FOR  TESTS  OF  FIRE-RESISTIVE,  FLAMEPROOFED  MATERIALS,  SUCH  AS 
TEXTILES,  PAPER,  SIMILAR  MATERIALS  AND  ADHESIVES  USED  FOR  DECORA¬ 
TIVE  PURPOSES  AND  TREATED  ACOUSTICAL  DRAPERIES,  CARPETS  AND  SIMI¬ 
LAR  MATERIALS  FOR  USE  IN  PLACES  OF  PUBLIC  ASSEMBLY  AND  SPECIAL 
OCCUPANCY  STRUCTURES 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  3,  1940.  EFFECTIVE, 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 

CHARTER,  MAY  27,  1940. 

5.3  CONDITIONING  OF  TEST  SPECIMENS— 
The  test  samples  or  test  specimens  shall  be  dried  for  24 
hours  in  a  room  of  average  temperature  of  70°  F.,  with 


[Cal.  No.  294-40-SR] 

AUTHORITY : 

Pursuant  to  the  authority  vested  in  the  Board  of  Standards 
and  Appeals  by  Section  666,  paragraph  2,  of  the  Charter  of 
the  City  of  New  York  and  Section  C26-721.01)  (12.2)  as 
amended  by  Local  Lazo  No.  170,  approved  November  14, 
1939,  and  Section  C19-161.1  Local  Lazo  No.  112,  approved 
July  18,  1939. 

1.0  SCOPE. 

These  requirements  apply  to  tlameproofed  combustible  ma¬ 
terials  used  for  decorative  or  other  purposes  within  special 
occupancy  structures  as  defined  in  Section  C26-715.0  (12.1.1) 
and  other  places  of  public  assembly  as  provided  in  Section 
C- 19-161.0,  which  was  amended  by  Local  Law  No.  112. 

2.0  GENERAL  REQUIREMENTS. 

It  shall  be  unlawful  for  any  person  to  use  any  decorations, 
drape,  curtain  or  scenery  used  for  artistic  enhancement 
which  is  made  of  combustible  material,  unless  painted  or 
saturated  with  a  non-combustible  material  or  liquid  or  other¬ 
wise  rendered  safe  against  fire  to  the  satisfaction  of  the 
Fire  Commissioner  and  in  accordance  with  the  requirements 
of  these  Rules,  in  any  building  of  a  public  character,  includ¬ 
ing  a  hotel,  theatre,  restaurant,  public  hall,  department  store, 
and  a  building  used  or  intended  to  be  used  for  purposes  of 
public  assembly,  amusement  or  instruction,  and  a  building 
where  large  numbers  of  persons  congregate  (See  Section 
09-161. 1)  except  as  exempted  in  Rule  7. 

After  flameproofing,  such  processing  as  ironing,  sewing 
and  normal  handling  shall  have  no  detrimental  effects  on  the 
treatment  of  the  material. 

3  0  APPROVAL  OF  MATERIALS  AND  METHODS 
USED  IN  FLAMEPROOFING  TEXTILES,  ETC. 

3.1  No  materials  or  methods  for  flameproofing  com¬ 
bustible  materials  for  use  under  these  Rules  shall  be  used 
unless  approved  by  the  Board. 

4.0  FLAMEPROOFING  PROPERTIES. 

The  flameproofed  material,  when  subjected  to  the  test 
described  in  Rule  5.0,  shall  meet  the  following  requirements 
as  to  fire-retardant  properties. 

4.1  FLASHING — No  flashing  shall  occur  at  any 
time  on  the  length  of  the  test  specimen.  A  flashing  due 
to  fuzz  or  bad  edges  may  be  disregarded. 

4.2  DURATION  OF  FLAME—' The  average  con¬ 
tinuation  of  flaming  shall  not  exceed  3  seconds. 

4.3  DURATION  OF  GLOW — The  average  continu¬ 
ation  of  glow  at  the  edge  of  the  charred  area  shall  not 
exceed  an  additional  twenty  seconds  after  the  cessation 
of  flaming.  Glow  confined  to  the  charred  area  may  be 
disregarded. 

5.0  TESTS. 

Tests  for  each  specific  installation  of  originally  treated 
combustible  material,  or  any  re-tests  thereof,  shall  be  made 
by  the  Fire  Commissioner,  or  in  a  laboratory  approved  by 
him,  in  accordance  with  the  requirements  of  these  Rules. 

5.1 —  SAMPLING  FOR  TEST  SPECIMENS— 
Samples  of  each  variety  of  material  and  for  every  kind 
of  treatment  shall  be  subject  to  separate  tests.  Samples 
shall  be  of  sufficient  size  to  furnish  test  specimens  pro¬ 
vided  for  in  Rule  5.2.  At  least  three  samples  shall  be 
furnished  for  every  500  square  feet  or  fraction  thereof. 

5.2—  TEST  SPECIMENS— Specimens  for  test  shall 
be  2  in.  wide  and  12)4  in.  long  and  shall  be  numbered 
on  one  end.  Test  specimens  shall  be  carefully  cut  from 
at  least  three  different  places  m  the  material  to  provide 
a  minimum  of  three  test  specimens  from  each  material 
for  testing. 


an  average  humidity  of  40%. 

5.4  TEST  FOR  PERMANENCE  Ob'  CHEMI¬ 
CALS — Test  specimens  shall  he  suspended  by  folding 
and  pinning  one-half  inch  of  the  numbered  end  over  a 
horizontal  8-gauge  wire,  placed  two  inches  above  the 
center  of  a  7-inch  opening  in  a  3  ft.  wind  tunnel  arranged 
to  deliver  a  wind  velocity  to  the  air,  at  the  tunnel  end, 
of  700  lineal  feet,  plus  or  minus  50  ft.  per  minute,  as 
measured  by  a  suitable  anemometer  on  a  line  with  the 
wire.  In  this  position  the  test  specimens  shall  be  whipped 
for  five  minutes.  Immediately  upon  conclusion  of  this 
test,  the  specimens  shall  be  placed  in  a  closed  dry  con¬ 
tainer  until  required  for  the  flame  test. 

5.5  APPARATUS  FOR  FLAME  TEST— The  ap¬ 
paratus  shall  consist  of  a  ring  stand  20  inches  high  with 
an  adjustable  clamp  housed  in  a  metal  shield  12  inches 
square  and  20  inches  high,  open  in  front  and  at  both 
ends  and  a  Bunsen  or  Tirrill  gas  burner  which  shall 
have  a  tube  of  44-inch  inside  diameter. 

5.6  FLAME  TEST — A  whipped  test  specimen  shall 
he  taken  from  the  closed  container  required  in  Rule  5.4 
and  suspended  vertically  with  one-half  inch  of  the  num¬ 
bered  end  in  a  clip  held  in  a  clamp  on  the  ring  stand 
so  that  the  test  specimen  shall  hang  vertically  within  and 
near  the  center  of  the  metal  shield  required  in  Rule  5.5. 
The  lower  end  of  the  test  specimen  shall  be  three-quar¬ 
ters  of  an  inch  above  the  top  of  the  gas  burner  on  which 
the  air  supply  is  shut  off  completely  and  adjusted  to 
give  a  luminous  flame  1)4  inches  long.  The  flame  shall 
be  applied  for  12  seconds,  then  withdrawn.  The  result 
of  the  test  for  duration  of  flame  and  duration  of  glow 
of  the  three  test  specimens  shall  each  be  averaged  and 
recorded.  Flashing,  if  anv,  shall  he  noted. 

6.0  APPROVAL  AND  CERTIFICATION. 

The  approval  of  materials  that  have  been  flameproofed,  as 
provided  in  Rule  1.0  and  tested  as  required  in  Rule  5.0  with 
flameproofing  properties  as  given  in  Rule  4.0,  shall  be  lim¬ 
ited  to  one  year.  An  affidavit  by  the  person,  firm  or  corpo¬ 
ration  flameproofing  the  combustible  materials  shall  be  filed 
with  the  Fire  Commissioner  stating  that  the  flameproofing 
compound  and  method  complies  with  the  approval  of  the 
Board,  with  calendar  number  thereof,  and  including  the  date 
of  treatment  and  warranted  period  of  effectiveness  of  the 
flameproofing. 

6.1  The  Fire  Commissioner  may  require  check  tests 
at  any  time.  Upon  the  termination  of  the  approval,  as 
provided  for  in  Rule  6.0,  a  retest  of  the  flameproofed 
combustible  materials  shall  conform  to  the  following : 

Flameproofed  materials  shall  withstand  a  test  of  at 
least  400°  F.,  as  measured  by  a  pyrometer,  or  other  ac¬ 
ceptable  method,  for  approximately  one-minute’s  dura¬ 
tion  by  means  of  an  open  flame.  Under  such  test,  the 
flameproofed  material  shall  not  flash  or  support  com¬ 
bustion  and  shall  not  glow  outside  of  the  char  if  a  char 
is  set  up  by  the  open  flame  Material  found  not  to  con¬ 
form  to  these  requirements,  shall  be  removed  and  re¬ 
placed  with  materials  conforming  to  the  requirements 
of  Rule  4.0. 

7.0  EXEMPTION. 

These  Rules  shall  not  be  construed  to  apply  to  merchandise 
for  sale  or  displayed  for  sale,  to  guest  rooms  in  hotels,  to 
offices,  to  works  of  art  in  museums,  nor  to  churches  or 
places  of  religious  worship. 
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RULES 


RULES  FOR  INSPECTION  OF  APPROVED  OPENING  PROTECTING  ASSEMBLIES 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  OCTOBER  20,  1939.  EFFEC¬ 
TIVE,  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK 

CITY  CHARTER,  NOVEMBER  13,  1939. 


(1139-39-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York  and  C26-189.0  Administrative  Build¬ 
ing  Code  (2.2.1. 1.)  and  C26-610.0  Administrative  Building 
Code  (10.1.18)  and  C26-660.0,  661.0  and  662.0  Adminis¬ 
trative  Building  Code  (10.8.1,  2  and  3). 

Note:  Where  reference  in  parenthesis  appears  after  the 
Administrative  Building  Code  section  it  refers  to  the  section 
of  the  New  Building  Code  as  formerly  numbered. 

Rule  1  Scope. 

1.1  Before  any  Opening  Protective  Assembly  is 
used  under  the  provisions  of  the  Administrative 
Building  Code,  it  shall  be  tested  as  required  in  Sec¬ 
tion  C26-610.0  (10.1.18)  and  its  Fire-Resistive  Rating 
shall  (be  designated  as  “)4-Hour”,  “1-Hour”,  “l%- 
Hour”,  or  “3-Hour”,  in  accordance  with  the  approval. 

1.2  Before  engaging  in  the  manufacture  of  ap¬ 
proved  Opening  Protective  Assemblies,  the  manufac¬ 
turer  shall  have  an  established  plant  completely  equipped 
with  the  necessary  facilities,  machinery  and  tools  for 
the  manufacture  of  the  Opening  Protective  Assemblies. 

1.3  Before  applying  for  approval  of  plant  and  per¬ 
mission  to  manufacture  approved  Opening  Protective 
Assemblies,  the  manufacturer  shall  file  a  list  of  his 
equipment  and  facilities  with  the  Board  of  Standards 
and  Appeals,  together  with  a  statement  of  the  name, 
type,  specifications  and  details  of  the  approved  door, 
which  he  agrees  to  manufacture  in  accordance  with  the 
rules  and  regulations  of  the  Board  and  the  require¬ 
ments  of  the  Administrative  Building  Code. 

1.4  All  Opening  Protective  Assemblies  made  under 
any  approval  issued  by  the  Board  of  Standards  and 
Appeals  for  the  manufacture  of  approved  Opening 
Protective  Assemblies  of  ‘%-Hour”,  “1-Hour”,  “1  y2- 
Hour”  or  “3-Hour”  rating  shall  be  rejected  on  evi¬ 
dence  that  such  Opening  Protective  Assemblies  are 
not  manufactured  or  labelled  in  accordance  with  the 
approved  specifications  of  the  Board.  ' 

Rule  2 — Inspections. 

2.1  No  Opening  Protective  Assemblies  shall  be  in¬ 
stalled  in  any  building  until  such  Opening  Protective 
Assemblies  have  been  inspected  and  labelled  either  by 
the  Borough  Superintendent,  or  by  a  recognized  testing 
laboratory  or  other  qualified  person  or  agency  approved 
by  the  Board  as  having  proper  facilities. 

2.2  Before  issuing  any  label  for  the  use  of  an  ap¬ 
proved  Opening  Protective  Assemblv,  the  authorized 
inspection  agency  shall  first  notifv  the  Borouffii 


Superintendent  that  inspection  will  be  made  by  him 
of  the  materials  and  construction  entering  into  the 
assembly  of  the  Opening  Protective  Assemblies,  stating 
the  location  of  the  premises  where  the  Opening  Pro¬ 
tective  Assemblies  will  be  used,  the  Building  Permit 
number,  the  name  of  the  approved  Opening  Protective 
Assembly  and  the  manufacturer  and  the  number  of 
such  units  to  be  manufactured. 

Note:  Where  an  Opening  Protective  Assembly  is  of 
fire-proofed  wood,  such  wood  shall  be  submitted  to 
tests  for  fireproofed  wood,  as  prescribed  in  the  Admin¬ 
istrative  Building  Code,  Section  C26-331.9  (7.2.3.1  to 
/.2.3.9,  inclusive). 

2.3  Aftei  the  materials  have  been  cut  and  inspected, 
the  authorized  inspection  agency  shall  inspect  the 
assembly  and  fabrication  of  the  parts  and  shall  issue 
an  approved  label  only  if  the  completed  Opening- 
Protective  Assemblies  comply  in  all  respects  with  the 
approved  specifications  on  file  in  the  Board  of 
Standards  and  Appeals. 

Rule  3 — Labels. 

3.1  Every  approved  Opening  Protective  Assembly 
he  tore  installation  in  a  building  under  the  provisions 
of  the  Administrative  Building  Code,  shall  have  se¬ 
curely  attached  to  it,  a  metal  label  of  a  design 
approved  by  the  Board,  giving  the  name  of  the 
Opening  Protective  Assembly,  the  calendar  number 
of  the  approval  of  the  device,  the  fire-resistive  rating, 
the  serial  number  of  the  specific  type  of  door  and 
buck,  or  window,  the  year  of  manufacture  and  the 
name  of  the  inspection  agency. 

3.2  After  attachment  of  the  Serial  Label  to  the 
Opening  Protective  Assembly,  the  inspection  agency 
shall  advise  the  Borough  Superintendent  the  serial 
numbers,  the  address  of  the  premises  and  the  Build¬ 
ing  Permit  numbers  of  the  approved  Opening  Pro¬ 
tective  Assembly. 

3.3  The  manufacturer  may  also  attach  to  the  Open¬ 
ing  Protective  Assembly,  a  metal  label  giving  the 
name  and  location  of  the  manufacturer.  He  shall 
also  keep  an  office  record  showing  the  location  of 
each  (Ipening  Protective  Assembly  manufactured  by 
him,  its  serial  label  number  and  the  Building  Permit 
number;  and  this  record  shall  be  open  for  inspection 
by  any  authorized  representative  of  the  Board  of 
Standards  and  Appeals  and  the  Department  of  Housing 
and  Buildings. 

3.4  Every  labelled  Opening  Protective  Assembly 
shall  be  constructed  and  installed  in  all  essentials  as 
tested  and  approved  and  arranged  to  receive  hard¬ 
ware  of  an  equal  type,  quality  and  material  and 
requiring  no  greater  cutting  away  of  the  wood  or 
metal  than  on  the  approved  Opening  Protective  As¬ 
sembly,  as  tested. 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents’ 
each— postage  to  be  added  if  the  forms  are  forwarded  bv 
mail. 
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Affecting  Calendar  Numbers  86-29-BZ,  105-41-BZ, 
721-41-BZ,  850-41-BZ,  39-37-BZ,  1210-40-BZ,  333-41- 
BZ,  676-41-BZ,  694-41-BZ,  1065-41-A  and  112-41-A. 
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Oil  Burner  Rules. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  January  6,  1942. 


Cal.  No.  Department  Premises  Affected 

11 13-41 -A . H.B.B . 153-155  Beach  72nd  street,  west 

side,  420  ft.  south  of  Rock- 
away  Beach  boulevard  (Block 
No.  608,  Lot  No.  77),  Ar- 
verne,  Borough  of  Queens 
(Under  section  35,  General 
City  Law — re  bed  of  mapped 
street ) .  M  - 1 0937-41 . 


11 14-41 -A . F.D . 412-422  Withers  street,  367-385 

Vandervoort  avenue,  south¬ 
west  corner  and  405-415  Jack- 
son  street  (Block  No.  2878, 
Lot  No.  18),  Borough  of 
Brooklyn. 

88399-L.  C.  and  Decisions. 


1115-41-BZ . H.B.Bx..  .3325  Webster  avenue,  west  side, 

551.98  ft.  south  of  Gun  Hill 
road  (Block  No.  3355,  Lot 
No.  142),  Borough  of  The 
Bronx. 

Decision  re  Certificate  of 
Occupancy. 


1116-41-A . H.B.M _ 218  Ninth  avenue,  east  side,  60 

ft.  north  of  West  23rd  street 
(Block  No.  747,  Lot  No.  4), 
Borough  of  Manhattan. 

Alt.  1780-41  and  Decision. 


1-42-BZ . H.B.Q _ 62-28  to  62-36  Junction  boule¬ 

vard,  93-26  to  93-56  62nd  road, 
southwest  corner  and  98-19  to 
98-27  62nd  drive  (Block  No. 
2078,  Lot  Nos.  29  and  37), 
Forest  Hills,  Borough  of 
Queens.  Misc.  8681-41. 


2-42-BZ . H.B.M _ 260-262  Delancey  street,  north 

side,  25  ft.  west  of  Columbia 
street  (Block  No.  333,  Lot 
No.  31),  Borough  of  Man¬ 
hattan. 

Decision  re  Certificate  of 
Occupancy. 


3-42- A . H.B.M _ 57  Avenue  D  and  750  East 

Fifth  street,  southwest  comer 
(Block  No.  374,  Lot  Nos.  34 
and  35),  Borough  of  Man¬ 
hattan. 

Amendment  to  N.  B.  139-41. 


4-42 -A . F.D . 92-16  to  92-20  150th  street,  south 

side  and  northwest  side  of 
Archer  avenue,  133  ft.  8  in. 
south  of  Fulton  and  150th 
streets  (Block  No.  9997,  Lot 
Nos.  13,  14  and  15),  Jamaica, 
Borough  of  Queens. 

7470-L.  F. 


5-42-BZ . H.B.B . 2042-2050  Ocean  avenue,  west 

side,  470  ft.  south  of  Avenue 
O  and  300  ft.  north  of  Ave¬ 
nue  P  (Block  No.  6766,  Lot 
Nos.  36  and  38),  Borough  of 
Brooklyn.  Alt.  5430-41. 


6-42-A . F.D . 47-51  Pike  street,  east  side,  54.9 

ft.  north  of  Monroe  street 
(Block  No.  272,  Lot  No.  47), 
Borough  of  Manhattan. 

Decision  re  28461  -L.  C. 
28462-L.  C.  28463-L.  C. 
and  28466-L.  C. 


7-42-BZ . H.B.Bx..  .1815  Grand  Concourse,  northwest 

corner  of  intersection  of 
Morris  avenue  and  Henwood 
place  (Block  No.  2826,  Lot 
No.  72),  Borough  of  The 
Bronx.  Alt.  1176-41. 


8-42- A . F.D . 263-265  West  124th  street,  north 

side,  150  ft.  east  of  Eighth 
avenue  (Block  No.  1930,  Lot 
No.  57),  Borough  of  Man¬ 
hattan. 

28140-L.  C.  and  Decision. 


9-42-A . H.B.M _ 313-315  West  59th  street,  north 

side,  140  ft.  3  in.  west  of 
Columbus  avenue  (Block  No. 
1112,  Lot  No.  19),  Borough 
of  Manhattan.  Alt.  2640-41. 


10-42-BZ . H.B.Q _ 220-20  Jamaica  avenue,  south 

side,  481.92  ft.  east  of  Spring- 
field  boulevard  (Block  No. 
10793,  Lot  No.  37,  Block  No. 
10789,  Lot  Nos.  38  and  43), 
Queens  Village,  Borough  of 
Queens.  M-6635-41. 


11-42-A . H.B.Q.. .  .220-20  Jamaica  avenue,  south  side, 

481.92  ft.  east  of  Springfield 
boulevard  (Block  No.  10793, 
Lot  No.  37,  Block  No.  10789, 
Lot  Nos.  38  and  43),  Queens 
Village,  Borough  of  Queens 
(Under  section  35,  General 
City  Law — re  bed  of  mapped 
street).  M-6635-41. 
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12-42-BZ . H.B.Q.. .  .148-02  to  148-04  14th  avenue  and 

14-01  to  14-09  148th  street, 
southeast  corner  (Block  No. 
4645,  Lot  No.  1),  Whitestone, 
Borough  of  Queens. 

N.  B.  2545-41. 


13-42-BZ . H.B.M.. .  .27-29  East  60th  street,  northeast 

corner  of  Madison  avenue 
(Block  No.  1375,  Lot.  No. 
21),  Borough  of  Manhattan. 
Decisions  re  Certificate  of 
Occupancy. 


14-42-BZ . H.B.B . 675-683  Ashford  street,  east  side, 

290  ft.  south  of  New  Lots 
avenue  (Block  No.  4312,  Lot 
Nos.  65,  67  and  68),  Borough 
of  Brooklyn.  B.  N.  2837-41. 


15-42-A . H.B.B . 250-252  High  street,  south  side, 

18  ft.  9  in.  west  of  Navy 
street  (Block  No.  101,  Lot 
Nos.  16  and  17),  Borough  of 
Brooklyn.  B.  N.  2655-41. 


16-42- A . F.D . 419-423  East  48th  street,  north 

side,  100  ft.  west  of  Beekman 
place  (Block  No.  1360,  Lot 
No.  11),  Borough  of  Man¬ 
hattan.  12800-L.  F. 


17-42-A . H.B.B . 16  Clermont  avenue,  west  side, 

150  ft.  south  of  Flushing  ave¬ 
nue  (Block  No.  2032,  Lot  No. 
34),  Borough  of  Brooklyn. 

B.  N.  385-41. 


Restored  to  Calendar. 


Exit  Rules  (Revolving  Doors) . 

Factory  Exit  Rules  . 

Fire  Alarm  Rules  (Interior) . 

Fire  Drill  Rules  . 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of 
Fire  Retarding  Rules  for  Garages, 

etc . 

Fireproof  Wood,  Testing  of . 

Frame  Garages,  Ruling  for . 

Fusion  Welding  and  Gas  Cutting 
Rules 

Gas  Shut-Off  Rules  . 

Hatchway  Protection  . 

Insulating  Fibre  Board  Rules.  . 

Oil  Burner  Rules  . 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Nov.  25,  1941— Vol.  26,  No.  47A 

Platform  Trucks,  Specifications  for. Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) .  .Nov.  25,  1941— Vol.  26, _Na  47A 


.June 

15, 

1937- 

—Vol. 

22, 

No. 

24 

.  Dec. 

2, 

1941- 

—Vol. 

26, 

No. 

48 

.Sept. 

2, 

1941- 

—Vol. 

26, 

No. 

35 

.  Dec. 

16, 

1941- 

—Vol. 

26, 

No. 

50 

Jan. 

6, 

1942- 

-Vol. 

27, 

No. 

1 

.Dec. 

16, 

1941- 

-Vol. 

26, 

No. 

50 

.Apr. 

13, 

1937- 

-Vol. 

22, 

No. 

15 

,  Jan. 

21, 

1919- 

—Vol. 

4, 

No. 

3 

May 

20, 

1941- 

-Vol. 

26, 

No. 

20 

.Apr. 

7, 

1925- 

-Vol. 

10, 

No. 

14 

June 

5, 

1928- 

-Vol. 

13, 

No. 

23 

.  Nov. 

25,  1941— 

-Vol.  26,  No.  47A 

.Jan. 

13, 

1942- 

—Vol. 

27, 

No. 

2 

•  Jan. 

6, 

1942- 

-Vol. 

27, 

No. 

1 

Procedure,  Rules  of. 


.Sept.  7,  1937— Vol.  22,  No.  36 


Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — -Vol.  26,  No.  34 


6,  1942— Vol.  27,  No.  1 
June  29,  1937— Vol.  22,  No.  26 
June  8,  1937— Vol.  22,  No.  23 


Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler  Rules  . 

Standpipe  Fireline  Rules  . . 

Structural  Alterations,  Reporting. ..  June  7,  1932— Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936 — -Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) ...  Apr.  10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fireline  Hose  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941 — -Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Industrial  Use. Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pumps . Nov.  25,  1941 — Vol.  26,  No.  47A 

Gas  Heaters  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941 — Vol.  26,  No.  47A 


JANUARY  13,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
13,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


297-34-BZ . H.B.B _ 2705-2715  Nostrand  avenue,  east 

side,  360  ft.  north  of  Avenue 
N  (Block  No.  7666,  Lot  No. 
25),  Borough  of  Brooklyn. 

Alt.  5066-41. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D _ Fire  Department. 


RULES 


Last 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . Jan. 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Nov. 
Certificates  of  Occupancy,  approved 

form  . Nov. 

Concrete  Flat  Slabs,  Rules . luly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  _  Tune 

Concrete  Rules  (Hydrated  Lime)  . . .  Aug. 
Elevator  Rules  . Mar. 


Publication  in  Bulletin 

6,  1942— Vol.  27,  No.  1 

11,  1941— Vol.  26,  No.  45 

25,  1941— Vol.  26,  No.  47 

13,  1937— Vol.  22,  No.  28 


24,  1941— Vol.  26,  No.  25 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


cal.  no.  1120-40-BZ— Application,  November  26,  1940,  un¬ 
der  section  7h  of  the  building  zone 
resolution,  of  Hugo  Auerbacker,  ap¬ 
plicant,  on  behalf  of  Edgar  W.  Bowne, 
Clifford  M.  Marsh,  George  D.  Hulst, 
Edith  S.  B.  Roberts  and  Ella  S. 
Greenslet,  owners  (Hugo’s  Parking 
Lot,  lessee),  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  ;  premises  137-15  Queens 
boulevard,  northwest  corner  of  84th 
road  (Block  No.  9652,  part  of  Lot  No. 
96),  Briarwood,  Borough  of  Queens. 

cal.  no.  234-41-BZ — Application,  March  19,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Henry  C.  Brockman,  ap¬ 
plicant,  on  behalf  of  The  Trustees  of 
Columbia  University  in  the  City  of 
New  York,  owner  (Gulf  Oil  Corpora¬ 
tion,  lessee),  to  permit  in  a  business 
use  district,  the  alteration  and  recon¬ 
struction  of  a  gasoline  service  station ; 
part  of  the  premises  is  on  the  same 
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street  and  between  the  same  intersect¬ 
ing  street  as  school  and  library;  prem¬ 
ises  2011-2013  Broadway,  west  side, 
from  West  68th  street  to  West  69th 
street  (entire  block),  151-155  West  68th 
street  and  166-178  West  69th  street 
(Block  No.  1140,  Lot  Nos.  4,  5,  7,  10, 
14,  55  and  58),  Borough  of  Manhattan. 

cal.  no.  159-36-BZ — Application  of  Alurion  Realty  Corpo- 
ation,  owner,  and  Rubiic  Service  inter¬ 
state  Transportation  Co.,  lessee,  re¬ 
opened  February  18,  1941,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  retail  one  (1)  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245- 
259  West  41st  street,  north  side,  100  ft. 
east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

cal.  no.  150-41-BZ — Application,  February  19,  1941,  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Nira  Homes  Com¬ 
pany,  Incorporated,  owner,  to  permit  in 
a  retail  use  district,  for  a  term  of  years, 
the  erection  and  maintenance  of  a  gas¬ 
oline  service  station;  premises  79-10  to 
79-20  Springfield  boulevard,  northwest 
corner  of  Union  turnpike  (Block  No. 
7780,  part  of  Lot  No.  1),  Queens  Vil¬ 
lage,  Borough  of  Queens. 

cal.  no.  574-41 -BZ — Application,  June  24,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Golden thal  Brothers,  applicants,  on 
behalf  of  John  Eckert,  owner,  to  permit 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
31-17  46th  street,  east  side,  99  ft.  1V\ 
in.  south  of  31st  (Jamaica)  avenue 
(Block  No.  725,  Lot  Nos.  21,  22,  23, 
24  and  24a),  Long  Island  City,  Borough 
of  Queens. 

cal.  no.  322-31-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  T.  H.  Fraser 
Mortgage  Corporation,  owner,  reopened 
October  15,  1941,  under  section  7f  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district,  for  a  term  of 
years,  the  erection  and  maintenance  of 
a  gasoline  service  station,  auto  laundry 
and  lubritorium  (previously  denied)  ; 
premises  6116-6124  17th  avenue  and 
1683-1693  62nd  street,  northwest  corner 
(Block  No.  5524,  Lot  No.  47),  Borough 
of  Brooklyn. 

cal.  no.  731-41-BZ — Application,  August  14,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Michael  Mario,  applicant,  on 
behalf  of  City  Bank  and  Farmers  Trust 
Company,  owner  (Prudence  Bonds 
Corporation,  trustee),  to  permit  upon  a 
plot  located  partly  in  an  unrestricted 
use  and  partly  in  a  retail  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  119-125  Seventh  ave¬ 


nue  and  147-167  West  17th  street,  north¬ 
east  corner  (Block  No.  793,  Lot  No.  1), 
Borough  of  Manhattan. 

cal.  no.  552-41-BZ — Application,  June  18,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Sarah  Tulchinsky, 
owner,  to  permit  in  a  business  use 
district,  the  alteration  and  inclusion  of 
a  gasoline  service  station  in  a  garage 
for  more  than  five  (5)  motor  vehicles 
(said  garage  was  previously  granted 
by  the  Board)  ;  premises  84-34  (1166- 
1168  old  numbers)  Jamaica  avenue, 
south  side,  81.40  ft.  west  of  85th  street 
(Block  No.  8919,  Lot  No.  29),  Wood- 
haven,  Borough  of  Queens. 

cal.  no.  1460-39-BZ — Application,  November  30,  1939,  un¬ 
der  section  7h  of  the  building  zone  reso¬ 
lution,  of  Hilda  Reardon,  applicant  and 
lessee,  on  behalf  of  200  Amity  Corpora¬ 
tion,  owner,  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles; 
premises  142-33  Roosevelt  avenue,  north 
side,  184  ft.  west  of  Bowne  street 
(Block  No.  5020  (847),  Lot  No.  43), 
Flushing,  Borough  of  Queens. 

cal.  no.  892-41 -BZ — Application,  October  16,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Tobias  Goldstone,  applicant,  on 
behalf  of  2083  Fulton  Street  Corpora¬ 
tion,  owner,  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  a  residence  use 
district,  the  conversion  of  occupancy  of 
a  building  to  a  storage  garage  for 
twelve  (12)  motor  vehicles  and  news¬ 
paper  distribution  on  the  1st  story  and 
caretakers’  apartment  on  the  2nd  story ; 
premises  2083  Fulton  street,  north  side, 
286  ft.  10)4  in.  east  of  Rockaway  ave¬ 
nue  (Block  No.  1542,  part  of  Lot  No. 
54),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

1083-41 -A — 2083  Fulton  street,  north  side,  286  ft.  10)4  in. 

east  of  Rockaway  avenue  (Block  No.  1542, 
part  of  Lot  No.  54),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  13,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

1038-41-A — 80-02  Beach  Channel  drive,  northwest  comer  of 
Beach  80th  street  (Block  No.  560,  Lot  No. 
12),  Rockaway  Beach,  Borough  of  Queens. 

998-41 -A — 35-02  Vernon  boulevard  and  7-50  35th  avenue, 
southwest  corner  (Block  No.  327,  Lot  No. 
24),  Long  Island  City,  Borough  of  Queens. 

1041 -41 -A — 354  79th  street,  south  side,  230  ft.  west  of 
Fourth  avenue  (Block  No.  5979,  Lot  No. 
31),  Borough  of  Brooklyn. 

1068-41 -A — 554  Greenwich  street,  northwest  corner  of 
Charlton  street  (Block  No.  598,  Lot  Nos. 
36  and  37),  Borough  of  Manhattan. 
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959-41-A — 710  East  216th  street,  south  side,  113.62  ft.  east 
of  White  Plains  avenue  (Block  No.  4663, 
Lot  No.  19),  Borough  of  The  Bronx. 

1040-41-A — 3063-3073  West  12th  street,  east  side,  113  ft. 

north  of  Boardwalk  (Block  No.  7266,  Lot 
No.  166),  Borough  of  Brooklyn. 

1056-41 -A — 324-328  Lafayette  street,  west  side,  116.1  ft. 

south  of  Bleecker  street  and  159-161  Crosby 
street  (Block  No.  522,  Lot  No.  28),  Bor¬ 
ough  of  Manhattan. 

919-41-A — 2228-2238  Church  avenue,  south  side,  213  ft.  8§4 
in.  east  of  Flatbush  avenue  (Block  No. 
5103,  Lot  No.  36),  Borough  of  Brooklyn 
(reopened  and  restored  to  calendar,  Decem¬ 
ber  16,  1941;  previously  withdrawn). 

1048-41-A — 2933-2955  Bedford  avenue,  southeast  side  of 
Avenue  H,  138)4  ft.  north  of  Bedford  ave¬ 
nue  (Block  Nos.  7571  and  7572,  Lot  Nos. 
33),  Borough  of  Brooklyn. 

1010-41-A — 1050-1054  Myrtle  avenue,  south  side,  296  ft.  7 
in.  west  of  Lewis  avenue  (Block  No.  1585, 
Lot  No.  25  and  part  of  Lot  No.  21),  Bor¬ 
ough  of  Brooklyn. 

991-41-A — 1474  Ocean  parkway,  west  side,  280  ft.  north  of 
Avenue  O  (Block  No.  6587,  Lot  No.  41), 
Borough  of  Brooklyn. 

Variation  of  the  Labor  Law. 

1086-41-S — 1050-1054  Myrtle  avenue,  south  side,  296  ft.  7 
in.  west  of  Lewis  avenue  (Block  No.  1585, 
Lot  No.  25  and  part  of  Lot  No.  21),  Bor¬ 
ough  of  Brooklyn. 


JANUARY  20,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
.  20,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  531-41-BZ — Application,  June  9,  1941,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Cornelius  G.  De  Loca,  applicant,  on 
behalf  of  Earned  Holding  Corporation, 
owner,  to  permit  in  an  unrestricted 
use  district,  the  conversion  of  occu¬ 
pancy  of  a  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles;  the 
said  garage  having  vehicular  entrances 
within  200  feet  of  an  exit  or  entrance 
to  a  public  school ;  premises  108-120 
Knickerbocker  avenue,  west  side,  19  ft. 
9 Vi  in.  south  of  Thames  street  (Block 
No.  3013,  Lot  No.  15),  Borough  of 
Brooklyn. 

cal.  no.  390-41-BZ — Application,  May  1,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Charles  Lee  Koester,  applicant,  on 
behalf  of  Freda  Habrich  and  Edna  M. 
Went,  owners  (F.  and  M.  Habrich, 
lessees),  to  permit  in  a  business  use 
district,  the  conversion  of  occupancy  of 
an  existing  building  to  a  motor  vehicle 
repair  shop  and  garage  for  more  than 
five  (5)  motor  vehicles  and  the  exten¬ 
sion  of  this  building  for  use  as  a  garage 
for  more  than  five  (5)  motor  vehicles 
and  auto  laundry  and,  also,  the  use  of 


the  remainder  of  the  premises  as  a  used 
car  lot;  premises  138-24  101st  avenue, 
south  side,  208-73  ft.  east  of  Reming¬ 
ton  street  (Block  No.  10018,  Lot  Nos. 
9  and  11),  Jamaica,  Borough  of 
Queens. 

cal.  no.  378-41-BZ — Application,  April  28,  1941,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  Lee  Koester,  applicant, 
on  behalf  of  Marcel  Levy  and  Clarence 
Horwitz,  trustees  of  Series  Q-l  mort¬ 
gage  investments,  owners  (Andrew 
Motor  Sales,  Incorporated,  lessee), 
to  permit  in  a  business  use  district,  the 
use  of  part  of  a  plot,  used  as  a  gaso¬ 
line  service  station,  for  the  display  and 
sale  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  131-02  Merrick  boule¬ 
vard,  southeast  corner  of  Farmers 
boulevard  (Block  No.  3576,  Lot  No. 
28),  Laurelton,  Borough  of  Queens. 

cal.  no.  857-41-BZ — Application,  October  3,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Chodosh,  applicant,  on 
behalf  of  Barwin  Holding  Corporation, 
owner  (Baruch  Winer,  lessee),  to  per¬ 
mit  in  a  business  use  district,  the  use 
of  part  of  an  existing  building  for  the 
manufacture  of  soap;  premises  235 
South  1st  street,  north  side,  25  ft.  east 
of  Roebling  street  (Block  No.  2395, 
Lot  No.  33),  Borough  of  Brooklyn. 

cal.  no.  937-41-BZ — Application,  November  5,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Francis  A.  O’Neill,  applicant, 
on  behalf  of  Daniel  Greenhauff,  owner, 
to  permit  in  a  residence  use  and  also 
G  area  district,  the  erection  and  main¬ 
tenance  of  a  building  with  an  attached 
garage  located  less  than  ten  (10)  feet 
from  the  lot  line;  premises  184-31  Rad¬ 
nor  road,  north  side,  277.97  ft.  east  of 
Kent  street  (Block  No.  7253,  Lot  No. 
56),  Jamaica  Estates,  Borough  of 
Queens. 

cal.  no.  583-40-BZ — Application  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Gray  Apartment 
Company,  Incorporated,  owner,  re¬ 
opened  July  22,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  3104  Webster  ave¬ 
nue  and  400  East  204  street,  southwest 
corner  (Block  No.  3330,  Lot  No.  72), 
Borough  of  The  Bronx. 

cal.  no.  605-41-BZ — Application,  June  27,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Theodore  R.  Feinberg,  applicant,  on 
behalf  of  Fourth  Avenue  and  33rd 
Street  Realty  Corporation,  owner 
(Miller  and  Tuckman,  lessees),  to  per¬ 
mit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  175-183  33rd  street,  north 
side,  75  ft.  east  of  Fourth  avenue 
(Block  No.  681,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 
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cal.  no.  105-41-BZ — Application,  February  7,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Estate  of  William 
H.  Schmohl  (George  W.  Cornell,  ad¬ 
ministrator),  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  parking  and  stor¬ 
age  of  more  than  five  (S)  motor  ve¬ 
hicles  and,  also,  the  conversion  of  occu¬ 
pancy  of  a  structure  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  442  East  109th  street,  south¬ 
west  corner  of  East  River  drive  (Block 
No.  1702,  Lot  No.  29),  Borough  of 
Manhattan. 

cal.  no.  413-39-BZ — Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritory,  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  15  Ocean  avenue,  south  side,  100 
ft.  west  of  Flatbush  avenue  (Block  No. 
5024,  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 

Appeals  from  Administrative  Decisions. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

1065-41-A — 442  East  109th  street,  southwest  corner  of  East 
River  drive  (Block  No.  1702,  Lot  No.  29), 
Borough  of  Manhattan. 

111-41-A — 108-120  Knickerbocker  avenue,  west  side,  19  ft. 

9 34  in.  south  of  Thames  street  (Block  No. 
3013,  Lot  No.  15),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  20,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

813-41-A — 80  West  40th  street  a.d  694-696  Sixth  avenue, 
southeast  corner  (Block  No.  841,  Lot  No. 
89),  Borough  of  Manhattan. 

89-41-A— 56-14  Nurge  avenue,  southeast  side,  139.36  ft. 

northeast  of  56th  street  (Block  No.  2643, 
Lot  No.  34),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street)  ;  (reopened  and  re¬ 
stored  to  calendar,  July  8,  1941 ;  previously 
withdrawn). 

1510-39-A — 56-14  Nurge  avenue,  southeast  side,  139.36  ft. 

northeast  of  56th  street  (Block  No.  2643, 
Lot  No.  34),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street)  ;  (reopened  Decem¬ 
ber  23,  1941). 

Appliance  and  Materials  for  Approval. 

871-41-SA — (SC)  Method  of  Precision  Control  in  Concrete 
Manufacture. 

504-41  -SM— Quaker  Fyr-E-Pel. 

895-41-SM — J-M  Transite  Walls,  Universal  Type. 

•JK 


896-41-SM — J-M  Transite  Burring. 

1049-41-SM — Federal  Gasoila  Varnish  (liquid)  and  Federal 
Gasoila  Cement  (paste). 


JANUARY  27,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
27,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  367-41-BZ — Application,  April  24,  1941,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Ismet  Sarach, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  an  unrestricted  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1979  Wash¬ 
ington  avenue,  west  side,  162  ft.  north 
of  East  178th  street  (Block  No.  3035, 
Lot  No.  42),  Borough  of  The  Bronx. 

cal.  no.  370-41-BZ — Application,  April  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Albert  Homer  Swanke,  applicant,  on 
behalf  of  Louis  H.  Pink,  Superintendent 
of  Insurance,  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and  Guar¬ 
anty  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  443- 
445  Myrtle  avenue  and  143-155  Waverly 
avenue,  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brook¬ 
lyn. 

cal.  no.  435-41  -BZ — -Application,  May  13,  1941,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Dolorita  Wallace, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  term  of  years,  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  737  East  149th  street 
and  549  Concord  avenue,  northwest  cor¬ 
ner  (Block  No.  2641.  Lot  Nos.  18,  10 
and  20),  Borough  of  The  Bronx. 

cat.,  no.  326-29-BZ — Application  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Margaret  G.  Wright, 
owner,  reopened,  Mav  28,  1940.  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict,  the  conversion  of  occupancv  of  a 
building  to  a  non-storage  garage  for 
more  than  five  (5)  motor  vehicles  and, 
also,  a  motor  vehicle  repair  shop  (pre¬ 
viously  denied  re  garage  for  more  than 
five  (5)  motor  vehicles)  ;  premises 
3327-3329  Webster  avenue,  west  side. 
501.98  ft.  south  of  Gunhill  road  (Blod- 
No.  3355,  Lot  No.  140),  Borough  of 
The  Bronx. 

cal.  no.  Ill  5-41-BZ — Application,  December  30,  1941,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim.  appli¬ 
cant,  on  behalf  of  Dennis  Wright, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
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more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3325  Web¬ 
ster  avenue,  west  side,  551.98  ft.  south 
of  Gun  Hill  road  (Block  No.  3355,  Lot 
No.  142),  Borough  of  The  Bronx. 

cal.  no.  762-41 -BZ — Application,  August  18,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Arthur  Harris,  applicant  and 
lessee,  on  behalf  of  The  Guardian  Life 
Insurance  Company  of  America,  owner, 
to  permit  the  alteration  and  conversion 
of  occupancy  of  part  of  an  existing 
building,  located  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  to 
a  public  restaurant;  also  the  proposed 
alteration  does  not  comply  with  the  re¬ 
quirements  of  the  building  zone  resolu¬ 
tion  as  to  the  locations  of  entrances  to 
and  show  windows  in  the  proposed 
business  use;  premises  82-84  Pierrepont 
street  and  178  Henry  street,  southwest 
corner  (Block  No.  242,  Lot  No.  37), 
Borough  of  Brooklyn. 

cal.  no.  1103-41-BZ — Application,  December  24,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  M.  Gross,  applicant,  on 
behalf  of  Gross-Morton  Kew  Com¬ 
pany,  Incorporated,  owner,  to  permit  in 
a  residence  use  and  also  E  area  dis¬ 
trict,  the  maintenance  of  an  accessory 
one  (1)  car  garage  which  does  not 
comply  with  the  required  ten  (10)  foot 
set  back  from  the  street  line;  premises 
136-05  72nd  avenue,  northeast  corner  of 
136th  street  (Block  No.  6599,  Lot  No. 
2),  Flushing,  Borough  of  Queens. 

cal.  no.  423-41-BZ — Application,  May  7,  1941,  under  section 
21  of  the  building  zone  resolution,  of 
Lama  and  Proskauer,  applicants,  on  be¬ 
half  of  Michael  Delia,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing 
building  to  a  junk  shop;  premises  297- 
299  Withers  street,  north  side,  200  ft. 
5‘$4  in.  west  of  Debevoise  avenue 
(Block  No.  2867,  Lot  Nos.  34  and  55 
and  part  of  Lot  No.  41),  Borough  of 
Brooklyn. 

cal.  no.  1307-39-BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 
rated,  lessee),  reopened  November  25, 
1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot  in  question)  ; 
premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  Nos.  48  to  53, 
inclusive),  Borough  of  Manhattan. 

:al.  no.  626-37-BZ— Application  of  Frank  C.  Keller,  appli¬ 
cant,  on  behalf  of  New  York  Dugan 
Bros.,  Incorporated,  owner,  reopened 
September  9,  1941,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  the  altera¬ 
tion,  extension  and  conversion  of  occu¬ 


pancy  of  an  existing  residence  building 
to  a  business  use;  premises  222-16  99th 
avenue,  south  side,  100  ft.  east  of 
222nd  street  (Block  No.  10805,  Lot 
No.  6),  Queens  Village,  Borough  of 
Queens. 

Appeal  from  Administrative  Decision. 

765-41-A — 222-16  99th  avenue,  south  side,  100  ft.  east  of 
222nd  street  (Block  No.  10805,  Lot  No.  6), 
Queens  Village,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  30,  1942,  10  A.  M. 

Rules 

784-41-SR — Proposed  Rules  for  Erection,  Alteration,  Repair, 
Excavation  for  and  Demolition  of  Buildings. 

(For  Copy  of  Proposed  Rules,  see  Bulletin  of  December 
30,  1941,  Vol.  26,  No.  52.) 


FEBRUARY  3,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  PIEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
3,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  38-38-BZ — -Application  of  Theodore  R.  Feinberg, 
applicant,  on  behalf  of  Bowery-Chrystie 
Corporation,  owner  (Banner  Oil  Com¬ 
pany,  Incorporated,  lessee),  reopened 
September  9,  1941,  under  section  7c  of 
the  building  zone  resolution,  to  permit 
partly  in  an  unrestricted  use  and  partly 
in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service 
station  and,  also,  the  conversion  of  oc¬ 
cupancy  of  a  building  from  a  theatre  to 
a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  denied  under  sec¬ 
tion  21  by  the  Board)  ;  premises  199- 
205  Bowery,  east  side,  99  ft.  11  in.  south 
of  Rivington  street  (Block  No.  425,  part 
of  Lot  No.  9),  Borough  of  Manhattan. 

cal.  no.  503-41-BZ — Application,  June  2,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Harry  D.  Pease,  owner,  to 
permit  in  a  retail  use  district,  for  a  term 
of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue 
(Block  No.  1033,  Lot  Nos.  41,  42  and 
43),  Borough  of  Manhattan. 

cal.  no.  721-41-BZ — Application,  August  7,  1941,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  Samuels  and  Samuels,  applicants,  on 
behalf  of  Yale  Land  Company,  owner, 
to  permit  in  a  business  use  district,  for 
a  term  of  years,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  260-01  to  260-09  Horace  Hard¬ 
ing  boulevard  and  54-49  to  54-65  Little 
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Neck  parkway,  northeast  corner  (Block 
No.  8274,  Lot  No.  128),  Little  Neck, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  10,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
10,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 


cal.  no.  86-29-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Max  C.  Meyer, 
owner,  reopened  April  15,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  two-story  build¬ 
ing  to  be  occupied  for  business  purposes 
(store)  on  the  first  story  and  dwelling 
use  above  (previously  acted  upon  by  the 
Board)  ;  premises  241-247  Underhill 
avenue  and  268  Lincoln  place,  southeast 
corner  (Block  No.  1179,  Lot  No.  1), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JANUARY  6,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  December  23,  1941  and  Tuesday  after¬ 
noon  December  23,  1941,  were  approved  as  printed  in  Bulle¬ 
tin  No.  52,  Volume  26. 


BUILDING  ZONE  CASES. 

86-29-BZ. 

APPLICANT — Sidney  L.  Strauss,  for  Max  C.  Meyer, 
owner. 

SUBJECT — Application  reopened  April  15,  1941  (re  deci¬ 
sion  of  the  borough  superintendent)  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  erection  of  a  two  story 
building  to  be  occupied  for  business  purposes 
(store)  on  the  first  story  and  dwelling  use  above 
(previously  acted  upon  by  the  Board). 
PREMISES  AFFECTED — 241-247  Underhill  avenue  and 
268  Lincoln  place,  southeast  corner  (Block  No. 
1179,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss  and  E.  R.  Levy. 
For  Opposition :  Arthur  Scholder  and  S.  Sassult- 
slcy 

ACTION  OF  BOARD- — Laid  over  to  February  10,  1942 
at  10  A.  M.  for  further  consideration  by  the  Board. 


105-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Estate  of  Wil¬ 
liam  H.  Schmohl  (George  W.  Cornell,  adminis¬ 
trator),  owner. 

SUBJECT — Application  (re  decision  of  the  borough  su¬ 
perintendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles  and,  also,  the  conversion  of  occupancy 
of  a  structure  to  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 442  East  109th  street,  south¬ 
west  corner  of  East  River  drive  (Block  No.  1702, 
Lot  No.  29),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  George  W.  Cor¬ 
nell,  Wm.  H.  Schmoll  and  Albert  F.  Hoezel. 


For  Opposition :  Harold  Klorfein,  Dept,  of  Parks 
and  Sam  Gleich. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Theodore  B.  Richter, 
Office  of  the  Borough  President  of  Manhattan. 
ACTION  OF  BOARD — Laid  over  to  January  20,  1942  at 
10  A.  M.  for  applicant  to  submit  revised  plan  and 
for  further  consideration  by  the  Board. 


72 1 -4 1-BZ. 

APPLICANT — Samuels  and  Samuels,  for  Yale  Land 
Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  su¬ 
perintendent)  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  term  of  years,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 260-01  to  260-09  Horace  Hard¬ 
ing  boulevard  and  54-49  to  54-65  Little  Neck  park¬ 
way,  northeast  corner  (Block  No.  8274,  Lot  No. 
128),  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Archie  H.  Samuels. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1942  at 
10  A.  M.  for  inspection  bv  a  committee  of  the 
Board  and  for  further  consideration  by  the  Board. 


850-41-BZ. 

APPLICANT — Edward  J.  Hurley,  for  Seaman’s  Bank  for 
Savings  in  the  City  of  New  York,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to 
an  automobile  showroom  and  garage  for  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 271-273  Elizabeth  street  and 
65-71  East  Houston  street,  southwest  corner  (Block 
No.  508,  Lot  No.  25),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Edward  J.  Hurley,  Albert  E.  Crane 
and  Edgar  C.  Edgerton. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
B.  August  and  others. 

ACTION  OF  BOARD — Application  withdrawn,  after  ar¬ 
gument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  :  . . .  0 


MINUTES 


39-37-BZ. 

APPLICANT — John  J.  Morro,  for  Cross  Country  Gaso¬ 
line  Station,  Incorporated,  owner  (Alden  Gas  Sta¬ 
tions,  lessee). 

SUBJECT — Application  reopened  October  7,  1941  (re  deci¬ 
sion  of  the  borough  superintendent)  under  section 
7e  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  extension  of  a  gasoline 
service  station  so  as  to  permit  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 619-641  Coney  Island  avenue, 
east  side,  from  Slocum  place  to  Mathews  place,  1-5 
Slocum  place  and  2-8  Mathews  place  (Block  No. 
5141,  Lot  Nos.  53  and  74),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  J.  Morro. 

For  Opposition :  Charles  R.  Ranken,  Ella  Ander¬ 
son  and  Horatio  P.  Parker. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(39-37-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  the  extension  of  an  existing  gasoline  service  station 
and  also  the  inclusion  of  a  brake  testing  service,  premises 
619-641  Coney  Island  avenue,  east  side,  between  Mathews 
I  place  and  Slocum  place,  2-8  Mathews  place  and  1-5  Slocum 
place  (Block  No.  5141,  Lot  Nos.  53  and  74),  Borough  of 
Brooklyn,  was  granted  by  the  Board  June  15,  1937,  on  certain 
conditions;  the  resolution  amended  November  3,  1937 ;  and 
Whereas,  John  J.  Morro,  for  Cross  Country  Gasoline 
Station,  Inc.,  owner  (Alden  Gas  Stations,  lessee)  requested 
reopening  of  the  application  under  section  7h  of  the  building 
zone  resolution  to  permit  in  a  business  use  district  the  ex¬ 
tension  of  such  gasoline  service  station  so  as  to  permit  for 
a  temporary  period  of  not  more  than  two  (2)  years  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  June  24,  1941  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  6,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Coney  Island  avenue  is  in  a 
business  use  district ;  Stratford  road  is  in  a  residence  use 
district;  Slocum  place  and  Mathews  place  are  each  in  resi¬ 
dence  and  business  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Applic.  No.  3576-41,  dated  December  23,  1941,  reads: 
“Proposed  extension  of  existing  gasoline  service  sta¬ 
tion  use  to  include  the  storage  and  parking  of  more 
than  five  cars  on  premises  located  in  a  business  zone  is 
contrary  to  Article  II,  Section  4a (15)  of  the  Zoning- 
Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  200  ft.  6  in.  on  Coney  Island  avenue,  49  ft.  on 
Slocum  place  and  64  ft.  on  Mathews  place,  occupied  as  a 
gasoline  service  station,  accessory  building  and  3  car  garage. 
It  is  proposed  to  use  the  southerly  portion  of  the  plot  for  a 
temporary  period  of  not  more  than  two  (2)  years,  for  the 
parking  and  storage  of  more  than  five  motor  vehicles. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  June 
15,  1937,  as  amended  November  3,  1937  so  that  as  amended 
the  resolution  shall  read: 


“Granted  under  section  7c  to  permit  the  existing 
three-car  garage  building  at  rear  of  Lot  No.  74  to  be 
used  for  brake-testing,  and  no  other  automobile  re¬ 
pairing,  permitting  the  removal  of  the  existing  con¬ 
crete  and  wire-cable  fence  between  Lot  Nos.  74  and 
53,  provided  there  is  erected  on  balance  of  Lot  No.  74 
for  the  full  width  from  Coney  Island  avenue  to  the 
rear  and  from  the  three-car  garage  to  Slocum  place, 
a  building  to  be  used  only  for  automobile  salesroom 
and  accesory  store,  not  exceeding  one  story  in  height 
and  constructed  of  fireproof  materials,  except  that  the 
roof  beams  and  roof  boarding,  window  frames  and 
sash  and  door  frames  and  doors  may  be  of  wood,  pro¬ 
vided  the  ceiling  is  plastered  and  there  are  no  open¬ 
ings  in  the  rear  wall  to  the  adjoining  premises;  that 
the  front  shall  be  of  face  brick  with  stone  or  terra 
cotta  trimmings  or  of  brick  stucco  to  harmonize  with 
the  accessory  buildings  of  gasoline  station ;  except  that 
the  front  of  building  facing  Coney  Island  avenue  may 
be  semi-circular  and  meeting  the  building  line  on 
Coney  Island  avenue;  that  all  working  plans  shall  be 
submitted  to  the  chairman  for  approval  by  him  in  be¬ 
half  of  the  Board  before  same  are  filed  with  the  com¬ 
missioner  of  buildings ;  that  all  plans  shall  be  filed 
within  one  month  and  all  permits  obtained  and  work 
completed  within  one  year  after  such  approval. 

Resolved  further ,  that  in  the  event  the  owner  desires 
to  occupy  the  vacant  portion  of  the  plot  at  Slocum  place 
and  Coney  Island  aveune,  having  a  frontage  of  approxi¬ 
mately  62  ft.  on  Coney  Island  avenue  and  49  ft.  along 
Slocum  place,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  in  lieu  of  the  sales  store  build¬ 
ing  hereinbefore  required,  such  use  may  be  permitted  on 
condition  that  this  portion  of  the  plot  shall  be  leveled 
substantially  to  the  grade  of  Coney  Island  avenue  and 
shall  be  surfaced  with  clean  gravel,  steam  cinders  or 
other  suitable  material,  properly  rolled  and  treated  with 
an  asphalt  binder  so  as  to  make  a  reasonably  impervious 
surface  and  graded  so  as  to  provide  surface  drainage, 
on  condition  that  there  shall  be  erected  along  the  easterly 
interior  lot  line  and  on  the  street  building  line  of  Slocum 
place  and  Coney  Island  avenue  a  substantial  woven  wire 
fence  of  the  chain  link  type  with  anchored  steel  posts 
not  less  than  six  (6)  ft.  in  height;  that  there  shall  be 
maintained  on  the  lot  side  of  such  fence  along  both 
street  building  lines  a  hedge  of  suitable  planting  mate¬ 
rial;  that  existing  trees  shall  not  be  disturbed;  that 
proper  bumpers  of  concrete  shall  be  maintained  at 
all  points  for  the  protection  of  the  fence  and  hedge; 
that  the  entrance  to  this  parking  area  shall  be  solely 
through  the  existing  curb  cuts  of  the  gasoline  service 
station  on  the  balance  of  the  plot;  that  no  signs  shall  be 
erected  advertising  the  parking  and  storage  use,  except 
there  may  be  one  sign  attached  to  the  fence  along  Coney 
Island  avenue  advertising  the  parking  and  storage  use 
and  the  rates  charged,  provided  such  sign  does  not  ex¬ 
ceed  15  sq.  ft.  in  area,  is  not  illuminated  and  does  not 
extend  beyond  the  building  line;  that  proper  aisles  shall 
be  maintained  at  all  times  for  easy  entrance  and  egress; 
that  during  the  term  of  this  permit  the  portion  of  plot 
herein  involved  shall  be  occupied  for  no  other  use  and 
no  building  shall  be  erected  thereon;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  in  the  adjoin¬ 
ing  gas  station  as  the  fire  commissioner  shall  direct;  that 
any  lights  for  general  illumination  shall  be  on  pipe 
standards  not  over  12  ft.  in  height  fitted  with  metallic 
reflectors  and  so  arranged  as  to  reflect  downwardly  and 
away  from  the  adjoining  residential  occupancies ;  that 
all  permits  in  connection  with  the  proposed  parking  and 
storage  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  resolution;  that 
the  space  shall  not  be  occupied  for  such  parking  and 
storage  until  the  work  required  by  this  resolution  is 
completed  and  a  certificate  of  occupancy  issued.” 
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1210-40-BZ. 

APPLICANT — Jack  Z.  Cohen,  for  Herbrose  Realty  Corpo¬ 
ration,  owner  (Anne  Rossi,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 424-446  Hegeman  avenue,  south 
side,  from  Malta  street  to  Louisiana  avenue,  88-98 
Malta  street  and  47-51  Louisiana  avenue  (Block  No. 
4318,  Lot  Nos.  1,  6  and  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Larry  Meltzer  and  Hyman  E. 
Kamen. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn  .  4 

Negative:  .  0 


THE  RESOLUTION— 

(1210-40-BZ) 

Whereas,  Jack  Z.  Cohen,  for  Herbrose  Realty  Corpora¬ 
tion,  owner  (Anne  Rossi,  lessee)  filed  December  20,  1940 
an  application  under  section  7h  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
424-446  Hegeman  avenue,  south  side,  from  Malta  street  to 
Louisiana  avenue,  88-98  Malta  street  and  47-51  Louisiana 
avenue  (Block  No.  4318,  Lot  Nos.  1,  6  and  10),  Borough 
of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  6,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Hegeman  avenue  and  Louisi¬ 
ana  avenue  are  in  business  use  districts;  Malta  street  and 
Linden  boulevard  are  each  in  residence  and  business  use 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  9087-1939,  dated  December  4,  1940,  reads : 
“Proposed  parking  and  storing  of  more  than  5  cars 
within  a  business  use  district  is  contrary  to  Art.  2, 
Sect.  4a-15  of  the  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  200  ft.  on  Hegeman 
avenue,  95  ft.  on  Malta  street  and  66  ft.  on  Louisiana  ave¬ 
nue.  Upon  the  westerly  portion  of  the  plot  there  is  located 
a  three-story  brick  structure,  20  ft.  by  44  ft.  in  area,  used 
as  store  and  dwelling  above.  It  is  proposed  to  use  the  re¬ 
mainder  of  the  plot  (as  shown  on  filed  plans)  for  a  tempo¬ 
rary  period  of  not  more  than  two  (2)  years,  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  g ranted  for  a  term  of  two  (2) 
years,  to  permit  the  premises  to  be  occupied  for  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  that  all  buildings  and  structures  on  the  premises 
shall  be  removed  except  that  the  two  existing  buildings  at 
the  corner  of  Hegeman  and  Louisiana  avenues  may  remain ; 


that  the  plot  shall  be  leveled  substantially  to  the  grade  of 
Hegeman  avenue;  that  all  fences  shall  be  removed  and  that 
there  shall  be  constructed  on  the  interior  lot  lines  and  on 
the  street  building  lines  a  substantial  woven  wire  fence  of 
the  chain  link  type  not  less  than  6  ft.  in  height  with 
anchored  steel  posts  except  where  walls  of  adjoining  build¬ 
ings  occur  and  except  for  one  (1)  entrance  to  Hegeman 
avenue  not  exceeding  15  ft.  in  width  with  a  curb  cut  oppo¬ 
site  of  similar  width ;  that  the  plot  shall  be  surfaced  with 
clean  gravel,  steam  cinders  or  other  suitable  material,  prop¬ 
erly  rolled  and  treated  with  an  asphalt  binder  to  render  a 
reasonably  impervious  surface  and  graded  so  as  to  provide 
surface  drainage ;  that  bumpers  shall  be  maintained  against  ; 
fences  and  buildings  on  the  lot  line  for  protection  to  the 
same;  that  proper  aisles  shall  be  maintained  at  all  times  ! 
for  easy  entrance  and  egress;  that  during  the  term  of  this 
permit  the  premises  shall  be  occupied  for  no  other  use  than 
that  herein  permitted ;  that  cars  parked  shall  be  of  the 
pleasure  type  only  and  only  those  cars  capable  of  operation 
shall  be  so  parked  and  stored;  that  no  buildings  shall  be  ! 
erected  on  the  premises  except  that  there  may  be  erected 
near  the  entrance  a  building  not  over  100  sq.  ft.  in  area  and 
not  over  one  story  in  height  and  which  may  be  of  frame 
to  be  occupied  solely  as  an  office  and  shelter  for  the  at¬ 
tendant  ;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  no 
signs  shall  be  erected  on  the  premises  except  that  the  exist¬ 
ing  billboard  facing  Linden  boulevard  may  be  retained  dur¬ 
ing  the  term  of  this  permit;  that  there  may  be  a  sign 
erected  at  the  entrance  attached  to  the  fence  advertising 
the  parking  and  storage  use  and  the  rates  charged  provided 
such  sign  does  not  extend  beyond  the  building  line,  is  not 
illuminated  and  does  not  exceed  15  sq.  ft.  in  area;  that  any 
lights  for  general  illumination  shall  be  on  pipe  standards 
not  over  12  ft.  in  height  with  metallic  reflectors  so  arranged 
as  to  reflect  toward  the  center  of  the  premises ;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  six 
(6)  months  from  the  date  of  this  resolution;  that  no  cer¬ 
tificate  of  occupancy  shall  be  issued  until  the  requirements 
of  this  resolution  have  been  complied  with. 


333-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Philip  Cuillo  and 
Josephine  Cuillo,  owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7g,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  three  (3)  motor  vehicles  and,  also,  the 
use  of  an  existing  building  as  a  garage  for  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 299-303  McDougal  street,  north 
side,  100  ft.  west  of  Stone  avenue  (Block  No.  1528, 
Lot  Nos.  49  and  52),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  James  Jenleo. 
For  Opposition :  None. 

For  Administration :  Morris  Hannes,  Dept,  of 
Housing  and  Buildings,  and  G.  Goldman,  Dept, 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION— 

(333-41-BZ) 

Whereas,  Lama  and  Proskauer  for  Philip  Cuillo  and 
Josephine  Cuillo,  owners,  filed  April  16,  1941,  an  application 
under  sections  7g,  7h  and  21  of  the  building  zone  resolution, 
to  permit  in  a  residence  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage  of 
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more  than  three  (3)  motor  vehicles,  and  also,  the  use  of  an 
existing  building  as  a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  299-303  McDougal  street,  north  side,  100 
ft.  west  of  Stone  avenue  (Block  No.  1528,  Lot  Nos.  49  and 
52),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  6,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  McDougal  street  is  in  residence 
and  business  use  districts ;  Stone  avenue  and  Sumpter  street 
are  in  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  14,  1941  and  as  amended  June  24,  1941,  reads: 

“1.  Parking  and  storage  of  more  than  three  motor 
vehicles  as  accessory  to  a  dwelling  in  a  residence  use 
district  is  contrary  to  Sec.  3  of  the  Zoning  Resolution. 

The  five  car  garage  at  the  rear  of  the  lot  was  erected 
under  N.  B.  Permit  3915/1932  as  accessory  to  dwelling 
at  front  of  lot  as  per  affidavit  in  approved  application 
4833/1932.  Certificate  of  occupancy  67843  was  issued 
upon  completion  of  the  work  called  for  in  this  applica¬ 
tion. 

Renting  or  leasing  space  in  this  garage  for  the  use  of 
more  than  one  car  in  a  residence  district  is  contrary  to 
Sec.  3  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  66  ft.  and  a  depth  of  100  ft.  Upon  the  plot 
there  are  located  a  two-story  brick  2  family  dwelling  and 
also  a  5  car  brick  garage,  42  ft.  by  18  ft.  in  area.  It  is 
proposed  to  rent  this  garage,  for  a  term  of  years,  and  also 
to  use  the  vacant  portion  of  the  plot  (as  shown  on  plans 
filed  with  this  application)  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board  ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted,  to  permit  the  existing 
five  (5)  car  garage  on  Lot  No.  49  and  the  balance  of  Lot 
No.  49  to  be  occupied  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  on  condition  that  only  motor 
vehicles  of  the  pleasure  car  type  shall  be  so  stored  or 
parked;  that  no  additional  buildings  shall  be  built  on  the  lot 
and  any  sheds  toward  the  front  shall  be  removed ;  that  the 
existing  wood  fence  shall  be  maintained  in  good  repair  and 
shall  be  newly  painted ;  that  there  shall  be  no  additional 
entrance  to  the  premises  other  than  the  existing  gate  in  the 
fence  with  a  curb  cut  opposite  not  over  12  ft.  in  width ;  that 
no  signs  shall  be  erected  on  the  premises  except  that  there 
may  be  one  sign  not  over  15  sq.  ft.  in  area  attached  to  the 
fence  advertising  only  the  parking  and  storage  use  and  the 
rates  charged  provided  such  sign  does  not  extend  beyond 
the  building  line  and  is  not  illuminated;  that  proper  aisles 
shall  be  maintained  at  all  times  for  easy  entrance  and  egress ; 
that  such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct;  that  the  opera¬ 
tion  of  this  lot  shall  at  all  times  be  under  the  direction  of 
the  owner  or  owner’s  representative  residing  in  the  adjoining 
house  on  Lot  No.  52  at  299  McDougal  street;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  resolution. 


676-41-BZ. 

APPLICANT — Patrick  Quilty,  Commissioner,  Department 
of  Water  Supply,  Gas  and  Electricity,  for  City  of 
New  York,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  building 


zone  resolution,  to  permit  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  a  building  occupied  for 
storage  to  a  garage  for  more  than  five  (5)  motor 
vehicles  and  for  storage  purposes. 

PREMISES  AFFECTED— 105  West  96th  street,  north 
side,  100  ft.  west  of  Columbus  avenue  (Block  No. 
1861,  Lot  No.  28),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  C.  D.  Pallen. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 

THE  RESOLUTION— 

(676-41-BZ) 

Whereas,  Patrick  Quilty,  Commissioner,  Department  of 
Water  Supply,  Gas  and  Electricity,  for  City  of  New  York, 
owner,  filed  July  18,  1941,  an  application  under  sections  7c 
and  21  of  the  building  zone  resolution,  to  permit  partly  in  a 
business  use  district  and  partly  in  a  residence  use  district, 
the  conversion  of  occupancy  of  a  building  occupied  for 
storage  to  a  garage  for  more  than  five  (5)  motor  vehicles 
and  for  storage  purposes;  premises  105  West  96th  street, 
north  side,  100  ft.  west  of  Columbus  avenue  (Block  No. 
1851,  Lot  No.  28),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  6,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Columbus  avenue  is  in  a  business 
use  district;  West  96th  street  and  West  97th  street  are 
each  in  business  and  residence  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  dated  June  20,  1941  and  as  amended  October  16, 
1941,  reads: 

“Replying  to  your  inquiry  of  June  13,  1941,  pertaining 
to  Alteration  application  3492/1936,  for  premises  105 
West  96th  street,  Manhattan,  Block  1851,  Lot  28. 

Please  be  advised  that  the  proposed  change  of  occu¬ 
pancy  of  above  premises  from  storage  to  a  garage  for 
more  than  five  (5)  cars,  is  contrary  to  Art.  2,  par.  3  and 
4,  Zoning  Resolution  and  may  not  be  accepted  by  this 
department,  as  the  premises  are  located  partly  in  a  resi¬ 
dence  and  partly  in  a  business  district. 

This  disapproval  is  sent  to  you  so  that  you  may  pre¬ 
sent  the  case  for  further  consideration  before  the 
Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  existing  building  is  of  Class  2  construc¬ 
tion,  with  a  frontage  of  50  ft.  on  West  96th  street,  50  ft. 
on  West  97th  street,  a  depth  of  201  ft.  10  in.  and  one  story 
in  height.  The  West  96th  street  frontage  of  the  building 
is  located  in  the  residence  use  district  and  the  West  97th 
street  frontage  is  located  in  the  business  use  district.  It 
is  proposed  to  use  the  existing  building  as  a  garage  for 
more  than  five  (5)  motor  vehicles  and  also  for  storage  pur¬ 
poses  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  .a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  premises  to  be  occupied  for  the  stor¬ 
age  of  motor  vehicles,  on  condition  that  the  motor  vehicles 
so  stored  shall  be  only  those  in  the  ownership  of  the  City 
of  New  York  and  assigned  to  the  Department  of  Water 
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Supply,  Gas  and  Electricity  in  connection  with  the  neces¬ 
sary  service  of  that  department ;  that  no  gasoline  or  motor 
oil  shall  be  stored  on  the  premises  other  than  in  the  tanks 
of  the  cars  and  such  use  shall  continue  only  so  long  as  the 
building  is  in  the  ownership  of  the  City  of  New  York  and 
occupied  as  proposed ;  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


694-41-BZ. 

APPLICANT — William  J.  Callahan  (lessee),  for  Frederick 
Waldhauer,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  on  an  existing  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 1092-1102  Rogers  avenue  and 
2613-2623  Clarendon  road,  northwest  corner  (Block 
No.  5170,  Lot  No.  34),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Bernard  Master  and  William  J. 
Callahan. 

For  Opposition  :  R.  H.  Crozier. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(694-41-BZ) 

Whereas,  William  J.  Callahan  (lessee),  for  Frederick 
Waldhauer,  owner,  filed  July  25,  1941,  an  application  under 
section  7f  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  on  an  existing  gasoline  service  sta¬ 
tion;  premises  1092-1102  Rogers  avenue  and  2613-2623  Clar¬ 
endon  road,  northwest  corner  (Block  No.  5170,  Lot  No.  34), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  6,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  Clarendon  road  is  in  residence 
and  business  use  districts ;  Rogers  avenue  is  in  a  business 
use  district ;  East  26th  street  is  in  a  residence  use  district ; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  1813-1941  dated  July  17,  1941,  and  as 
amended  December  2,  1941,  reads: 

“Storage  and  parking  of  more  than  5  motor  vehicles 
in  a  business  use  district  is  prohibited  by  Art.  II,  Sec. 
4a  (15)  of  the  Buliding  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Clarendon  road  and  100  ft.  on 
Rogers  avenue,  occupied  as  a  gasoline  service  station ;  a 
three-car  metal  garage  and  a  one-car  metal  garage.  It  is 
proposed  to  use  the  vacant  portion  of  the  plot  for  a  tempo¬ 
rary  period  of  not  more  than  two  (2)  years,  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 


thereof,  for  a  term  of  two  (2)  years  to  permit  the  additional 
occupancy  of  the  parking  and  storage  of  motor  vehicles  in 
connection  with  the  existing  legally  established  gasoline 
station  occupying  the  plot  with  a  100  ft.  frontage  on  Claren¬ 
don  road  and  100  ft.  on  Rogers  avenue,  on  condition  that 
only  cars  of  the  pleasure  car  type  shall  be  so  parked  or 
stored;  and  not  over  15  cars  shall  be  parked  at  any  time 
in  the  open,  in  addition  to  five  (5)  cars  in  the  existing 
garages ;  that  the  existing  billboards  against  the  property 
lines  to  the  west  and  north  shall  be  entirely  removed  upon 
the  expiration  of  the  existing  leases  for  same  and  in  no 
event  later  than  one  (1)  year  from  the  date  of  this  action; 
that  when  removed  the  ground  space  shall  be  properly  con¬ 
creted  ;  that  the  existing  buildings  and  structures  shall  not 
be  increased  or  changed  unless  an  application  is  duly  filed 
with  and  a  variance  granted  by  this  Board ;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  no  signs  advertising  the  parking 
and  storage  use  shall  be  exhibited  except  there  may  be  one 
sign  not  over  15  sq.  ft.  in  area,  advertising  the  parking 
and  storage  use  and  the  rates  charged,  provided  such  sign 
is  not  illuminated  and  does  not  extend  beyond  the  building 
line;  that  such  cars  as  are  parked  shall  be  toward  the 
westerly  portion  of  the  lot  and  not  between  the  gas  pumps 
and  accessory  building  and  the  street  fronts;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

1065-41 -A. 

APPLICANT — Lama  and  Proskauer,  for  George  W.  Cor¬ 
nell,  Administrator  of  Estate  of  William  H. 
Schmohl,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 442  East  109th  street,  southwest 
corner  of  East  River  Drive  (Block  No.  1702,  Lot 
No.  29),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration  :  Fred  Dahlem,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1942  at 
10  A.  M.  in  connection  with  Cal.  No.  105-41  -BZ. 


112-41-A. 

APPLICANT — William  B.  Herlands,  Commissioner,  De¬ 
partment  of  Investigation,  for  City  of  New  York. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Certificate  of  Occupancy 
No.  67843-32,  Permit  No.  3915-32  on  N.  B.  Applica¬ 
tion  No.  4833-32. 

PREMISES  AFFECTED— 299-303  MacDougal  street, 
north  side,  100  ft.  west  of  Stone  avenue  (Block 
No.  1528,  Lot  Nos.  49  and  52),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Nathan  J.  Paulson  and  Willard 
J.  Carmel. 

For  Opposition:  Alfred  A.  Lama  and  James  Jenleo. 
For  Administration :  Morris  Hannes,  Dept,  of 
Housing  and  Buildings  and  G.  Goldman,  Dept, 
of  Education. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION— 

(112-41-A) 

Whereas,  William  B.  Herlands,  Commissioner,  Depart¬ 
ment  of  Investigation,  for  City  of  New  York,  filed  on  Feb¬ 
ruary  7,  1941,  an  appeal  from  a  decision  of  the  borough 
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superintendent  so  as  to  revoke  Certificate  of  Occupancy  No. 
67843,  Permit  No.  3915-32  on  N.  B.  Application  No. 
4833-32;  premises  299-303  McDougal  street,  north  side,  100 
ft.  west  of  Stone  avenue  (Block  No.  1528,  Lot  Nos.  49  and 
52),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  10,  1941,  refusing  to  revoke  Certificate  of 
Occupancy  No.  67843,  reads: 

“I  have  received  your  letter  requesting  me  to  revoke 
certificate  of  occupacy  #67843. 

Section  646G  of  the  City  Charter  provides  that  a  cer¬ 
tificate  of  occupancy  can  be  set  aside  or  vacated  only  by 
tbe  Board  of  Standards  and  Appeals  or  a  court  of  com¬ 
petent  jurisdiction. 

Under  tbe  circumstances  1  cannot  comply  with  your 
application  for  the  revocation  of  the  above  certificate 
of  occupancy.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  66  ft. 
by  100  ft.  in  area,  on  which  there  has  been  erected  a  one- 
story  building,  10  ft.  in  height  and  42  ft.  by  20  ft.  in  area ; 
of  Class  3  construction ;  located  in  a  residence  use  C  area 
district ;  occupied  as  a  five-car  garage  in  connection  with 
private  dwelling;  for  which  Certificate  of  Occupancy  No. 
67843  was  issued  June  28,  1922,  permitting  the  use  of  the 
building  as  a  five-car  garage.  Said  Certificate  of  Occupancy 
was  issued  on  completion  of  new  building  as  permitted  by 
Permit  No.  3915-32;  and 

Whereas,  Zoning  Violation  No.  294-40  was  issued  by  the 
borough  superintendent  on  August  28,  1940,  for  violation  of 
Section  3  of  the  building  zone  resolution,  in  that  the  parking 
and  storage  of  motor  vehicles  were  on  a  lot  located  in  a 
residence  use  district,  and  directing  the  discontinuance  of  the 
use  of  the  premises  for  the  parking  and  storage  of  motor 
vehicles ;  and 

Whereas,  Zone  Violation  No.  295-40  was  issued  by  the 
borough  superintendent  on  August  28,  1940,  states  that  there 
exists  a  violation  of  Section  22  of  the  zone  resolution,  in 
that  there  was  storing,  garaging  and  parking  of  more  than 
five  motor  vehicles  without  a  certificate  of  occupancy,  and 
directing  discontinuance  of  the  use  of  the  premises  for  the 
parking  and  storage  of  motor  vehicles;  and 

Whereas,  Zone  Violation  No.  296-40  was  issued  by  the 
borough  superintendent  on  August  28,  1940,  for  violation  of 
Section  21-A  in  that  parking  and  storage  of  more  than  five 
motor  vehicles  located  on  same  portion  of  the  street  between 
two  intersecting  streets  on  which  portion  there  exists  an 
exit  from  or  entrance  to  a  public  school,  and  directing  the 
discontinuance  of  the  use  of  the  premises  for  the  parking 
and  storage  of  motor  vehicles ;  and 

Whereas,  the  applicant  contends  that  Section  21  of  the 
building  zone  resolution,  as  amended  June  28,  1935,  pro¬ 
hibited  storage  or  parking  for  more  than  five  motor  vehicles 
on  any  portion  of  a  street  between  two  intersecting  streets 
on  which  portion  there  exists  an  exit  from  or  an  entrance 
to  a  public  school ;  that  Section  3  of  the  building  zone  resolu¬ 
tion  prohibits  a  parking  space  in  a  residential  use  district ; 
that  since  1908,  Public  School  73  has  had  exits  and  entrances 
on  the  northerly  side  of  MacDougal  street  between  Rock- 
away  and  Stone  avenues ;  that  at  the  front  westerly  portion 
of  the  above  premises  there  is  a  two-story  brick  residence ; 
that  at  the  rear  of  the  premises  are  five  one-car  garages ; 
that  the  open  portion  of  the  plot  is  used  for  parking  cars; 
that  the  entire  plot  is  in  a  residence  use  district;  that  on 
June  28,  1932,  Certificate  of  Occupancy  #67843  was  issued 
based  on  Permit  No.  3915  of  1932  for  “Five  (5)  Car 
Garage” ;  that  the  present  occupancy  of  the  premises  violates 
the  building  zone  resolution  as  follows  : 

(1)  Storage  of  more  than  one  car  belonging  to  a 
non-resident  of  the  dwelling  violates  Section  3. 

(2)  Parking  of  cars  violates  Section  3. 

(3)  Parking  or  storage  of  more  than  five  cars  vio¬ 
lates  Section  21. 

and 

Whereas,  the  hearing  on  Cal.  No.  333-41-BZ  disclosed 
the  records  and  facts  as  to  the  issuance  of  the  certificate  of 
occupancy  involved ;  and 


Whereas,  the  Board  found  that  Certificate  of  Occupancy 
No.  67843  was  improperly  issued  in  that  the  garage  was  not 
located  on  the  same  lot  as  the  dwelling  to  which  it  was 
supposed  to  be  accessory  and  was  also  occupied  for  business 
purposes — i.e.  cars  of  tbe  owner  engaged  in  the  contracting 
business. 

Resolved,  that  tbe  decision  of  the  borough  superintendent 
dated  January  10,  1941  be  and  it  hereby  is  reversed  and  that 
the  appeal  be  and  it  hereby  is  granted  revoking  Certificate 
of  Occupancy  No.  67843  and  providing  that  a  new  Certificate 
of  Occupancy  shall  be  issued  for  the  premises  including  the 
two  story  residential  building  on  Lot  No.  52  and  the  tem¬ 
porary  parking  and  storage  use  on  Lot  No.  49  as  permitted 
this  day  by  variance  granted  under  Cal.  No.  333-41-BZ. 


Adjourned,  12:35  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  6,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 

297-34-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Anne  Cosden, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  under  section  7f  of  the  building  zone 
resolution  (re  decision  of  the  borough  superin¬ 
tendent)  to  permit  in  a  business  use  district,  the 
construction  of  a  gasoline  selling  station  with  the 
accessory  uses  of  auto  laundry,  lubritorium  and 
office  (previously  denied  under  section  21  of  the 
building  zone  resolution). 

PREMISES  AFFECTED — 2705-2715  Nostrand  avenue, 
east  side,  360  ft.  north  of  Avenue  N  (Block  No. 
7666,  Lot  No.  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  0 


17-38-BZ. 

APPLICANT — Harry  Kaplan,  for  Moe  Harris,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Application  (decision  of  the 
borough  superintendent)  previously  granted  under 
section  7h  of  the  building  zone  resolution,  permit¬ 
ting  in  a  retail  use  district,  for  a  temporary  period 
of  two  (2)  years,  the  parking  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 324-328  West  34th  street,  south 
side,  325  ft.  west  of  Eighth  avenue  (Block  No.  757, 
Lot  Nos.  51  to  53,  inclusive),  Borough  of  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  Harry  Kaplan. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  fi 
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THE  RESOLUTION— 

(17-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  of  more  than  five  (5)  motor  vehicles,  premises  324-328 
West  34th  street,  south  side,  325  ft.  west  of  Eighth  avenue 
(Block  No.  757,  Lot  Nos.  51  to  53  inclusive),  Borough  ot 
Manhattan,  was  granted  by  the  Board  July  11,  1939,  on 
certain  conditions;  and 

Whereas,  Harry  Kaplan,  for  Moe  Harris,  present  owner, 
requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  11,  1939, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“*  *  *  granted  under  section  7h  for  a  temporary 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  to  permit  *  * 


1206-39-BZ. 

APPLICANT — Menley  and  James,  Limited,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  under  section  7a  of  the 
building  zone  resolution,  permitting  upon  a  plot, 
located  partly  in  an  unrestricted  use  district  and 
partly  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  business  building  (storage  of 
paper  cartons). 

PREMISES  AFFECTED— 91-17  to  91-27  138th  place, 
northeast  corner  of  Archer  avenue  (Block  No. 
9981,  Lot  Nos.  26  and  20),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  C.  A.  Marsh. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(1206-39-BZ) 

Whereas,  this  application,  under  section  7a  of  the  build¬ 
ing  zone  resolution,  to  permit  upon  a  plot,  located  partly 
in  a  residence  use  district  and  partly  in  an  unrestricted  use 
district,  the  erection  and  maintenance  of  a  business  building 
(storage  of  paper  cartons),  premises  91-17  to  91-27  138th 
place,  northeast  corner  of  Archer  avenue  (Block  No.  9981, 
Lot  Nos.  26  and  20),  Jamaica,  Borough  of  Queens,  was 
granted  by  the  Board  January  3,  1940,  on  certain  conditions; 
the  time  to  obtain  permits  and  complete  work  extended 
November  13,  1940,  and  applicant  requested  a  further  ex¬ 
tension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  30,  1940,  only 
so  far  as  it  refers  to  obtaining  permits  and  completion  of 
the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
959-41-A. 

APPLICANT — Mary  L.  Morrison,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED— 710  East  216th  street,  south 
side,  113.62  ft.  east  of  White  Plains  avenue  (Block 
No.  4663,  Lot  No.  19),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Julius  Soloway 
For  Administration :  M.  C.  E.  Theide,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  13,  1942  at 
2  P.  M.  for  additional  information  from  Building 
Department  and  for  applicant  to  present  witnesses. 


813-41-A. 

APPLICANT — M.  Abbott’s  Sons,  Incorporated,  for  80 
West  40th  Street  Corporation,  owner  (Raoul 
Echevarria,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 80  West  40th  street  and  694- 
696  Sixth  avenue,  southeast  corner  (Block  No. 
841,  Lot  No.  89),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  A.  Pollack. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1942  at 
2  P.  M.  for  Board  to  obtain  record  on  rest  of 
tenants  in  building. 


1040-41 -A. 

APPLICANT — Michael  Mario,  for  John  G.  Ward,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 3063-3073  West  12th  street, 
east  side,  113  ft.  north  of  Boardwalk  (Block  No. 
7286,  Lot  No.  166),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Michael  Mario. 

For  Administration :  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  13,  1942  at 
2  P.  M.  for  applicant  to  submit  revised  plans. 


1054-41-A. 

APPLICANT — David  Kaufman  for  Kew  Gardens,  Corpo¬ 
ration,  owner  (Virginia  Estates  Corporation,  les¬ 
see). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 80-02  to  80-12  Queens  boule¬ 
vard,  southeast  corner  of  Union  turnpike  (Block 
No.  3348,  Lot  No.  37)  Kew  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  David  Kaufman. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  0 


990-41 -A. 

APPLICANT — Ervin  Palmer,  for  Hebrew  Home  for 
Chronic  Invalids,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1776  Clay  avenue  and  1801 
Anthony  avenue,  northwest  corner  of  Prospect 
place  (Block  No.  2891,  Lot  No.  37),  Borough  of 
The  Bronx. 
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APPEARANCES— 

For  Applicant :  Ervin  Palmer. 

For  Administration :  M.  C.  E.  Theide,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  0 

THE  RESOLUTION— 

(990-41-A) 

Whereas,  Ervin  Palmer,  for  Plebrevv  Home  for  Chronic 
invalids,  owner,  hied  on  .November  17,  1941,  an  appeal  from 
a  decision  of  the  borough  superintendent;  premises  1776  Clay 
avenue  and  1801  Anthony  avenue,  northwest  corner  of  Pros¬ 
pect  place  (Block  No.  2891,  Lot  No.  37),  Borough  of  The 
Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Alt.  App.  1079-41  dated  November  18,  1941,  reads: 

“1.  Proposed  changes  in  occupancy  of  the  frame  build¬ 
ing  frpm  present  use  to  a  hospital  and  nurses’  quarters, 
is  unlawful.  Structure  must  be  of  fire-proof  construc¬ 
tion.  Par.  4.2.1. 

2.  Stairway  enclosures  must  be  of  3  hour  construc¬ 
tion.  (Par.  6.4.1.8.1)  l-(a). 

3.  Stairway  to  second  floor  does  not  extend  to  roof. 
Par.  6.4.1.11.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  125  ft. 
by  185  ft.  in  area  located  in  a  residence  use  B  area  district. 
Upon  the  plot  there  exists  a  hospital  building  and  the  build¬ 
ing  in  question  which  is  2  stories  (23  ft.)  in  height;  24  ft. 
6  in.  by  79  ft.  in  area ;  of  Class  4  construction ;  and  occupied : 
cellar,  storage  and  toilets,  first  floor  synagogue  250  persons, 
second  floor  nurses’  quarters,  9  rooms.  It  is  proposed  to  be 
occupied:  cellar,  same;  1st  floor,  two  hospital  wards,  25 
persons,  2nd  floor,  nurses’  quarters,  9  rooms ;  and 

Whereas,  it  is  proposed  to  fire  retard  the  cellar  ceiling 
with  metal  lath  and  two  coats  of  cement  plaster ;  fill  exterior 
walls  with  rock  wool  between  studs  with  fire  stopping  at 
2nd  floor  level;  surface  the  exterior  of  exterior  walls  with 
asbestos  shingles ;  fire  retard  first  floor  ceiling  with  metal 
lath  and  1  in.  cement  plaster;  fire  retard  hall  side  of  hall 
partitions  with  metal  lath  and  1  in.  cement  mortar;  make  all 
doors  on  second  floor  self  closing;  eliminate  transoms  over 
and  glass  in  doors  on  second  story ;  provide  additional  exits ; 
as  shown  on  plans  filed  with  the  borough  superintendent ; 
and 

Whereas,  the  applicant  contends  that  the  building  has 
been  altered  in  1926  at  a  cost  of  approximately  $18,000.00 ; 
that  the  work  then  consisted  of  structural  steel  columns 
and  girders  replacing  wood  supports,  the  fire  retarding  of 
stair  halls,  the  installation  of  lavatories,  exit  doors  and  other 
improvements  to  make  the  building  suitable  for  the  Syna¬ 
gogue  use;  that  most  of  the  patients  are  able  to  walk  about 
and  those  who  are  not  able  to  do  so,  are  under  the  constant 
surveillance  of  trained  attendants. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1079-41,  Objection  Nos.  1,  2  and  3,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  here¬ 
by  is  granted  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area ;  that  the  exits  from  the  second 
story  occupied  as  nurses’  quarters  consisting  of  an  enclosed 
stairway  leading  toward  Clay  avenue  and  an  exterior  steel 
stairway  on  the  easterly  side  toward  Anthony  avenue  shall 
be  maintained;  that  the  existing  and  proposed  exits  from 
the  main  story  as  shown  on  revised  plan  marked  “Received 
January  2,  1942”  shall  be  maintained  and  left  openable  at  all 
times ;  that  such  doors  opening  into  the  closed  stairway  shall 
be  fireproof  and  self-closing;  that  the  fire  alarm  system 
connected  with  headquarters  shall  be  maintained,  but  this 
system  may  be  an  extension  of  the  existing  system,  if  any, 
now  in  operation  in  the  main  fireproof  hospital  building; 


that  the  building  shall  be  maintained  with  the  approval  of 
the  Department  of  Hospitals ;  that  such  portable  fire-fight¬ 
ing  appliances  shall  be  maintained  as  the  fire  commissioner 
shall  direct;  that  the  patients  housed  in  this  building  shall 
include  only  those  as  are  not  bedridden;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  and  shall  be 
maintained  substantially  as  proposed;  that  the  requirements 
of  the  resolution  of  the  Board  as  to  the  adjacent  building 
to  the  north  occupied  as  nurses’  quarters  and  which  was 
the  subject  of  an  appeal  under  Calendar  No.  185-38-A  shall 
be  maintained  in  accordance  with  the  requirements  therein ; 
that  the  existing  certificate  of  occupancy  shall  be  amended 
by  the  issuance  of  a  new  certificate  to  substitute  the  use 
now  proposed  for  the  former  synagogue  use. 


1073-41-A 

APPLICANT — Arthur  Jovis,  for  Acacia  Holding  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 2831-2845  Bailey  avenue,  west 
side,  308.22  ft.  north  of  West  225th  street  (Block 
No.  3264,  Lot  No.  42),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Arthur  Jovis  and  Abraham  Rabiner. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputv  Chief  Gunn. .  4 

N  egative :  .  0 

THE  RESOLUTION— 

(1073-41-A) 

Whereas,  Arthur  Jovis,  for  Acacia  Holding  Corporation, 
owner,  filed  December  1,  1941,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner;  premises  2831-2845 
Bailey  avenue,  west  side,  308.22  ft.  north  of  West  225th 
street  (Block  No.  3264,  Lot  No.  42),  Borough  of  The 
Bronx;  and 

Whereas,  Order  No.  27486-C  repeated  in  a  decision  of 
the  fire  commissioner,  dated  November  6,  1941,  reads: 

“Surrender  to  bearer  fire  department  permit  numbered 
318,011  dated  to  expire  December  14,  1941,  which  is 
hereby  revoked.  Reason :  building  in  part  is  now  used 
for  the  manufacture  of  dresses.  Sec.  C19-65.0-3,  Art.  11 
Administrative  Code.” 

and 

Whereas,  the  building  is  one  story  (13  ft.  6  in.)  in 
height;  128.33  ft.  by  170.02  ft.  in  area;  of  Class  3  construc¬ 
tion;  equipped  with  a  standpipe  system;  erected  in  1926; 
occupied  for  storage  of  more  than  5  motor  vehicles,  stores, 
mfg.  of  dresses,  20  persons ;  located  in  a  business  use  dis¬ 
trict.  Certificate  of  Occupancy  No.  325,  issued  in  1927, 
permits  the  use  of  the  building  as  stores  and  public  garage ; 
and« 

Whereas,  the  applicant  contends  that  the  dress  manu¬ 
facturing  is  separated  from  the  garage  use  by  an  unpierced 
8  in.  brick  wall ;  that  no  hazard  exists  to  the  tenants  of 
the  garage  or  the  stores ;  that  the  application  of  the  Ad¬ 
ministrative  Code  works  an  undue  hardship  on  the  owner 
of  the  building;  that  by  reason  of  the  fact  that  the  oc¬ 
cupancy  in  question  exists  on  the  street  level,  the  exits  are 
adequate. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  27486-C,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
space  occupied  by  the  factory  as  proposed  shall  be  separated 
from  the  garage  portion  of  the  building  by  walls  of  ap¬ 
proved  masonry  extending  continuously  from  grade  to  the 
underneath  side  of  the  roof  board,  having  no  openings  in 
the  enclosing  walls  either  to  the  garage  itself  or  to  ad¬ 
joining  store  space;  that  in  all  other  respects  the  building 
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and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto,  as  modified  by  the  Board  under 
Cal.  No.  360-26-BZ,  and  in  accordance  with  Certificate  of 
Occupancy  No.  325  of  1927  and  that  such  portable  fire 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct. 


1074-41-A. 

APPLICANT — Solomon  Ostrov,  for  Nema  Realty  Corpo¬ 
ration,  owner  (Advance  Mirror  and  Novelty  Com¬ 
pany,  Incorporated,  lessee). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AEFECTED — 202-204  Canal  street,  southeast 
corner  of  Mulberry  street  (Block  No.  200,  Lot  No. 
14) ,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Solomon  Ostrov  and  Louis  Rabino- 
witz. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(1074-41-A) 

Whereas,  Solomon  Ostrov,  for  Nema  Realty  Corpora¬ 
tion,  owner,  filed  December  12,  1941,  an  appeal  from  an 
order  of  the  fire  commissioner ;  premises  202-204  Canal 
street,  southeast  corner  of  Mulberry  street  (Block  No.  200, 
Lot  No.  14),  Borough  of  Manhattan;  and 

Whereas,  Order  No.  28493-LC,  issued  by  the  fire  com¬ 
missioner  November  18,  1941,  reads : 

“Referring  to  your  application  for  a  permit  to  keep 
50  pounds  of  nitro-cellulose  material  in  the  building 
202  Canal  Street,  Borough  of  Manhattan,  you  are  here¬ 
by  notified  that  such  permit  cannot  be  granted  for  the 
following  principal  reason  : 

Building  is  over  3  stories  in  height  and  is  not  of 
fireproof  construction.  Sec.  C19-110.O-B-4,  Article  19, 
Administrative  Code. 

YOU  ARE  THEREFORE,  HEREBY,  ORDERED  TO: 

1.  Discontinue  the  storage  of  nitro-cellulose  products 
in  the  building  202  Canal  street,  Borough  of  Man¬ 
hattan.” 


and 

Whereas,  the  building  is  six  stories  (80  ft.)  in  height; 
50.2  ft.  by  100  ft.  in  area;  of  Class  3  construction;  equipped 
with  a  standpipe  system  and  sprinkler  system ;  located  in  an 
unrestricted  use  B  area  district ;  erected  about  30  years 
ago ;  and  occupied :  subcellar,  storage,  no  persons ;  cellar, 
storage,  no  persons;  1st  floor,  candy  factory,  and  storage,  6 
persons;  2nd  floor,  wholesale  clothing  dealer,  6  persons;  3d 
floor,  mfg.  pocketbooks,  25  persons ;  4th  floor,  mfg.  paper 
boxes,  6  persons ;  5th  floor,  vacant ;  6th  floor,  mfg.  mirrors 
and  novelties,  20  persons ;  and 

Whereas,  the  applicant  contends  that  the  celluloid  storage 
is  on  the  top  floor  of  the  building;  that  the  building  is 
adequately  equipped  with  standpipe  and  sprinkler  systems ; 
that  not  more  than  50  lbs.  of  nitrocellulose  products  will 
be  stored;  that  such  celluloid  storage  will  be  under  safe¬ 
guards  as  required  by  the  Board  of  Standards  and  Appeals, 
the  Fire  Department  and  the  Board  of  Fire  Underwriters ; 
that  a  large  portion  of  the  lessee’s  work  is  the  manufacture 
of  novetlies  containing  celluloid  and  to  deny  this  appeal 
would  deprive  its  employees  of  work ;  that  the  lessee  has 
never  had  a  fire  loss  although  in  the  business  30  years 
and  in  the  same  building  15  years. 

Resolved,  that  the  order  of  the  fire  commissioner.  Order 
No.  28493-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  at  no  time  more  than  50  lbs.  of  sheet  nitrocellulose 
in  the  premises;  that  such  sheet  nitrocellulose  shall  be 
stored  in  an  approved  cabinet  under  a  sprinkler  head  to  the 
satisfaction  of  the  fire  commissioner,  and  not  more  than 
10  lbs.  shall  be  in  process  any  one  day  and  all  unused  ma¬ 
terial  shall  be  stored  at  night  in  such  cabinet ;  that  waste 
celluloid  and  clippings  shall  be  stored  until  removed  daily 
in  an  approved  metal  container  in  accordance  with  the  re¬ 
quirements  of  the  fire  commissioner;  that  the  sprinkler  sys¬ 
tem  and  standpipe  system  shall  be  maintained  according  to 
the  requirements  therefore  and  to  the  satisfaction  of  the  fire 
commissioner;  that  such  portable  fire  fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct  and 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  ordinances  applicable  there¬ 
to. 


Adjourned,  4:10  P.M. 

Joseph  I.  Doyle,  Chief  Clerk. 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


28 


RULES 


OIL  BURNER  RULES 


(217-21-SR) 

RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

Adopted  by  the  Board  of  Standards  and  Appeals  June 

15,  1934,  Amended  July  12,  1935,  January  28,  1936,  De¬ 
cember  4,  1936,  and  July  1,  1941. 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals,  November  6,  1919; 

amended  January  6,  1922;  January  18,  1924;  Oc¬ 
tober  19,  1926;  September  11,  1928;  January  11, 
1929;  March  20,  1931;  May  12,  1931;  November  24, 
1931;  Mav  10,  1932;  June  24,  1932  and  November 
4,  1932. 

Authority:  Section  666,  paragraph  2  of  the  New 
York  City  Charter. 

I  Rule  1.  Scope. 

1.1  No  person  shall  install  oil-burning,  or  oil-storage 
equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

1.2  These  rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 

I  Rule  2.  Definitions. 

2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  test¬ 
ing  laboratory  not  operated  for  commercial  profit, 
provided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is  subject  to  sus¬ 
pension  or  revocation  for  non-compliance  with 
these  rules.  All  devices  approved  by  the  Board  of 
Standards  and  Appeals  prior  to  the  adoption  of 
these  rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer  pump  operating  independent  of  th,e  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS— Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS — Such  electrical  or  mechanical  de¬ 
vices  as  are  installed  for  the  purpose  of  providing- 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE:  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS— Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 
rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 
dwelling  purposes  and  occupied  by  one  or  two 
families,  including  convents,  rectories  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 


ground  piping  connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  such 
storage  tanks  shall  be  grounded  at  two  (2)  points 
180°  (degrees)  apart  as  follows: 

2.10.1  The  conductor  from  tank  to  ground  con¬ 
nection  shall  be  of  copper  not  smaller  than 
No.  6  (.162")  A.W.G.  wire,  or  pipe  not 
less  than  one-half  inch  ( /2 ")  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  inches,  buried  in  moist  earth  not  less 
than  two  feet  (2')  below  the  surface  of  the 
earth. 

2.11  FILL  PIPE:  That  portion  of  the  line  between  the 
fill  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  (Y)  inch  plaster  boards,  or  as¬ 
bestos  boards,  or  three-eighths  (JJ$)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  (1)  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  (Y\)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  more  than  sixteen  (16)  inches  on  cen¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  (Y)  inch 
thick. 

2.12.4  Note — All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 

2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS:  Oil  burner 
installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance  or  compound 
derived  from  petroleum,  including  kerosene  and 
fuel  oil  as  defined  in  C19-2.0  of  the  Administra¬ 
tive  Code  and  Rule  3. 

2.16  OIL  BURNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com¬ 
bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/or  using  oil  as  defined 
in  these  rules. 

2.17  OIL  LEVEL  INDICATING  DEVICE:  A  means 
by  which  the  level  of  the  oil  in  a  storage  tank  may 
be  indicated. 

2.18  OVERFLOW  PIPE:  A  pipe  which  conveys,  by 
gravity,  the  oil  from  the  maximum  level  of  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 
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2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,”  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT :  Shall  mean  permit  for  storage  of  oil. 

2.21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2)4)  parts  sand  and 
five  (5)  parts  of  coarse  aggregate  and  complying 
in  all  other  respects  with  the  requirements  of  C26- 
311.0  of  the  Administrative  Building  Code. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2.23  RELIEF  VALVE:  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2.27  SHOP  FABRICATED:  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

2.28  SHUT-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2.29  STORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  or  oil-burning  heater 
and  having  a  capacity  of  six  (6)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  tank  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (275)  gal¬ 
lons  or  more,  having  a  fill  line  and  vent  line  con¬ 
nected  thereto. 

2.31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  60 
gallons  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2.32  SUPPLY  LINE:  That  portion  of  the  line  be¬ 
tween  the  storage  tank  and  the  pump  oil  inlet 
connection  or  hand  valve.  Where  a  pump  is  not 
used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  con¬ 
nection  or  hand  valve. 

2.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2.34  TRANSFER  PUMP :  An  oil  pump  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2.35  VENT  PIPE:  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank. 

Rule  3.  Oil  Permitted. 

3.1  Oil  permitted  under  these  rules  shall  be  any  hydro¬ 
carbon  oils  free  from  acid,  grit  and  fibrous  or  other 
foreign  matter.  The  fuel  oils  shall  be  classified  as 
provided  in  Commercial  Standard  CS 12-38  U.  S. 
Department  of  Commerce,  and  shall  have  a  flash¬ 
point  not  lower  than  100  degrees  Fahrenheit  when 
tested  in  a  Pensky-Martens  closed  cup  tester 


(American  Society  for  Testing  Materials  Method 
D-93-36)  and  marketed  under  the  following  com¬ 
mercial  grades : 

Range  Oil 
No.  1  Fuel  Oil 
No.  2  “  “ 

No.  3  “  “ 

No.  4  “  “ 

No.  5  “  “ 

No.  6  “  “ 

3.2  The  use  of  crankcase  refuse  oil  as  fuel  oil  is 
strictly  prohibited. 

Rule  4.  Standards  For  Approval  of  Oil 
Burners  by  the  Board. 

4.1  Approved  burners,  including  oil-burning  heaters, 
shall  be  an  assembly  of  approved  parts  suitable  for 
use  with  each  other  for  the  service  intended,  as 
approved,  such  burners  shall  be  provided  with  suit¬ 
able  safeguards  to  prevent  abnormal  discharge  of 
oil. 

4.1.1  When  assembled  each  burner  shall  be  tested  for 
defects  and  proper  functioning  throughout  its  oper¬ 
ating  range.  Parts  shall  be  so  designed  as  to  main¬ 
tain  alignments  and  to  permit  interchangeability. 

4.1.2  The  CO2  in  the  flue  gas  shall  be  maintained  at  not 
less  than  8%  without  smoking  and  throughout  the 
operating  range  of  the  capacity  of  the  burner  when 
tested. 

4.1.3  Flexible  tubing  used  as  an  integral  part  of  burner 
shall  be  not  longer  than  72  inches  and  of  an  ap¬ 
proved  type. 

4.2  Approval  of  burners  or  oil-burning  heaters  de¬ 
signed  for  installation  with  storage  of  not  more 
than  six  (6)  gallons  shall  include  approval  of 
storage  containers  and  limitations  of  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  six  (6) 
gallons’  capacity  may  be  filled  from  such  storage 
tanks  by  means  of  an  approved  hand  pump  located 
above  the  top  of  the  tank. 

4.3  The  requirements  of  these  rules  shall  not  apply  to 
the  use  and  installation  of  portable  burners  not 
requiring  a  connection  to  a  flue  where  such  burners 
are  of  the  type  commonly  used  for  household  pur¬ 
poses  including  oil  stoves,  oil  heaters  and  oil  lamps 
equipped  with  a  woven  wick,  nor  do  the  require¬ 
ments  of  these  rules  apply  to  such  portable  apparatus 
such  as  blow  torches,  soldering  pots,  tar  heaters, 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  of  Tanks. 

5.1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

5.1.1  All  tanks  for  the  storage  of  fuel  oil  shall 
be  built  of  steel  plates  made  by  the  open 
hearth  process  and  known  to  the  trade  as 
“tank  steel.”  Such  plate  shall  be  free  from 
physical  imperfections,  such  as  laminations, 
cracks,  mill  scale,  etc.  All  steel  must  be 
new  in  good  condition  and  free  from  rust. 
The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in 
the  table  given  below. 

5.1.2  All  tanks  shall  be  welded  or  riveted  and 
caulked,  or  riveted  and  welded.  Flanges  or 
other  pipe  connections  may  be  welded.  All 
caulking  shall  be  done  with  round  nose  tools 
and  without  injury  to  the  plates.  Filler  of 
any  kind  between  plates  is  prohibited. 
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5.1.3  Thickness  of  cylindrical  tanks,  except  tanks 
of  275  gallons  capacity  or  less: 

Tanks  36  in.  in  diameter  and  less — J4  in¬ 
shell,  34  in.  heads. 

Tanks  37  to  72  in.  in  diameter — 34  in. 
shell,  5/16  in.  heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in. 
shell,  34  in.  heads. 

Tanks  over  120  in.  in  diameter  to  be  of 
34  in.  steel  and  to  be  stiffened  by  angle 
rings  or  equivalent  members  so  as  to  retain 
their  cylindrical  form. 

5.1.4  All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not  greater 
than  the  diameter  of  the  tank.  Dished  heads 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
shall  be  braced  in  the  same  manner  as  de¬ 
scribed  for  the  bracing  of  flat  sides  of  rec¬ 
tangular  tanks. 

5.1.5  Diameter  and  spacing  of  rivets : 

Riveting  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows : 

In  shell  34  in-  thick,  34  in.  in  diameter 
rivets  2)4  in.  pitch. 

In  shell  5/16  in.  thick,  34  in.  in  diameter 
rivets  234  in.  pitch. 

In  shell  34  in.  thick,  34  in.  in  diameter 
rivets  2 J4  in.  pitch. 

5.2  Rectangular  Tanks. 

5.2.1  All  rectangular  tanks  shall  be  built  of  steel 
plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 
5/16  of  an  inch. 

5.2.2  Corners  may  be  made  up  by  bending  the 
plates  or  by  use  of  angles. 

5.2.3  Rivets  in  seams  shall  be  34  of  an  inch  in 
diameter  and  spaced  not  more  than  2)4 
inches  center  to  center. 

5.2.4  All  flat  surfaces  of  rectangular  tanks  are 
to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of 
five  (5),  or  by  using  bars  from  side  to  side, 
end  to  end  and  top  to  bottom  of  the  tanks 
as  the  case  may  be. 

5.2.5  When  structural  steel  members  are  used 
such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in  ex¬ 
cess  of  twenty-four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 
case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

5.2.6  When  structural  steel  reinforcing  members 
are  tied  together  with  braces  in  order  to 
reduce  the  effective  length,  the  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

5.2.7  If  structural  steel  members  are  omitted  and 
the  sides  of  the  tank  are  braced  by  means 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty-four 
(24)  inches  center  to  center  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 


thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks 

5.3.1  All  storage  tanks  for  oil  of  two  hundred 
and  seventy-five  (275)  gallons’  capacity  or 
less,  except  buried  tanks,  shall  have  a  mini¬ 
mum  thickness  of  shell  and  head  plates  of 
U.  S.  Standard  10  gauge  (.134").  Auxiliary 
storage  tanks  of  60  gallons  or  less  shall  be 
similarly  constructed  but  need  not  be  of  a 
gauge  thicker  than  U.  S.  Standard  No.  14. 

5.3.2  At  time  of  installation  all  storage  tanks 
shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  of 
tank  manufacturer,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

5.3.3  All  openings  shall  be  through  the  top  of  the 
storage  tank  except  that  storage  tanks  of  275- 
gallons  may  be  provided  with  a  three-quarter 
inch  (34”)  opening  for  gravity  discharge  and 
a  one-inch  (1")  opening  in  the  bottom  for 
cleaning  and  protection  against  corrosion. 

5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 
ough  coating  on  the  outside  of  two  coats  of 
red  lead  protected  by  hot  tar,  asphaltum,  or 
other  equivalent  rust-resisting  material.  All 
such  tanks  shall  be  electrically  grounded. 

5.3.5  Manholes;  Tanks  for  oils  having  a  viscosity 
less  than  500  sec.  Saybolt  Universal  at  100°  F. 
need  not  have  manholes ;  where  used  for  such 
oils  the  manhole  covers  shall  be  bolted  and 
made  gastight;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni¬ 
versal  at  100°  F.  (No.  5  or  No.  6  Commer¬ 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 
times. 

5.4  Vertical  Storage  Tanks  Over  1,000  Gallons 

Capacity  Located  Outside  of  Building  Above 

Ground. 

5.4.1  Vertical  tanks  located  outside  of  buildings 
above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

5.4.2  The  minimum  thickness  of  shell  or  bottom 
plates  shall  be  34  inch  and  the  minimum 
thickness  of  roof  plates  34  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  formula : 

P  x  r  x  F 

t  equals - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds 
per  square  inch  (55,000  pounds  per  square 
inch). 

E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No. 
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14  of  the  New  York  State  Industrial  Com¬ 
mission). 

5.4.3  Roof  plates  shall  have  single  riveted  water¬ 
tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
lap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formulas  for  shell 
plates. 

5.4.4  In  all  cases,  steel  tanks  for  the  storage  of 
fuel  oil  must  be  built  metal  to  metal.  No 
filler  of  any  kind  will  be  permitted. 

5.5  Storage  Containers. 

5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 

Rule  6.  Location  of  Tanks. 

6.1  Inside  of  Buildings,  Above  Ground. 

6.1.1  Storage  tanks  having  a  capacity  of  two 
hundred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build¬ 
ing,  provided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located  not 
less  than  seven  feet  (7')  of  clear  unob¬ 
structed  space  measured  horizontally  from 
any  furnace  or  source  of  exposed  flame  un¬ 
less  tank  is  protected  as  provided  for  in 
Rule  6.1.2.  Such  storage  tanks  inside  build¬ 
ings  shall  have  an  individual  capacity  of  not 
more  than  two  hundred  and  seventy-five 
(275)  gallons  capacity  and  not  more  than  one 
such  tank  shall  be  connected  to  one  burner. 
Not  more  than  two  (2)  two-hundred-and- 
seventy-five  (275)  gallons  storage  tanks  shall 
be  installed  in  a  building  above  ground  with¬ 
out  protection  as  provided  for- in  Rule  6.1.2. 

6.1.2  Storage  tanks  having  a  capacity  of  more  than 
two  hundred  and  seventy-five  (275)  gallons, 
when  installed  inside  of  buildings,  shall  be 
located  on  the  lowest  floor  level  and  all 
portions  of  such  tanks  above  the  floor  shall 
be  protected  by  a  continuous  jacket  of  not 
less  than  four  inches  (4")  of  Portland 
cement  concrete  reinforced  with  not  less  than 
No.  20  gauge  steel  wire  cloth  2"  x  2"  mesh, 
and  extending  at  least  four  inches  (4")  be¬ 
yond  the  horizontal  outline  of  tank  in  all 
directions,  with  weep  holes  along  the  bottom 
one  inch  in  diameter  not  more  than  3  ft. 
apart. 

Each  storage  tank  may  be  placed  in  a  protec¬ 
tive  enclosure  having  solid  masonry  walls 
not  less  than  eight  inches  (8")  in  thickness 
and  of  dimension  not  less  than  fifteen  inches 
(15")  greater  on  all  sides  than  the  outside 
dimensions  of  the  storage  tank.  The  walls  of 
the  enclosure  shall  be  carried  up  to  a  height 
not  less  than  two  feet  (2')  above  the  top  of 
the  tank.  A  fireproof  access  door  shall  be 
installed  in  the  enclosure  above  the  point 


where  the  enclosure  has  a  capacity  equal  to 
the  tank ;  and  for  each  additional  10  feet  or 
fraction  thereof  by  which  the  longest  inside 
dimension  of  the  enclosure  exceeds  35  feet 
an  additional  fireproof  access  door  shall  be 
similarly  installed  at  one  or  more  intervals 
of  not  less  than  10  feet.  The  ceiling  above 
the  tank  enclosure  shall  be  either  fireproof  or 
fire-retarded. 

6.1.3  The  capacity  of  individual  storage  tanks  lo¬ 
cated  inside  of  buildings  shall  not  exceed 
twenty  thousand  (20,000)  gallons. 

6. 1.3.1  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  %"  in  thickness. 

6.1.4  All  storage  containers  used  in  connection 
with  burners  or  oil-burning  heaters  shall  be 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall 
or  floor  and  protected  against  mechanical 
injury. 

6.2  Inside  of  Buildings,  Below  Ground. 

6.2.1  Storage  tanks  having  a  capacity  of  275  gal¬ 
lons  or  more  may  be  buried  inside  a  building 
with  the  top  of  the  tank  not  less  than  two 
feet  below  floor  level.  In  lieu  of  two  feet  of 
earth  over  the  tank,  the  tank  may  be  covered 
by  concrete  flooring  equivalent  to  the  base¬ 
ment  floor  but  not  less  than  the  equivalent 
of  4  inches  of  reinforced  Portland  cement 
concrete  with  not  less  than  No.  20  gauge 
steel  wire  cloth  2"  x  2"  mesh.  Tanks 
shall  be  placed  in  firm  soil  and  shall  be  sur¬ 
rounded  by  clean  sand  or  well  tamped  earth, 
free  from  ashes  or  other  corrosive  substance, 
and  free  from  stones  larger  than  will  pass 
through  a  one-inch  mesh.  When  necessary  to 
prevent  floating,  tanks  shall  be  securely  an¬ 
chored.  Storage  tanks  buried  below  the  floor, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust-resisting  material. 

6.2.2  Storage  tanks  buried  below  the  floor  shall 
not  be  less  than  in  thickness. 

6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 
than  three  feet  to  any  foundation  wall  or 
foundation  footing. 

6.3  Outside  of  Buildings,  Below  Ground. 

6.3.1  Storage  tanks  located  outside  of  buildings, 
below  ground,  shall  be  buried  with  the  top 
of  the  tank  not  less  than  two  feet  (2')  be¬ 
low  the  natural  grade  of  the  surface  of  the 
ground.  Tanks  shall  be  placed  on  firm  soil 
and  shall  be  surrounded  by  clean  sand  or 
well  tamped  earth,  free  from  ashes  or  other 
corrosive  substance,  and  free  from  stones 
larger  than  will  pass  through  a  one-inch 
(!")  mesh.  When  necessary  to  prevent  float¬ 
ing,  tanks  shall  be  securely  anchored. 

6.3.2  No  tank  shall  be  buried  so  as  to  be  nearer 
than  3  feet  to  any  foundation  wall. 

6.3.3  All  buried  storage  tanks  larger  than  two 
hundred  and  seventy-five  (275)  gallons,  prior 
to  or  at  the  time  of  installation,  shall  be 
thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust  resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.3.4  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  J/ in  thickness. 
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6.4  Outside  of  Buildings,  Above  Ground. 


6.4.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  (1)4)  tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule : 


If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon  16,000  gallons 

If  distant  30  feet .  24,000 

If  distant  40  feet .  36,000 

If  distant  50  feet .  48,000 

If  distant  60  feet .  60,000 

If  distant  75  feet .  96,000 

If  distant  85  feet,  or  more  100,000 

6.4.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (1)4)  times  the  capacity  of  the 
tank  so  surrounded  and  shall  be  at  least 
four  feet  (4')  high  but  in  no  case  higher 
than  one-fourth  (%)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
feet  (16').  Embankments  or  dykes  shall  be 
made  of  earthwork  with  clay  core;  or  of 
masonry,  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
firmly  and  compactly  built  of  good  earth; 
free  from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3')  and  a  slope  of.  at 
least  one  and  one-half  (1)4)  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C-19-50.0  of  the  Adminis¬ 
trative  Code. 


6.4.3  All  above  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust  resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.5  Tanks  Located  Along  Line  of  Subways. 

6.5.1  Along  the  line  of  subways  no  tank  shall  be 
placed  within  twenty  feet  (20')  of  any  wall, 
separating  a  building  from  the  subway,  and, 
where  practicable,  tanks  shall  be  placed  in  a 
lower  oosition  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 

pRule  7.  Piping. 

7.1  Installation  of  Piping  and  Tubing. 

7.1.1  Piping  and  tubing  shall  be  run  in  a  substan¬ 
tial  and  workmanlike  manner.  Exposed  pip¬ 
ing  shall  be  protected  against  mechanical 
injury  and  shall  be  securely  supported  with 
rigid  metal  fasteners  or  hangers.  All  pipes 
connected  to  buried  tanks  except  test  well 
piping  shall  be  provided  with  double  swing 
joints  at  tank. 

7.1.2  Only  new  standard  full-weight  iron,  steel  or 
brass  pipe,  or  new  extra-heavy  copper  brass 


or  aluminum  alloy  tubing,  properly  marked 
and  duly  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil, 
shall  be  adequately  protected.  Such  tubing 
unless  protected  against  mechanical  injury 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when  used  in  domestic  installations  shall 
be  not  less  than  three-eighths  inch  (M") 
inside  diameter  up  to  shut-off  valve  at  burner. 
Soldered  connections  are  prohibited. 

7.1.3  Overflow  pipes  where  installed  shall  not  be 
smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

7.2.1  Where  a  shut-off  valve  is  installed  in  the 
discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

7.2.2  Oil  preheaters  shall  be  of  approved  type  and 
provided  with  a  relief  valve  to  prevent  exces¬ 
sive  oil  pressure.  Oil  preheaters  shall  not  be 
installed  in  the  steam  or  water  space  of  the 
boiler. 

7.2.3  Relief  valves  shall  be  set  to  discharge  at  not 
more  than  one  and  one-half  (1)4)  times  the 
maximum  working  pressure  of  the  system. 
The  discharge  from  relief  valves  shall  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief. 

7.3  Vent  Pipe. 

7.3.1  An  open  vent  of  iron  or  steel,  without  trap, 
and  draining  to  the  tank,  shall  be  provided 
for  each  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1").  Cross  connection  between  vent  pine 
and  fill  pipe  is  prohibited. 

7.3.2  Where  a  battery  of  storage  tanks,  designed 
to  hold  the  same  grade  of  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

7.3.2. 1  The  area  of  the  header  and  common  vent 
shall  be  equal  to  the  sum  of  the  areas  of  the 
vent  pipe. 

7.3.3  Vents  shall  be  not  less  than  one  and  one- 
quarter  inches  (1)4")  in  diameter  for  stor¬ 
age  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2")  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  )4  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent. 

7.3.4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  not  less  than  two  feet  (2')  from 
any  building  opening  and  not  less  than  two 
feet  (2')  and  when  more  than  twelve  feet 
(12')  above  the  fill  pipe  terminal  there  shall 
be  provided  an  independent  1"  tell-tale  run 
from  tank  to  fill  box.  When  such  openings 
are  fixed  and  constructed  of  incombustible 
materials  they  shall  not  be  deemed  openings 
within  the  intent  of  this  rule.  If  the  vent 
pipe  terminal  is  not  visible  from  the  fill  pipe 
terminal  location,  a  one-inch  (1")  line  shall 
be  connected  to  tank  and  shall  parallel  the 
fill  pipe  and  terminate  at  the  fill  pipe  terminal 
with  unthreaded  end.  Such  tell  tale  lines 
shall  be  provided  with  a  check  valve  set  to 
prevent  flow  of  surface  water  to  storage  tank. 
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7.4  Fill  Pipes. 

7.4.1  Fill  pipe  shall  terminate  outside  the  build¬ 
ings  with  the  fill  pipe  terminal  located  at  or 
above  grade  at  least  two  feet  (2')  of 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 

7.4.2  Each  storage  tank  shall  be  provided  with  a 
separate  fill  pipe  except  where  a  battery  of 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  common 
header  pipe  is  no  smaller  than  the  largest 
branch  fill  pipe.  When  different  grades  of  oil 
are  piped  to  separate  tanks  from  a  common 
fill  line,  each  branch  fill  pipe  shall  be  pro¬ 
vided  with  a  shut-off  valve. 

7.4.3  Where  the  top  of  the  storage  tanks  is  above 
the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 

7.4.4  All  fill  pipe  terminals  shall  be  of  approved 
type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  of 
the  fill  pipe  terminal  shall  be  provided  with 
letters  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilproof 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  oil 
and  a  storage  system  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal 
of  fuel  oil  fill  pipe  shall  be  provided  with 
a  left-handed  thread,  and  the  fill  pipe  fit¬ 
ting  shall  be  of  a  different  size  than  that 
required  for  the  fill  pipes  to  gasoline  tanks. 

7.5  Heating  Coils  in  Storage  Tanks. 

7.5.1  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  (ten  (10)  pounds 
per  square  inch  maximum)  steam  coils  oi 
electric  heaters  approved  for  oil  storage  tanks. 

7.6  Scavenging  Line. 

7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 

Rule  8.  Valves  and  Control  of  Oil  Flow. 

8.1  Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (275)  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 


8.2  Each  supply  line  for  storage  tanks  of  more  than  1 
two  hundred  and  seventy-five  (275)  gallons’  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  above  i 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approved  I 
anti-syphon  device  located  at  the  highest  point  in  1 
supply  line,  except  that  where  heavy  oil  (No.  6 
Commercial  Standard  Grade)  having  a  viscosity  of 
one  hundred  (100)  seconds  or  more  Saybolt  Furol 
at  one  hundred  and  twenty-two  degrees  Fahrenheit 
(122°  F.)  is  used,  the  anti-syphon  device  shall  not 
be  required. 

8.3  Except  as  may  be  modified  in  specific  instances  by 
the  Board  of  Standards  and  Appeals,  oil  from  stor¬ 
age  tanks  of  two  hundred  and  seventy-five  (27 5) 
gallons’  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  busi¬ 
ness  building  only  under  the  following  provisions : 

8.3.1  Plans  for  such  installations  shall  be  sub¬ 
mitted  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in¬ 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50')  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 
the  lowest  floor  of  a  building  shall  not  be 
larger  than  two  inches  (2")  iron  pipe  size. 

8.3.4  The  pressure  in  oil  lines  to  burners  located 
above  the  lowest  floor  of  a  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burners  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  pounds 
per  square  inch.  With  each  automatic 
burner  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of  suitable 
safety  controls  of  the  electric  or  mechanical 
type.  The  proper  control  for  each  burner  is 
to  be  listed  in  the  resolution  under  which  the 
burner  is  approved.  The  controls  are  to  pro¬ 
vide  the  following  functions  : 

Temperature  control 
Ignition  “ 

Stack  or 
Combustion  “ 

Pressure  “ 

Gravity  “ 

8.4  A  remote  control  shall  be  provided  whereby  the 
flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is  lo¬ 
cated  and  as  close  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 
control  may  be  located  immediately  inside  the  room 
in  which  the  burner  is  located  if  such  location  is 
accessible  at  all  times.  All  such  controls  shall  be 
legibly  labeled  “Remote  Control  for  Oil  Burner.” 
On  auxiliary  storage  tanks  used  with  manually 
operated  burners  such  remote  control  may  be  in¬ 
stalled  on  feed  lines  between  tank  and  burner. 

8.5  Except  as  provided  by  Rule  4.2  of  these  rules  for 
approved  combination  burner  and  storage  container 
devices,  pressure  in  storage  tank  or  container  for 
the  purpose  of  discharging  oil  is  prohibited. 

8.6  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  the  atomizing  supply 
shall  be  interlocked,  so  that  in  case  of  the  inter- 
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ruption  of  the  atomizing  supply,  the  supply  of  oil 
will  immediately  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supply 
units  directly  connected  to  a  common  driver. 

Rule  9.  Oil  Level  Indicating  Devices  and 
Test  Wells. 

9.1  All  tanks  located  inside  of  buildings  shall  be  pro¬ 
vided  with  an  oil  level  indicating  device.  Test 
wells  shall  not  be  permitted  in  tanks  located  inside 
of  buildings.  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover. 

9.2  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 

Rule  10.  Permits,  Plans,  Inspection  and 
Tests  of  Storage  Tanks  and  Piping. 

10.1  Permits. 

10.1.1  No  oil  installation  of  more  than  six  (6) 
gallons’  capacity  shall  be  operated  until 
after  a  permit  has  been  issued  by  the  Fire 
Commissioner. 

10.1.2  Applications  for  permit  shall  be  made  by 
the  'installer  who  holds  a  certificate  of 
license  issued  by  the  Fire  Commissioner 
on  forms  furnished  by  the  Fire  Commis¬ 
sioner  and  shall  provide  for  the  location 
of  the  building  in  which  the  installation  is 
to  be  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  in¬ 
staller,  make  and  approval  number  of 
burners,  pumps  and  other  devices,  capacity 
number  and  location  of  storage  tanks,  to¬ 
gether  with  approval  of  such  proposed  in¬ 
stallation  by  the  Borough  Superintendent 
of  Buildings  when  required  under  Rule 
10.2. 

10.1.3  No  permit  shall  be  issued  by  tbe  Fire  Com¬ 
missioner  until  the  installation  has  been 
inspected  by  his  representative  and  the  in¬ 
staller  has  furnished  an  affidavit  that  the 
CO2  content  of  the  flue  gas  by  actual  test 
of  the  completed  installation  is  not  less 
than  8  per  cent  without  smoking. 

10.2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10.2.1  The  installer  shall  file  with  the  Borough 
Superintendent  of  Buildings  plans  showing 
the  size  and  location  of  all  storage  tanks 
having  a  capacity  greater  than  275  gallons 
where  such  tanks  are  to  be  installed  either 
inside  of  buildings  in  or  below  the  lowest 
floor  level  or  outside  of  buildings  below 
ground.  Plans,  however,  shall  be  filed 
where  275  gallon  tanks  are  to  be  buried  and 
for  all  multiple  dwellings  and  for  all  places 
of  public  assembly.  All  plans,  as  in  this 
section  required,  shall  be  certified  to  the 
Fire  Commissioner  by  the  Borough  Super¬ 
intendent  of  Buildings  before  any  work  is 
started.  All  such  plans  shall  show  com¬ 
pliance  with  all  structural  requirements  and 
shall  show  all  salient  features  of  the  instal¬ 
lation.  Plans  shall  also  be  approved  by  the 
Board  of  Transportation  for  all  tanks 


located  in  or  outside  of  buildings  along  the 
line  of  subways  under  the  limitation  in 
Rule  6.5.1. 

10.3  Inspection  and  Tests  of  Installations  of  Storage 

Tanks  and  Piping. 

10.3.1  Storage  tanks  of  approved  type  and  not 
exceeding  two  hundred  and  seventy-five 
(275)  gallons’  capacity  and  all  piping  for 
oil  connected  thereto  shall  show  no  leakage 
when  tank  and  all  piping  for  oil  is  com¬ 
pletely  filled  with  oil  when  subjected  to  a 
test  of  10  pounds  per  square  inch  for  a 
period  of  ten  (10)  minutes  in  installations 
in  multiple  dwellings,  places  of  public 
assembly  and  amusement,  except  that  no 
tests  shall  be  required  for  installations  in 
occupancies  not  specifically  mentioned 
herein. 

10.3.2  Storage  tanks  of  more  than  two  hundred 
and  seventy-five  (275)  gallons’  capacity 
and  all  piping  for  oil  connected  thereto 
shall  show  no  change  in  shape,  rupture  or 
leakage  when  subjected  to  a  hydrostatic 
test  with  water  or  oil  as  follows : 

10.3.2.1  Oval,  obround,  rectangular  and 
specially  shaped  storage  tanks 
and  piping  connected  thereto, 
twenty-five  (25)  pounds  per 
square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and  pip¬ 
ing  connected  thereto,  fifty  (50) 
pounds  per  square  inch. 

Pressure  shall  be  applied  for  a  period  of 
thirty  minutes.  When  oil  is  used  there 
shall  be  no  fire  or  flame  in  the  room  or 
rooms  in  which  the  test  is  being  conducted. 
All  tests  shall  be  conducted  in  the  presence 
of  a  representative  of  the  Fire  Commis¬ 
sioner.  The  contractor  shall  furnish  all 
necessary  equipment  for  conducting  tests. 
Such  test  may  be  made  with  oil  in  freezing 
weather  for  tanks  located  outside  of 
building. 

10.3.3  Defective  tanks,  if  repaired  by  welding, 
shall  have  all  oil  removed  and  shall  be 
purged  of  all  explosive  gases  or  vapors. 

10.3.4  The  anti-syphon  devices,  where  used  as 
provided  for  in  these  rules,  shall  be  ap¬ 
proved  devices. 

10.3.5  All  piping  conveying  oil  from  a  transfer 
pump  to  a  burner  subjected  to  a  pressure 
in  excess  of  50  lbs.  per  sq.  inch  shall  be 
tested  for  a  pressure  of  V/z  times  the 
working  pressure. 

10.4  Fee  for  Permit  and  Test  of  Storage  Tanks 

and  Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10.1,  a  fee  covering 
the  permit  shall  be  paid  in  accordance  with 
the  schedule  given  in  the  Administrative 
Code. 


Rule  11.  Inspection  of  Installations  With 
Not  More  Than  Six  (6)  Gallons’ 
Storage  Capacity. 

11.1  All  installations  of  burners  with  not  more  than 
six  (6)  gallons’  storage  capacity  except  where 
such  installations  are  made  in  dwellings  shall  be 
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reported  by  installer  to  the  Fire  Commissioner  giv¬ 
ing  location  of  building  in  which  installation  is 
made,  name  and  address  of  owner  and/or  occupant, 
name  and  address  of  installer  and  the  make  and 
approval  number  of  burner.  Such  reported  instal¬ 
lations  shall  be  inspected  as  required  by  the  Ad¬ 
ministrative  Code. 

Rule  12.  Ventilation. 

12.1  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  each  boiler,  heater,  range 
or  stove  be  connected  with  a  separate  flue  in  a 
legal  chimney,  complying  with  Article  11  of  the 
Administrative  Building  Code  except  that  in  high 
pressure  mercantile  and  industrial  plants  several 
units  may  be  connected  to  a  boiler  room  stack. 

12.2  Adequate  ventilation,  at  least  equivalent  to  area  of 
the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

12.3  Dampers  shall  be  so  constructed  that  they  cannot 
completely  cut  off  the  passage  of  flue  gases  at  any 
time,  and  on  all  installations  in  one  and  two  family 
dwellings  an  approved  automatic  draft  control  of 
the  same  size  as  the  cross-sectional  area  of  the 
pipe  or  breaching  shall  be  installed  in  the  breach¬ 
ing  or  flue  pipes. 

Rule  13.  Automatic  Pumps. 

13.1  Automatic  Dumps,  when  not  an  integral  part  of 
the  burner  shall  be  of  approved  type,  provided 
with  automatic  means  for  preventing  continuous 
discharge  of  oil  in  case  of  pipe  breakage. 

Rule  14.  Fire  Protection. 

Note:  In  order  that  the  intent  of  Local  Law  No.  145  be 
carried  out,  Section  C26-693.0,  sub.  d,  par.  1,  2,  3, 
is  superseded  by  the  following : 

14.1  The  clear  distance  between  smoke  pipe  connections, 
of  any  boilers,  furnaces  or  other  heating  apparatus 
to  flues,  and  combustible  material  shall  not  be 
less  than  eighteen  (18)  inches,  except  that  this 
clearance  may  be  reduced  to  nine  (9)  inches  where 
a  baffle  consisting  of  not  less  than  No.  29  gauge 
sheet  metal  backed  by  inch  thick  asbestos  is 
placed  two  (2)  inches  above  and  extending  along 
the  entire  length  of  the  smoke  pipe  connections 
and  twice  the  width  thereof  and  such  baffle  is 
securely  fastened  from  the  ceiling  with  substan¬ 
tial  hangers.  In  lieu  of  such  baffle  the  combus¬ 
tible  material  may  be  covered  with  fire-retarding 
material  as  defined  in  these  rules. 

14.2  The  clear  distance  between  any  non-insulated  heat- 
producing  parts  of  boilers,  furnaces  or  other  heat¬ 
ing  apparatus  and  combustible  material  shall  not 
be  less  than  twenty-four  inches  (24")-  Where 
such  parts  are  insulated  by  two  inches  (2")  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 
not  less  than  twelve  inches  (12"),  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  be 
covered  with  fire-retarding  material  as  defined  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side 
and  rear  of  the  apparatus. 

14.3  No  movable  combustible  material  shall  be  stored  or 
maintained  within  five  feet  (5')  of  heating  ap¬ 
paratus,  except  where  same  is  protected  by  fire 
retarding  material. 

14.4  Burners  and  all  accessories,  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clean 
at  all  times. 


14.5  The  floor  beneath  boiler  or  furnace  and  within  five 
(5)  feet  in  all  directions  shall  be  of  fireproof  con¬ 
struction. 

14.6  Oil  burning  devices  designed  for  installation  with 
storage  of  not  more  than  six  (6)  gallons  shall  be 
firmly  anchored  to  the  floor,  set  level,  and  the  floor 
beneath  the  stoves  or  any  such  heating  devices 
protected  by  a  shield  of  /i"  asbestos  or  equiva¬ 
lent  extending  at  least  twelve  inches  (12")  beyond 
the  projected  area  of  such  device  where  required 
within  the  specific  approval  of  each  burner.  Ap¬ 
proved  safety  cans  only  shall  be  used  for  the  stor¬ 
age  and  filling  of  oil  containers.  The  fuel  oil  used 
for  these  burners  shall  be  range  oil  or  No.  1  or 
No.  2  fuel  oil.  The  manufacturer  or  installer  of 
these  burners  shall  within  48  hours  after  each  in¬ 
stallation  notify  the  Fire  Department  in  writing 
of  the  name  of  the  person  to  whom  this  burner  is 
sold  and  the  address  of  the  premises  where  in¬ 
stalled. 

14.7  Near  each  boiler  or  furnace  of  a  fuel  oil-burning 
unit  there  shall  be  kept  ready  for  use  fire  extin¬ 
guishing  equipment  of  not  less  than  two  quart 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  have 
rounded  bottom. 


Rule  15.  Instruction  Cards  and  Certificate 
of  Fitness. 

15.1  Cards,  giving  complete  instructions  for  the  care 
and  operation  of  the  system  shall  be  permanently 
fixed  near  the  apparatus  in  readable  condition. 
Where  burners  or  oil-burning  heaters  designed  for 
use  with  storage  of  not  more  than  six  (6)  gallons’ 
capacity  are  installed,  there  shall  also  be  posted  a 
copy  of  the  specifications  under  which  it  was  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
in  addition  to  the  instruction  card  herein  provided 
for. 

15.2  Every  heating  system  in  which  the  oil  is  preheated 
or  systems  not  fully  automatic  when  operating, 
shall  be  under  the  direct  supervision  of  a  person 
holding  a  certificate  of  fitness  issued  by  the  Fire 
Commissioner  and  who  shall  be  in  the  building  at 
all  times  while  the  burners  are  in  operation,  except, 
that  a  person  holding  a  certificate  of  fitness  as  a 
licensed  engineer  or  as  a  licensed  fireman  issued 
after  May  1,  1941  under  the  provisions  of  C26- 
213.0  of  the  Administrative  Building  Code,  or  a 
person  with  such  license  issued  prior  to  May  1, 
1941  carrying  an  endorsement  reading  “Oil  Burn¬ 
ers”  shall  not  be  required  to  obtain  such  certificate. 


Rule  16.  Modification. 

16.1  When,  for  any  reason,  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  ad¬ 
ministrative  official  having  jurisdiction  shall  have 
power  to  accept  substitute  methods  provided  the 
spirit  and  substance  of  these  rules  shall  be  com¬ 
plied  with. 


Rule  17.  Existing  Installations. 

17.1  Oil  burner  systems  heretofore  installed  and  duly 
approved  as  complying  with  all  laws  and  rules  then 
applicable  thereto  shall  be  deemed  acceptable,  pro¬ 
vided  there  have  been  no  subsequent  alterations  to 
the  apparatus,  except  as  to  Rule  15.2. 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
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Any  communication  purporting  to  be  an  appeal  or  appli¬ 
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of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  January  13,  1942. 

Cal.  No.  Department  Premises  Affected 

18-42-A . H.B.M _ 250  West  80th  street,  south  side, 

181.6  ft.  west  of  Broadway 
(Block  No.  1227,  Lot  No. 
59),  Borough  of  Manhattan. 
Amendment  to  Alt.  954-41. 


19-42-S . H.B.M _ 725  Washington  street,  east  side, 

50  ft.  south  of  West  11th 
street  (Block  No.  634,  Lot 
No.  2),  Borough  of  Man¬ 
hattan.  Alt.  3685-41. 


20-42-BZ . H.B.B.. .  .178-186  Putnam  avenue  and  1186- 

1188  Bedford  avenue,  south¬ 
west  corner  (Block  No.  1996, 
Lot  No.  27),  Borough  of 
Brooklyn.  Alt.  5054-41. 


21-42-A . H.B.Q _ 23-19  to  23-31  Borden  avenue, 

north  side,  175  ft.  east  of 
23rd  street  and  23-20  to  23-30 
51st  avenue  (Block  No.  105, 
Lot  No.  12),  Long  Island 
City,  Borough  of  Queens. 

Misc.  11103-41. 


22-42-SM . Wolmanized  Lumber,  manufac¬ 

tured  by  American  Lumber 
and  Treating  Company. 

Material. 


23-42-A . H.B.Q. ..  .21-03  51st  avenue,  northeast  cor¬ 

ner  of  21st  street  (Block  No. 
70,  Lot  No.  1),  Long  Island 
City,  Borough  of  Queens. 

Alt.  2926-41. 


24-42-A . H.B.B.... 422-438  Fulton  street,  14-30  Hoyt 

street,  171-201  Livingston 
street  and  15-19  Gallatin  place 
(Block  No.  156,  Lot  No.  12), 
Borough  of  Brooklyn. 

Alt.  5435-41. 


25-42-SM . Conviser  Column,  Heavy  Weight 

(Steel  shell,  concrete  filled 
Steel  Column),  manufactured 
by  Conviser  and  Company. 

Material. 


26-42- A . H.B.M.. .  .407-409  West  42nd  street,  north 

side,  100  ft.  west  of  Ninth 
avenue  (Block  No.  1052,  Lot 
No.  27),  Borough  of  Man¬ 
hattan. 

•  E.  S.  1264-41  and 

E.  S.  1265-41. 


27-42-SM . “Smother  Down”  First  Aid  Fire 

Extinguisher  Blanket,  manu¬ 
factured  by  Gilbert  J.  Rhodes. 

Material. 


28-42-SM . Airlok  Mineral  Wool  Insulation, 

manufactured  by  The  Plaster- 
gon  Wall  Board  Company. 

Material. 


29-42-A . F.D . 414  West  127th  street,  south  side, 

200  ft.  west  of  Morningside 
avenue  (Block  No.  1967,  Lot 
No.  14),  Borough  of  Man¬ 
hattan. 

Decision  re  28083-L.  C. 


30-42-A . H.B.B.. .  .1133-1145  Miller  avenue,  blocks 

•  bounded  by  Miller  avenue, 
Fairfield  avenue,  Schenck  ave¬ 
nue  and  Schroeder  avenue 
(Block  Nos.  4440,  4441,  4442 
and  4452,  Lot  Nos.  None), 
Borough  of  Brooklyn. 

N.  B.  2460-41. 


31-42-S . H.B.M. ...189  Bowery,  east  side,  75  ft.  4  in. 

north  of  Delancey  street 
(Block  No.  425,  Lot  No.  4), 
Borough  of  Manhattan. 

Alt.  3139-40  and  Amendment. 


32-42-A . H.B.B.. .  .7610  Fourth  avenue,  west  side,  59 

ft.  south  of  76th  street  (Block 
No.  5950,  Lot  No.  47),  Bor¬ 
ough  of  Brooklyn. 

Alt.  4709-40. 


33-42-A . H.B.B.. .  .1434-1462  Linden  boulevard,  south 

side,  11  ft.  9/4  in.  east  of 
Rockaway  avenue  (Block  No. 
3644,  Lot  No.  26),  Borough 
of  Brooklyn.  N.  B.  1773-41. 


34-42-A . H.B.Bx...400  Tiffany  street,  northeast  cor¬ 

ner  of  East  Bay  avenue 
(Block  No.  2771A,  Lot  No. 
137),  Borough  of  The  Bronx. 

N.  B.  868-41. 


35-42-SA . Sentinel  Oil  Preheater,  for  Steam 

or  Water.  Appliance. 


36-42-A . H.B.M _ 721-723  First  avenue,  west  side, 

in  roadway  of  East  41st  street 
(Block  Nos.  between  1333  and 
1334,  Lot  No.  None),  Borough 
of  Manhattan,  (Under  section 
35,  General  City  Law  re  bed 
of  Mapped  street). 

N.  B.  155-41. 
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Restored  to  Calendar. 

916-18-BZ . ..  1050-1054  Myrtle  avenue,  south 

side,  296  ft.  7  in.  west  of 
Lewis  avenue  (Block  No. 
1585,  Lot  No.  25  and  part  of 
Lot  No.  21),  Borough  of 
Brooklyn.  B.  N.  2440-41. 


— Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn; 

Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q, _ De¬ 

partment  of  Housing  and  Buildings,  Queens;  H.B.It — Department 

ot  Housing  and  Buildings,  Richmond;  H.B.Bx _ Department  of 

Housing  and  Buildings,  Bronx;  H.D — Health  Department,  and 
*>  -D. — Fire  Department. 


COURT  DECISION 

In  the  matter  of  Excelsior  Savings  Bank  (Murdock) — On  June  12 
1941,  the  Board  denied  application  under  Section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a  gasoline  service  station, 
and,  also,  thirty-one  (31)  one-car  metal  garages-  Cal  No 

of°The' BronxPremiSCS  2348‘2360  Jerome  Avenue,  Bo'rougli 

Supreme  Court,  Special  Term,  dismissed  the  order  of 
certiorari  and  affirmed  the  determination  of  the  Board  of 
Standards  and  Appeals.  (N.  Y.  L.  J.  January  2,  1942.) 


Fuel  Oil  Pumps . 

Gas  Heaters  . 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . 

Range  Oil  Burners  and  Space 

Heaters  . 

Vacuum  Breakers  . 


Nov.  25,  1941— Vol.  26,  No.  47A 
Nov.  25,  1941— Vol.  26,  No.  47A 

Nov.  25,  1941— Vol.  26,  No.  47A 

Nov.  25,  1941— Vol.  26,  No.  47A 
Nov.  25,  1941— Vol.  26,  No.  47A 


JANUARY  20,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
20,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  105-41-BZ — Application,  February  7,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Estate  of  William 
H.  Schmohl  (George  W.  Cornell,  ad¬ 
ministrator),  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  and,  also,  the  conversion  of  occu¬ 
pancy  of  a  structure  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  442  East  109th  street,  south¬ 
west  corner  of  East  River  drive  (Block 
No.  1702,  Lot  No.  29),  Borough  of 
Manhattan. 


RULES 

^  ,  t,  ,  r  rr.  ■  Dast  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

r  and  Use  °f  . . Jan.  6,  1942— Vol.  27,  No.  1 

Carbon  Dioxide  Liquefier,  Rules - Nov.  11,  1941—' Vol.  26,  No  45 

Certificates  of  Occupancy,  approved 

_  form  . Nov.  25,  1941 — Vol  26  No  47 

Concrete  Flat  Slabs  Rules  . July  13,  1937— Vok  22^  No'.  28 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

r  of  „  i  /TT  J  j  t  '  \  hme  24>  1941— Vol.  26,  No.  25 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,  1937— Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936— Vol.  21,  No.  9 

P  ..  R  .  Part  of  the  premises  is  on  the  same 

Exit  Rules  (Revolving  Doors) . June  15,  1937— Vol.  22,  No  24 

factory  Exit  Rules  .....  . Dec.  2,  1941— Vol.  26,  No.’  48 

Fire  Alarm  Rules  (Interior) . Sept.  2,  1941— Vol.  26,  No.  35 

Fire  Drill  Rules  . . . .  Jan.  20,  1942— Vol.  27,  No.  3 

b  ire-resistive,  Flameproof  Mate- 

rials,  etc.,  Rules  for  Testing  of  Jan.  6,  1942 — Vol.  27,  No  1 
fire  Retarding  Rules  for  Garages, 

etc-  . . Dec.  16,  1941— Vol.  26,  No.  50 

fireproof  Wood,  Testing  of . Apr.  13,  1937— Vol.  22,  No.  15 

frame  Garages,  Ruling  for . Jan.  21,  1919— Vol.  4,  No.  3 

fusion  Welding  and  Gas  Cutting 

r  e  Ru'es  „  ,  May  20,  1941— Vol.  26,  No.  20 

Gas  Shut-Off  Rules  . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . . lune  5,  1928— Vol.  13  No.  23 

Insulating  Fibre  Board  Rules . Nov.  25,  1941— Vol.  26,  No  47A 

Dil  Burner  Rules  . Jan.  13,  1942— Vol.  27,  No.  2 

Jpening  Protective  Assemblies, 

.  Rules  f9r  Inspection  of . Jan.  6,  1942— Vol.  27,  No.  1 

Paint,  Varnish  and  Lacquer  Spray- 

Pi  Jng  ^leS,  -Nov.  25,  1941— Vol.  26,  No.  47A 

Platform  trucks,  Specifications  for. Nov.  24,  1936 — Vol.  21  No  47 

P  umbing  Rules  . Aug.  3,  1937— Vol.  22,  No!  3 1 

Plumbing  Rules  (Prevention  of  Con- 

tamination  of  Water  Supply) .  .Nov.  25,  1941— Vol.  26,  No.  47A 

Procedure,  Rules  of.  . ••••.Sept.  7,  1937— Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A. C.  Aug.  26,  1941— Vol.  26,  No.  34 

Smoking  in  Factories,  Rules  for - Jan.  6,  1942— Vol.  27,  No  1 

Sprinkler  Rules  ....  . June  29,  1937— Vol.  22,  No.  26 

Standpipe  Firehne  Rules  . June  8,  1937 — Vol  22  No  23 

Structural  Alterations,  Reporting.  ..  June  7,  1932— Vol.  17,  No’  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

.w-  Irucksu  Gasoline,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ...  Apr.  10,  1923 — Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

Firehne  Hose  Valves  . . Nov.  25,  1941— Vol.  26,  No.  47A 

t«uel  Oil  Burners  for  Domestic  and 

it  .Go'umercia1  Use  ..  . Nov.  25,  1941— Vol.  26,  No.  47A 

r  ,  G}1  Pipe  Terminals  . Nov.  25,  1941— Vol.  26,  No.  47A 

fuel  Oil  Burners  for  Industrial  Use. Nov.  25,  1941 — Vol.  26,  No  47A 


cal.  no.  413  39  BZ  Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritory,  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  15  Ocean  avenue,  south  side,  100 
ft.  west  of  Flatbush  avenue  (Block  No. 
5024,  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 

cal.  no.  531-41-BZ — Application,  June  9,  1941',  under  Sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Cornelius  G.  De  Loca,  applicant,  on 
behalf  of  Earned  Holding  Corporation, 
owner,  to  permit  in  an  unrestricted 
use  district,  the  conversion  of  occu¬ 
pancy  of  a  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles;  the 
said  garage  having  vehicular  entrances 
within  200  feet  of  an  exit  or  entrance 
to  a  public  school;  premises  108-120 
Knickerbocker  avenue,  west  side,  19  ft. 
9j4  in.  south  of  Thames  street  (Block 
No.  3013,  Lot  No.  15),  Borough  of 
Brooklyn. 

cal.  no.  574-41-BZ— Application,  June  24,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Golden thal  Brothers,  applicants,  on 
behalf  of  John  Eckert,  owner,  to  permit 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
31-17  46th  street,  east  side,  99  ft.  7jJ 
in.  south  of  31st  (Jamaica)  avenue 
(Block  No.  725,  Lot  Nos.  21,  22,  23. 
24  and  24a),  Long  Island  City,  Borough 
of  Queens. 
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CAL.  NO.  390-41 -BZ— Application,  May  1,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Charles  Lee  Koester,  applicant,  on 
behalf  of  Freda  Habrich  and  Edna  M. 
Went,  owners  (F.  and  M.  Habrich, 
lessees),  to  permit  in  a  business  use 
district,  the  conversion  of  occupancy  of 
an  existing  building  to  a  motor  vehicle 
repair  shop  and  garage  for  more  than 
five  (5)  motor  vehicles  and  the  exten¬ 
sion  of  this  building  for  use  as  a  garage 
for  more  than  five  (5)  motor  vehicles 
and  auto  laundry  and,  also,  the  use  of 
the  remainder  of  the  premises  as  a  used 
car  lot;  premises  138-24  101st  avenue, 
south  side,  208-73  ft.  east  of  Reming¬ 
ton  street  (Block  No.  10018,  Lot  Nos. 

9  and  11),  Jamaica,  Borough  of 
Queens. 

cal.  no.  378-41-BZ — Application,  April  28,  1941,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  Lee  Koester,  applicant, 
on  behalf  of  Marcel  Levy  and  Clarence 
Horwitz,  trustees  of  Series  Q-l  mort¬ 
gage  investments,  owners  (Andrew 
Motor  Sales,  Incorporated,  lessee), 
to  permit  in  a  business  use  district,  the 
use  of  part  of  a  plot,  used  as  a  gaso¬ 
line  service  station,  for  the  display  and 
sale  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  131-02  Merrick  boule¬ 
vard,  southeast  corner  of  Farmers 
boulevard  (Block  No.  3576,  Lot  No. 
28),  Laurelton,  Borough  of  Queens. 

cal.  no.  857-41 -BZ — Application,  October  3,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Chodosh,  applicant,  on 
behalf  of  Barwin  Holding  Corporation, 
owner  (Baruch  Winer,  lessee),  to  per¬ 
mit  in  a  business  use  district,  the  use 
of  part  of  an  existing  building  for  the 
manufacture  of  soap ;  premises  235 
South  1st  street,  north  side,  25  ft.  east 
of  Roebling  street  (Block  No.  2395, 
Lot  No.  33),  Borough  of  Brooklyn. 

c,al.  no.  937-41-BZ — Application,  November  5,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Francis  A.  O’Neill,  applicant, 
on  behalf  of  Daniel  Greenhauff,  owner, 
to  permit  in  a  residence  use  and  also 
G  area  district,  the  erection  and  main¬ 
tenance  of  a  building  with  an  attached 
garage  located  less  than  ten  (10)  feet 
from  the  lot  line;  premises  184-31  Rad¬ 
nor  road,  north  side,  277.97  ft.  east  of 
Kent  street  (Block  No.  7253,  Lot  No. 
56),  Jamaica  Estates,  Borough  of 
Queens. 

cal.  no.  583-40-BZ — Application  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Gray  Apartment 
Company,  Incorporated,  owner,  re¬ 
opened  July  22,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  3104  Webster  ave¬ 
nue  and  400  East  204  street,  southwest 
corner  (Block  No.  3330,  Lot  No.  72), 
Borough  of  The  Bronx. 

cal.  no.  605-41-BZ — Application,  June  27,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 


of  Theodore  R.  Feinberg,  applicant,  on 
behalf  of  Fourth  Avenue  and  33rd 
Street  Realty  Corporation,  owner 
(Miller  and  Tuckman,  lessees),  to  per¬ 
mit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  175-183  33rd  street,  north 
side,  75  ft.  east  of  Fourth  avenue 
(Block  No.  681,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

1088-41 -A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

1065-41-A — 442  East  109th  street,  southwest  corner  of  East 
River  drive  (Block  No.  1702,  Lot  No.  29), 
Borough  of  Manhattan. 

Ill  -41- A — 108-120  Knickerbocker  avenue,  west  side,  19  ft. 

9^2  in.  south  of  Thames  street  (Block  No. 
3013,  Lot  No.  15),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  20,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

8 13-41 -A — 80  West  40th  street  and  694-696  Sixth  avenue, 
southeast  corner  (Block  No.  841,  Lot  No. 
89),  Borough  of  Manhattan. 

1056- 41-A — 324-328  Lafayette  street,  west  side,  116.1  ft. 

south  of  Bleecker  street  and  159-161  Crosby 
street  (Block  No.  522,  Lot  No.  28),  Bor¬ 
ough  of  Manhattan. 

1102-41-A— 29-43  Hall  street,  east  side,  133  ft.  7  in.  north  of 
Park  avenue  (Block  No.  1876,  Lot  No. 
1),  Borough  of  Brooklyn. 

1072-41-S — 30  East  23rd  street,  south  side,  325  ft.  west 
of  Fourth  avenue  (Block  No.  581,  Lot  No. 
54),  Borough  of  Manhattan. 

561-41-A — 21-16  43rd  avenue,  southeast  corner  of  21st 
street  (Block  No.  441,  Lot  No.  16),  Long 
Island  City,  Borough  of  Queens  (re¬ 
opened  and  restored  to  calendar,  Septem¬ 
ber  23,  1941 ;  previously  dismissed  for  lack 
of  prosecution). 

89-41-A — 56-14  Nurge  avenue,  southeast  side,  139.36  ft. 

northeast  of  56th  street  (Block  No.  2643, 
Lot  No.  34),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street)  ;  (reopened  and  re¬ 
stored  to  calendar,  July  8,  1941 ;  previously 
withdrawn) . 

1510-39-A — 56-14  Nurge  avenue,  southeast  side,  139.36  ft. 

northeast  of  56th  street  (Block  No.  2643, 
Lot  No.  34),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street)  ;  (reopened  Decem¬ 
ber  23,  1941). 

1057- 41-A — 195-15  Northern  boulevard,  north  side,  between 

194th  and  196th  streets  (Block  No.  5371, 
Lot  No.  1),  Flushing,  Borough  of  Queens. 
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Appliance  and,  Materials  for  Approval. 

874-41-SA — (SC)  Method  of  Precision  Control  in  Concrete 
Manufacture. 

501-41-SM— Quaker  Fyr-E-Pel. 

895- 41-SM — J-M  Transite  Walls,  Universal  Type. 

896- 41-SM — J-M  Transite  Furring. 

1 049-41 -SM — Federal  Gasoila  Varnish  (liquid)  and  Federal 
Gasoila  Cement  (paste). 


JANUARY  27,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
27,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  367-41-BZ — Application,  April  24,  1941,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Ismet  Sarach, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  an  unrestricted  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1979  Wash¬ 
ington  avenue,  west  side,  162  ft.  north 
of  East  178th  street  (Block  No.  3035, 
Lot  No.  42),  Borough  of  The  Bronx. 

cat.,  no.  370-41-BZ— Application,  April  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Albert  Homer  Swanke,  applicant,  on 
behalf  of  Louis  H.  Pink,  Superintendent 
of  Insurance,  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and  Guar¬ 
anty  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  443- 
445  Myrtle  avenue  and  143-155  Waverly 
avenue,  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brook¬ 
lyn. 

cal.  no.  435-41-BZ — Application,  May  13,  1941,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Dolorita  Wallace, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  term  of  years,  the  erection 
and  maintenance  of  a  gasoline  service 
station  ;  premises  737  East  149th  street 
and  549  Concord  avenue,  northwest  cor¬ 
ner  (Block  No.  2641.  Lot  Nos.  18,  19 
and  20),  Borough  of  The  Bronx. 

cal.  no.  326-29-BZ — Application  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Margaret  G.  Wright 
owner,  reopened,  May'  28,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis- 
tript,  the  conversion  of  occupancy  of  a 
building  to  a  non-storage  garage  for 
more  than  five  (5)  motor  vehicles  and, 
also,  a  motor  vehicle  repair  shop  (pre¬ 
viously  denied  re  garage  for  more  than 
five  (5)  motor  vehicles)  ;  premises 
3327-3 329  Webster  avenue,  west  side, 
501.98  ft.  south  of  Gunhill  road  (Block 
No.  3355,  Lot  No.  140),  Borough  of 
The  Bronx. 


cal.  no.  1 1 15-41-BZ — Application,  December  30,  1941,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Dennis  Wright, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3325  Web¬ 
ster  avenue,  west  side,  551.98  ft.  south 
of  Gun  Hill  road  (Block  No.  3355,  Lot 
No.  142),  Borough  of  The  Bronx. 

cal.  no.  762-41-BZ — Application,  August  18,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Arthur  Harris,  applicant  and 
lessee,  on  behalf  of  The  Guardian  Life 
Insurance  Company  of  America,  owner, 
to  permit  the  alteration  and  conversion 
of  occupancy  of  part  of  an  existing 
building,  located  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  to 
a  public  restaurant;  also  the  proposed 
alteration  does  not  comply  with  the  re¬ 
quirements  of  the  building  zone  resolu¬ 
tion  as  to  the  locations  of  entrances  to 
and  show  windows  in  the  proposed 
business  use;  premises  82-84  Pierrepont 
street  and  178  Henry  street,  southwest 
corner  (Block  No.  242,  Lot  No.  37), 
Borough  of  Brooklyn. 

cal.  no.  1103-41-BZ — Application,  December  24,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  M.  Gross,  applicant,  on 
behalf  of  Gross-Morton  Kew  Com¬ 
pany,  Incorporated,  owner,  to  permit  in 
a  residence  use  and  also  E  area  dis¬ 
trict,  the  maintenance  of  an  accessory 
one  (1)  car  garage  which  does  not 
comply  with  the  required  ten  (10)  foot 
set  back  from  the  street  line;  premises 
136-05  72nd  avenue,  northeast  corner  of 
136th  street  (Block  No.  6599,  Lot  No. 
2),  Flushing,  Borough  of  Queens. 

cal.  no.  423-41-BZ — Application,  May  7,  1941,  under  section 
21  of  the  building  zone  resolution,  of 
Lama  and  Proskauer,  applicants,  on  be¬ 
half  of  Michael  Delia,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing 
building  to  a  junk  shop;  premises  297- 
299  Withers  street,  north  side,  200  ft. 
5)4  in.  west  of  Debevoise  avenue 
(Block  No.  2867,  Lot  Nos.  34  and  55 
and  part  of  Lot  No.  41),  Borough  of 
Brooklyn. 

cal.  no.  1307-39-BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 
rated,  lessee),  reopened  November  25, 
1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot  in  question)  ; 
premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  Nos.  48  to  53, 
inclusive),  Borough  of  Manhattan. 
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cal.  no.  626-37-BZ— Application  of  Frank  C.  Keller,  appli¬ 
cant,  on  behalf  of  New  York  Dugan 
Bros.,  Incorporated,  owner,  reopened 
September  9,  1941,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  the  altera¬ 
tion,  extension  and  conversion  of  occu¬ 
pancy  of  an  existing  residence  building 
to  a  business  use ;  premises  222-16  99th 
avenue,  south  side,  100  ft.  east  of 
222nd  street  (Block  No.  10805,  Lot 
No.  6),  Queens  Village,  Borough  of 
Queens. 


Appeal  from  Administrative  Decision. 

765-41-A— 222-16  99th  avenue,  south  side,  100  ft.  east 
222nd  street  (Block  No.  10805,  Lot  No. 
Queens  Village,  Borough  of  Queens. 


of 

6), 


HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  27,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

1041-41-A — 354  79th  street,  south  side,  230  ft.  west  of 
Fourth  avenue  (Block  No.  5979,  Lot  No. 
31),  Borough  of  Brooklyn. 

824-41 -A — 3  Doyers  street,  south  side,  81  ft.  9  in.  west  of 
Chatham  square  (Block  No.  162,  Lot  No. 
33),  Borough  of  Manhattan. 

Materials  for  Approval. 

609-41-SM— National  Film  and  Volatile  Cabinet. 

916-41-SM — Reyn-O-Cell  (House  and  Building  Insulation). 


JANUARY  30,  1942,  10  A.  M. 

Rules 

784-41-SR— Proposed  Rules  for  Erection,  Alteration,  Repair, 
Excavation  for  and  Demolition  of  Buildings. 

(For  Copy  of  Proposed  Rules,  see  Bulletin  of  December 
30,  1941,  Vol.  26,  No.  52.) 


FEBRUARY  3,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
3,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  38-38-BZ— Application  of  Theodore  R.  Feinberg, 
applicant,  on  behalf  of  Bowery-Chrystie 
Corporation,  owner  (Banner  Oil  Com¬ 
pany,  Incorporated,  lessee),  reopened 
September  9,  1941,  under  section  7c  of 
the  building  zone  resolution,  to  permit 
oartly  in  an  unrestricted  use  and  partly 
in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service 
station  and,  also,  the  conversion  of  oc¬ 
cupancy  of  a  building  from  a  theatre  to 
a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  denied  under  sec¬ 


tion  21  by  the  Board)  ;  premises  199- 
205  Bowery,  east  side,  99  ft.  11  in.  south 
of  Rivington  street  (Block  No.  425,  part 
of  Lot  No.  9),  Borough  of  Manhattan. 

cal.  no.  503-41-BZ— Application,  June  2,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Harry  D.  Pease,  owner,  to 
permit  in  a  retail  use  district,  for  a  term 
of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles: 
premises  314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue 
(Block  No.  1033,  Lot  Nos.  41,  42  and 
43),  Borough  of  Manhattan. 

cal.  no.  721-41-BZ— Application,  August  7,  1941,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  Samuels  and  Samuels,  applicants,  on 
behalf  of  Yale  Land  Company,  owner, 
to  permit  in  a  business  use  district,  for 
a  term  of  years,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  260-01  to  260-09  Horace  Hard¬ 
ing  boulevard  and  54-49  to  54-65  Little 
Neck  parkway,  northeast  corner  (Block 
No.  8274,  Lot  No.  128),  Little  Neck, 
Borough  of  Queens. 

cal.  no.  838-41-BZ— Application,  September  29,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applic¬ 
ants,  on  behalf  of  Joseph  Rosenbaum, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  use  of  a  plot  of  ground  for 
the  storage  and  sale  of  lumber  and 
building  materials  and  also  the  erection 
and  maintenance  of  accessory  build¬ 
ings;  premises  1434-1462  Linden  boule¬ 
vard,  south  side,  11  ft.  9J^  in.  east  of 
Rockaway  avenue  (Block  No.  3644,  Lot 
No.  26) /Borough  of  Brooklyn. 

cal.  no.  1 105-41 -BZ— Application,  December  29,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  William  S.  Worrall,  Jr.,  ap¬ 
plicant,  on  behalf  of  Cord  Meyer 
Company,  owner,  to  permit  partly  in 
a  business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  91-12 
to  92-18  and  93-12  to  93-24  Roosevelt 
avenue,  40-02  to  40-18  Aske  street, 
93-20  to  93-32  Whitney  avenue  and 
40-09  to  41-11  Benham  street  (Block 
No.  1550,  Lot  Nos.  1,  6  and  8,  Block 
No.  1562,  parts  of  Lot  Nos.  14  and  1 
and  Block  No.  1563,  Lot  No.  32  and 
part  of  Lot  No.  20),  Elmhurst, 
Borough  of  Queens. 

cal.  no.  1050-41 -BZ — Application,  December  5,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  John  G.  Schuhmann,  applicant, 
on  behalf  of  Queensboro  Investment 
Company  and  Frank  Hardart,  owners 
(Anthony  B.  Coined,  lessee),  to  per¬ 
mit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises 
74-11  37th  avenue,  north  side,  from 
74th  to  75th  streets  (Block  No.  1274, 
Lot.  Nos.  11,  35  and  45),  Jackson 
Heights,  Borough  of  Queens. 
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cal.  no.  1062-41-BZ — Application,  December  9,  1941,  under 
section  7 h  of  the  building  zone  resolu¬ 
tion,  of  Herbert  J.  Krapp,  applicant, 
on  behalf  of  Queensboro  Investing 
Company,  owner  (Jules  Ullman,  les¬ 
see),  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  35-35  85th 
street,  east  side  and  35-34  86th  street, 
west  side,  200  ft.  north  of  35th  ave¬ 
nue  (Block  No.  1459,  Lot  Nos.  12-45), 
Jackson  Heights,  Borough  of  Queens. 

cal.  no.  219-41-BZ — Application,  March  17,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Henry  C.  Brucker,  applicant,  on 
behalf  of  City  Bank  Farmers  Trust 
Company  (as  trustee),  owner,  to  per¬ 
mit  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  the  al¬ 
teration  and  conversion  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  676  St.  Nicholas  avenue  and 
1590-1612  Gates  avenue,  southwest  cor¬ 
ner  (Block  No.  3444,  Lot  No.  1), 
Ridgewood,  Borough  of  Queens. 

cal.  no.  330-33-BZ — Application  of  George  De  Combo,  ap¬ 
plicant  and  lessee,  on  behalf  of  Jopaul 
Realty  Corporation,  owner,  reopened 
May  27,  1941,  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  228-05  Northern  boule¬ 
vard,  north  side,  386  ft.  west  of  Alley 
Creek  (Block  No.  6334,  part  of  Lot  No. 

1 ) ,  Little  Neck,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

33-42- A — 1434-1462  Linden  boulevard,  south  side,  11  ft. 

9J4  in.  east  of  Rockaway  avenue  (Block 
No.  3644,  Lot  No.  26),  Borough  of  Brook¬ 
lyn. 

1106-41- A  :9 1  - 12  to  92-18  and  93-12  to  93-34  Roosevelt  ave¬ 
nue,  40-02  to  40-18  Aske  street,  93-20  to 
93-32  Whitney  avenue  and  40-09  41-11 
Benham  street  (Block  No.  1550,  Lot  Nos. 
1,  6  and  8,  Block  No.  1562,  parts  of  Lot 
Nos.  14  and  1  and  Block  No.  1563,  Lot 
No.  32  and  part  of  Lot  No.  20),  Elmhurst, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  3,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

1010-41-A — 1050-1054  Myrtle  avenue,  south  side,  296  ft.  7 
in.  west  of  Lewis  avenue  (Block  No.  1585, 
Lot  No.  25  and  part  of  Lot  No.  21),  Bor¬ 
ough  of  Brooklyn. 

Variation  of  the  Labor  Law. 

1086-41  -S — 1050-1054  Myrtle  avenue,  south  side,  296  ft.  7 
in.  west  of  Lewis  avenue  (Block  No.  1585, 
Lot  No.  25  and  part  of  Lot  No.  21),  Bor¬ 
ough  of  Brooklyn. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
irds  and  Appeals  of  a  public  hearing  under  the  provisions 


of  the  building  zone  resolution,  Tuesday  afternoon,  February 
3,  1942,  at  2  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  916-18-BZ — Application  of  Paul  Friedman,  ap¬ 
plicant,  on  behalf  of  Alexander  Eisen- 
berg,  owner,  reopened  January  13, 
1942,  for  consideration  re  amendment 
of  resolution  adopted  by  the  Board 
on  May  28,  1918,  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  oc¬ 
cupancy  of  the  first  floor  of  an  exist¬ 
ing  building  from  garage  for  more 
than  five  (5)  motor  vehicles  (previ¬ 
ously  granted  by  the  Board)  to  the 
storage  and  sale  (including  baling)  of 
new  and  used  burlap  bags ;  premises 
1050-1054  Myrtle  avenue,  south  side, 
296  ft.  7  in.  west  of  Lewis  avenue 
(Block  No.  1585,  Lot  No.  25  and  part 
of  Lot  No.  21),  Borough  of  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  10,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
10,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  86-29-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Max  C.  Meyer, 
owner,  reopened  April  15,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  two-story  build¬ 
ing  to  be  occupied  for  business  purposes 
(store)  on  the  first  story  and  dwelling 
use  above  (previously  acted  upon  by  the 
Board)  ;  premises  241-247  Underhill 
avenue  and  268  Lincoln  place,  southeast 
corner  (Block  No.  1179,  Lot  No.  1), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  24,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
24,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  159-36-BZ — Application  of  Alurion  Realty  Corpo- 
ation,  owner,  and  Public  Service  Inter¬ 
state  Transportation  Co.,  lessee,  re¬ 
opened  February  18,  1941,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  retail  one  (1)  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245- 
259  West  41st  street,  north  side.  100  ft. 
east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JANUARY  13,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  January  6,  1942  and  Tuesday  afternoon, 
January  6,  1942  were  approved  as  printed  in  Bulletin  No.  2, 
Volume  27. 


BUILDING  ZONE  CASES. 

159-36-BZ. 

APPLICANT— Alurion  Realty  Corporation,  owner  and 
Public  Service  Interstate  Transportation  Company, 
lessee. 

SUBJECT— Application  reopened  February  18,  1941  (re  de¬ 
cision  of  the  borough  superintendent)  under  section 
7h  of  the  building  zone  resolution,  to  permit  in  a 
retail  one  (1)  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (bus 
terminal ) . 

PREMISES  AFFECTED— 245-259  West  41st  street,  north 
side,  100  ft.  east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  R.  Barrett. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  24,  1942  at 
10  A.  M.  on  request  of  applicant,  pending  decision 
of  Court  of  Appeals. 


574-41 -BZ. 

APPLICANT— Goldenthal  Brothers,  for  John  Eckert, 
owner. 

SUBTECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

PREMISES  AFFECTED— 31-17  46th  street,  east  side,  99 
ft.  7 %  in.  south  of  31st  (Jamaica)  avenue  (Biock 
No.  725,  Lot  Nos.  21,  22,  23,  24  and  24a),  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Max  Bernstein. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1942 
at  10  A.  M.  on  request  of  applicant’s  representative. 


1120-40-BZ. 

APPLICANT — Hugo  Auerbacher,  for  Edward  W.  Bowne, 
George  D.  Hulst,  Edith  S.  B.  Roberts,  Clifford  M. 
Marsh  and  Ella  S.  Greenslet,  owners  (Hugo’s 
Parking  Lot,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  ve- 
hides. 

PREMISES  AFFECTED— 137-15  Queens  boulevard, 
northwest  corner  of  84th  road  (Block  No.  9652, 
part  of  Lot  No.  96),  Briarwood,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  William  A.  Eckert. 

For  Opposition :  None. 


ACTION  OF  BOARD— Application  withdrawn,  on  request  | 
of  applicant,  without  prejudice  to  later  reopening. 
THE  VOTE  TO  WITHDRAW — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


322-31-BZ. 

APPLICANT— Lama  and  Proskauer,  for  T.  H.  Fraser 
Mortgage  Corporation,  owner. 

SUBTECT— Application  reopened  October  15,  1941  (re  de¬ 
cision  of  the  borough  superintendent)  under  sec¬ 
tion  7f  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  for  a  term  of  years,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion,  auto  laundry  and  lubritorium  (previously  de¬ 
nied). 

PREMISES  AFFECTED— 6116-6124  17th  avenue  and 
1683-1693  62nd  street,  northwest  corner  (Block  No. 
5524,  Lot  No.  47),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Herman  Ro- 
senblum. 

For  Opposition:  Vincenza  Caropreso,  Paul  Fran- 
colini,  Concetta  Chiantella,  J.  Castri,  Rose 
Isola,  Adeline  Cattabiani,  A.  Phillips,  Maria 
Visconti,  Alfonso  Sabella,  M.  Shapiro,  Concetta 
Cirigliano  and  Andrew  Lombardi. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
THE  RESOLUTION— 

(322-31-BZ) 

Whereas,  this  application,  under  sections  7-g  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles  and  also  a  gaso¬ 
line  service  station,  premises  6116-6124  17th  avenue  and 
1683-1693  62nd  street,  northwest  corner  (Block  5524,  Lot 
No.  47),  Borough  of  Brooklyn,  was  denied  by  the  Board 
November  17,  1931 ;  and 

Whereas,  Lama  and  Proskauer,  for  T.  H.  Fraser  Mort¬ 
gage  Corporation,  owner,  requested  reopening  of  the  ap¬ 
plication  under  section  7f  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a  term  of  years,  the 
erection  and  maintenance  of  a  gasoline  service  station,  auto 
laundry  and  lubritorium ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  October  15,  1941,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  13,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  62nd  street  and  61st  street  are 
each  in  business,  unrestricted  and  residence  use  districts, 
17th  avenue  is  in  business  and  unrestricted  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  1931-1941,  dated  September  29,  1941,  reads: 

“1.  Gas  station,  auto  laundry  and  lubritorium  in  a  busi¬ 
ness  zone  is  contrary  to  Art.  II,  Sec.  4,  par.  15  of 
Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  62nd  street  and  100  ft.  on  17th  ave¬ 
nue.  It  is  proposed  to  erect  upon  the  site  a  one-story  build¬ 
ing  43  ft.  by  26  ft.  in  area,  to  be  used  as  office,  lubritorium 
and  auto  laundry,  and  to  install  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station  and  to  operate  the  prem¬ 
ises  as  a  gasoline  service  station  for  a  term  of  years ;  and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
W  hereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  f,  of  the  building  zone 
resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Applic.  No.  1931-41,  Objection  No.  1,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  de¬ 
nied. 


1460-39-BZ. 

APPLICANT — Hilda  Reardon  (lessee),  for  200  Amity 
Corporation,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  of  more  than  five  (S)  motor  vehicles. 
PREMISES  AFFECTED — 142-33  Roosevelt  avenue,  north 
side,  184  ft.  west  of  Bowne  street  (Block  No.  5020 

APPF  \RANCESt  N°’  Flushing’  Borough  of  Queens. 

For  Applicant :  Hilda  Reardon  and  Andrew 
Manda. 

For  Opposition :  None. 

^TION  OF  BOARD— Application  granted  on  condition. 
1  H  li  V  O  T  E — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  q 


THE  RESOLUTION— 

(1460-39-BZ) 

Whereas,  Hilda  Reardon  (lessee),  for  200  Amity  Cor¬ 
poration,  owner  filed  November  30,  1939,  an  application 
under  section  7h  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than  five  (5)  motor 
yelncles ;  premises  142-33  Roosevelt  avenue,  north  side,  184 
it.  west  of  Bowne  street  [Block  No.  5020  (847),  Lot’ No 
43],  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
'ing,  January  13,  1942,  after  due  notice  by  publication  in 
ithe  BuHetm  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
ing  zone  resolution  show  that  Roosevelt  avenue  is  in  busi¬ 
ness  and  residence  use  districts;  38th  avenue  and  Bowne 
,street  are  each  in  residence  and  business  use  districts;  and 
W  hereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  8862-1939  dated  November  20  1939 
reads:  ’  ’ 

“The  use  of  these  premises  for  the  parking  of  motor 
vehicles  in  a  business  district  and  extending  into  a 
residence  district  is  contrary  to  Article  2,  section  3  and 
4a,  subdivision  15  of  the  building  Zone  resolution. 
Not  further  considered.” 
ind 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  49  ft.  9  in.  and  a  depth  of  191  ft 
1  he  rear  portion  of  the  plot  extends  into  the  residence  use 
district  for  a  distance  of  91  ft.,  while  the  remainder  of  the 
plot  is  in  the  business  use  district.  Upon  the  plot  there  is 
ocated  a  frame  dwelling  which  is  to  remain.  It  is  pro¬ 
posed  to  use  the  vacant  portion  of  the  plot  for  a  temporary 
Period  of  not  more  than  two  (2)  years,  for  the  parking 
nrlore  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
"  which  to  exercise  its  discretion  to  grant  under  section  7, 
■ubdivision  h,  of  the  building  zone  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  temporary  term  of  two  (2)  years,  to  permit 
the  portion  of  the  premises  unbuilt  upon  toward  the  rear 
t°  be  occupied  for  the  transient  parking  of  more  than  five 
(o )  motor  vehicles,  on  condition  that  only  motor  vehicles 
ot  the  pleasure-car  type  capable  of  operation  shall  be  so 
parked;  that  the  ground  shall  be  levelled  and  surfaced 
with  steam  cinders  or  other  suitable  material,  properly 
rolled  and  bound ;  that  proper  substantial  fences  shall  be 
maintained  on  the  lot  lines  at  all  times ;  that  no  signs  shall 
be  erected  on  the  premises  during  the  term  of  this  permit, 
except  there  may  be  a  sign  at  the  entrance  advertising  the 
transient  parking  use  and  the  rates  charged,  provided  that 
such  sign  does  not  extend  beyond  the  building  line  and 
does  not  exceed  15  square  feet  in  area;  that  during  the  term 
of  this  permit  the  premises  shall  be  occupied  for  no  use 
other  than  the  transient  parking  use  herein  permitted  and 
the  residential  use  in  the  existing  building;  that  any  lights 
for  general  illumination  shall  be  equipped  with  metallic  re¬ 
flectors  and  so  arranged  as  to  reflect  downwardly  toward 
the  center  of  the  premises  and  away  from  adjoining  resi¬ 
dential  occupancies;  that  such  portable  fire-fighting  ap¬ 
pliances  shall  be  maintained  on  the  premises  as  the  fire 
commissioner  shall  direct;  that  the  existing  trees  and 
shrubs  on  the  premises  shall  not  be  disturbed ;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  three 
(3)  months  from  the  date  of  this  resolution. 


150-41-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Nira  Homes 
Company,  Incorporated,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  retail  use  district,  for  a 
term  of  years,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — 79-10  to  79-20  Springfield 
boulevard,  northwest  corner  of  Union  turnpike 
(Block  No.  7780,  part  of  Lot  No.  1),  Queens 
Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Jack  Clare- 
man. 

For  Opposition:  A.  Mader,  J.  T.  Dollard,  Hilda 
Beale,  Pauline  Danz  and  Harvey  R.  Bleecker 
^CTION  OF  BOARD— Application  granted  on  condition’ 
THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Commissioners  Savage  and  Blum 

and  Deputy  Chief  Gunn .  3 

Negative:  Chairman  Murdock .  1 


THE  RESOLUTION— 

(150-41-BZ) 

W  hereas,  Lama  and  Proskauer,  for  Nira  Homes  Com¬ 
pany,  Incorporated,  owner,  filed  February  19,  1941,  an 
application  under  section  7f  of  the  building  zone  resolution, 
to  permit  in  a  retail  use  district,  for  a  term  of  years,  the 
erection  and  maintenance  of  a  gasoline  service  station- 
premises  79-10  to  79-20  Springfield  boulevard,  northwest 
corner  of  Union  turnpike  (Block  No.  7780,  part  of  Lot 
No.  1),  Queens  Village,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meetino- 
January  13,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
mg  zone  resolution  show  that  Springfield  boulevard  is  in 
retail  and  residence  use  districts ;  Union  turnpike  is  in  busi¬ 
ness,  retail  and  residence  use  districts;  223rd  street  is  in 
residence  and  business  use  districts;  and 
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Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  8138-1940,  dated  February  13,  1941, 
reads ! 

“The  erection  of  a  gasoline  service  station  within  a 
retail  district  is  contrary  to  Article  2,  section  4A  of  the 
building  zone  resolution.  Not  further  considered. 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  100  ft.  on  Union  turn¬ 
pike,  105  ft.  on  Springfield  boulevard  and  a  distance  of  67.3 
ft.  along  the  north  lot  line.  It  is  proposed  to  use  the  plot 
for  a  term  of  years  as  a  gasoline  service  station ;  and 
Whereas,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7f 
of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  woke  ci  vernation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7f 
thereof,  for  a  term  of  ten  (10)  years  from  the  date  of  this 
resolution,  to  permit  the  premises  to  be  occupied  as  a 
gasoline  service  station  with  a  frontage  of  100  feet  on  Union 
turnpike  and  approximately  105  feet  on  Springfield  boule¬ 
vard,  on  condition  that  the  plot  shall  be  occupied,  arranged 
and  maintained  substantially  as  indicated  on  plan  marked 
“Received  February  19,  1941”;  that  complete  working  draw¬ 
ings  shall  be  submitted  for  further  consideration  by  the 
Board  for  the  placing  of  such  additional  conditions  deemed 
desirable  before  same  are  filed  with  the  borough  super¬ 
intendent;  that  such  plans  shall  be  filed  within  six  (6) 
months  of  the  date  of  this  resolution  and  after  approval, 
all  permits  shall  be  obtained  and  all  work  completed  within 
one  year  thereafter;  that  as  an  additional  condition  of  this 
grant,  there  shall  be  constructed  on  the  balance  of  the 
premises  to  the  west  having  a  frontage  of  _  approximately 
48  feet,  a  single  family  residence  building  with  a  side  yard 
toward  the  gasoline  station  of  not  less  than  18  feet,  for  the 
full  deoth  of  100  feet  and  which  side  yard  shall  be  main¬ 
tained  without  buildings  and  shall  be  landscaped  at  all  times ; 
that  such  pirvate  house  and  the  landscaped  area  shall  be 
included  in  the  plans  to  be  submitted  to  the  board  for  fur¬ 
ther  consideration,  as  hereinabove  set  forth. 


234-41-BZ. 

APPLICANT — Henry  C.  Brockman,  for  The  Trustees  of 
Columbia  University  in  the  City  of  New  York, 
owner  (Gulf  Oil  Corporation,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
the  alteration  and  reconstruction  of  a  gasoline  ser¬ 
vice  station;  part  of  the  premises  is  on  the  same 
street  and  between  the  same  intersecting  streets  as 
a  school  and  library. 

PREMISES  AFFECTED— 2011-2013  Broadway,  west  side, 
from  West  68th  street  to  West  69th  street  (entire 
block),  151-155  West  68th  street  and  166-178  West 
69th  street  (Block  No.  1140,  Lot  Nos.  4,  5,  7,  10,  14, 
55  and  58),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  George  E.  Strehan  and  Joseph  B. 
Lynch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION— 

(234-41-BZ) 

Whereas,  Henry  C.  Brockman,  for  The  Trustees  of  Co¬ 
lumbia  University  in  the  City  of  New  York,  owner  (Gulf 


Oil  Corporation,  lessee),  filed  March  19,  1941  an  applica¬ 
tion  under  sections  7c  and  21  of  the  building  zone  resolution,  . 
to  permit  in  a  business  use  district,  the  alteration  and  recon¬ 
struction  of  a  gasoline  service  station ;  part  of  the  premises 
is  on  the  same  street  and  between  the  same  intersecting  i 
streets  as  a  school  and  library;  premises  2011-2013  Broad-  ' 
way,  west  side,  from  West  68th  street  to  West  69th  street 
(entire  block),  151-155  West  68th  street  and  166-178  West 
69th  street  (Block  No.  1140,  Lot  Nos.  4,  5,  7,  10,  14,  55,  i 
58),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  13,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build-  | 
ing  zone  resolution  show  that  Amsterdam  avenue,  Broad¬ 
way  and  West  68th  street  are  in  business  use  districts,  West 
69th  street  is  in  business  and  residence  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  39-1941,  dated  March  6,  1941,  reads :  j 
“1.  Erection  of  gasoline  service  station  building  in  a 
business  district  is  contrary  to  Art.  II,  Sect.  4(a)  subdiv. 
46,  Zone  Resolution. 

2.  Indicate  compliance  with  Art.  V,  Sec.  21  A  Zone 
Resolution  as  amended  Jan.  9,  1941.” 
and  _  .  j 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  226  ft.  on  Broadway, 
170  ft.  on  West  69th  street,  125  ft.  on  Amsterdam  avenue 
and  123  ft.  and  25  ft.  on  West  68th  street,  occupied  as  a 
gasoline  service  station  and  parking  lot  for  more  than  five 
(5)  motor  vehicles.  It  is  proposed  to  erect  upon  the  cen¬ 
tral  portion  of  the  plot  a  one-story  masonry  accessory  build¬ 
ing  52  ft.  by  30  ft.  in  area,  to  erect  from  the  north  end  of 
this  building  to  West  69th  street  a  14  ft.  high  masonry  wall 
with  openings  thereon  from  the  south  wall  of  the  building 
to  the  lot  line  of  the  site.  It  is  proposed  to  alter  the  three- 
story  building  on  the  West  68th  street  front  of  the  build¬ 
ing,  now  occupied  on  the  1st  story  for  car  washing  and 
lubritorium  and  vacant  above  the  1st  story.  It  is  proposed 
to  install  on  the  1st  story  of  this  building  a  boiler-room  and 
sales  room,  with  the  two  upper  floors  to  remain  vacant.  It 
is  proposed  also  to  erect  a  masonry  wall  on  the  25  ft. 
frontage  of  the  plot  facing  on  West  68th  street. 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7c 
of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7c  thereof, 
to  permit  the  extension,  reconstruction  and  rearrangement 
of  the  uses  now  legally  existing  on  a  portion  of  the  plot, 
on  condition  that  such  reconstruction  and  alteration  and  re¬ 
arrangement  shall  be  substantially  as  indicated  on  revised 
plans  marked  “Received  January  10,  1942”,  except  that  the 
building  on  West  68th  street  shall  be  reduced  to  a  height  of 
two  (2)  stories;  that  any  existing  curb  cuts  that  are  within 
five  (5)  feet  of  the  street  building  line  as  extended  shall  be 
moved  along  or  reduced;  that  complete  working  drawings 
shall  be  submitted  for  further  consideration  by  the  Board 
as  to  additional  requirements,  before  same  are  filed  with  the 
borough  superintendent;  that  such  plans  shall  be  filed  within 
one  year  from  the  date  of  this  resolution  and  after  approval 
of  such  plans,  all  permits  shall  be  obtained  and  all  work- 
completed  within  one  year  thereafter;  that  no  certificate  of 
occupancy  shall  be  issued  for  the  uses  and  area  as  herein 
included  other  than  such  uses  and  area  as  are  now  legally 
permitted  until  the  complete  working  drawings  as  above  pro¬ 
vided  are  approved  and  the  work  completed. 


552-41-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Sarah  Tulchinsky, 
owner. 
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SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  alteration  and  inclusion  of  a  gasoline  serv¬ 
ice  station  in  a  garage  for  more  than  five  (5) 
motor  vehicles  (said  garage  was  previously  granted 
by  the  Board). 

PREMISES  AFFECTED — 84-34  (1166-1168  old  numbers) 
Jamaica  avenue,  south  side,  81.40  ft.  west  of  85th 
street  (Block  No.  8919,  Lot  No.  29),  Woodhaven, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  Charles  Grossman. 

AC1  ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION— 

(552-41-BZ) 

Whereas,  Samuel  Rosenblum,  for  Sarah  Tulchinsky, 
owner,  filed  June  18,  1941,  an  application  under  sections 
7c  and  21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  alteration  and  inclusion  of  a  gaso¬ 
line  service  station  in  a  garage  for  more  than  five  (5)  motor 
vehicles  (said  garage  was  previously  granted  by  the 
Board);  premises  84-34  (1166-1168  old  numbers)  Jamaica 
avenue  south  side,  81.40  ft.  west  of  85th  street  (Block  No. 
8919,  Lot  No.  29),  Woodhaven,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meetmg,  January  13,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jamaica  avenue  is  in  a  busi¬ 
ness  use  district;  87th  avenue  is  in  a  residence  use  dis¬ 
trict  ;  85th  street  is  in  residence  and  business  use  districts ; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Application  No.  1386-1941  dated  June  12,  1941,  reads: 
“l.  The  alteration  to  the  existing  garage  located 
within  a  business  district  to  a  garage  and  gasoline  sell¬ 
ing  station  is  contrary  to  Art.  II,  Sect.  4  of  the  Build¬ 
ing  Zone  Resolution;  nor  is  it  permitted  in  accordance 
with  the  Resolution  of  the  Board  of  Standards  and 
Appeals,  recorded  under  Cal.  945-19-BZ,  Bui.  15,  Vol. 

and 

Whereas,  the  existing  building  is  of  Class  3  construc¬ 
tion,  82.43  ft.  front  by  120  ft.  (maximum)  in  depth  and 
one  story  in  height.  It  is  proposed  to  remove  and  to  re¬ 
locate  the  street  wall  of  the  existing  building  which  is  used 
as  a  garage  for  more  than  five  (5)  motor  vehicles,  and  to 
use  the  resulting  area  (having  a  frontage  of  82.43  feet  and 
a  depth  of  25  ft.)  as  a  gasoline  service  station,  and  to  con¬ 
tinue  the  use  of  the  remainder  of  the  building  as  a  garage 
for  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7c  of  the  building  zone  resolution, 
and  that  the  applicant  failed  to  substantiate  a  basis  to  war¬ 
rant  exercise  of  discretion  to  grant  under  section  21  thereof 
and  was  therefore  not  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Applic.  No.  1386-1941,  Objection  No.  1,  be  and  it  hereby 
is  affirmed,  and  that  the  application  be  and  it  hereby  is 
denied. 

73 1-41-BZ. 

APPLICANT— Michael  Mario,  for  City  Bank  and  Farm¬ 
ers  Trust  Company  owner. 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  upon  a  plot  located  partly  in 
an  unrestricted  use  district  and  partly  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED^ — 119-125  Seventh  avenue  and 
147-167  West  17th  street,  northeast  corner  (Block 
No.  793,  Lot  No.  1),  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant :  Michael  Mario,  R.  T.  Herrmann 
and  R.  Brown. 

For  Opposition:  John  T.  Dooling,  George  B. 
Fargis,  Louis  A.  Jackson,  Nathan  M.  Roth, 
William  H.  Bird,  Jacob  R.  Heller  and  J.  J. 
Corn. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  Deputy  Chief  Gunn  .  1 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  .  3 


THE  RESOLUTION— 

(731-41-BZ) 

Whereas,  Michael  Mario,  for  City  Bank  and  Farmers 
Trust  Company,  owner  filed  August  14,  1941,  an  applica¬ 
tion  under  section  7h  of  the  building  zone  resolution,  to 
permit  upon  a  plot  located  partly  in  an  unrestricted  use 
district  and  partly  in  a  retail  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
119-125  Seventh  avenue  and  147-167  West  17th  street,  north¬ 
east  corner  (Block  No.  793,  Lot  No.  1),  Borough  of  Man¬ 
hattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  13,  1942,  after  due  notice  bv  publication 
111  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Seventh  avenue  is  in  a  re¬ 
tail  use  district;  West  17th  street  and  West  18th  street 
are  each  in  retail,  unrestricted  and  residence  use  districts- 
and  ’ 

Whereas,  the  decision  of  the  borough  superintendent 
dated  July  25,  1941  and  as  amended  September  17  1941 
reads : 

“Relative  to  your  application  dated  September  10, 
1941  for  a  certificate  of  occupancy  for  use  of  the  above 
premises  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  we  wish  to  advise  you  that 
said  application  has  been  denied  for  the  reason  that 
the  premises  are  located  in  a  retail  district  where  this 
occupancy  is  prohibited  by  section  4-A  of  the  Zone 
Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  257  ft.  on  West  17th 
street,  103  ft.  on  Seventh  avenue  and  a  distance  of  92  ft. 
along  the  east  lot  line.  The  easterly  portion  of  the  plot 
extends  into  the  unrestricted  use  district  for  a  distance  of 
157  ft.  and  the  remainder  of  the  plot  is  in  the  retail  use 
district.  It  is  proposed  to  use  the  plot  for  a  temporary 
period  of  not  more  than  two  (2)  years,  for  the  parking 

awSt0rage  °f  more  ^an  five  <5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h,  of  the  building  zone 
resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  application  dated  July  25,  1941  and  as  amended  Septem- 
ber  17,  1941,  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
plication  be  and  it  hereby  is  denied. 
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892-41-BZ. 

APPLICANT— Tobias  Goldstone,  for  2083  Fulton  Street 
Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  conversion  of 
occupancy  of  a  building  to  a  storage  garage  for 
twelve  (12)  motor  vehicles  and  newspaper  distribu¬ 
tion  on  the  1st  story  and  caretakers’  apartment  on 
the  2nd  story. 

PREMISES  AFFECTED— 2083  Fulton  street,  north  side, 
286  ft.  10 J4  in.  east  of  Rockaway  avenue  (Block 
No.  1542,  part  of  Lot  No.  54),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Tobias  Goldstone. 

For  Opposition:  Jacob  T.  Tobias,  H.  Siedman, 
J.  Frieman  and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— 

(892-41-BZ) 

Whereas,  Tobias  Goldstone,  for  2083  Fulton  Street  Cor¬ 
poration,  owner,  filed  October  16,  1941,  an  application  under 
section  21  of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  a  residence  use  dis¬ 
trict,  the  conversion  of  occupancy  of  a  building  to  a  storage 
garage  for  twelve  (12)  motor  vehicles  and  newspaper  dis¬ 
tribution  on  the  1st  story  and  caretakers’  apartment  on  the 
2nd  story;  premises  2083  Fulton  street,  north  side,  286  ft. 
10^2  in.  east  of  Rockaway  avenue  (Block  No.  1542,  part  of 
Lot  No.  54),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  13,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fulton  street,  Truxton  street, 
Eastern  parkway  and  Stone  avenue  are  in  business  use  dis¬ 
tricts  ;  Somers  street  is  in  residence  and  business  use 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  4385-1941  dated  September  18,  1941,  reads: 
“1.  Proposed  change  of  occupancy  of  present  two 
story  building  from  manufacturing  on  1st  fl.  and  office 
use  on  2nd  fl.  to  a  garage  for  twelve  motor  vehicles 
and  newspaper  distribution  on  1st  fl.  and  caretakers’ 
apartment  on  2nd  fl.  is  contrary  to  Art.  II,  Sec.  4(a) 
sub.  div.  15  and  Art.  II  Sec.  3  of  the  Zoning  Resolution 
as  the  plot  is  located  partly  in  a  business  use  and  partly 
in  a  residence  use  district.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
57  ft.  6  in.  front  by  113  ft.  5  in.  in  depth  and  one  and 
two  stories  in  height.  The  rear  portion  of  the  building 
extends  into  the  residence  use  district  for  a  distance  of 
approximately  13  ft.,  while  the  remainder  of  the  building 
is  in  the  business  use  district.  It  is  proposed  to  erect  a  one- 
story  extension  7  ft.  6  in.  by  91  ft.  in  area  at  the  west  side 
of  the  existing  building  and  to  use  the  altered  structure  as  a 
storage  garage  for  twelve  (12)  motor  vehicles  and  news¬ 
paper  distribution  on  the  1st  story  and  as  caretakers’  apart¬ 
ment  on  the  2nd  story. 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 


Resolved,  that  the  decision  of  the  borough  superintendent 
on  Applic.  No.  4385-1941,  Objection  No.  1,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is 
denied. 


APPEAL  FROM  ADMINISTRATIVE  DECISION 

1083-41-A. 

APPLICANT— Tobias  Goldstone,  for  2083  Fulton  Street 
Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 2083  Fulton  street,  north  side, 
286  ft.  10 Y2  in.  east  of  Rockaway  avenue  (Block 
No.  1542,  part  of  Lot  No.  54),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Tobias  Goldstone. 

For  Administration :  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn,  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


Adjourned,  1  :05  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  13,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 

916-18-BZ. 

APPLICANT — Paul  Friedman,  for  Alexander  Eisenberg, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  decision  of  the  borough 
superintendent — re  Application,  previously  granted 
on  condition,  permitting  in  a  business  use  district, 
the  conversion  of  a  factory  into  a  garage. 

PREMISES  AFFECTED— 1050-1054  Myrtle  avenue,  south 
side,  296  ft.  7  in.  west  of  Lewis  avenue  (Block 
No.  1585,  Lot  No.  25  and  part  of  Lot  No.  21), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman,  Vera  Wasserman 
and  Irving  P.  Marks. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing,  February  3,  1942  at  2  P.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn  .  4 

Negative :  .  0 


351-35-BZ. 

APPLICANT — Jerrold  Kane,  for  Camager  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  tbe 
maintenance  of  a  parking  space  for  more  than  five 
(5)  motor  vehicles  for  a  temporary  period. 
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PREMISES  AFFECTED — 35-40  Junction  boulevard,  west 
side,  100.8  ft.  north  of  37th  avenue  (Block  No. 
1469,  Lot  Nos.  1  and  26),  Corona,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Jerrold  Kane. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 


THE  RESOLUTION— 

(351-35-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  the  maintenance  of  a  parking  space  for  more  than 
five  (5)  motor  vehicles,  premises  35-40  Junction  boulevard, 
west  side,  100.8  ft.  north  of  37th  avenue  (Block  No.  1469, 
Lot  Nos.  1  and  26),  Corona,  Borough  of  Queens,  was 
granted  by  the  Board  April  14,  1936,  on  certain  conditions  ; 
resolution  amended  July  10,  1936;  the  permit  extended  Janu¬ 
ary  3,  1940  for  a  period  of  two  (2)  years;  and 

W  hereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  14,  1936,  as 
amended  July  10,  1936,  only  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“*  *  *  granted  under  section  7h  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolu¬ 
tion  *  * 


364-36-BZ. 

APPLICANT — Louis  Lastella,  for  Agostino  Milella, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  for  a  temporary  period  of  two  (2)  years. 

PREMISES  AFFECTED — 31-64  to  31-86  31st  street,  west 
side,  100  ft.  north  of  Broadway  (Block  No.  589, 
part  of  Lot  No.  9),  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Humphrey  Rella. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION— 

(364-36-BZ) 

_  W  hereas,  this  application  under  the  building  zone  resolu¬ 
tion  to  permit  in  a  business  use  district  the  parking  of  more 
than  five  (5)  motor  vehicles,  premises  31-64  to  31-86  31st 
street,  west  side  of  31st  street,  100  ft.  north  of  Broadway 
(Block  No.  589,  part  of  Lot  No.  9),  Astoria,  Borough  of 
Queens,  was  granted  by  the  Board  July  16,  1937,  on  certain 
conditions  under  section  7h  for  a  period  of  two  (2)  years; 
the  permit  extended  October  17,  1939  and  October  28,  1941  ; 
and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  16,  1937  only 
so  far  as  it  has  reference  to  the  obtaining  of  permits  and 


completion  of  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“*  *  *  that  all  permits  shall  be  obtained  and  all  work 
completed  within  two  (2)  months  from  the  date  of 
this  amended  resolution.” 


459-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Leon  K.  Rock- 
more,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 505-509  Utica  avenue,  east  side, 
140  ft.  north  of  Rutland  road  (Block  No.  4591, 
Lot  No.  51),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn  .  4 

Negative :  .  Q 


THE  RESOLUTION— 

(459-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  premises  505-509  Utica  avenue,  east  side,  140  ft. 
north  of  Rutland  road  (Block  No.  4591,  Lot  No.  51), 
Borough  of  Brooklyn,  was  granted  by  the  Board  January  3,’ 
1940,  on  certain  conditions,  and  applicant  requested  an  ex¬ 
tension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  3,  1940,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  ^amended  this  portion  of  the  resolution  shall  read : 

“*  *  *  granted  under  section  7h  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution, 
to  permit  *  * 


823-39-BZ. 

APPLICANT— Shanley,  Purcell  and  McKegney,  for  Mess- 
more  Kendall,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district, 
for  a  temporary  period  of  two  (2)  years,  the 
transient  parking  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 231-235  West  50th  street, 
north  side,  255  ft.  east  of  Eighth  avenue  (Block 
No.  1022,  Lot  Nos.  12  and  13  and  part  of  Lot 
No.  5),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Osborne  A.  McKegney. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn  . .  4 

Negative  .  0 
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THE  RESOLUTION— 

(823-39-BZ) 

W hereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district 
for  a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  231-235  West  50th  street,  north  side,  255  ft.  east 
of  Eighth  avenue  (Block  No.  1022,  Lot  Nos.  12,  13  and 
part  of  5),  Borough  of  Manhattan,  was  granted  by  the 
board  January  30,  1940,  on  certain  conditions;  and 

Whereas,  Shanley,  Purcell  and  McKegney,  for  Mess- 
more  Kendall,  owner,  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  30,  1941), 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read  : 
“*  *  *  granted  under  section  7h  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution, 
to  permit  *  * 


1286-39-BZ-WF. 

APPLICANT— Benjamin  Driesler,  Jr.,  for  Farmers  Es¬ 
tates  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  building  zone  re¬ 
solution,  permitting  in  a  business  use  district,  the 
parking  of  more  than  five  (5)  motor  vehicles 
for  a  temporary  period  of  two  (2)  years. 
PREMISES  AFFECTED— 105-09  to  105-45  64th  road  and 
64-01  to  64-33  Aero  place,  northeast  corner  and 
105-38  to  105-46  64th  avenue  (Block  No.  2149, 
part  of  Lot  No.  65),  Forest  Hills,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Benj.  Driesler,  Jr. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended.  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn  . 

Negative:  . 

THE  RESOLUTION— 

(1286-39-BZ-WF) 

Whereas,  this  application  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
parking  of  more  than  five  (5)  motor  vehicles,  premises 
105-09  to  105-45  64th  road  and  64-01  to  64-33  Aero  place, 
northeast  corner,  and  105-38  to  105-46  64th  avenue  (Block 
No.  2149,  part  of  Lot  No.  65),  Forest  Hills,  Borough  of 
Queens,  was  granted  by  the  Board  February  14,  1940,  on 
certain  conditions,  time  to  obtain  permits  and  complete 
work  extended  January  14,  1941,  and  the  applicant  re¬ 
quested  a  further  extension  of  time  to  obtain  permits  and 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  14,  1940 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“That  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


1287-39-BZ-WF. 

APPLICANT— Benjamin  Dreisler,  Jr.,  for  Farmers  Es¬ 
tates  Corporation,  owner. 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  time— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  building  zone  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
parking  of  more  than  five  (5)  motor  vehicles  for 
a  temporary  period  of  two  (2)  years. 

PREMISES  AFFECTED— 64-01  to  64-19  Yellowstone 
boulevard  and  64-02  to  64-34  Aero  place,  northeast 
corner  and  105-02  to  105-26  64th  avenue  (Block 
No.  2149,  Lot  No.  1),  Forest  Hills,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Benj.  Dreisler,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Conunissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(1287-39-BZ-WF) 

Whereas,  this  application  under  section  7h  of  the  build¬ 
ing  zone  resolution  to  permit  in  a  business  use  district  the 
parking  of  more  than  five  (5)  motor  vehicles,  premises  64-01 
to  64-19  Yellowstone  boulevard  and  64-02  to  64-34  Aero 
place,  northeast  corner,  and  105-02  to  105-26  64th  avenue 
(Block  No.  2149,  Lot  No.  1),  Forest  Hills,  Borough  of 
Queens,  was  granted  by  the  Board  February  14,  1940,  on 
certain  conditions,  time  to  obtain  permits  and  complete  work 
extended  January  14,  1941,  and  applicant  requested  a  fur¬ 
ther  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  14, 
1940  only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“That  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


4  772-41-BZ. 

APPLICANT — Arnold  W.  Lederer,  for  Clara  Rothenberg, 
Becky  Farberman  and  Salvatore  De  Leo,  owners 
(Square  Deal  Laundry,  Incorporated,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  building  zone 
resolution,  permitting  the  extension  of  an  existing 
laundry  building  from  a  local  retail  use  district  into 
a  residence  use  district. 

PREMISES  AFFECTED — 427  Ralph  avenue  and  1815- 
1817  Bergen  street,  northeast  corner  (Block  No. 
1445,  Lot  Nos.  1,  67  and  68),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer,  Murray  Bloom, 
Herbert  J.  Pearl  and  James  J.  Kolar. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

TFIE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . .  0 

THE  RESOLUTION— 

(772-41-BZ) 

Whereas,  this  application,  under  section  7c  of  the  build¬ 
ing  zone  resolution,  to  permit  the  extension  of  an  existing 


50 


MINUTES 


laundry  building  from  a  local  retail  use  district  into  a  resi¬ 
dence  use  district,  premises  427  Ralph  avenue  and  1815- 
1817  Bergen  street,  northeast  corner  (Block  No.  1445,  Lot 
Nos.  1,  67  and  68),  Borough  of  Brooklyn,  was  granted  by 
the  board  December  2,  1941  on  certain  conditions,  and  ap¬ 
plicant  requested  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  2,  1941, 
so  that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted  un¬ 
der  section  7c  thereof,  to  permit  the  extension  into  the 
more  restricted  district,  as  proposed,  on  condition  that 
such  extension  shall  not  exceed  one  story  in  height  and 
shall  comply  in  all  other  respects  with  the  requirements 
of  the  Zoning  Resolution  as  to  height  and  area,  except 
that  the  rear  yard  shall  be  not  less  than  15  feet  in 
depth  and  that  such  rear  yard  shall  be  cement  paved 
and  drained  and  proper  fences  erected  on  the  side  and 
rear  lot  lines;  that  the  proposed  extension  may  be  con¬ 
nected  with  the  existing  laundry  building  within  the 
retail  business  district,  provided  such  building  is  not  in¬ 
creased  in  height  and  area;  that  the  proposed  building, 
in  conjunction  with  the  corner  building  remodelled  sub¬ 
stantially  as  proposed  may  be  used  as  an  extension  of 
the  existing  laundry  for  which  a  certificate  of  occu¬ 
pancy  has  been  issued,  on  condition  that  the  street  ele¬ 
vation  and  layout  shall  be  substantially  as  indicated  on 
plan  and  on  quarterscale  drawing  filed  at  this  hearing, 
marked  ‘Received  A-3’ ;  that  the  present  heating  sys¬ 
tem  in  the  corner  building  shall  be  altered  for  the  burn¬ 
ing  of  oil  in  place  of  coal  and  that  such  equipment  shall 
comply  with  all  laws  relating  to  same  and  maintained 
to  the  satisfaction  of  all  departments  having  jurisdic¬ 
tion;  that  there  shall  be  installed  throughout  the  exist¬ 
ing  corner  building  and  the  proposed  extension,  a  me¬ 
chanically  operated  ventilating  system,  exhausting 
through  a  proper  sized  flue  above  the  roof  of  the  fire¬ 
house  on  the  adjoining  lot  to  the  north;  that  there  shall 
be  no  openings  in  the  exterior  exposure  walls  of  the 
proposed  extension;  that  skylights  may  be  constructed, 
substantially  as  indicated;  that  any  additional  quarters 
now  occupied  by  this  laundry  within  the  general  area 
shall  be  discontinued  and  the  laundry  work  concen¬ 
trated  at  this  location ;  that  all  permits  required  shall 
be  obtained  and  all  work  completed  within  one  year 
from  the  date  of  this  action.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
1010-41-A. 

APPLICANT — Paul  Friedman,  for  Alexander  Eisenberg, 
owner  (Max  Wasserman,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1050-1054  Myrtle  avenue,  south 
side,  296  ft.  7  in.  west  of  Lewis  avenue  (Block 
No.  1585,  Lot  No.  25  and  part  of  Lot  No.  21), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman,  Vera  Wasserman 
and  Irving  P.  Marks. 

For  Administration:  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1942  at 
2  P.  M.  for  hearing  in  connection  with  Cal.  No. 
916-18-BZ. 


1041-41-A. 

APPLICANT — William  Beattie,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 354  79th  street,  south  side,  230 
ft.  west  of  Fourth  avenue  (Block  No.  5979,  Lot 
No.  31),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1942  at 
2  P.  M.  on  written  request.  Applicant  to  be 
notified. 


1056-41-A. 

APPLICANT — 324  Lafayette  Street  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 324-328  Lafayette  street,  west 
side,  116.1  ft.  south  of  Bleeker  street  and  159-161 
Crosby  street  (Block  No.  522,  Lot  No.  28), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Beatrice  Shankman. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1942  at 
2  P.  M.  on  request  of  applicant.  , 


919-41-A. 

APPLICANT — Seelig  and  Finkelstein,  for  Joan  Building 
Corporation,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
December  16,  1941— re  Appeal  from  a  decision  of 
the  borough  superintendent  (previously  with¬ 
drawn). 

PREMISES  AFFECTED— 2228-2238  Church  avenue, 
south  side,  213  ft.  8^4  in.  east  of  Flatbush  avenue 
(Block  No.  5103,  Lot  No.  36),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Harry  Finkelstein. 

For  Administration :  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  after  argu¬ 
ment,  on  request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn  .  4 

Negative:  .  0 


991-41-A. 

APPLICANT — Lama  and  Proskauer,  for  Janet  R.  Stein¬ 
berg,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1474  Ocean  parkway,  west  side, 
280  ft.  north  of  Avenue  O  (Block  No.  6587,  Lot 
No.  41),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Dewey  Rothkrug,  Dept,  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  on  request  of 
appellant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative :  .  0 


1013-41-A. 

APPLICANT — Sylvester  Kerrigan,  for  2440  Grand  Con¬ 
course,  Incorporated,  owner  (George  Kurkjian, 
lessee). 
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SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2432  Grand  Concourse,  north¬ 
east  corner  of  East  187th  street  (Block  No.  3152, 
Lot  No.  60),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Sylvester  Kerrigan. 

ACTION  OF  BOARD — Appeal  withdrawn,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn  .  4 

Negative:  .  0 


959-41-A. 

APPLICANT — Mary  L.  Morrison,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 710  East  216th  street,  south 
side,  113.62  ft.  East  of  White  Plains  avenue  (Block 
No.  4663,  Lot  No.  19),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Julius  Solowey  and  Angelo  Belotti. 
For  Administration :  M.  C.  E.  Theide,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 

THE  RESOLUTION— 

(959-41-A) 

Whereas,  Mary  L.  Morrison,  owner,  filed  November  6, 
1941  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  premises  710  East  216th  street,  south  side,  113.62 
ft.  east  of  White  Plains  avenue  (Block  No.  4663,  Lot  No. 
19),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  934-41,  dated  October  8,  1941,  reads : 

“1.  The  present  certificate  of  occupancy  for  the 
above  premises,  Ex.  C.  O.  169/40,  is  for  a  two-story 
frame  store  and  one-family  dwelling.  The  proposed 
change  in  occupany  of  the  first  story  of  a  building 
within  a  residence  use  district,  from  store  to  motor 
vehicle  repair  shop,  is  contrary  to  section  2. 1.3.5  of 
the  building  code  and  Section  3  of  the  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (23  ft.)  in  height;  21  ft.  by  60  ft.  in  area;  of 
Class  4  construction;  erected  1904;  located  in  a  residence 
use  C  area  district ;  and  occupied  since  1904  as  follows : 
cellar,  storage  and  boiler-room ;  first  floor,  motor  vehicle 
repair  shop;  second  floor,  dwelling  one  family;  and 
Whereas,  the  applicant  contends  that  the  premises  were 
erected  in  1904  for  the  father  of  the  applicant’s  predecessor 
in  title;  that  upon  completion  of  the  building  the  owner 
conducted  a  blacksmith  shop  and  wagon  repair  shop  on 
the  first  floor  which  developed  about  1909  into  an  automo¬ 
bile  repair  and  storage  shop ;  that  the  said  business  con¬ 
tinued  without  interruption  until  the  property  was  sold  to 
the  present  owner;  that  from  that  time  until  the  first  floor 
became  vacant  in  1940  it  has  continuously  been  used  as  a 
repair  shop  and  garage ;  that  it  is  submitted  that  the  owner 
is  entitled  to  the  certificate  of  occupancy  applied  for  by 
reason  of  the  fact  that  this  use  existed  in  the  premises  on 
July  25,  1916  and  prior  thereto;  that  the  applicant  is  entitled 
to  the  certificate  applied  for  as  matter  of  right,  and  not 
in  the  exercise  of  discretion,  by  virtue  of  Sec.  6  of  the 
amended  Zoning  Resolution  expressly  permitting  the  con¬ 
tinuance  of  “any  use  existing  in  any  building  or  premises 
on  July  25,  1916  and  not  conforming  to  the  regulations  of 


the  use  district  in  which  it  is  maintained” ;  that  there  never 
has  been  a  store  in  the  building  and  there  is  none  there 
now ;  that  the  first  floor  has  no  store  front ;  it  has  a  cement 
floor,  no  plastered  walls,  no  partitions  or  any  other  at¬ 
tributes  of  any  type  of  store;  that  it  has  garage  doors  of 
the  folding  type;  that  by  no  stretch  of  the  imagination 
can  it  be  classified  as  a  store;  that  under  these  circum¬ 
stances  there  was  no  basis  nor  could  there  be  any  basis  for 
issuing  a  certificate  of  occupancy  to  use  said  premises  as 
a  store  and  dwelling  to  supersede  the  prior  existing  cer¬ 
tificate  to  use  same  as  a  public  garage  and  dwelling;  that 
the  first  floor  has  been  used  since  its  erection  in  1904,  con¬ 
tinuously  and  uninterruptedly  (except  during  the  period  of 
its  present  vacancy),  first  as  a  blacksmith  and  wagon  re¬ 
pair  shop  and  thereafter  (since  about  1909)  also  as  an 
automobile  repair  shop  and  garage  for  storage  of  automo¬ 
biles  ;  that  therefore  as  a  matter  of  right  by  virtue  of 
Section  6  of  the  amended  zoning  resolution,  the  applicant 
herein  is  entitled  to  continue  such  use  therein ;  and 

Whereas,  Certificate  of  Occupancy  No.  13  was  issued 
May  3,  1933,  permitting  the  use  of  the  building  as  a  one 
family  dwelling  and  public  garage,  garage  to  be  on  the 
first  floor  and  living  rooms  on  the  second  floor;  and 

Whereas,  Fire  Department  records  (Folder  216E710.07) 
indicate  that  no  permit  was  ever  issued  for  a  garage  or 
motor  vehicle  repair  shop  on  these  premises ;  and 

Whereas,  Report  of  Company  Commander  (F.  D.)  dated 
May  26,  1938,  indicates  that  the  building  was  used  on  the 
first  story  as  offices  for  an  engineering  concern  and  on 
the  second  floor  as  dwelling;  and 

Whereas,  inspection  report  (Division  of  Combustibles, 
F.  D.)  dated  December  9,  1938  indicates  that  premises  were 
not  then  used  as  a  garage  and  were  then  used  by  a  shade 
manufacturing  concern;  and 

Whereas,  by  B.  N.  Application  filed  with  the  Borough 
Superintendent,  Department  of  Housing  and  Buildings,  on 
October  16,  1939,  it  was  proposed  to  alter  the  first  story  of 
the  building  in  question  by  installing  new  store  front  and 
show  windows ;  and 

Whereas,  such  B.  N.  application  was  amended  December 
21,  1939,  so  as  to  change  the  proposed  alterations  to  one 
that  consisted  of  nailing  three  existing  doors  shut  per¬ 
manently,  one  small  door  to  swing  in;  the  first  story  to  be 
occupied  as  a  store  and  the  second  story  to  be  occupied 
as  a  one  family  dwelling;  and 

Whereas,  B.  N.  application,  as  amended  December  21, 
1939,  was  approved  by  the  Borough  Superintendent  Decem¬ 
ber  26,  1939  and  work  was  completed  January  18,  1940. 
Certificate  of  Occupany  No.  169  was  issued  January  24, 
1940  by  the  Borough  Superintendent  permitting  the  use  of 
the  building  as  altered  as  follows  :  cellar,  boiler  room  and 
storage  accessory  to  dwelling ;  first  floor  as  store ;  second 
floor,  one  family. 

Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  on  Alt.  Applic.  No.  934-41  Obj.  No.  1,  dated  Octo¬ 
ber  8,  1941  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


998-41 -A. 

APPLICANT — David  Kaufman,  for  High  Point  Oil  Ter¬ 
minals,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 35-02  Vernon  boulevard  and 
7-50  35th  avenue,  southwest  corner  (Block  327,  Lot 
No.  24),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  David  Kaufman  and  Joseph  Esser. 
For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  . . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
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THE  RESOLUTION— 

(998-41 -A) 

\\  hereas,  David  Kaufman,  for  High  Point  Oil  Termi¬ 
nals,  Inc.,  owner,  filed  November  18,  1941,  an  appeal  from 
a  decision  of  the  borough  superintendent;  premises  35-02 
\  ernon  boulevard  and  7-50  35th  avenue,  southwest  corner 
( I? lock  327,  Lot  No.  24),  Long  Island  City,  Borough  of 
Queens ;  and 

\\  hereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  10434-41,  dated  November  13,  1941,  reads: 

“1.  Provide  a  yard  hydrant  system  throughout  prem¬ 
ises  as  shown  on  the  approved  plan  Miscl.'  4760-39,  in 
accordance  with  the  requirements  of  C26- 1428.0,  Adm. 
Code.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  60  ft.  -j-  by  635  ft.  10  in.  in  area;  occu¬ 
pied  as  a  bulk  storage  plant ;  upon  which  exists  the  build¬ 
ing  in  question,  which  is  35  ft.  by  28  ft.  in  area ;  one  story 
(10  ft.)  in  height;  of  Class  3  construction;  and  occupied 
as  an  office.  The  entire  premises  are  located  in  an  un¬ 
restricted  use  district  and  were  erected  in  1935;  and 

Whereas,  the  applicant  contends  that  the  plant  consists 
of  a  series  of  buried  storage  tanks  totalling  448,000  gal¬ 
lons,  occupying  an  area  of  225  ft.  by  60  ft.  in  area,  located 
at  approximately  200  ft.  from  the  river;  that  adjacent  to 
the  tanks  there  exists  a  loading  rack,  office  building  and 
small  storage  shed  occupying  an  area  of  100  ft.  by  90  ft. 
in  area,  beginning  100  ft.  west  of  Vernon  boulevard;  that 
the  plant  fronts  on  two  streets;  that  the  installation  of  a 
yard  hydrant  system  will  result  in  hardship  to  the  owner 
as  there  is  an  8  in.  water  main  in  Vernon  boulevard  fed 
two  ways  but  only  a  2  in.  water  main  on  35th  avenue  fac¬ 
ing  the  property;  that  there  is  an  outcropping  of  rock  at 
the  surface  for  a  distance  of  100  ft.  back  from  Vernon 
boulevard ,  that  to  install  a  water  main  5  ft.  deep  would 
be  prohibitive  in  cost;  that  100  ft.  of  the  property  west  of 
Vernon  boulevard  will  be  sold;  that  the  tanks  are  now 
adequately  protected  by  a  carbon  dioxide  extinguishing-  sys- 
tern  and  the  loading  rack  is  adequately  protected ;  and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  10434-41,  Obj.  No.  1,  dated  November 
13,  1941,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


1038-41-A. 

AI  I  LICANT  Clayton  G.  Shirkey,  for  William  Sierks 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 80-02  Beach  Channel  drive 
northwest  corner  of  Beach  80th  street  (Block  No’ 
560,  Lot  No.  12),  Rockaway  Beach,  Borough  of 
Queens. 

APPEARANCES— 


For  Applicant:  Clayton  G.  Shirkey. 
For  Administration :  Aaron  Halpern, 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 


Dep’t 


Affirmative :  Commissioner  Savage  . 

Negative .  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn . 


of 


1 

3 


THE  RESOLUTION— 


(1038-41-A) 

Whereas,  Clayton  G.  Shirkey,  for  William  Sierk: 
owner,  filed  December  1,  1941  an  appeal  from  a  decision  o 
the  borough  superintendent;  premises  80-02  Beach  Chan 


nel  drive,  northwest  corner  of  Beach  80th  street  (Block  No. 
560,  Lot  No.  12),  Rockaway  Beach,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  10606-41,  dated  November  18,  1941 
reads : 

1.  The  use  of  a  frame  bldg,  within  the  fire  limits, 
for  a  motor  vehicle  repair  shop  is  contrary  to  Sec 
4.2.1.  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
(17  ft.)  in  height;  50  ft.  by  53  ft.  in  area;  of  class  4  con¬ 
struction  ;  located  in  an  unrestricted  use  C  area  district ; 
erected  in  1930;  and  occupied:  1st  floor,  showroom  for  mo¬ 
tor  vehicles.  It  is  proposed  to  be  occupied  as  a  motor  ve¬ 
hicle  repair  shop,  body  and  fender  work  only— 2  persons- 
and 

Whereas,  the  applicant  contends  that  the  building  is  a 
part  of  premises  formerly  used  as  a  whole,  with  a  motor 
vehicle  repair  shop  at  the  rear  and  the  remaining  50  ft.  in 
front  as  a  gasoline  selling  station;  that  the  rear  of  the 
showroom  which  it  is  desired  to  use  as  a  motor  vehicle 
repair  shop  for  body  and  fender  work  only  has  a  12  in 
concrete  block  wall ;  that  the  side  and  front  walls  are  frame 
with  cement  stucco  exterior  and  plaster  board  on  the  in¬ 
terior,  that  the  roof  is  frame  with  metal  ceiling  and  the 
floor  is  concrete  on  sand  fill;  there  is  no  cellar;  that  the 
motor  vehicle  repair  shop  and  gasoline  selling  station  are 
now  rented  separately;  that  the  repair  shop  portion  of  the 
premises  has  been  vacant  for  3  years,  it  being  no  longer  a 
desirable  location  as  a  showroom  for  motor  cars ;  that  the 
owner  now  has  a  tenant  for  the  proposed  repair  shop  use 
and  requests  that  the  Board  grant  a  variance  so  as  to  per¬ 
mit  such  use  as  it  is  a  hardship  to  pay  taxes  and  upkeep 
on  vacant  property;  there  will  be  no  engine  repairs  or  me¬ 
chanical  ovei hauling  or  forge  work  done  on  the  premises- 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  10606-41,  Obj.  No.  1,  dated  Novem¬ 
ber  18,  1941,  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
peal  be  and  it  hereby  is  denied. 


1040-41 -A. 

Al  l  Lit  AN  1  Michael  Mario,  for  John  G.  Ward,  owner. 

oUBJECI  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 3063-3073  West  12th  street 
east  side,  113  ft.  north  of  Boardwalk  (Block  No! 

APPEARANCES—0’  166)’  B°r°Ugh  of  Brooklyn- 
For  Applicant:  Michael  Mario. 

For  Administration:  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 

THE  RESOLUTION— 


( 1040-41-A) 

Whereas,  Michael  Mario,  for  John  G.  Ward,  owner, 
filed  on  December  2,  1941  an  appeal  from  a  decision  of  the 
borough  superintendent;  premises  3063-3073  West  12th 

^oezet’T  easlxSlde’  113  ft  north  of  Boardwalk  (Block  No. 
7286,  Lot  No.  166),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  Applic.  No.  752-41  dated  December  2,  1941,  reads: 
“1.  Construction  of  frame  lockers  within  the  fire 
limits  is  contrary  to  4.1.2  of  Code.” 

and 
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Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  139  ft.  by  204  ft.  9  in.  and  235  ft.  in 
area ;  located  in  a  business  use  area  district ;  upon  which  it 
is  proposed-  to  erect  768  bath  houses ;  each  one  story  in 
height;  3  ft.  by  4  ft.  in  area;  of  class  4  construction ;  and 

Whereas,  the  applicant  contends  that  it  was  proposed  to 
construct  these  bath  house  cubicles  from  angle  iron  and 
asbestos,  but  due  to  the  national  emergency  an  amendment 
was  filed  to  permit  the  construction  of  asbestos  and  wood 
frames;  that  this  form  of  construction  has  been  used  on 
previous  occasions  in  Coney  Island  and  Manhattan  Beach 
without  ill  effects;  that  the  posts  and  roof  rafters  will  be 
of  3  in.  wood  and  the  jambs  2  in.  by  4  in.  studs;  that  the 
entire  area  of  the  plot  will  be  concrete  surfaced  and  the 
bath  houses  will  be  of  incombustible  material  except  for 
inleiior  posts ;  that  all  interior  partitions  and  exterior  walls 
and  roof  will  be  of  asbestos ;  that  in  view  of  the  facts,  it 
is  requested  that  the  Board  grant  a  variance  so  as  to  per¬ 
mit  the  construction  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent  dated  December  2,  1941  on  N.  B.  Applic.  No.  752-41, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


1048-41-A. 

APPLICANT — Brooklyn  College  (lessee),  for  Board  of 
Higher  Education,  City  of  New  York,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 2933-2955  Bedford  avenue, 
southeast  side  of  Avenue  H,  13854  ft.  north  of 
Bedford  avenue  (Block  Nos.  7571  and  7572,  Lot 
No.  33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Martin  Meyer. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn  .  4 

Negative :  .  0 


THE  RESOLUTION— 

(1048-41-A) 

Whereas,  Brooklyn  College  (lessee),  for  the  Board  of 
Higher  Education,  City  of  New  York,  owner,  filed  Decem¬ 
ber  4,  1941  an  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner ;  premises  2933-2955  Bedford  avenue, 
southeast  side  of  Avenue  H,  13854  ft.  north  of  Bedford 
avenue  (Block  Nos.  7571  and  7572,  Lot  No.  33),  Borough 
of  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
July  21,  1941  and  repeated  by  the  fire  commissioner  No¬ 
vember  26,  1941,  reads : 

“Inspection  by  the  Fire  Department  indicates  that  the 
following  must  be  done  in  order  to  render  safe  the 
premises,  Bedford  Avenue  and  Avenue  H,  Brooklyn, 
known  and  used  as  Brooklyn  College : 

1.  Provide  an  approved  storage  system  for  the  stor¬ 
age  of  benzol  benzine  and  toluol.  Plans  and  specifica¬ 
tions  to  be  filed  with  and  approved  by  Division  of 
Buildings  before  work  of  installing  storage  system  is 
commenced.  Tank  to  be  tested  and  installation  super¬ 
vised  by  a  representative  of  Division  of  Combustibles, 
Fire  Department.  C-19-51,  Administrative  Code. 

4.  Reduce  the  quantity  of  potassium  chlorate  stored 
on  the  premises  to  not  more  than  25  pounds.  C-19-11, 
Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4  and  5 
stories  (78  ft.  6  in.)  in  height;  434  ft.  by  185  ft.  in  area; 
of  Class  1  construction ;  equipped  with  a  standpipe  system ; 
located  in  a  residence  use  district ;  erected  in  1935 ;  and  oc¬ 


cupied  since  1937  as  follows:  sub-cellar,  machinery  room, 

6  persons ;  cellar,  classrooms,  locker  rooms  and  storage  of 
chemicals,  1200  persons;  1st  floor,  classrooms  and  lecture 
halls,  950  persons;  2nd  floor,  classrooms,  920  persons;  3rd 
floor,  classrooms,  900  persons;  4th  floor,  classrooms,  720 
persons ;  5th  floor,  classrooms,  fan  rooms  and  classrooms, 
200  persons;  6th  floor,  fan  room  and  observatory,  11  per¬ 
sons  ;  no  change  in  use  or  occupancy  is  proposed.  Cer¬ 
tificate  of  Occupany  No.  89194  issued  September  27,  1938 
permits  the  existing  use  and  occupancies  with  the  excep¬ 
tion  of  the  storage  of  chemicals  in  the  cellar ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
store  in  Room  0146  50  lbs.  of  potassium  chlorate  in  one 
pound  and  5  pound  bottles ;  that  this  room  is  of  fireproof 
construction  and  ventilated  through  windows  and  will  have 
an  occupancy  of  2  persons ;  that  the  fire-fighting  apparatus 
installed  will  consist  of  water  pails,  sand  pails,  lime,  as¬ 
bestos  blankets,  gas  masks  and  fire  extinguishers ;  that  it 
is  also  proposed  to  store  in  Room  0127  54  gallons  of  ben¬ 
zol,  54  gallons  of  benzine  and  54  gallons  of  toluol  in  54 
gallon  steel  drums ;  that  this  room  is  of  fireproof  con¬ 
struction,  and  is  equipped  with  windows  and  ventilators 
and  will  have  an  occupancy  of  2  persons ;  that  fire-fighting- 
apparatus  in  this  room  will  be  the  same  as  for  Room  0146 ; 
that  the  applicant  further  contends  that  no  serious  risk  to 
life  or  property  is  involved;  that  in  view  of  the  great  addi¬ 
tional  expense  involved  in  construction  to  comply  with  the 
order  of  the  fire  commissioner,  it  is  doubtful  if  this  addi¬ 
tional  expense  is  warranted  by  a  probable  hazard  involved 
by  continuing  the  present  storage. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
November  26,  1941,  Items  1  and  4,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  chemicals  and  inflammable  liquids  as  re¬ 
ferred  to  shall  be  used  solely  in  connection  with  the  educa¬ 
tional  activities;  that  the  storage  and  use  of  such  materials 
shall  at  all  times  be  under  the  immediate  direction  of  grad¬ 
uate  chemists  in  charge  of  the  laboratories  or  of  the  stor¬ 
age;  that  when  small  quantities  are  taken  from  the  rooms 
in  which  these  materials  are  to  be  stored  for  use  in  class¬ 
rooms  and  lecture  halls  they  shall  be  transferred  in  ap¬ 
proved  containers  in  as  small  quantities  as  feasible  for 
such  purposes  and  to  the  satisfaction  of  the  fire  commis¬ 
sioner;  that  the  mechanical  ventilation  within  the  rooms  in 
which  this  material  is  stored  or  used  shall  be  maintained ; 
that  such  portable  fire  extinguishers  shall  be  maintained 
as  the  fire  commissioner  shall  direct;  that  in  all  other 
respects,  all  laws,  rules  and  regulations  shall  be  complied 
with  including  the  other  items  of  the  same  order. 


1068-41 -A. 

APPLICANT — Elias  K.  Herzog,  for  Leo  Gieberich,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 554  Greenwich  street,  north¬ 
west  corner  of  Charlton  street  (Block  No.  598,  Lot 
Nos.  36  and  37),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Elias  K.  Herzog. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION— 

(1068-41 -A) 

Whereas,  Elias  K.  Herzog,  for  Leo  Gieberich,  owner, 
filed  December  11,  1941  an  appeal  from  the  decision  of  the 
borough  superintendent ;  premises  554  Greenwich  street, 
northwest  corner  of  Charlton  street  (Block  No.  598,  Lot 
Nos.  36  and  37),  Borough  of  Manhattan;  and 
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\\  hereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  ^Applic.  No.  95-41,  dated  December  8,  1941,  reads: 

“1.  Proposed  stops  beyond  building  line  are  contrary 
to  Sec.  C26-219.0  of  the  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (12  ft.)  in  height;  50  ft.  by  14  ft.  in  area ;  of  Class 
5  construction ;  located  in  an  unrestricted  use  A  area  dis¬ 
trict ;  occupied  as  a  lunch  wagon,  48  persons ;  and 
Whereas,  the  applicant  contends  that  plans  were  filed  for 
the  erection  of  the  lunch  wagon  back  of  the  building  line, 
but  the  contractor  found  existing  foundation  walls  on  the 
premises  and  used  same,  thus  permitting  the  entrance  steps 
to  the  lunch  wagon  to  project  beyond  the  building  line;  that 
to  eliminate  these  steps  would  result  in  a  hardship  to  the 
owner;  that  adjoining  buildings  have  projections  in  excess 
of  the  steps  in  question ;  and 
Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  December  8,  1941  on  N.  B.  Applic.  No.  95-41,  Obj. 
No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be 
and  it  hereby  is  denied. 


9-42-A. 

APPLICANT— Henry  George  Greene,  for  Unidad  Gallega, 
Incorporated,  owner. 

■  SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 313-315  West  59th  street,  north 
side,  140  ft.  3  in.  west  of  Columbus  avenue  (Block 
No.  1112,  Lot  No.  19),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION— 

(9-42-A) 

\V  hereas,  Henry  G.  Greene,  for  Unidad  Gallega,  Inc., 
owner,  filed  January  5,  1941,  an  appeal  from  a  decision  of 
the  borough  superintendent;  premises  313-315  West  59th 
•  street,  north  side,  140  ft.  3  in.  west  of  Columbus  avenue 
'  (Block  No.  1112,  Lot  No.  19),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  264-41,  dated  December  22,  1941,  reads: 

“1.  Building  should  be  f.p.  due  to  height  and  use.” 
and 

Whereas,  the  applicant  states  that  the  building  is  one 
i  story  and  two  mezzanines  (34  ft.  6  in.)  in  height;  46  ft. 
by  100  ft.  5  in.  in  area;  of  Class  3  construction;  located  in 
a  business  use  district;  erected  in  1899;  and  occupied  since 
1913  as  follows:  cellar,  boiler-room  and  storage,  2  persons; 
1st  fl.  and  mezzanine,  motion  picture  theatre,  600  seats.  It 
is  proposed  to  be  occupied:  cellar,  boiler-room,  storage  and 
toilets,  20  persons;  1st  fl.,  restaurant,  office  and  checkroom, 
100  persons ;  2nd  fl.,  dancing,  300  persons ;  mezzanine,  ob¬ 
servation,  50  persons;  and 

Whereas,  the  applicant  contends  it  is  proposed  to  fill  in 
the  open  portion  of  the  first  mezzanine,  to  remove  the  front 
and  rear  portions  of  the  second  mezzanine,  to  retain  all 
present  exits  to  the  street  and  to  the  roof,  to  provide  addi¬ 
tional  access  from  the  2nd  mezzanine  to  the  west  stairway, 
to  install  additional  sanitary  facilities,  and  to  occupy  the 
building  as  restaurant,  office  and  checkrooms  on  the  1st 
floor,  dancing  on  the  2nd  floor,  with  observation  mezzanine 
ibove;  and 

Whereas,  the  applicant  contends  further  that  the  build¬ 
ing  was  originally  built  and  occupied  as  a  hall  and  cafe, 


then  used  as  a  meeting  house,  a  bank  and  subsequently  a 
motion  picture  theatre  with  600  seats ;  that  the  building  has 
two  stairways,  one  at  the  west  side  and  one  the  east  side 
of  the  building ;  these  stairways  lead  to  mezzanines  and 
continue  to  bulkheads  on  the  roof ;  that  the  west  stairway 
is  3  ft.  6  in.  wide  for  the  full  height,  constructed  of  steel 
risers,  hardwood  treads  and  enclosed  on  first  story  with 
1-hr.  partition  and  proposed  to  be  enclosed  throughout  to 
the  satisfaction  of  the  borough  superintendent ;  that  the 
east  stairway  is  8  ft.  wide  for  the  portion  leading  from 
street  to  first  mezzanine  and  4  ft.  wide  from  the  mezzanine 
to  the  roof  and  is  of  similar  construction  to  the  west  stair¬ 
way  and  is  proposed  to  be  enclosed  throughout  in  construc¬ 
tion  similar  to  that  proposed  for  the  west  stairway;  that 
there  is  an  exit  from  the  cellar  to  the  1st  floor  through  an 
open  stairway,  which  will  be  enclosed  in  a  1-hour  partition; 
that  a  second  means  of  egress  will  be  provided  through  an 
iron  ladder  and  engineer’s  exit  to  the  street  to  the  existing 
areaway  at  the  front  of  the  building;  that  the  building  ex¬ 
ceeds  only  4  ft.  6  in.  at  the1  front  and  2  ft.  at  the  rear  the 
legal  height  permissible  for  the  proposed  use;  that  to  be 
compelled  to  reduce  the  height  of  the  building  for  these 
few  feet  would  entail  a  great  hardship  and  expense  and  in 
no  way  increase  the  facilities  of  the  building. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  264-41,  objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  to  a  newly  constructed  building ;  that  the 
second  mezzanine  shall  be  reduced  in  size  so  as  not  to  ex¬ 
ceed  a  balcony  on  each  of  the  side  walls,  east  and  west, 
each  having  a  width  of  not  over  9  feet  and  a  length  of  not 
over  40  feet  with  a  stairway  leading  directly  to  the  street 
and  to  the  roof  from  each  of  such  balconies  and  with  a  con¬ 
necting  balcony  at  the  rear  to  the  north  which  shall  be  kept 
clear  at  all  times  and  which  shall  not  exceed  4  feet  in 
width ;  that  the  building  shall  not  be  increased  in  height  or 
area. 


24-42-A. 

APPLICANT — Starrett  and  Van  Vleck,  for  Abraham  and 
Strauss,  Incorporated,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 422-438  Fulton  street,  14-30 
Hoyt  street,  171-201  Livingston  street  and  15-19 
Gallatin  place  (Block  No.  156,  Lot  No.  12), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Frank  Gaertner. 

For  Administration:  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted,  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn  . . .  4 

Negative :  .  o 


THE  RESOLUTION— 

(24-42-A) 

Whereas,  Starrett  and  Van  Vleck,  for  Abraham  and 
Strauss,  Inc.,  owner,  filed  January  8,  1942,  an  appeal  from  a 
decision  of  the  borough  superintendent ;  premises  422-438 
Fulton  street,  14-30  Hoyt  street,  171-201  Livington  street 
and  15-19  Gallatin  place  (Block  No.  156,  Lot  No.  12), 
Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  5435-41  dated  January  8,  1942,  reads: 

“1.  The  projection  of  the  entire  wall  to  the  3rd 
floor  level  2"  beyond  the  bldg,  line  does  not  come 
within  the  permissible  projections  of  Sect.  C26-219  of 
the  Bldg.  Code;  therefore  is  not  acceptable.” 
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Whereas,  the  applicant  states  that  the  building  is  5,  7 
and  10  stories  (159  ft.  in  height;  375  ft.  by  305  ft,  irregu¬ 
lar  in  area;  of  Class  1  construction ;  equipped  with  stand¬ 
pipe  and  sprinkler  systems ;  located  in  a  business  use  dis¬ 
trict;  erected  in  1873  and  1929;  and  occupied  throughout 
as  a  department  store;  and 

Whereas,  the  applicant  contends  that  the  borough  super¬ 
intendent’s  objection  is  based  on  a  design  which  indicates  a 
temporary  veneer  facing  on  an  existing  structure  known  as 
the  Central  Building  of  the  Abraham  and  Strauss  depart¬ 
ment  store  facing  on  Fulton  street;  that  the  building  in 
question  is  a  6-story  structure  (72  ft.)  in  height,  with  a 
frontage  of  117  ft.  9  in.  on  Fulton  street  and  extending 
back  305  ft.  to  Livingston  street  where  it  has  a  similar 
frontage;  that  this  portion  of  the  building  is  non-fireproof 
with  Class  3  construction  with  cast  iron  columns,  unpro¬ 
tected  ;  that  this  portion  of  the  building  is  fully  sprinklered 
and  equipped  with  a  standpipe  system  and  separated  from 
the  balance  of  the  building  occupied  by  the  same  tenant  bv 
fire  walls ;  that  the  Fulton  street  face  of  the  building,  which 
is  the  subject  of  this  appeal,  consists  of  an  old  cast  iron 
front  which  is  supported  throughout  its  entire  height  and 
equipped  with  large  plateglass  show  windows  at  street 
level  and  with  windows  above  equipped  with  wood  frames 
and  sash;  that  it  is  proposed  to  face  the  existing  Fulton 
street  front  of  the  structure  between  the  sidewalk  and  the 
3rd  story  sill  level  with  a  veneer  of  imitation  granite  and 
stucco;  that  the  projection  of  the  proposed  face  columns 
and  pilasters  will  be  less  than  that  permitted  by  Section 
C26-219.0,  paragraphs  a,  c,  e  and  f;  that  therefore  the 
objection  of  the  borough  superintendent  relates  only  to 
the  proposed  stucco  face  above  the  show  windows,  which 
projects  2  inches  beyond  the  building  line;  that  in  view 
of  the  fact  the  existing  cast  iron  columns  project  Vz  in.  be¬ 
yond  the  building  line  and  provide  a  necessary  construc¬ 
tion  to  receive  the  stucco,  permission  is  requested  to  in¬ 
stall  the  2  in.  stucco  face  beyond  the  building  line  for  the 
reason  that  this  veneer  front  will  not  become  a  structural 
part  of  the  building ;  that  the  Code  permits  the  construction 
of  columns,  pilasters  and  ornamental  projections  18  in.  be- 
vond  the  building  line  and  the  actual  projection  in  this 
case  will  be  2 ^  inches;  that  the  base  course  may  project 
10  in.  for  a  maximum  height  of  5  ft.  whereas  in  this  case 
the  base  will  project  a  maximum  of  3j4  inches  for  a  height 
of  18  inches;  that  the  Code  permits  ornamental  projections 
and  embellishments  around  entrance  to  project  18  inches; 
in  this  case  such  projection  will  not  exceed  2 Jj,  inches; 
that  the  front  of  the  building  now  being  installed  is  part  of 
the  improvement  of  Fulton  street  where  the  elevated  struc¬ 
ture  has  been  recently  removed;  that  practical  difficulties  in 
construction  will  occur  if  compliance  with  .the  Code  is  in¬ 
sisted  upon. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  5435-41,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  street  wall  between  tne  top 
of  the  existing  street  floor  show  windows  and  the  third 
floor  level  shall  not  extend  beyond  the  building  line  for  a 
distance  of  more  than  2  inches;  that  such  projection  shall 
be  constructed  of  wire  lath  and  limestone  stucco,  so  as  to 
be  removable,  in  accordance  with  the  requirements  of  Sec¬ 
tion  C26-219.0  of  the  Admin.  Building  Code;  that  the  per¬ 
missible  projections  beyond  the  building  line  shall  not  be 
taken  advantage  of  beyond  the  proposed  distances ;  that 
the  existing  wood  window  frames  and  sash  on  the  second 
floor  where  proposed  to  be  closed  off  shall  be  removed 
and  filled  in  with  masonry  consisting  of  gypsum  block  not 
less  than  4"  in  thickness  or  equivalent ;  that  any  space  be¬ 
tween  such  wall  and  the  proposed  facing  shall  be  blocked 
off  at  the  second  floor  level  and  at  the  third  floor  level 
and  such  space  solidly  filled  with  fireproof  and  incom¬ 
bustible  filler  such  as  Vermiculite  or  similar  material  accept¬ 
able  to  the  borough  superintendent ;  that  in  all  other  re¬ 
spects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  other  than 
as  previously  modified  by  resolutions  of  the  board. 


1301 -39- A. 

APPLICANT— Brooklyn  Union  Gas  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED— Northeast  corner  of  Maspeth 
avenue  and  Varick  avenue  (Block  No.  2838,  Lot 
No.  1),  Borough  of  Brooklyn. 


APPEARANCES- 


For  Applicant:  W.  M.  Wepfer  and  L.  S.  Stiles. 
ArTTOM  OF  RDARD — Anneal  reouened  and  resolution 


amended.  T  T  T 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION— 

(1301-39-A) 

Whereas,  this  appeal  from  the  decision  of  the  fire  com¬ 
missioner,  affecting  premises  northeast  corner  of  Maspeth 
avenue  and  Varick  avenue  (Block  No.  2838,  Lot  No.  1), 
Borough  of  Brooklyn,  was  granted  by  the  board  November 
14,  1939,  on  certain  conditions,  and  owner  requested  amend¬ 
ment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  Novem¬ 
ber  14,  1939,  so  that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  fire  commissioner, 
dated  September  29,  1939,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted,  permit¬ 
ting  the  stripping  of  the  oil  by-product  of  the  gas 
manufacturing  process  to  separate  the  benzolized  wash 
oil  from  the  lighter  oil  and  further  distillation  of  the 
lighter  oil,  on  condition  that  such  process  is  carried  on 
in  the  structures  as  indicated  on  plans  filed  with  this 
appeal,  marked  ‘Received  October  20,  1939,’  such  struc¬ 
ture  being  located  adjacent  to  Maspeth  avenue;  that 
the  proposed  tanks  shall  be  located  as  indicated  on  plans 
filed,  adjacent  to  Varick  avenue,  near  Lombardy  street 
and  shall  consist  of  two  tanks  with  dyke  enclosures,  as 
indicated,  one  with  a  capacity  of  250,000  gallons  and 
one  100,000  gallons  and  with  the  distance  between  dykes 
as  shown  on  such  plans  and  with  no  dyke  less  than  100 
feet  from  Varick  avenue;  that  in  addition  to  the  exist¬ 
ing  fire-fighting  equipment  for  general  plant  protection, 
such  additional  equipment  for  protection  of  the  storage 
tanks  and  structures  shall  be  installed  as  the  fire  com¬ 
missioner  shall  direct ;  that  the  products  shall  be  pumped 
by  underground  mains  to  the  storage  tanks  within  the  I 
dyke  enclosure  ;  that  the  products  when  shipped  from  the 
premises  shall  be  pumped  from  the  storage  tanks 
through  piping  partly  underground  and  partly  carried 
on  steel  supports  above  ground,  as  shown  on  plan  filed 
unth  letter  dated  December  15,  1941,  to  tank  barges  or 
tank  cars  on  floats;  that  further  distillation  of  the 
lighter  oil  by  means  of  stills  may  be  permitted,  pro¬ 
vided  the  products  produced  by  such  distillation  are 
shipped  from  the  premises  as  herein  provided ;  that  this 
modification  with  the  conditions  set  forth,  shall  remain 
in  force  only  so  long  as  the  premises  are  used  gen¬ 
erally  for  the  manufacturing  of  illuminating  gas;  that 
the  storage  tanks  shall  be  constructed  of  steel  and 
jacketed  with  a  ceramic  covering  and  in  all  other  re¬ 
spects  shall  comply  witli  all  laws,  rules  and  regulations 
applicable  thereto.” 


647-41- A. 

APPLICANT — Sidney  L.  Strauss,  for  Botan  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner. 
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PREMISES  AFFECTED — 132-136  Greene  street,  east  side, 
150  ft.  north  of  Prince  street  (Block  No.  513,  Lot 
Nos.  3  and  5),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION— 

(647-41- A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  premises  132-136  Greene  street,  east  side, 
150  ft.  north  of  Prince  street  (Block  No.  513,  Lot  Nos. 
3  and  5),  Borough  of  Manhattan,  was  granted  by  the  board 
July  22,  1941,  on  certain  conditions,  and  applicant  requested 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  22,  1941,  so  that  as 
amended,  the  resolution  shall  read : 

“Granted  on  condition  that  the  storage  of  rags  shall 
be  restricted  to  the  section  of  the  building  as  set  forth 
and  limited  to  the  cellar  and  first  floor  of  such  section, 
namely  the  southerly  portion;  that  the  stair  enclosure 
in  this  portion  shall  be  fire -retarded,  also  that  this  por¬ 
tion  shall  be  protected  zvitli  metal  ceiling;  that  the 
amount  of  combustible  fibers  loose  and  in  bags  shall  not 
exceed  three  tons;  that  all  other  materials  shall  be  in 
bails,  the  total  not  to  exceed  five  tons;  that  the  tzuo 
source  automatic  sprinkler  system  and  fire  alarm  system 
shall  be  maintained  in  accordance  with  the  requirement 
therefor  and  to  the  satisfaction  of  the  fire  commissioner ; 
that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  appli¬ 
cable  thereto  other  than  as  modified  by  the  Board  under 
the  several  resolutions  as  far  as  same  may  apply.” 


922-41-A. 

APPLICANT — H.  G.  Vogel  Company,  Incorporated,  for 
Smith  and  Scutt  Company,  Incorporated  and 
Fannie  Billig,  owners  (Bond  Stores,  Incorporated, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 165-03  to  165-07  Jamaica  ave¬ 
nue,  north  side,  31.87  ft.  east  of  165th  street 
(Block  No.  9794,  Lot  No.  7),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  A.  E.  Breyer. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . ’ .  0 

THE  RESOLUTION— 

(922-41-A) 

Whereas,  this  appeal  from  an  order  and  decision  of  the 

fire  commissioner,  premises  165-03  to  165-07  Jamaica  avenue, 

north  side,  31.87  ft.  east  of  165th  street  (Block  No.  9794, 

Lot  No.  7),  Jamaica,  Borough  of  Queens,  was  granted  by 


the  board  December  2,  1941,  on  certain  conditions,  and 
applicant  requested  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  December  2,  1941,  so 
that  as  amended,  the  resolution  shall  read: 

“Resolved,  that  the  decision  of  the  borough  super¬ 
intendent  on  Misc.  Application  No.  5304-41  in  connec¬ 
tion  with  the  order  of  the  fire  commissioner,  Order  No. 
582-LF,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  cellar  an  automatic  wet 
sprinkler  system  complying  with  the  requirements  there¬ 
for  except  that  the  water  connection  may  be  taken  from 
the  existing  3  in.  street  water  line;  that  a  water  flow 
alarm  shall  be  provided  and  maintained  on  the  exterior 
of  the  building  at  the  street  front;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  and 
shall  be  maintained  substantially  as  described.” 


VARIATION  OF  THE  LABOR  LAW. 
1086-41-S. 

APPLICANT — Paul  Friedman,  for  Alexander  Eisenberg, 
owner  (Max  Wasserman,  lessee). 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 1050-1054  Myrtle  avenue,  south 
side,  296  ft.  7  in.  west  of  Lewis  avenue,  (Block 
No.  1585,  Lot  No.  25  and  part  of  Lot  No.  21), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman,  Vera  Wasserman 
and  Irving  P.  Marks. 

For  Administration :  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1942  at 
2  P.  M.  for  hearing  in  connection  with  Cal.  No. 
916-18-BZ. 


Adjourned,  4:50  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  October  21,  1941,  as  they  ap¬ 
peared  in  Bulletin  No.  43,  Vol.  26,  are  hereby  corrected  to 
read  as  follows : 

THE  RESOLUTION— 

(22-41-BZ) 

Whereas,  Henry  Nordheim,  for  Margaret  E.  Stanley, 
owner,  filed  January  8,  1941,  an  application  under  sections 
7h  and  21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3128-3130  Webster  avenue, 
east  side,  275  ft.  north  of  East  204th  street  (Block  No.  3357, 
Lot  No.  18),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  21,  1941,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Webster  avenue  is  in  a  business 
use  district;  Decatur  avenue  is  in  residence  and  business 
use  districts;  East  204th  street  is  in  business  and  residence 
use  districts;  and 
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Whereas,  the  decision  of  the  borough  superintendent  dated 
December  13,  1940,  reads : 

“Please  be  advised  your  application  for  a  Certificate 
of  Occupancy  for  the  use  of  above  premises  for  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  is 
hereby  denied,  as  premises  are  located  in  a  business 
district,  where  said  parking  and  storage  is  contrary  to 
Article  2,  Section  4,  of  the  Zoning  Resolution  of  the 
City  of  New  York.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  50  ft.  on  Webster  avenue  and  a  depth  of  170 
ft.  Upon  the  front  of  the  plot  there  are  two  5-car  garages. 
It  is  proposed  to  use  the  remainder  of  the  plot  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board; 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  temporary  term  of  two  (2)  j^ears,  to  permit 
the  parking  and  storage  of  more  than  five  (5)  motor  ve¬ 
hicles  in  addition  to  storing  of  10  automobiles  in  existing 
garages,  as  legally  permitted,  on  condition  that  the  plot 
shall  be  graded  and  surfaced  with  steam  cinders,  clean 
gravel  or  other  suitable  material  properly  rolled  and  bound 
to  prevent  dusting;  that  the  entrance  from  Webster  avenue 
shall  be  protected  with  the  existing  gate;  that  the  retaining 
wall  in  the  rear  shall  be  maintained;  that  no  signs  shall  be 
erected  on  the  premises  except  there  may  be  one  sign  at 
the  entrance  advertising  the  parking  and  storage  use  and  the 
rates  charged ;  that  no  additional  curb  cuts  shall  be  installed 
other  than  those  now  legally  permitted;  that  along  the  in¬ 
terior  lot  lines  there  shall  be  erected  a  substantial  fence  of 
the  chain  link  type  with  anchored  steel  posts  not  less  than  6 
ft.  in  height,;  that  proper  bumpers  shall  be  maintained  as  a 
protection  to  same;  that  such  portable  fire  fighting  appli¬ 
ances  shall  be  installed  as  the  fire  commissioner  shall  direct ; 
that  during  the  term  of  this  permit  no  additional  buildings 
shall  be  erected  on  the  premises  and  no  signs  shall  be 
erected  other  than  the  sign  permitted ;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


*  Correction — The  words  “more  than”,  as  shown  in  italics, 
inserted  in  resolution. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  July  22,  1941,  as  they  appeared 
in  Bulletin  No.  30,  Vol.  26,  are  hereby  corrected  to  read 
as  follows : 

THE  RESOLUTION— 

(580-41 -A) 

Whereas,  Jno.  B.  Snook  Sons,  Victor  C.  Farrar,  for 
Brooklyn  Home  for  Children,  owner,  filed  on  June  25,  1941, 
an  appeal  from  a  decision  of  the  borough  superintendent  af¬ 
fecting  premises  67-35  112th  street,  southeast  corner  of  67th 
road  (Block  No.  2205,  Lot  No.  1),  Forest  Hills,  Borough 
of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
N.B.  Applic.  No.  208-41,  dated  June  19,  1941,  reads : 

“1.  Living  rooms  in  cellar  not  permitted  Sec.  5.1.1  (b) 
Building  Code” 

and 

Whereas,  the  building  will  be  two  stories  and  cellar; 
(29  ft.)  in  height;  84  ft.  6  in.  by  47  ft.  in  area;  of  Class 
3  construction;  located  in  a  residence  E  and  F  district, 
and  occupied:  cellar,  recreation  room,  storage,  superinten¬ 
dent’s  apartment,  two  car  garage,  100  persons ;  first  floor, 
offices  and  living  rooms,  20  persons;  second  floor,  living 
rooms,  20  persons ;  and 

Whereas,  the  applicant  contends  that  the  living  quarters 
in  the  cellar  will  consist  of  living  room,  bedroom  and  bath 
room  for  the  sole  use  of  engineer  in  charge  of  home  build¬ 
ings  now  under  construction.  The  buildings  will  be  used  for 
the  Brooklyn  Home  for  Children.  The  level  of  the  ground 
is  7  ft.  above  cellar  floor  at  front  of  building  and  will  slope 
rapidly  so  that  ground  level  at  windows  of  living  rooms 
in  question  is  only  2  ft.  maximum  above  floor  level  at  bed¬ 
room  and  below  floor  level  at  windows  at  living  room  and 
bathroom.  Bedroom  and  living  room  windows  will  be  3 
ft.  8  in.  by  5  ft.  8  in.  and  provide  ample  light  and  ventila¬ 
tion  ;  cellar  height  will  be  9  ft.  in  the  clear. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Application  No.  208-41,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  proposed  vacant  apartment 
shall  be  located  substantially  as  proposed  and  that  no  rooms 
shall  be  constructed  that  do  not  have  windows  with  sills 
more  than  3  ft.  above  the  level  of  the  surrounding  ground ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto 
and  granted  only  so  long  as  the  use  of  the  building  is  con¬ 
tinued  as  proposed,  as  a  home  for  children. 


*Correction — the  word  “two”  inserted  in  resolution,  as 
per  applicant’s  correction  dated  January  12,  1942. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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Fire  Drill  Rules,  Adopted  By  the  Board  of  Standards  and  Appeals,  October  5,  1923 


(593-23-SR) 

DEFINITION  OF  “FIRE  DRILL.” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emergency, 
panic  or  fire  in  the  least  possible  time — by  the  nearest  safe 
means  of  exit — and  the  use  of  fire  appliances  which  shall  be 
provided  for  the  extinguishing  or  retarding  of  fire  and  the 
safeguarding  of  human  life 
Rule  1 

In  all  buildings  as  defined  in  Article  1,  Section  10  of  the 
Labor  Law  in  which  fire  drills  are  required  pursuant  to 
Section  279  thereof  and  in  any  other  building  in  which  such 
drills  are  required  by  the  Fire  Commissioner  pursuant  to  the 
power  conferred  in  section  491  of  the  New  York  City  Char¬ 
ter,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants  to 
conduct  fire  drills  monthly  and  at  such  other  times  as  the 
Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the 
owner  or  tenant  shall  appoint  from  among  their  em¬ 
ployees  such  responsible  and  dependable  persons,  male  or 
female,  who  shall  efficiently  perform  the  duties  of  the 
various  positions  of  the  fire  drill  organization,  as  specified 
on  the  accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
tin  the  blank  spaces  provided  for  that  purpose  in  said 
chart  the  names  of  persons  so  selected  and  post  said 
chart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION 

Premises  . 

Name  of  concern . 

building  No . Story . 

FOREMAN  OR  PERSON  IN  CHARGE 
^e&ular  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 


SQUAD  MONITORS 
. Squad  No.  1 . 

W  Ct  ry 


«  U 


“  “  4 

«  u  r 


«  U 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  enforce 
and  have  full  charge  of  the  “Fire  Drill”  in  every  factory 
on  each  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets,  etc.,  are  in 
leadmess  for  use,  exit  doors  are  unlocked,  aisles  are  free 
from  obstruction,  that  stairways,  halls,  etc.,  are  properly 
lighted,  and  shall  remedy  any  dangerous  condition  found 
to  exist.  Immediately  after  work  is  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
regularly  assigned  persons  are  present;  if  any  are  found 
to  be  absent,  he  shall  assign  other  employees  (if  prac¬ 
ticable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintend¬ 
ent  oi  other  person  in  charge  of  the  building  and  advise 
1,m  j^ie  fact.  The  (Floor  Captains)  Foreman’s  orders 

are  final  as  to  the  carrying  out  of  the  fire  drill  on  his 
particular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  special 
cases,  however,  extra  watchmen  may  be  assigned  by  con¬ 
sent  in  writing  from  Fire  Commissioner. 

Rule  4.  Duties  of  Searchers. 

The  MALE  AND  FEMALE  SEARCHERS  shall 
search  all  toilets,  dressing  rooms  and  emergency  rooms 
used  and  frequented  by  their  sex  and  all  other  portions  of 
the  floor  and  order  all  oersons,  except  those  authorized  to 
remain,  to  leave  the  premises.  They  are  to  take  care  of 
and  assist  all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be 
familiar  with  the  location  of  the  nearest  city  fire  alarm 
box  and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  fire  department,  any  fire  that  may  occur.  When  F 
is  necessary  for  the  fire  brigade  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all 
exit  doors  leading  to  fire  escapes,  stairways  and  other 
means  of  escape  immediately  upon  the  sounding  of  the 
alarm.  There  shall  be  two  guards  for  each  exit,  it  prac¬ 
ticable:  one  to  stand  in  the  hallway  holding  back  the  door 
and  the  other  directly  inside  on  the  floor.  1  hey  are  to 
keep  the  exit  doors  open  and  direct  the  movements  ot  the 
persons  using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  station. 
Then  close  their  doors  and  pass  out  of  the  budding.  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  shall 
take  their  designated  stations  and  remain  there  until  a 
persons  have  returned  to  their  respective  floors. 


Rule  8.  Duties  of  Squad  Monitors. 


The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 


Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  •  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march  up 
or  down  the  stairs  or  to  other  exits  as  directed  by  the 
EXIT  GUARDS. 


On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interfer¬ 
ence  with  fire  apparatus.  When  the  proper  signal  is  given 
they  shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 


alarm  rules  of  the  Board  of  Standards  and  Appeals,  the 
fire  drill  conducted  each  month  shall  include  all  of  the 
persons  on  the  premises  engaged  at  work  for  a  factory, 
and  drills  shall  be  conducted  at  least  twice  each  year  in 
which  all  of  the  persons  on  the  premises  shall  participate 
simultaneously. 


Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR 
TENANT  OF  THE  BUILDING  or  his  authorized 
agent  or  their  representatives  to  personally  observe  that 
the  “Fire  Drill”  is  held  simultaneously  on  every  floor  of 
the  building  and  the  participation  therein  of  every  occu¬ 
pant  of  such  building.  Any  FIRE  DRILL  in  which  all  of 
the  occupants  do  not  participate  shall  not  be  considered 
as  complying  with  the  LA\V,  except  as  otherwise  pro¬ 
vided  in  these  rules. 

The  person  or  persons  representing  the  OWNER, 
LESSEE  OR  TENANT,  who  supervises  the  FIRE 
DRILL  at  the  building  shall  submit  to  an  examination  by 
the  Division  of  Fire  Prevention  as  to  their  experience  and 
general  fitness  for  such  duties,  and  shall  be  so  certified  in 
writing  hv  (he  FIRE  COMMISSIONER. 


Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  wind¬ 
ing  are  rewound  after  each  alarm  and  kept  in  normal 
condition  for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING  will 
first  notify  all  Foremen  of  the  several  floors  of  the  in¬ 
tended  test  and  likewise  notify  them  when  the  repairs,  etc., 
are  completed.  This  precaution  is  taken  to  prevent  con- 
fusion  and  excitement,  also  misunderstanding  of  the  alarm 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills  He 
shall  keep  on  the  premises  a  record  of  such  drills  show’- 
ing  the  date  when  held  and  the  required  time  for  all 
occupants  to  reach  the  street  or  a  point  of  safety  outside 
the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of  the 
“Pnrp  Drill”  Organization  and  its  purport. 


Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants 
shall  participate  therein  simultaneously.  Such  drills  shall 
conduct  all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are 
installed  as  permitted  under  Rule  11  of  the  interior  fire 


*ule  12.  Registration. 


The  name  and  address  of  every  person,  corporation  or 
o-partnership,  that  will,  under  professional  service,  carry 
>n  the  trade,  business  or  calling  of  establishing,  main- 
aining  or  supervising  the  “Fire  Drill”  shall  be  registered 
n  the  Fire  Department,  which  Department  shall,  upon 
evidence  of  fitness,  grant  a  certificate  to  that  effect. 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each— postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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smoking  in  Factories,  Rules  for. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
I  he  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in '  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  January  20,  1942. 

Cal.  No.  Department  Premises  Affected 

37-42-BZ . H.B.Q _ 108-36  to  108-48  Queens  boule¬ 

vard  and  107-26  to  107-34 
Windsor  place  (71st  road), 
southeast  corner  (Block  No. 
3257,  Lot  No.  1),  Forest  Hills, 
Borough  of  Queens. 

N.  B.  6413-41. 


45-42-BZ. 


.  .H.B.B.. .  .4313  to  4323  Fourth  avenue  and 
401-403  44th  street,  northeast 
corner  (Block  No.  729,  Lot 
No.  1),  Borough  of  Brooklyn. 


N.  B.  2-42. 


46-42-BZ . H.B.Bx..  .2501  Grand  Concourse,  northwest 

corner  of  Fordham  road  and 
2508  Creston  avenue  (Block 
No.  3167,  Lot  No.  1),  Bor¬ 
ough  of  The  Bronx. 

Roof  Sign  Applic.  15-41. 


38-42-BZ.. . H.B.Bx... 440  Soundview  avenue  and  445 

Underhill  avenue,  northwest 
corner  (Block  No.  3498,  Lot 
No.  51),  Borough  of  The 
Bronx.  N.  B.  855-41. 


39-42-SM . Gold  Bond  Rock  Wool  and 

Gimco  Rock  Wool,  manufac¬ 
tured  by  National  Gypsum 
Company.  Material. 


40-42-SA . . Central  Station  Signals  Incorpo¬ 

rated  Method  for  Central  Sta¬ 
tion  Fire  Alarm  and  Air 
Pressure  Supervision  of  Non- 
Automatic  Sprinkler  Systems. 

Appliance. 


41-42-BZ . H.B.Q...  .103-01  to  103-21  Queens  boule¬ 

vard,  southeast  corner  of  68th 
road  (Block  No.  2138,  part  of 
Lot  Nos.  1  and  3),  Forest 
Hills,  Borough  of  Queens. 

N.  B.  6403-41. 


42-42-A . F.D . 5  West  31st  street,  north  side, 

125  ft.  west  of  Fifth  avenue 
(7th  floor)  ;  (Block  No.  833, 
Lot  No.  36),  Borough  of 
Manhattan. 

Decisions  re  28420-L.  C. 


43-42-A . H.B.R _ 36  Tompkins  avenue  and  116 

Tompkins  street,  southwest 
corner  (Block  No.  549,  Lot 
Nos.  17  and  18),  Stapleton, 
Borough  of  Richmond. 

Misc.  10-42. 


44-42-A . H.B.Q _ 26-25  97th  street,  southeast  cor¬ 

ner  of  Astoria  boulevard 
(Block  No.  1377,  Lot  Nos.  16 
and  66),  East  Elmhurst,  Bor¬ 
ough  of  Queens. 

N.  B.  978-41. 


47-42-S . H.B.M _ 1384-1390  Broadway  and  116-126 

West  38th  street,  southeast 
corner  (Block  No.  813,  Lot 
No.  50),  Borough  of  Man¬ 
hattan. 

Amendment  to  Alt.  2465-41. 


48-42-A . H.B.M....115  West  71st  street,  north  side, 

100  ft.  west  of  Columbus  ave¬ 
nue  (Block  No.  1143,  Lot  No. 
27),  Borough  of  Manhattan. 
Amendment  to  Alt.  2142-41. 


49-42-SM . Caycrete  and  Cayseal  (Floor 

Covering),  manufactured  by 
Cayton  Asbestos  and  Engi¬ 
neering  Company.  Material. 


50-42-BZ . H.B.Bx.. .  1261  Jerome  avenue,  west  side, 

70  ft.  south  of  West  169th 
street  (Block  No.  2855,  Lot 
No.  28),  Borough  of  The 
Bronx. 

Amendment  to  Alt.  1028-41. 


51-42-A . H.B.Q.. .  .49-17  Maspeth  avenue,  north  side, 

705  ft.  east  of  U.  S.  Bulkhead 
line  of  Newton  Creek  (Block 
No.  2587,  Lot  No.  1),  Mas¬ 
peth,  Borough  of  Queens. 

M-l  1902-41  and  M-11903-41. 


52-42-A . H.B.Q.. .  .50-30  55th  avenue,  south  side,  100 

ft.  east  of  50th  street  (Block 
No.  2567,  Lot  No.  1,  Block 
No.  2570,  Lot  No.  160  and 
Block  No.  2571,  Lot  No.  12), 
Maspeth,  Borough  of  Queens. 

M-l  1899-41  and  M-11900-41. 


53-42-SA . Elevator  Appliance  Company,  In¬ 

corporated,  Electro-Mechani¬ 
cal  Interlocks,  Types  CD,  CS, 
DS  and  ED.  Appliance. 
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54-42-SA . Elevator  Appliance  Company,  In¬ 

corporated,  Door  or  Gate 
Contact  Switches,  Types  CS- 
HG  and  CS-VD.  Appliance. 


55-42-SA . Elevator  Appliance  Company,  In¬ 

corporated,  Interlocks,  Types 
5A  and  5B.  Appliance. 


56-42-SM.. . ...Armstrong’s  Cushiontone,  manu¬ 

factured  by  Armstrong  Cork 
Company.  Material. 


57-42-BZ . H.B.B. ..  .446-456  Riverdale  avenue  and 

512-522  Snediker  avenue, 
southwest  corner  (Block  No. 
3833,  Lot  No.  26),  Borough 
of  Brooklyn.  B.  N.  3686-41. 


58-42-A . H.B.B. ...79  Hamilton  avenue,  northeast 

corner  of  Summit  street 
(Block  No.  352,  Lot  No.  1), 
Borough  of  Brooklyn. 

Alt.  5474-41. 


59-42-BZ . H.B.B..  ..  195-199  Fourth  avenue,  east  side, 

20  ft.  south  of  Sackett  street 
(Block  No.  952,  Lot  Nos.  6 
and  7),  Borough  of  Brook¬ 
lyn.  N.  B.  2303-41. 


60-42-S . F.D . 86-30  103rd  avenue,  south  side,  80 

ft.  west  of  88th  street  (Block 
No.  9107,  Lot  No.  13),  Ozone 
Park,  Borough  of  Queens. 
7425-L.  F.  and  Decision. 


6 1-42- A . H.B.Q....  135-60  108th  street,  1100  ft.  north 

of  North  Conduit  avenue  and 
100  ft.  east  of  Long  Island 
Railroad  (Block  No.  11562, 
Lot  No.  7,  Block  No.  11564, 
Lot  No.  1  and  Block  No. 
11539,  Lot  No.  1),  Aqueduct, 
Borough  of  Queens  (Aque¬ 
duct  Race  Track). 

N.  B.  5951-40  and 
Decisions  re  Misc.  71-41. 


62-42-A . F.D . 251-271  Classon  avenue,  east  side, 

264  ft.  south  of  Willoughby 
avenue  and  210-224  Taaffe 
place  (Buildings  Nos.  1  and 
2);  (Block  No.  H-85,  1924, 
Lot  Nos.  6-14),  Borough  of 
Brooklyn. 

Decision  re  88653-L.  C. 


63-42-BZ . H.B.B.. .  .4001-4011  Fourth  avenue,  south¬ 

east  corner  of  40th  street 
(Block  No.  714,  Lot  No.  6), 
Borough  of  Brooklyn. 

N.  B.  2478-40. 


64-42-A . H.B.Q.... 69-74,  69-78  and  69-82  184th 

street,  northwest  corner  of 
73rd  avenue  (Block  No.  7136, 
part  of  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

N.  B.  11-42,  N.  B.  12-42 
and  N.  B.  13-42. 


65 -42- A . H.B.Q.... 69-73  and  69-79  184th  street, 

northeast  corner  of  73rd  ave¬ 
nue  (Block  No.  7137,  part  of 
Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens. 

N.  B.  6-42  and  N.  B.  7-42. 


66-42-A . H.B.Bx.. .  1245  Choctaw  place,  north  side, 

100  ft  west  of  Seminole  ave¬ 
nue  (Block  No.  4278,  Lot  No. 
20),  Borough  of  The  Bronx. 

N.  B.  869-41. 


67-42-BZ . H.B.Bx. .  .2020  Jerome  avenue,  east  side, 

100  ft.  north  of  East  179th 
street  (Block  No.  2854,  Lot 
No.  34),  Borough  of  The 
Bronx. 

Alt.  852-41. 


Restored  to  Calendar. 

845-39-BZ . H.B.B.. .  .253-263  Empire  boulevard  and 

369-379  Rogers  avenue,  north¬ 
east  corner  (Block  No.  1308, 
Lot  No.  1),  Borough  of 
Brooklyn. 

Amendment  to 
N.  B.  1451-40. 


282-41-BZ . H.B.M....346  West  44th  street,  south  side, 

225  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  No. 
55),  Borough  of  Manhattan. 

Amendment  to 
Alt.  2186-40. 


275-37-BZ . H.B.B..  .  .900-910  Jamaica  avenue  and  1-9 

Autumn  avenue,  southeast 
corner  (Block  No.  4108,  part 
of  Lot  No.  4),  Borough  of 
Brooklyn. 

B.  N.  89-42. 
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854-41-A . F.D . 698-704  Myrtle  avenue  and  144- 

156  Spencer  street,  southwest 
corner  (Block  No.  1750,  Lot 
Nos.  24  and  30),  Borough  of 
Brooklyn. 

87561-L.  C.  and  Decision. 


200-39-SA . Carrier  Room  Weathermaker, 

Type  51 D2.  Appliance. 


201-39-SA . Carrier  Home  Weathermaker, 

Type  58D2.  Appliance. 


663-39-SA . Carrier  Unit  Heaters,  Type  46E, 

Appliance. 


908-40-SM . Coyne  and  Delany,  VB  No.  50, 

Appliance. 


818-40-BZ . H.B.M _ 1882-1884  Second  avenue,  east 

side,  25  ft.  north  of  East  97th 
street  (Block  No.  1669,  Lot 
No.  2),  Borough  of  Manhat¬ 
tan. 

Decision  re  Certificate 
of  Occupancy. 


Fire  Retarding  Rules  for  Garages, 

etc . Dec.  16,  1941 — Vol.  26,  No.  50 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No.  15 

Frame  Garages,  Ruling  for. ...... .Jan.  21,  1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

Rules  May  20,  1941— Vol.  26,  No.  20 

Gas  Shut-Off  Rules  . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . fune  5,  1928 — Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Nov.  25,  1941 — Vol.  26,  No.  47A 

Oil  Burner  Rules  . ....Jan.  13,  1942 — Vol.  27,  No.  2 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan.  6,  1942 — Vol.  27,  No.  1 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . .  . . Nov.  25,  1941— Vol.  26,  No.  47A 

Platform  Trucks,  Specifications  for. Nov.  24,  1936 — -Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) .  .Nov.  25,  1941 — Vol.  26,  No.  47A 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — Vol.  26,  No.  34 

Smoking  in  Factories,  Rules  for.... Jan.  27,  1942 — Vol.  27,  No.  4 

Sprinkler  Rules  . June  29,  1937 — Vol.  22,  No.  26 

Standpipe  Fireline  Rules  . . June  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting.  ..  June  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ...  Apr.  10,  1923 — -Vol.  8,  No.  15 


LIST  OF  APPROVED 

Anti-Siphon  Valves  .  ..Nov. 

Fireline  Hose  Valves  . Nov. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov. 

Fuel  Oil  Pipe  Terminals  . . Nov. 

Fuel  Oil  Burners  for  Industrial  Use. Nov. 

Fuel  Oil  Pumps  . Nov. 

Gas  Heaters  . Nov. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov. 

Range  Oil  Burners  and  Space 

Heaters  . Nov. 

Vacuum  Breakers  . Nov, 


APPLIANCES 

25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 

25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 

25,  1941— Vol.  26,  No.  47A 

25,  1941— Vol.  26,  No.  47A 
,  25,  1941— Vol.  26,  No.  47A 


819-40-BZ . H.B.M _ 1888-1890  Second  avenue,  east 

side,  50  ft.  south  of  east  98th 
street  (Block  No.  1669,  Lot 
Nos.  51  and  52),  Borough  of 
Manhattan. 

Decision  re  Certificate 


JANUARY  27,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
27.  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


of  Occupancy. 


DESIGNATIONS:  H.B _ Department  of  Housing  and  Buildings; 

H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


CERTIORARI  ORDER  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS 

On  January  23,  1942,  Stanley  Faulkner,  attorney  for  Pauline  Danz 
et  al,  objectors,  served  on  the  Board  a  Petition  and  Order  of 
Certiorari  re  the  decision  of  the  Board  on  January  13,  1942, 
granting  a  variance  of  the  building  zone  resolution,  under 
Section  7-F,  for  a  term  of  years,  for  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  Cal.  No.  150-41-BZ; 
premises  79-10  to  79-20  Springfield  Boulevard,  northwest 
corner  of  Union  Turnpike,  Queens  Village,  Borough  of 
Queens. 


RULES 


Last  Pobllcatfon  in  BuBetin 


Blended  Cements,  Rules  for  Testing 

and  Use  of  . . Jan. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Nov. 
Certificates  of  Occupancy,  approved 

form  . Nov. 

Concrete  Flat  Slabs,  Rules . Fuly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  _  Tune 

Concrete  Rules  (Hydrated  Lime)... Aug. 
Elevator  Rules  . Mar. 


6,  1942— Vol. 
11,  1941— Vol. 

25,  1941— Vol. 
13,  1937— Vol. 


24,  1941— Vol. 
3,  1937— Vol. 
3,  1936— Vol. 


part  of  the  premises  is  on 

Exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol. 

Factory  Exit  Rules  . Dec.  2,  1941 — Vol. 

Fire  Alarm  Rules  (Interior) . Sept.  2,  1941— Vol. 

Fire  Drill  Rules  . Jan.  20,  1942— Vol. 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Jan.  6,  1942 — Vol. 


27,  No.  1 
26,  No.  45 

26,  No.  47 
22,  No.  28 


26,  No.  25 
22,  No.  31 

21,  No.  9 

the  same 

22,  No.  24 
26,  No.  48 

26,  No.  35 

27,  No.  3 

27,  No.  1 


cal.  no.  367-41-BZ — Application,  April  24,  1941,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Ismet  Sarach, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  an  unrestricted  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1979  Wash¬ 
ington  avenue,  west  side,  162  ft.  north 
of  East  178th  street  (Block  No.  3035, 
Lot  No.  42),  Borough  of  The  Bronx. 

cal.  no.  370-41 -BZ — Application,  April  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Albert  Homer  Swanke,  applicant,  on 
behalf  of  Louis  H.  Pink,  Superintendent 
of  Insurance.  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and  Guar¬ 
anty  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles:  premises  443- 
445  Myrtle  avenue  and  143-155  Waverly 
avenue,  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brook¬ 
lyn. 

cal.  no.  435-41 -BZ — Application,  May  13,  1941,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Dolorita  Wallace, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  term  of  years,  the  erection 
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and  maintenance  of  a  gasoline  service 
station ;  premises  737  East  149th  street 
and  549  Concord  avenue,  northwest  cor¬ 
ner  (Block  No.  2641,  Lot  Nos.  18,  19 
and  20),  Borough  of  The  Bronx. 

cal.  no.  326-29-BZ — Application  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Margaret  G.  Wright, 
owner,  reopened,  May  28,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict,  the  conversion  of  occupancy  of  a 
building  to  a  non-storage  garage  for 
more  than  five  (5)  motor  vehicles  and, 
also,  a  motor  vehicle  repair  shop  (pre¬ 
viously  denied  re  garage  for  more  than 
five  (5)  motor  vehicles)  ;  premises 
3327-3329  Webster  avenue,  west  side, 
501.98  ft.  south  of  Gunhill  road  (Block 
No.  3355,  Lot  No.  140),  Borough  of 
The  Bronx. 

cal.  no.  1 1 15-41-BZ — Application,  December  30,  1941,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Dennis  Wright, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  3325  Web¬ 
ster  avenue,  west  side,  551.98  ft.  south 
of  Gun  Hill  road  (Block  No.  3355,  Lot 
No.  142),  Borough  of  The  Bronx. 

cal.  no.  762-41-BZ — Application,  August  18,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Arthur  Harris,  applicant  and 
lessee,  on  behalf  of  The  Guardian  Life 
Insurance  Company  of  America,  owner, 
to  permit  the  alteration  and  conversion 
of  occupancy  of  part  of  an  existing 
building,  located  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  to 
a  public  restaurant ;  also  the  proposed 
alteration  does  not  comply  with  the  re¬ 
quirements  of  the  building  zone  resolu¬ 
tion  as  to  the  locations  of  entrances  to 
and  show  windows  in  the  proposed 
business  use;  premises  82-84  Pierrepont 
street  and  178  Henry  street,  southwest 
corner  (Block  No.  242,  Lot  No.  37), 
Borough  of  Brooklyn. 

cal.  no.  1103-41-BZ — Application,  December  24,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  M.  Gross,  applicant,  on 
behalf  of  Gross- M  orton  Kew  Com¬ 
pany,  Incorporated,  owner,  to  permit  in 
a  residence  use  and  also  E  area  dis¬ 
trict,  the  maintenance  of  an  accessory 
one  (1)  car  garage  which  does  not 
comply  with  the  required  ten  (10)  foot 
set  back  from  the  street  line;  premises 
136-05  72nd  avenue,  northeast  corner  of 
136th  street  (Block  No.  6599,  Lot  No. 
2),  Flushing,  Borough  of  Queens. 

cal.  no.  423-41 -BZ — Application,  May  7,  1941,  under  section 
21  of  the  building  zone  resolution,  of 
Lama  and  Proskauer,  applicants,  on  be¬ 
half  of  Michael  Delia,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing 
building  to  a  junk  shop;  premises  297- 
299  Withers  street,  north  side,  200  ft. 


5$4  in.  west  of  Debevoise  avenue 
(Block  No.  2867,  Lot  Nos.  34  and  55 
and  part  of  Lot  No.  41),  Borough  of 
Brooklyn. 

cal.  no.  1307-39-BZ — Application  of  He  rman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 
rated,  lessee),  reopened  November  25, 
1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot  in  question)  ; 
premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  Nos.  48  to  53, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  413-39-BZ — Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritory,  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  15  Ocean  avenue,  south  side,  100 
ft.  west  of  Flatbush  avenue  (Block  No. 
5024,  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 

Appeal  from  Administrative  Decision. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  27,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

1041-41-A — 354  79th  street,  south  side,  230  ft.  west  of 
Fourth  avenue  (Block  No.  5979,  Lot  No. 
31),  Borough  of  Brooklyn. 

1056-41-A — 324-328  Lafayette  street,  west  side,  116.1  ft. 

south  of  Bleecker  street  and  159-161  Crosby 
street  (Block  No.  522,  Lot  No.  28),  Bor¬ 
ough  of  Manhattan. 

1 072-41  -S — 30  East  23rd  street,  south  side,  325  ft.  west 
of  Fourth  avenue  (Block  No.  581,  Lot  No. 
54),  Borough  of  Manhattan. 

89-41-A — 56-14  Nurge  avenue,  southeast  side,  139.36  ft. 

northeast  of  56th  street  (Block  No.  2643, 
Lot  No.  34),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street)  ;  (reopened  and  re¬ 
stored  to  calendar,  July  8,  1941 ;  previously 
withdrawn). 

1510-39-A — 56-14  Nurge  avenue,  southeast  side,  139.36  ft. 

northeast  of  56th  street  (Block  No.  2643, 
Lot  No.  34),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street)  ;  (reopened  Decem¬ 
ber  23,  1941). 
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a  term  of  years,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  260-01  to  260-09  Horace  Hard¬ 
ing  boulevard  and  54-49  to  54-65  Little 
Neck  parkway,  northeast  corner  (Block  ( 
No.  8274,  Lot  No.  128),  Little  Neck,' 
Borough  of  Queens. 


824-41-A — 3  Doyers  street,  south  side,  81  ft.  9  in.  west  of 
Chatham  square  (Block  No.  162,  Lot  No. 
33),  Borough  of  Manhattan. 

650-41 -A — 106-50  150th  street,  west  side,  125.36  ft.  south 
of  South  road  (Block  No.  10089,  Lot 
No.  17),  Jamaica,  Borough  of  Queens 
(reopened  December  23,  1941  re  amend¬ 
ment  of  resolution). 

1094-41 -A — 174  East  51st  street,  west  side,  142  ft.  2}/>  in. 

south  of  Winthrop  street  (Block  No. 
4620,  Lot  No.  15),  Borough  of  Brooklyn. 

Materials  for  Approval. 

609-41-SM — National  Film  and  Volatile  Cabinet. 

916-41-SM — Reyn-O-Cell  (House  and  Building  Insulation). 


JANUARY  30,  1942,  10  A.  M. 

Rules 

784-41-SR— Proposed  Rules  for  Erection,  Alteration,  Repair, 
Excavation  for  and  Demolition  of  Buildings. 

(For  Copy  of  Proposed  Rules,  see  Bulletin  of  December 
30,  1941,  Vol.  26,  No.  52.) 


FEBRUARY  3,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
3,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  38-38-BZ — Application  of  Theodore  R.  Feinberg, 
applicant,  on  behalf  of  Bowery-Chrystie 
Corporation,  owner  (Banner  Oil  Com¬ 
pany,  Incorporated,  lessee),  reopened 
September  9,  1941,  under  section  7c  of 
the  building  zone  resolution,  to  permit 
partly  in  an  unrestricted  use  and  partly 
in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service 
station  and,  also,  the  conversion  of  oc¬ 
cupancy  of  a  building  from  a  theatre  to 
a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  denied  under  sec¬ 
tion  21  by  the  Board)  ;  premises  199- 
205  Bowery,  east  side,  99  ft.  11  in.  south 
of  Rivington  street  (Block  No.  425,  part 
of  Lot  No.  9),  Borough  of  Manhattan. 

cal.  no.  503-41-BZ — Application,  June  2,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Harry  D.  Pease,  owner,  to 
permit  in  a  retail  use  district,  for  a  term 
of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue 
(Block  No.  1033,  Lot  Nos.  41,  42  and 
43),  Borough  of  Manhattan. 

cal.  no.  721-41-BZ — Application,  August  7,  1941,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  Samuels  and  Samuels,  applicants,  on 
behalf  of  Yale  Land  Company,  owner, 
to  permit  in  a  business  use  district,  for 


cal.  no.  838-41 -BZ — Application,  September  29,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applic¬ 
ants,  on  behalf  of  Joseph  Rosenbaum, 
owner,  to  permit  in  a  business  use  dis-  i 
trict,  the  use  of  a  plot  of  ground  for 
the  storage  and  sale  of  lumber  and 
building  materials  and  also  the  erection 
and  maintenance  of  accessory  build¬ 
ings;  premises  1434-1462  Linden  boule¬ 
vard,  south  side,  11  ft.  9p2  in.  east  of 
Rockaway  avenue  (Block  No.  3644,  Lot , 
No.  26),  Borough  of  Brooklyn. 

cal.  no.  1 105-41 -BZ— Application,  December  29,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  William  S.  Worrall,  Jr.,  ap¬ 
plicant,  on  behalf  of  Cord  Meyer 
Company,  owner,  to  permit  partly  in 
a  business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary! 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles ;  premises  91-12 
to  92-18  and  93-12  to  93-24  Roosevelt 
avenue,  40-02  to  40-18  Aske  street, 
93-20  to  93-32  Whitney  avenue  and 
40-09  to  41-11  Benham  street  (Block 
No.  1550,  Lot  Nos.  1,  6  and  8,  Block 
No.  1562,  parts  of  Lot  Nos.  14  and  1 
and  Block  No.  1563,  Lot  No.  32  and! 
part  of  Lot  No.  20),  Elmhurst, 
Borough  of  Queens. 

cal.  no.  1050-41-BZ — Application,  December  5,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  John  G.  Schuhmann,  applicant, 
on  behalf  of  Queensboro  Investment 
Company  and  Frank  Hardart,  owners 
(Anthony  B.  Colucci,  lessee),  to  per¬ 
mit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises 
74-11  37th  avenue,  north  side,  from 
74th  to  75th  streets  (Block  No.  1274, 
Lot.  Nos.  11,  35  and  45),  Jackson 
Heights,  Borough  of  Queens. 

cal.  no.  1062-41-BZ — Application,  December  9,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Herbert  J.  Krapp,  applicant, 
on  behalf  of  Queensboro  Investing 
Company,  owner  (Jules  Ullman,  les¬ 
see),  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  35-35  85th 
street,  east  side  and  35-34  86th  street, 
west  side,  200  ft.  north  of  35th  ave¬ 
nue  (Block  No.  1459,  Lot  Nos.  12-45), 
Jackson  Heights,  Borough  of  Queens. 

cal.  no.  219-41-BZ — Application,  March  17,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Henry  C.  Brucker,  applicant,  on 
behalf  of  City  Bank  Farmers  Trust 
Company  (as  trustee),  owner,  to  per- 
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mit  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  the  al¬ 
teration  and  conversion  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  676  St.  Nicholas  avenue  and 
1590-1612  Gates  avenue,  southwest  cor¬ 
ner  (Block  No.  3444,  Lot  No.  1), 
Ridgewood,  Borough  of  Queens. 

cat.,  no.  330-33-BZ — Application  of  George  De  Combo,  ap¬ 
plicant  and  lessee,  on  behalf  of  Jopaul 
Realty  Corporation,  owner,  reopened 
May  27,  1941,  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  228-05  Northern  boule¬ 
vard,  north  side,  386  ft.  west  of  Alley 
Creek  (Block  No.  6334,  part  of  Lot  No. 
1),  Little  Neck,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

33-42- A — 1434-1462  Linden  boulevard,  south  side,  11  ft. 

9/4  in.  east  of  Rockaway  avenue  (Block 
No.  3644,  Lot  No.  26),  Borough  of  Brook¬ 
lyn. 

1 1 06-4 1  -A — 91-12  to  92-18  and  93-12  to  93-34  Roosevelt  ave¬ 
nue,  40-02  to  40-18  Aske  street,  93-20  to 
93-32  Whitney  avenue  and  40-09  41-11 
Benham  street  (Block  No.  1550,  Lot  Nos. 
1,  6  and  8,  Block  No.  1562,  parts  of  Lot 
Nos.  14  and  1  and  Block  No.  1563,  Lot 
No.  32  and  part  of  Lot  No.  20),  Elmhurst, 
Borough  of  Queens  (under  section  35, 
General  City  Law — re  bed  of  mapped 
street). 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  3,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

881-40-A — 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353,  Lot 
No.  13),  Borough  of  Brooklyn. 

1057-41-A — 195-15  Northern  boulevard,  north  side,  between 
194th  and  196th  streets  (Block  No.  5371, 
Lot  No.  1),  Flushing,  Borough  of  Queens. 

101 0-41  -A — 1050-1054  Myrtle  avenue,  south  side,  296  ft.  7 
in.  west  of  Lewis  avenue  (Block  No.  1585, 
Lot  No.  25  and  part  of  Lot  No.  21),  Bor¬ 
ough  of  Brooklyn. 

Variation  of  the  Labor  I.aw. 

1086-41  -S — 1050-1054  Myrtle  avenue,  south  side,  296  ft.  7 
in.  west  of  Lewis  avenue  (Block  No.  1585, 
Lot  No.  25  and  part  of  Lot  No.  21),  Bor¬ 
ough  of  Brooklyn. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  February 
3,  1942,  at  2  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cat  .  no.  916-18-BZ — Application  of  Paul  Friedman,  ap¬ 
plicant,  on  behalf  of  Alexander  Eisen- 
berg,  owner,  reopened  January  13, 


1942,  for  consideration  re  amendment 
of  resolution  adopted  by  the  Board 
on  May  28,  1918,  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  oc¬ 
cupancy  of  the  first  floor  of  an  exist¬ 
ing  building  from  garage  for  more 
than  five  (5)  motor  vehicles  (previ¬ 
ously  granted  by  the  Board)  to  the 
storage  and  sale  (including  baling)  of 
new  and  used  burlap  bags;  premises 
1050-1054  Myrtle  avenue,  south  side, 
296  ft.  7  in.  west  of  Lewis  avenue 
(Block  No.  1585,  Lot  No.  25  and  part 
of  Lot  No.  21),  Borough  of  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  10,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
10,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building 
Manhattan,  on  the  following  matters : 

cal.  no.  86-29-BZ  Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Max  C.  Meyer, 
owner,  reopened  April  15,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  two-story  build¬ 
ing  to  be  occupied  for  business  purposes 
■  (store)  on  the  first  story  and  dwelling 
use  above  (previously  acted  upon  by  the 
Board)  ;  premises  241-247  Underhill 
avenue  and  268  Lincoln  place,  southeast 
corner  (Block  No.  1179,  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  714-41-BZ  Application,  August  5,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Wood  Dolson  Company,  Incorpo¬ 
rated,  for  Seamen’s  Bank  for  Savings, 
owner  (Chris  Mpazakis  and  John 
Mpazakis,  lessees),  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
conversion  of  occupancy  of  a  store  lo¬ 
cated  in  a  multiple  dwelling  to  a  res¬ 
taurant;  premises  401  West  118th  street 
and  80  Morningside  drive,  northwest 
corner  (Block  No.  1962,  Lot  No.  18), 
Borough  of  Manhattan. 

cal.  no.  747-41-BZ  Application,  August  28,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  C.  Sommerfeld,  applicant, 
on  behalf  of  K  and  H  Warehouse 
Holding  Corporation,  owner,  to  permit 
in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  (5) 
motor  vehicles;  premises  516-520  West 
181st  street,  south  side,  25  ft.  east  of 
Audubon  avenue  and  309  Audubon  ave¬ 
nue  east  side,  100  ft.  south  of  West 
181st  street  (Block  No.  2152,  Lot  No. 
67),  Borough  of  Manhattan. 

cal.  no.  985-41-BZ — Application,  November  14,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Carl  Eill  Schiffer,  ap¬ 
plicant,  on  behalf  of  Artell  Realty  Cor¬ 
poration,  owner  (Michael  Steinhauser, 
lessee),  to  permit  in  a  business  use  dis- 
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trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  46-60  Del- 
monico  place,  182  Ellery  street,  south¬ 
west  corner  and  749-751  Park  avenue 
(Block  No.  1731,  Lot  Nos.  20,  22,  23, 
24  and  33).,  Borough  of  Brooklyn. 

cal.  no.  544-41 -BZ— Application,  June  16,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Henry  G.  Harrington,  applicant,  on 
behalf  of  Estate  of  Helen  Walters, 
owner  (Maurice  Bass,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more'  than  five  (5)  motor  vehicles; 
premises  513-515  Bergen  street,  north 
side,  320  ft.  east  of  Sixth  avenue  and 
520-528  Dean  street  (Block  No.  1136, 
Lot  Nos.  24,  78  and  77),  Borough  of 
Brooklyn. 

cal.  no.  1055-41-BZ— Application,  December  5,  1941,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Louis  W.  Alpher, 
owner,  to  permit  upon  a  plot  located 
partly  in  an  unrestricted  use  and  partly 
in  a  business  use  district,  the  erection 
and  maintenance  of  a  building  to  be 
used  as  office  and  storage  of  lumber 
and,  also,  the  use  of  the  remainder  of 
the  plot  as  a  lumber  yard;  premises 
498-500  Atlantic  avenue,  south  side, 
225  ft.  west  of  Third  avenue  (Block 
No.  185,  Lot  No.  16),  Borough  of 
Brooklyn. 

cal.  no.  159-34-BZ— Application  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Kesbec,  Incor¬ 
porated,  owner,  reopened  June  17,  1941, 
under  sections  7c,  7f  and  21  of  the 
building  zone  resolution,  to  permit 
partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  extension 
of  use  of  a  gasoline  service  station  to 
include,  for  a  temporary  period,  the 
parking  and  storage  of  inore  than  five 
(5)  motor  vehicles;  premises  590  East 


Fordham  road  and  2507  Arthur  ave¬ 
nue,  southwest  corner  (Block  No.  3067, 
Lot  Nos.  54  and  56),  Borough  of  The 
Bronx. 

cal.  no.  816-41-BZ — Application,  September  24,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  C.  Keller,  applicant,  on 
behalf  of  Ludwig  Rohrmann,  owner,  to 
permit  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  exist¬ 
ing  frame  dwelling  to  a  business  build¬ 
ing  (bar,  grill  and  restaurant)  ;  prem¬ 
ises  85-03  164th  street,  southeast  corner 
of  85th  avenue  (Block  No>  9847,  Lot 
No.  26),  Jamaica,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

81 7-41- A— 85-03  164th  street,  southeast  corner  of  85th  ave¬ 
nue  (Block  No.  9847,  Lot  No.  26),  Ja¬ 
maica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  24,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
24,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  159-36-BZ — Application  of  Alurion  Realty  Corpo- 
ation,  owner,  and  Public  Service  Inter¬ 
state  Transportation  Co.,  lessee,  re¬ 
opened  February  18,  1941,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  retail  one  (1)  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245- 
259  West  41st  street,  north  side,  100  ft. 
east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JANUARY  20,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  January  13,  1942  and  Tuesday  after¬ 
noon,  January  13,  1942,  were  approved  as  printed  in  Bulle¬ 
tin  No.  3,  Volume  27. 


BUILDING  ZONE  CASES. 

413-39-BZ. 

APPLICANT— -Henry  C.  Brockman,  for  Gulf  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
June  17,  1941  (re  decision  of  the  borough  superin¬ 


tendent)  under  section  7c  of  the  building  zone 
resolution,  to  permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the  erection  of  a 
new  building  to  be  used  as  office,  car  washing  and 
lubritory,  all  accessory  to  existing  gasoline  service 
station  (previously  withdrawn). 

PREMISES  AFFECTED — 15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024, 
part  of  Lot  No.  28),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant  :  Joseph  B.  Lynch  and  Henry  C. 
Brockman. 

For  Opposition:  David  Lieberman,  and  Harold 
Klorfein,  Dept,  of  Parks. 

For  Administration :  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 
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ACTION  OF  BOARD — Laid  over  to  January  27,  1942  at 
10  A.  M.  for  Building  Department  to  submit  addi¬ 
tional  data  and  for  further  consideration  by  the 
Board. 


S83-40-BZ. 

APPLICANT — Henry  Nordheim,  for  Gray  Apartment 
Company,  Incorporated,  owner. 

SUBJECT — application  reopened  July  22,  1941  (re  decision 
of  the  acting  borough  superintendent)  under  sec¬ 
tions  7f  and  21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PR EMISES  AFFECTED — 3104  Webster  avenue  and  400 
East  204th  street,  southwest  corner  (Block  No. 
3330,  Lot  No.  72),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim,  Charles  S.  Bar¬ 
nett  and  James  W.  O’Brien. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks, 
J.  Nathan  and  P.  Levine. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(583-40-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  3096-3102  Webster  avenue,  south  side,  25  ft.  west 
of  East  204th  street  (Block  No.  3330,  Lot  No.  68),  Borough 
of  The  Bronx,  was  granted  by  the  Board  January  28,  1941, 
on  certain  conditions ;  and 

Whereas,  Henry  Nordheim,  for  Gray  Apartment  Com¬ 
pany,  Incorporated,  owner,  requested  reopening  of  the  ap¬ 
plication  under  sections  7f  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  premises 
3104  Webster  avenue  and  400  East  204th  street,  southwest 
corner  (Block  No.  3330,  Lot  No.  72),  Borough  of  The 
Bronx ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  July  22,  1941,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  20,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Webster  avenue  is  in  business 
and  unrestricted  use  districts;  East  203rd  street  and  East 
204th  street  are  each  in  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings  dated  July  7,  1941,  reads: 

“A  certificate  of  occupancy  for  the  use  of  the  above 
premises  for  the  parking  and  storage  of  more  than 
five  motor  vehicles  is  denied  as  the  location  is  within 
a  business  district  as  established  by  the  Zoning  Resolu¬ 
tion  of  the  City  of  New  York  where  such  occupancy  is 
prohibited.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  25  ft.  on  Webster  avenue  and  100  ft.  on 
East  204th  street.  Upon  the  Webster  avenue  frontage  of 
the  plot  there  is  located  a  lunch  wagon.  It  is  proposed  to 
use  the  vacant  part  of  the  plot  for  a  temporary  period  of 
not  more  than  two  years,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  Janu¬ 
ary  28,  1941,  so  that  as  amended  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  tzvo  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  consisting  of  Lots  68  and  72  zvith  a 
total  frontage  of  25  ft.  on  W ebster  avenue  and  a  depth 
of  100  ft.  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  on  condition  that 
only  those  of  the  pleasure  car  type  and  those  I capable 
of  operation  shall  be  so  stored  or  parked;  that  the  plot 
shall  be  filled  and  leveled  substantially  to  the  grade  of 
1 1 'ebster  avenue  and  shall  be  surfaced  with  steam  cin¬ 
ders,  clean  gravel  or  other  suitable  material  properly 
rolled  and  treated  with  a  binder  applied  to  provide 
general  surface  drainage  and  to  make  the  surface  sub¬ 
stantially  impervious;  that  there  shall  be  erected  on  the 
interior  lot  lines  where  zvalls  of  adjoining  buildings  do 
not  occur  and  the  street  braiding  lines  a  substantial 
zvoven  wire  fence  of  the  chain  link  type  with  anchored 
steel  posts  not  less  than  six  (6)  ft.  in  height;  that 
alongside  the  street  building  line  where  such  fence  is 
herein  required  such  fence  may  be  omitted  at  the  cor¬ 
ner  of  Webster  avenue  and  204 th  street,  where  the  ex¬ 
isting  building  occupied  as  a  diner  exists  and  which 
may  be  continued  during  the  term  of  this  permit;  that 
such  fencing  shall 'be  otherwise  continuous  except  for 
one  opening  for  entrance  and  egress  to  Webster  ave¬ 
nue;  that  such  entrance  shall  not  exceed  15  ft.  in  zvidth 
zvith  curb  cut  opposite  of  similar  zvidth;  that  during 
the  term  of  this  permit  the  premises  shall  be  occupied 
for  no  other  use  .than  the  use  herein  permitted  except 
the  existing  diner  and  no  additional  building  shall  be 
erected  thereon „  except  there  may  be  erected  a  building 
to  be  occupied  solely  as  an  office  and  shelter  for  the 
attendant,  provided  such  building  does  not  exceed  one 
story  in  height  or  more  than  100  sq.  ft.  in  area  and 
which  may  be  of  frame  and  erected  near  the  entrance; 
that  such  portable  fire  fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct;  that  no 
signs  other  than  those  advertising  the  diner  use  shall 
be  erected  on  the  premises,  except  there  may  be  one 
sign  attached  to  the  fence  near  the  entrance  advertis¬ 
ing  the  parking  and  storage  use  and  the  rates  charged, 
provided  such  sign  does  not  exceed  15  sq.  ft.  in  area 
and  does  not  extend  beyond  the  building  line  and  is  not 
illuminated;  that  any  lights  for  general  illumination 
shall  be  on  steel  post  standards  not  over  12  ft.  in  height 
zvith  metallic  reflectors  so  arranged  as  to  reflect  tozvard 
the  center  of  the  premises  and  away  from  the  adjoin¬ 
ing  residential  occupancies ;  that  no  certificate  of  occu¬ 
pancy  shall  be  issued  until  the  requirements  of  this 
resolution  are  complied  with;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  amended  resolution.” 


105-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  George  W.  Cor¬ 
nell,  Administrator  of  Estate  of  William  H. 
Schmohl,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  and  also  the  conversion  of  occupancy  of  a 
structure  to  a  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 442  East  109th  street,  south¬ 
west  corner  of  East  River  drive  (Block  No.  1702, 
Lot  No.  29),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  G.  W.  Cornell, 
John  Hohenstein  and  Herbert  F.  Hoezel. 

For  Opposition:  Sam  Gleick  and  Harold  Klorfein, 
Dept,  of  Parks. 
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For  Administration:  Theodore  B.  Richter,  Borough 
President’s  office. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  ® 

THE  RESOLUTION— 

(105-41-BZ) 

Whereas,  Lama  and  Proskauer,  for  George  W.  Cornell, 
Administrator  of  Estate  of  William  H.  Schmohl,  owner, 
filed  February  7,  1941,  an  application  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  and  also  the  conversion  of  occupancy  of  a  structure 
to  a  garage  for  more  than  five  (S)  motor  vehicles ;  premises 
442  East  109th  street,  southwest  corner  of  East  River  drive 
(Block  No.  1702,  Lot  No.  29),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
January  20,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  River  drive  is  in  a  resi¬ 
dence  use  district;  East  108th  street  and  East  109th  street 
are  each  in  unrestricted  and  residence  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  207-1941  dated  February  11,  1941,  reads : 

“Proposed  public  garage  and  parking  in  a  ^residence 
district  is  contrary  to  Sec.  3,  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  114  ft.  on  East  108th  street, 
202  ft.  on  East  River  drive  and  68  ft.  on  East  109th  street. 
The  westerly  portion  of  the .  East  108th  street  frontage 
extends  into  the  unrestricted  use  district  for  a  distance  of 
14  ft.,  while  the  remainder  of  the  plot  is  in  the  residence 
use  district.  Upon  the  northerly  part  of  the  plot  there  is 
located  a  two-story  brick  building  25  ft.  11  in.  by  68  ft.  in 
area,  occupied  on  the  1st  story  as  a  4-car  garage  and  offices, 
and  on  the  2nd  story  as  offices,  which  building  is  to  remain. 
The  remainder  of  the  plot  is  covered  with  a  frame  shed, 
and  also,  with  a  small  brick  building  along  the  westerly  part 
of  the  East  108th  street  front.  It  is  proposed  to  alter  and  to 
reconstruct  the  northerly  23  ft.  front  portion  of  the  frame 
shed  as  shown  upon  plans  filed  with  this  application  and  to 
occupy  the  shed  covered  portion  of  the  premises  as  a  garage 
for  more  than  five  (5)  motor  vehicles  and' to  use  the  open 
yard  area  at  the  westerly  lot  line  for  the  parking  of  more 
than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h  of  the  building  zone  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  .  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
to  be  occupied  for  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  on  condition  that  only  cars  of  the  passengei 
car  type  shall  be  so  parked  or  stored  and  only  those  capable 
of  operation;  that  all  frame  structures  and  fences  shall  be 
completely  removed  from  the  premises  and  the  premises 
graded  substantially  to  the  grade  of  East  108th  street  and 
surfaced  with  clean  gravel,  steam  cinders  or  other  suitable 
material  properly  rolled  and  treated  with  an  asphalt  binder ; 
that  the  premises  shall  be  of  the  area  as  indicated  on  revised 
plans  marked  “Received  Tanuary  17,  1942”  with  a  frontage 
on  East  108th  street  of  approximately  95  ft.,  excluding  the 
area  marked  for  the  proposed  widening  of  East  River  drive; 
that  on  the  street  building  line  of  108th  street  and  the  new 


building  line  of  East  River  drive  there  shall  be  erected  a 
substantial  woven  wire  fence  not  less  than  six  (6)  ft.  in 
height;  that  this  fence  shall  be  of  the  chain  link  type  with 
anchored  steel  posts,  and  with  no  openings  therein  except 
one  for  entrance  and  exit  to  East  108th  street,  not  over 
15  ft.  in  width,  with  the  existing  curb  cut  opposite  not  oyer 
17  ft.  in  width;  that  the  existing  two-story  brick  building 
to  the  north  as  reduced  in  accordance  with  the  requirements 
for  the  street  widening  may  remain  but  shall  not  be  used  as 
an  entrance  to  the  parking  space  from  East  109th  street; 
that  such  building  after  alteration  shall  be  sand  blasted  or 
painted  so  as  to  present  a  neat  appearance;  that  no  signs 
shall  be  erected  on  the  premises  except  that  there  may  be  a 
sign  attached  to  the  fence  near  the  entrance  at  East  108th 
street  advertising  only  the  parking  and  storage  use  and  the 
rates  charged,  provided  such  sign  does  not  exceed  15  sq.  ft. 
in  area  and  is  not  illuminated  and  does  not  extend  beyond 
the  building  line;  that  during  the  term  of  this  permit  the 
premises  where  parking  and  storage  is  herein  permitted  shall 
be  occupied  for  no  other  use  and  no  building  shall  be  erected 
thereon,  except  there  may  be  a  building  not  over  one  story 
in  height  and  not  over  100  sq.  ft.  in  area,  erected  near  the 
entrance  at  East  108th  street,  to  be  used  solely  as  an  office 
and  shelter  for  the  attendant ;  that  proper  aisles  shall  be 
maintained  at  all  times  for  ready  entrance  and  egress ;  that 
adequate  bumpers  shall  be  maintained  at  all  times  against 
the  lot  line  fences  and  adjoining  buildings  for  protection  to 
same;  that  the  existing  wood  fence  where  the  brick  walls  of 
adjoining  buildings  do  not  occur  on  the  westerly  lot  line 
may  be  retained  provided  such  fences  are  of  a  uniform 
height  of  not  less  than  6  ft.  and  are  maintained  in  good 
condition  at  all  times  and  kept  painted,  and  free  of 
signs;  that  any  lights  for  general  illumination  shall  be  on 
pipe  standards  not  over  12  ft.  in  height,  equipped  with 
metallic  reflectors ;  that  such  portable  fire  fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct; 
that  the  premises  shall  not  be  occupied  for  the  use  herein 
permitted  until  the  requirements  of  this  resolution  are  com¬ 
plied  with  and  a  certificate  of  occupancy  issued ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within  six 
(6)  months  from  the  date  of  this  resolution. 


378-41  -BZ. 

APPLICANT— Charles  Lee  Koester,  for  Marcel  Levy  and 
Clarence  Horwitz,  as  trustees  of  Series  Q-l  mort¬ 
gage  investments,  owners  (Andrew  Motor  Sales, 
incorporated,  lessee). 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
use  of  a  part  of  a  plot  used  as  a  gasoline  service 
station,  for  the  display  and  sale  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 131-02  Merrick  boulevard, 
southeast  corner  of  Fanners  boulevard  (Block  No. 
3576,  Lot  No.  28),  Laurelton,  Borough  of  Queens. 

APPEARANCES—  ,  „  ,  _ 

For  Applicant:  Charles  Lee  Koester  and  Paul  C. 
Molesphini. 

For  Opposition :  Edward  J.  Miller.  .  _ 

ACTION  OE  BOARD— Application  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  ® 

THE  RESOLUTION— 

(378-41-BZ) 

Whereas,  Charles  Lee  Koester,  for  Marcel  Levy  and 
Clarence  Horwitz,  as  trustees  of  Series  Q-l  mortgage  in¬ 
vestments,  owners  (Andrew  Motor  Sales,  Incorporated, 
lessee),  filed  April  28,  1941,  an  application  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  business  use 
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district  the  use  of  part  of  a  plot  used  as  a  gasoline  service 
station,  for  the  display  and  sale  of  more  than  five  (5) 
motor  vehicles;  premises  131-02  Merrick  boulevard,  south¬ 
east  comer  of  Farmers  boulevard  (Block  No.  3576,  Lot  No. 
28),  Laurelton,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  20,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Merrick  boulevard  and  Farm¬ 
ers  boulevard  are  each  in  business  and  unrestricted  use  dis¬ 
tricts;  Matthews  avenue  is  in  residence  and  business  use 
districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  1172-41  dated  April  21,  1941,  reads: 

“The  use  of  these  premises  for  the  sale  and  display 
of  more  than  five  motor  vehicles  in  a  business  district 
is  contrary  to  Art.  2,  Sec.  4a  subdiv.  15  of  the  Build¬ 
ing  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  approximately  143  ft. 
on  Farmers  boulevard,  approximately  143  ft.  on  Merrick 
boulevard  and  a  distance  of  171  ft.  along  the  east  lot  line, 
occupied  as  a  gasoline  service  station.  It  is  proposed  to 
use  part  of  the  plot  (as  shown  upon  the  plans  filed  with 
this  application)  for  the  display  and  sale  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7,  subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7-c,  to  permit  in  addition  to  the  use  cited  in  the  Certificate 
of  Occupancy,  No.  46822,  issued  July  24,  1931,  the  addi¬ 
tional  use  of  sale  of  used-cars,  on  condition  that  only  cars 
of  the  pleasure-car  type  and  those  capable  of  operation 
shall  be  offered  for  sale  on  the  plot ;  that  the  area  occu¬ 
pied  for  the  sale  of  used  cars  shall  be  restricted  to  a  por¬ 
tion  of  the  lot  on  the  easterly  side,  having  a  width  of  ap¬ 
proximately  75  feet  on  Merrick  boulevard;  that  in  all  other 
respects  the  use  of  the  premises  shall  be  in  compliance  with 
the  requirements  of  the  certificate  of  occupancy  therefor 
and  in  accordance  with  the  requirements  of  all  laws,  rules 
and  regulations  applicable  to  the  use  and  occupancy  of  the 
premises ;  that  no  additional  use  shall  be  permitted  on  the 
premises  other  than  herein  permitted  and  as  covered  by 
said  certificate  of  occupancy;  that  an  amended  certificate 
of  occupancy  shall  be  issued  in  accordance  with  the  terms 
of  this  resolution;  that  the  curb  cuts  and  entrances  from 
Merrick  boulevard  shall  not  be  increased  over  those  now 
existing;  that  an  adequate  bumper  or  wall  of  sufficient 
height  shall  be  constructed  parallel  to  the  building  line  of 
Merrick  boulevard  for  the  width  of  75  feet,  as  herein  per¬ 
mitted  for  the  space  for  the  sale  of  used  cars,  so  as  to 
prevent  cars  extending  beyond  the  building  line  and  that 
such  wall  or  bumper  shall  be  erected  back  of  the  building- 
line  for  a  distance  of  approximately  3  feet;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  six 
months  from  the  date  of  this  resolution. 


390-41-BZ. 

APPLICANT — Charles  Lee  Koester,  for  Freda  Habrich 
and  Edna  M.  Went,  owners  (F.  &  M.  Habrich, 
lessees). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to 
a  motor  vehicle  repair  shop  and  garage  for  more 


than  five  (5)  motor  vehicles  and  the  extension  of 
this  building  for  use  as  a  garage  for  more  than 
five  (5)  motor  vehicles  and  auto  laundry,  and  also 
the  use  of  the  remainder  of  the  premises  as  a  used 
car  lot. 

PREMISES  AFFECTED — 138-24  101st  avenue,  south  side, 
208.73  ft.  east  of  Remington  street  (Block  No. 
10018,  Lot  Nos.  9  and  11),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Charles  Lee  Koester  and  Max 
Habrich. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  o 

THE  RESOLUTION— 

(390-41-BZ) 

Whereas,  Charles  Lee  Koester,  for  Freda  Habrich  and 
Edna  M.  Went,  owners  (F.  &  M.  Habrich,  lessees),  filed 
May  1,  1941,  an  application  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district, 
the  conversion  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop  and  garage  for  more  than  five 
(5)  motor  vehicles,  and  the  extension  of  this  building  for 
use  as  a  garage  for  more  than  five  (5)  motor  vehicles  and 
auto  laundry,  and  also  use  of  the  remainder  of  the  premises 
as  a  used  car  lot  ;  premises  138-24  101st  avenue,  south  side, 
208.73  ft.  east  of  Remington  street  (Block  No.  10018,  Lot 
Nos.  9  and  11),  Jamaica,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  20,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  101st  avenue  is  in  a  business 
use  district;  102nd  avenue  is  in  residence  and  business  use 
districts ;  Sanders  street  is  in  unrestricted  and  business  use 
districts;  Remington  street  is  in  residence,  business  and  un¬ 
restricted  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  1061-1941  dated  May  1,  1941  and  as 
amended  November  5,  1941,  reads: 

'  “1.  The  change  of  occupancy  of  existing  building  to 
motor  vehicle  repair  shop  and  garage  for  more  than 
five  motor  vehicles  and  the  extension  of  this  building 
for  use  as  a  garage  for  more  than  five  motor  vehicles 
and  an  Auto  laundry  and  also  the  use  of  the  remainder 
of  premises  as  a  used  car  lot  in  a  business  district  is 
contrary  to  Art.  2,  Sec.  4a,  sec.  6  and  sub-division  15 
and  29  of  the  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  150  ft.  with  a  depth  of  100  ft.  Upon  the 
westerly  rear  portion  of  the  plot  there  is  a  one-story  build¬ 
ing  50  ft.  by  52  ft.  8  in.  in  area,  for  which  a  certificate  of 
occupancy  has  been  issued  for  use  as  battery  and  ignition 
service.  It  is  proposed  to  increase  the  area  of  this  building 
as  shown  upon  plans  filed  with  this  application,  to  use  the 
building  as  auto  showroom,  motor  vehicle  repair  shop, 
garage  for  more  than  five  (5)  motor  vehicles  and  auto 
laundry,  and  also  to  use  the  remainder  of  the  plot  as  a  used 
car  lot;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
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the  application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years  to  permit  the  easterly 
portion  of  the  premises  with  a  frontage  of  100  ft.  to  be 
occupied  for  the  sale  of  used  cars  on  condition  that  the 
premises  shall  be  maintained  substantially  as  indicated  on 
plans  filed  with  this  application ;  that  there  shall  be  con¬ 
structed  a  masonry  wall  approximately  2  ft.  in  height 
parallel  to  the  street  building  lines  as  indicated  and  with  not 
over  2  curb  cuts  to  101st  avenue,  each  not  exceeding  12  ft. 
in  width ;  that  such  wall  shall  be  located  to  prevent  cars 
on  display  from  extending  over  the  street  building  line;  that 
this  application  is  granted  only  on  condition  that  a  permit 
is  obtained  from  the  Department  of  Housing  and  Buildings 
for  the  proposed  automobile  showroom  building  and  laun¬ 
dry  additions  toward  the  east  as  indicated  on  such  plans 
and  that  such  building  is  constructed  and  that  except  for  the 
washing  of  cars  that  such  building  shall  be  used .  solely 
throughout  as  an  indoor  showroom  complying  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  no  signs 
advertising  the  sale  of  used  cars  shall  be  maintained  on  or 
attached  to  the  indoor  sales  room  building;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  six 
(6)  months  from  the  date  of  this  resolution. 


531-41-BZ. 

APPLICANT— Cornelius  G.  De  Loca,  for  Earned  Holding 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  su¬ 
perintendent)  under  section  7 g  of  the  building 
zone  resolution,  to  permit  in  an  unrestricted  use 
district,  the  conversion  of  occupancy  of  a  building 
to  a  garage  for  more  than  five  (5)  motor  vehicles; 
said  garage  having  vehicular  entrances  within  200 
ft.  of  an  exit  or  entrance  to  a  public  school. 
PREMISES  AFFECTED— 108-120  Knickerbocker  avenue, 
west  side,  19  ft.  9J4  in.  south  of  Thames  street 
(Block  No.  3013,  Lot  No.  15),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Cornelius  G.  De  Loca  and  P eter 
Murray. 

For  Opposition:  G.  Goldman,  Dept,  of  Education. 
For  Administration :  Morris  Hannes,  Dep’t  of 
Housing  and  Buildings,  and  Willard  J.  Car¬ 
mel  and  Nathan  J.  Paulson,  Dept,  of  Investi¬ 
gation. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  .  .  • 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(531-41-BZ) 

Whereas,  Cornelius  G.  DeLoca,  for  Earned  Holding 
Corporation,  owner,  filed  June  9,  1941,  an  application  under 
section  7g  of  the  building  zone  resolution,  to  permit  in  an 
unrestricted  use  district,  the  conversion  of  occupancy  of  a 
building  to  a  garage  for  more  than  five  (5)  motor  vehicles; 
said  garage  having  vehicular  entrances  within  200  ft.  of  an 
exit  or  entrance  to  a  public  school ;  premises  108-120  Knick¬ 
erbocker  avenue,  west  side,  19  ft.  9 )4  in.  south  of  Thames 
street  (Block  No.  3013,  Lot  No.  15),  Borough  of  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  20,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Knickerbocker  avenue, 
Thames  street  and  Flushing  avenue  are  in  unrestricted  use 
districts;  and 


Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  1632-1941  dated  May  12,  1941,  reads: 

“1.  Vehicular  entrances  of  a  public  garage  for  more 
than  five  motor  vehicles,  within  200  ft.  of  an  exit  or 
entrance  to  a  public  school  are  contrary  to  Sec.  21 A 
of  the  Zoning  Resolution.” 

and 

W hereas,  the  existing  building  is  of  Class  3  construc¬ 
tion  125  ft.  front  by  93  ft.  irregular  in  depth  and  one  story 
in  height.  It  is  proposed  to  convert  the  occupancy  of  the 
existing  building  to  a  garage  for  more  than  five  (5)  motor 
vehicles ;  said  garage  building  having  vehicular  entrances 
within  200  ft.  of  an  exit  or  entrance  to  a  public  school ; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  applicant  has  filed  consents  duly  acknowl¬ 
edged  of  the  owners  of  50%  of  the  frontage  deemed  by 
the  Board  to  be  immediately  affected  by  the  proposed  gar¬ 
age  in  accordance  with  the  requirements  of  section  7 g  of 
the  building  zone  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7g 
thereof,  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area;  that  the  adjoining  building  under  the 
same  ownership  on  Lot  No.  13  shall  at  no  time  be  occupied 
as  an  extension  to  such  garage,  except  that  any  existing 
opening  on  the  street  floor  between  the  garage  on  Lot  15 
and  the  building  on  Lot  13  shall  be  protected  with  a  fire¬ 
proof  self-closing  door  which  shall  normally  be  kept 
closed;  that  such  building  on  Lot  13  if  occupied  as  a  sales 
room  for  the  sale  of  cars  on  the  street  floor  and  factory 
on  the  second  floor  shall  be  subject  to  a  certificate  of  occu¬ 
pancy  issued  for  such  use;  that  any  existing  certificate  of 
occupancy  relating  to  the  permitted  uses  in  the  building  on 
Lot  No.  13  shall  be  amended  provided  such  building  com¬ 
plies  with  the  requirements  of  the  law  as  to  construction 
and  occupancy ;  that  no  car  opening  to  such  building  shall 
at  any  time  be  constructed  to  open  upon  Thames  street; 
t hat  in  all  other  respects  the  buildings  and  occupancies  of 
the  buildings  on  Lots  15  and  13  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one  year 
from  the  date  of  this  resolution. 


374-41-BZ. 

APPLICANT — Goldenthal  Brothers,  for  John  Eckert, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 31-17  46th  street,  east  side,  99 
ft.  7)4  in.  south  of  31st  (Jamaica)  avenue  (Block 
No.  725,  Lot  Nos.  21,  22,  23,  24  and  24a)  Long- 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Nathan  A.  Goldenthal  and  John 
Eckert. 

For  Opposition :  Gustave  Goldman,  Dept,  of  Edu¬ 
cation. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(574-41-BZ) 

Whereas,  Goldenthal  Brothers,  for  John  Eckert,  owner, 
filed  June  24,  1941,  an  application  under  section  7h  of  the 


72 


MINUTES 


building  zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  31-17  46th  street,  east  side,  99  ft.  7 %  in. 
south  of  31st  (Jamaica)  avenue  (Block  No.  725,  Lot  Nos. 
21,  22,  23,  24  and  24a),  Long  Island  City,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  20,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  46th  street  and  47th  street 
are  each  in  residence  and  business  use  districts;  31st  ave¬ 
nue  is  in  a  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  3460-41  dated  June  23,  1941,  reads: 

“1 — A  parking  and  storage  lot  in  a  residence  district 
is  prohibited  by  the  Zone  Law  (Art.  II,  Sec.  3, 
B.  Z.  R.).” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  with  a  depth  of  100  ft.  It  is  pro¬ 
posed  to  use  the  plot  for  a  temporary  period  of  not  more 
than  two  (2)  years,  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7,  subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7h  thereof,  for  a  term  of  two  (2)  years,  to  permit  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  that  only  motor  vehicles  of  the  pleasure  car  type 
shall  be  so  stored  or  parked  and  only  those  capable  of  op¬ 
eration;  that  the  property  shall  be  leveled  substantially  to 
the  grade  of  46th  street  and  shall  be  surfaced  with  clean 
gravel,  steam  cinders  or  other  suitable  material,  properly 
rolled  and  treated  with  an  asphalt  binder ;  that  on  the  street 
building  line  and  on  the  interior  lot  lines  there  shall  be 
erected  a  substantial  woven  wire  fence  not  less  than  6  ft. 
in  height  with  no  openings  therein,  except  one  to  46th  street 
for  entrance  and  egress  not  exceeding  15  ft.  in  width  and 
with  curb  cut  opposite  of  similar  width  and  one  entrance 
to  permit  access  to  the  adjoining  lot  of  the  owner  to  the 
south  at  the  rear  of  the  dwelling;  that  proper  aisles  shall 
be  maintained  at  all  times  for  easy  entrance  and  egress ; 
that  adequate  bumpers  shall  be  maintained  for  protection 
to  the  fence  and  adjoining  building;  that  during  the  term 
of  this  permit  no  building  shall  be  erected  on  the  premises; 
that  no  signs  shall  be  erected,  except  there  may  be  a  sign 
attached  to  the  fence  advertising  the  parking  and  storage 
use  and  the  rates  charged,  provided  such  sign  does  not  ex¬ 
ceed  15  sq.  ft.  in  area  and  does  not  extend  beyond  the 
building  line  and  is  not  illuminated;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  no  lights  shall  be  installed  for 
general  illumination,  except  there  may  be  one  standard 
erected  near  the  entrance  fitted  with  metallic  reflectors  re¬ 
flecting  downwardly  toward  the  center  of  the  lot  and  away 
from  the  adjoining  residential  occupancies;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one  year 
from  the  date  of  this  resolution;  that  the  lot  may  be  occu¬ 
pied  meanwhile  subject  to  a  temporary  certificate  of  occu¬ 
pancy  until  all  the  requirements  of  this  resolution  are  com¬ 
plied  with. 


605-41-BZ. 

APPLICANT — Theodore  R.  Feinberg,  for  Fourth  Avenue 
and  33rd  Street  Realty  Corporation,  owner  (Miller 
and  Tuckman,  lessees). 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 175-183  33rd  street,  north  side, 
75  ft.  east  of  Fourth  avenue  (Block  No.  681,  part 
of  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant  :  Theodore  R.  Feinberg,  Ray  Miller 
and  Minnie  Margulies. 

For  Opposition:  Joseph  Mainella,  Josephine  Rizzo, 
Raffaele  Di  Gianino,  Michele  Lopollo  and 
others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 

THE  RESOLUTION— 

(605-41-BZ) 

Whereas,  Theodore  R.  Feinberg,  for  Fourth  Avenue  and 
33rd  Street  Realty  Corporation,  owner  (Miller  and  Tuck¬ 
man,  lessee),  filed  June  27,  1941,  an  application  under  sec¬ 
tion  7h  of  the  building  zone  resolution,  to  permit  partly  in 
a  business  use  district  and  partly  in  a  residence  use  district, 
for  a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  175-183  33rd  street,  north  side,  75  ft. 
east  of  Fourth  avenue  (Block  No.  681,  part  of  Lot  No.  1), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  20,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  32nd  street  and  33rd  street 
are  each  in  residence,  business  and  unrestricted  use  districts ; 
Fourth  avenue  is  in  a  business  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  3666-1941,  dated  June  13,  1941  and 
as  amended  December  24,  1941,  reads: 

“Proposed  parking  and  storage  of  more  than  five 
cars,  within  business  and  residential  use  districts  is 
contrary  to  Art.  2,  Sect.  4a-15  and  Art.  2  Sect.  3  of 
the  Zone  resolutions.’’ 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  125  ft.  with  a  depth  of  100  ft.  2  in.  The 
westerly  portion  of  the  plot_extends  into  the  business  use 
district  for  a  distance  of  25  ft.,  while  the  remainder  of 
the  plot  is  in  the  residence  use  district.  It  is  proposed  to 
use  the  plot  for  a  temporary  period  of  not  more  than  two 
(2)  years,  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning- 
variance  under  section  7,  subdivision  h,  for  the  use  of  the 
plot  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  3666-1941  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


857-41-BZ. 

APPLICANT — Morris  Chodosh,  for  Barwin  Holding  Cor¬ 
poration,  owner  (Baruch  Winer,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 


minutes 


resolution,  to  permit  in  a  business  use  district,  the 
use  of  part  of  an  existing  building  for  the  manu¬ 
facture  of  soap.  .. 

PREMISES  AFFECTED — 235  South  1st  street,  north  side 
25  ft.  east  of  Roebling  street  (Block  No.  2395,  Lot 
No.  33),  Borough  of  Brooklyn. 

APPEARANCES—  ,  , _  .  w.  _ 

For  Applicant:  Morris  Chodosh  and  Baruch  Winer. 
For  Opposition:  Lillian  R.  Moebus,  Harold  Davis 
and  Wm.  A.  Reitman. 

ACTION  OF  BOARD — Application  granted  on  condition, 
'ppjg  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioner 

Savage  and  Deputy  Chief  Gunn  .  3 

Negative:  Commissioner  Blum  . 


resolution,  to  permit  in  a  residence  use  and  also  G 
area  district,  the  erection  and  maintenance  of  a 
building  with  an  attached  garage  located  less  than 
ten  (10)  feet  from  the  lot  line. 

PREMISES  AFFECTED— 184-31  Radnor  road,  north 
side  277.97  ft.  east  of  Kent  street  (Block  No. 
7253,  Lot  No.  56),  Jamaica  Estates,  Borough  ot 
Queens. 

APPEARANCES—  „ 

For  Applicant:  Daniel  Greenhautt. 

For  Opposition:  Harold  J.  Clautman. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  . . . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 


THE  RESOLUTION— 


(857-41-BZ) 

Whereas,  Morris  Chodosh,  for  Barwin  Holding  Corpora¬ 
tion,  owner  (Baruch  Winer,  lessee),  filed  October  3,  1941, 
an  application  under  section  21  of  the  building  zone  iesou- 
tion  to  permit  in  a  business  use  district  the  use  ot  part  o 
an  existing  building  for  the  manufacture  of  soap ;  premises 
235  South  1st  street,  north  side,  25  ft.  east  of  Roebling 
street  (Block  No.  2395,  Lot  No.  33),  Borough  of  Brooklyn; 

lU\yHF.PF.AS,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regulai 
meeting,  January  20,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  South  1st  street  and  Grand 
street  are  in  business  use  districts;  Roebling  street  is 
business  and  unrestricted  use  districts ,  and 

Whereas,  the  decision  of  the  borough  superintendent  on 

Alt.  Application  No.  2164-1941  dated  October  2,  1941  reads . 

“The  manufacture  of  soap  of  any  kind  in  a  business 
use  district  is  contrary  to  the  Zoning  Resolution.  Res. 
Sec.  4(35).” 

^Whereas,  the  existing  building  is  of  Class  3  construction, 
35  ft  front  by  74  ft.  in  depth  and  four  stories  m  height. 

It  is  proposed  to  use  the  1st  story  of  the  existing  building 

for  the  manufacture  of  soap;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  building  zone  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  i section  7-e 
thereof,  to  permit,  for  a  period  of  six  (6)  months  from  the 
date  of  this  resolution,  the  street  floor  only  of  the  building 
to  be  occupied  as  proposed  for  the  manufacture  of  soap, 
on  condition  that  the  process  shall  be  of  the  cold  type  as 
set  forth  in  the  application  and  that  at  no  time  shall  the 
oils  or  other  ingredients  be  boiled  or  brought  to  a  tempera¬ 
ture  exceeding  85°  F.;  that  this  temporary  permit  is  granted 
for  the  purpose  of  permitting  a  review  of  the  operation 
of  this  business  by  the  Board  before  any  extension  of  the 
permit  is  granted  and  upon  the  termination  ofsa  id  tem¬ 
porary  period,  all  owners  in  the  area  shall  be  notified  of  the 
miblic  hearing  for  consideration  of  the  continuance  thereot , 
that  the  management  of  the  business  and  the  control  of  the 
manufacturing  operation  shall  not  be  transferred  but  shal 
be  maintained  as  proposed  by  the  lessee  Baruch  Wl  r : 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 

thereto. 


THE  RESOLUTION— 


(937-41-BZ) 


Whereas,  Francis  A.  O’Neill,  for  Daniel  Greenhautt, 
owner,  filed  November  5,  1941,  an  application  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a  residence 
use  and  also  G  area  district,  the  erection  and  maintenance 
of  a  building  with  an  attached  garage  located  less  than  ten  | 
(10)  feet  from  the  lot  line;  premises  184-31  Radnor  road, 
north  side,  277.97  ft.  east  of  Kent  street  (Block  No.  7253, 
Lot  No.  56),  Jamaica,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application  | 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  20,  1942,  after  due  notice  by  publication 
in  the' Bulletin  of  the  Board  of  Standards  and  Appeals; 

‘"whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Radnor  road,  Midland  drive 
and  Kent  street  are  each  in  residence  use  and  G  area  ais-  j 
tncts  *  tiuid 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  5144-41  dated  November  3,  194  ,  reads: 
“1  Arrangement  of  building  with  attached  garage 
nearer  than  10  feet  to  lot  line  is  contrary  to  Sec.  16B 
(c)  of  the  Building  Zone  Resolution.  ’ 

<U  Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  60  ft.  with  a  depth  of  119  ft.  it  is 
proposed  to  erect  upon  the  plot  a  two-story  frame  and 
brick  veneer,  one-family  residence  and  accessory  garage 
building,  with  the  easterly  wall  of  the  garage  portion  ot 
the  building  being  five  (5)  feet  from  the  side  lot  line,  in¬ 
stead  of  the  ten  (10)  feet  required  by  the  building  zonej 

resolution;  and  . 

Whereas,  the  premises  and  surrounding  area  were  in- 

spected  bv  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  -1  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  leliet 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard- 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N  B  Application  No.  5144-41,  be  and  it  hereby  is  af¬ 
firmed  and  that  the  application  be  and  it  hereby  is  denied. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


937-41-BZ.  .  ,  „  ,  _ 

APPLICANT — Francis  A.  O’Neill,  for  Daniel  Greenhautt, 

owner.  .  ,  , 

SUB TECT— Application  (re  decision  of  the  borough  su¬ 
perintendent)  under  section  21  of  the  building  zone 


1088-41-A. 

APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Corpq 

ration,  owner.  . 

SUBJECT — Appeal  from  a  decision  of  the  borough  supei 

intendent.  .  ., 

PREMISES  AFFECTED— 15  Ocean  avenue,  south  sid. 

100  ft.  west  of  Flatbush  avenue  (Block  No.  MH- 
part  of  Lot  No.  28),  Borough  of  Brooklyn. 


74 


MINUTES 


T’EARANCES — 

For  Applicant:  Joseph  B.  Lynch  and  Henry  C. 
Brockman. 

For  Administration:  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

TION  OF  BOARD — Laid  over  to  January  27,  1942  at 
10  A.  M.  in  connection  with  Cal.  No.  413-39-BZ. 


65-41 -A. 

9PLICANT — Lama  and  Proskauer,  for  George  W.  Cor¬ 
nell,  Administrator  of  Estate  of  William  H. 
Schmohl,  owner. 

JBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

DEMISES  AFFECTED — 442  East  109th  street,  southwest 
corner  of  East  River  drive  (Block  No.  1702,  Lot 
No.  29),  Borough  of  Manhattan. 

PPEARANCES — 

For  Applicant :  Alfred  A.  Lama  and  George  W. 
Cornell. 

TIT  ON  OF  BOARD — Appeal  withdrawn  in  view  of  ac¬ 
tion  taken  on  Cal.  No.  105-41-BZ. 

HE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  0 


1-41-A. 

PPLICANT — William  B.  Herlands,  Commissioner,  De¬ 
partment  of  Investigation,  City  of  New  York. 
WNER  OF  PREMISES — Earned  Holding  Corporation. 
JBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings  re  Revocation  of  Certificate 
of  Occupancy  No.  1319A  and  Permit  No.  10457-19 
on  Alt.  Appl.  13971-19. 

\EMISES  AFFECTED — 108-120  Knickerbocker  avenue, 
west  side,  19  ft.  9 J/2  in.  south  of  Thames  street 
(Block  No.  3013,  Lot  No.  15),  Borough  of  Brook¬ 
lyn. 

PPEARANCES — 

For  Applicant:  Nathan  J.  Paulson  and  Willard  J. 
Carmel. 

For  Opposition :  Cornelius  G.  De  Loca  and  Petei 
Murray. 

For  Administration:  Morris  Hannes,  Dep’t  of 
Housing  and  Buildings. 

CTION  OF  BOARD— Appeal  granted. 

HE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


HE  RESOLUTION— 

( 111-41-A) 

Whereas,  William  B.  Herlands,  Commissioner,  Depart- 
ent  of  Investigation,  City  of  New  York,  filed  February 
1941,  an  appeal  from  a  decision  of  the  borough  super- 
tendent  to  revoke  Certificate  of  Occupancy  No.  13 19- A 
ul  Permit  No.  10457-19  on  Alteration  Application  No. 
>971-19 ;  Premises  108-120  Knickerbocker  avenue,  west 
de,  19  ft.  9 34  in.  south  of  Thames  street  (Block  No.  3013, 
ot  No.  15),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
Fed  January  10,  1941,  refusing  to  revoke  Certificate  of 
ccupancy  No.  1319A,  reads : 

“I  have  received  your  letter  requesting  me  to  revoke 
certificate  of  occupancy  #1319A. 

Section  646G  of  the  City  Charter  provides  that  a  cer¬ 
tificate  of  occupancy  can  be  set  aside  or  vacated  only 
by  the  Board  of  Standards  and  Appeals  or  a  court  of 
competent  jurisdiction. 

Under  the  circumstances  I  cannot  comply  with  3’our 


application  for  the  revocation  of  the  above  certificate 
of  occupancy.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  125 
ft.  by  92  ft.  &y2  in.,  irregular  in  area;  located  in  an  un¬ 
restricted  use  B  area  district.  Upon  the  plot  there  exists  a 
one-story  building,  15  ft.  in  height;  125  ft.  by  92  ft.  8^>  in. 
irregular  in  area;  of  Class  3  construction;  equipped  with  a 
standpipe  system;  and  occupied  as  a  public  garage  pur¬ 
suant  to  Certificate  of  Occupancy  No.  1319A,  issued  upon 
completion  of  alteration,  pursuant  to  Permit  No.  10457-19, 
which  was  issued  to  premises  106-120  Knickerbocker  ave¬ 
nue,  southwest  corner  of  Thames  street;  and 

Whereas,  Violation  No.  304-40,  issued  by  the  borough 
superintendent  September  4,  1940,  was  for  violation  of  Sec¬ 
tions  21-A  and  22  of  the  building  zone  resolution,  in  that  as 
Permit  No.  8157-38  had  been  revoked  by  the  borough  super¬ 
intendent  on  August  23,  1938,  as  well  as  Application  No. 
5531-38,  and  Amendment  No.  13751-38,  filed  to  such  ap¬ 
plication,  due  to  the  use  of  gasoline  pumps  and  tanks  are 
being  maintained  without  a  Certificate  of  Occupancy  and 
directing  the  discontinuance  of  the  present  occupancy  as  a 
gasoline  service  station ;  and 

Whereas,  the  applicant  contends  that  Section  21  of  the 
building  zone  resolution,  as  amended  June  6,  1919,  pro¬ 
hibited  the  erection  or  extension  of  or  conversion  to  a  gar¬ 
age  for  more  than  five  cars  within  200  ft.  of  an  exit  from 
or  an  entrance  to  a  public  school;  that  since  prior  to  1919 
Public  School  88  has  had  exits  and  entrances  on  the  south 
side  of  I  hames  street  between  Knickerbocker  avenue  and 
Vandervoort  place;  that  the  premises  above  referred  to 
front  125  ft.  on  the  westerly  side  of  Knickerbocker  avenue, 
19  ft.  9'}/2  in.  south  of  Thames  street;  that  it  is  occupied 
as  a  garage  for  more  than  five  motor  vehicles  around  the 
corner  from  the  school;  that  the  use  district  is  “unre¬ 
stricted”;  that  Alteration  Application  #13971  of  1919,  filed 
November  14,  1919,  sought  approval  for  an  extension  to  an 
existing  garage ;  that  the  existing  one-story  garage  fronted 
50  ft.  on  Knickerbocker  avenue  and  the  proposed  one-story 
extension  was  shown  fronting  75  ft.  on  Knickerbocker  ave¬ 
nue;  that  the  application  was  approved  as  Permit  No.  10457 
on  November  19,  1919;  that  the  plans  filed  with  the  ap¬ 
plication  contained  the  following : 

“Note:  No  school,  hospital  or  church  within  200' 0" 
of  garage”. 

That  upon  completion  of  construction,  Certificate  of  Oc¬ 
cupancy,  #1319A  was  issued  on  June  9,  1920;  that  this 
note  on  the  plans  as  to  the  proximity  of  a  school  was  false, 
since  Public  School  88  had  exits  and  entrances  within  200 
ft.  of  the  garage;  that  in  addition,  the  plans  represented  the 
buildings  as  extended  to  be  located  on  two  streets,  i.  e., 
Knickerbocker  avenue  and  Thames  street;  that  actually  this 
building  fronts  on  Knickerbocker  avenue  only;  that  the 
garage  occupancy  violates  Section  21  of  the  building  zone 
resolution  in  that  it  is  within  200  feet  of  an  exit  from  or 
an  entrance  to  a  public  school;  that  the  premises  violated 
Section  72,  Paragraph  L  of  the  Building  Code;  that  the 
area  of  the  premises  as  extended  exceeded  12,000  feet; 
that  Section  72,  Paragraph  L,  permitted  a  maximum  of 
7500  square  feet  for  a  non-fireproof  building  fronting  on 
one  street ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board ;  and 

Whereas,  the  Board  was  of  the  opinion  that  Certificate 
of  Occupancy  No.  1319A  was  improperly  issued  in  contra¬ 
vention  of  the  provisions  of  section  21  of  the  zoning  resolu¬ 
tion  as  then  in  force  and  should  be  revoked  and  that  a  new 
certificate  should  be  issued  upon  compliance  with  the  condi¬ 
tions  imposed  in  the  resolution  adopted  January  20,  1942 
under  Cal.  No.  531-41-BZ  designed  to  carry  out  the  inten¬ 
tion  of  section  21,  now  section  21a,  for  the  protection 
of  children  attending  Public  School  No.  88  on  Thames 
street,  having  an  entrance  within  200  ft.,  but  not  on  the 
same  street  as  the  garage  building  on  Lot  No.  15. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  January  10,  1941,  be  and  it  hereby  is  reversed  and 
that  the  appeal  be  and  it  hereby  is  granted,  revoking  Cer- 
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tificate  of  Occupancy  No.  1319-A,  and  in  view  of  the  action 
by  the  Board  under  Cal.  No.  531-41-BZ ;  that  a  new  cer¬ 
tificate  of  occupancy  be  issued  in  accordance  with  the  re¬ 
quirements  of  that  resolution. 


Adjourned,  12 :50  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  20,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 

275-37-BZ. 

APPLICANT — Charles  E.  Benisch  and  Henry  J.  Benisch, 
owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — -re  Application  (deci¬ 
sion  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district,  the  maintenance  of  a  gasoline  service 
station,  office  and  garage  for  four  (4)  motor 
vehicles. 

PREMISES  AFFECTED— 900-910  Jamaica  avenue  and  1-9 
Autumn  avenue,  southeast  corner  (Block  No.  4108, 
part  of  Lot  No.  4),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Henry  J.  Benisch. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  0 


845-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Harris  Goody 
Realty  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  21  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
erection  of  an  accessory  building  on  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED — 253-263  Empire  boulevard  and 
369-379  Rogers  avenue,  northeast  corner  (Block  No. 
1308,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative :  .  0 


282-41-BZ. 

APPLICANT — Joseph  J.  Furman,  for  Rolegru  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  new  proposal — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  under  section 
7c  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  conversion  of  occupancy 


of  the  2nd  floor  of  an  existing  building  from  resi¬ 
dence  use  to  business  use  (offices). 

PREMISES  AFFECTED— 346  West  44th  street,  south 
side,  225  ft.  east  of  Ninth  avenue  (Block  No.  1034, 
Lot  No.  55),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  J.  Furman. 

ACTION  OF  BOARD — Application  reopened,  subject  tc, 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  C 


28-41-BZ. 

APPLICANT— Edwin  Robitzek,  for  Robitzek  Investing 
Company,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borougl 
superintendent)  under  section  7c  of  the  building 
zone  resolution,  to  permit  partly  in  a  business  us( 
district  and  partly  in  a  residence  use  district,  th< 
erection  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED — South  side  of  Eastern  boule¬ 
vard,  65  ft.  east  of  Brush  avenue  (Block  No.  5541 
Lot  Nos.  8  and  150),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn,  on  writ¬ 
ten  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  - 
Negative:  .  ( 


29-41 -BZ. 

APPLICANT- — Edwin  Robitzek,  for  Robitzek  Investing 
Company,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  acting  borough  su¬ 
perintendent)  under  section  7c  of  the  building  zon< 
resolution,  to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED— South  side  of  Eastern  boule¬ 
vard,  179  ft.  east  of  Brush  avenue  (Block  No.  5541 
Lot  Nos.  8,  31  and  150),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn,  on  writ¬ 
ten  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative: .  ( 


893-41 -BZ. 

APPLICANT — Edward  J.  McCormack,  for  Stapleton  Ser 
vice  Laundry,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  building  zom 
resolution,  to  permit  in  a  business  use  district,  foi 
a  term  of  years,  the  erection  and  maintenance  of  : 
garage  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED- — 54-62  Greenleaf  avenue  aiu 
141-157  Marion  street,  northwest  corner  (Block  No 
236,  Lot  No.  73  and  part  of  Lot  No.  69),  Wes 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Edwd.  C.  Madory,  Dep’t  o 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn,  on  writtet 
request. 
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HE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative: .  0 


8-40-BZ. 

PPLICANT — M.  A.  Boule,  for  Sylvia  M.  Bullowa,  owner 
(John  Carmody,  lessee). 

OBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  (granted  by  the  Court;  previ¬ 
ously  denied  by  the  Board). 

REMISES  AFFECTED — 1882-1884  Second  avenue,  east 
side,  25  ft.  north  of  East  97th  street  (Block  No. 
1669,  Lot  No.  2),  Borough  of  Manhattan. 

PPEARAN  CES — 

For  Applicant :  C.  Bullowa. 

CTION  OF  BOARD — Application  reopened  and  granted 


on  condition. 

HE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative : .  0 

HE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative : .  0 


HE  RESOLUTION— 

(818-40-BZ) 

W  hereas,  this  application  under  section  7h  of  the  huild- 
ig  zone  resolution,  to  permit  in  a  business  use  district  for 
temporary  period  of  not  more  than  two  (2)  years,  the 
arking  and  storage  of  more  than  five  (5)  motor  vehicles, 
remises  1882-1884  Second  avenue,  east  side,  25  ft.  north  of 
last  97th  street  (Block  No.  1669,  Lot  No.  2),  Borough  of 
lanhattan,  was  denied  by  the  Board  January  14,  1941 ;  and 
Whereas,  the  Board ‘deemed  that  the  application  should 
e  reopened  and  granted  under  suitable  conditions,  in  view 
f  the  action  of  the  court;  and 

Whereas,  the  premises  have  again  been  inspected  by  a 
jmmittee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  make  a  variation  in  the  application  of  the  use  dis- 
:ict  regulations  of  the  building  zone  resolution,  and  that 
le  application  be  and  it  hereby  is  granted  under  section  7h, 
or  a  term  of  two  (2)  years,  to  permit  the  parking  and 
torage  of  more  than  five  (5)  motor  vehicles,  on  condition 
lat  the  premises  shall  be  leveled  substantially  to  the  grade 
f  Second  avenue  and  shall  be  surfaced  with  steam  cinders, 
lean  gravel  or  other  suitable  material  properly  rolled  and 
reated  with  an  asphalt  binder  to  render  a  reasonably  im- 
ervious  surface  and  to  provide  surface  drainage ;  that  there 
hall  be  erected  on  the  interior  lot  lines  where  walls  of  ad- 
oining  buildings  do  not  occur  a  substantial  woven  wire 
ence  of  the  chain  link  type  not  less  than  six  (6)  ft.  in 
eight  except  for  one  opening  for  entrance  and  egress  not 
ver  15  ft.  in  width  with  curb  cut  opposite  of  similar  width ; 
:iat  only  cars  of  the  pleasure  car  type  capable  of  operation 
hall  be  parked  or  stored ;  that  during  the  term  of  this 
ariance  the  premises  shall  be  occupied  for  no  other  use 
han  that  herein  permitted ;  that  no  buildings  shall  be  erected, 
xcept  there  may  be  a  building  not  over  one  story  in 
eight  and  not  over  100  sq.  ft.  in  area,  and  which  may  be 
f  frame,  kept  neatly  painted,  to  be  occupied  only  as  an 
•ffice  and  shelter  for  the  attendant ;  that  such  portable  fire 
ghting  appliances  shall  be  maintained  as  the  fire  commis- 
ioner  shall  direct ;  that  no  signs  shall  be  erected,  except 
hat  there  may  be  one  sign  attached  to  the  fence  advertis- 
ng  the  parking  and  storage  use  and  the  rates  charged,  pro¬ 


vided  such  sign  is  not  illuminated  and  does  not  extend  be¬ 
yond  the  building  line ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from  the 
date  of  this  resolution. 


819-40-BZ. 

APPLICANT — M.  A.  Boule,  for  Sylvia  M.  Bullowa,  owner 
(John  Carmody,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  (granted  by  the  Court;  pre¬ 
viously  denied  by  the  Board). 

PREMISES  AFFECTED— 1888-1890  Second  avenue,  east 
side,  50  ft.  south  of  East  98th  street  (Block  No. 
1669,  Lot  Nos.  51  and  52),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  C.  Bullowa. 

ACTION  OF  BOARD — Application  reopened  and  granted 


on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 

Negative:  .  0 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
N  egative :  .  0 


THE  RESOLUTION— 

(819-40-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  1888-1890  Second  avenue,  east  side,  50  ft.  south  of 
East  98th  street  (Block  No.  1669,  Lot  Nos.  51  and  52), 
Borough  of  Manhattan,  was  denied  by  the  board  January 
14,  1941;  and 

Whereas,  the  Board  deemed  that  the  application  should 
be  reopened  and  granted  under  suitable  conditions,  in  view 
of  the  action  of  the  court ;  and 

Whereas,  the  premises  have  again  been  inspected  by  a 
committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7h, 
for  a  term  of  twro  (2)  years,  to  permit  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  the  premises  shall  be  leveled  substantially  to  the  grade 
of  Second  avenue  and  shall  be  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material  properly  rolled  and 
treated  with  an  asphalt  binder  to  render  a  reasonably  im¬ 
pervious  surface  and  to  provide  surface  drainage;  that 
there  shall  be  erected  on  the  interior  lot  lines  where  walls 
of  adjoining  buildings  do  not  occur  a  substantial  woven  wire 
fence  of  the  chain  link  type  not  less  than  six  (6)  ft.  in 
height  except  for  one  opening  for  entrance  and  egress  not 
over  15  ft.  in  width  with  curb  cut  opposite  of  similar  width; 
that  only  cars  of  the  pleasure  car  type  capable  of  opera¬ 
tion  shall  be  parked  or  stored ;  that  during  the  term  of  this 
variance  the  premises  shall  be  occupied  for  no  other  use 
than  that  herein  permitted ;  that  no  buildings  shall  be 
erected,  except  there  may  be  a  building  not  over  one  story 
in  height  and  not  over  100  sq.  ft.  in  area,  and  which  may 
be  of  frame,  kept  neatly  painted,  to  be  occupied  only  as  an 
office  and  shelter  for  the  attendant;  that  such  portable  fire 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  no  signs  shall  be  erected,  except 
that  there  may  be  one  sign  attached  to  the  fence  adver¬ 
tising  the  parking  and  storage  use  and  the  rates  charged, 
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provided  such  sign  is  not  illuminated  and  does  not  extend 
beyond  the  building  line ;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


238-27-BZ. 

APPLICANT— J.  Louis  Mushin,  for  B.  &  O.  Silk  Dyeing 
Company,  Incorporated  (lessee),  for  Knickerbocker 
Laundry  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  21  of  the  building  zone 
resolution,  permitting  in  a  residence  use  district, 
the  change  of  occupancy  of  an  existing  building 
from  a  laundry  to  a  dyeing  establishment  (an  ex¬ 
tension  to  said  laundry  having  been  previously 
granted  by  Board). 

PREMISES  AFFECTED— 51-37  Codwise  place  (Dewey 
street),  east  side,  314  ft.  2Y\  in.  south  of  Queens 
boulevard  (Block  No.  2473  (1577),  Lot  No.  82), 
Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  J.  Louis  Mushin. 

ACTION  OF  BOARD — -Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  0 

THE  RESOLUTION— 

(238-27-BZ) 

Whereas,  B.  &  O.  Silk  Dyeing  Company,  Inc.,  lessee, 
for  Knickerbocker  Laundry  Company,  Incorporated,  owner, 
requested  a  reopening  of  the  application  and  an  extension  of 
the  permit,  permitting  in  a  residence  use  district  the  change 
of  occupancy  of  an  existing  building  from  a  laundry  to  a 
dyeing  establishment,  an  extension  to  said  laundry  having 
been  previously  granted  by  the  Board  under  this  calendar 
number;  premises  51-37  Codwise  place  (Dewey  street), 
east  side,  314  ft.  2Y  in.  south  of  Queens  boulevard  (Block 
No.  2473,  Lot  No.  82),  Elmhurst,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board 
November  30,  1937,  for  a  temporary  period  of  two  and  one- 
half  years,  on  certain  conditions,  the  permit  extended  April 
23,  1940,  for  a  temporary  period  of  two  (2)  years,  and 
applicant  requested  a  further  extension  of  the  temporary 
period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  23,  1940,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7e  for  a  temporary  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution  to 
permit  the  occupancy  of  the  building  for  the  silk  dyeing 
use  proposed,  on  condition  that  the  number  of  occupants 
shall  not  exceed  10  at  any  one  time;  that  the  opera¬ 
tion  of  the  plant  shall  meet  all  the  requirements  of  the 
Department  of  Health  and  State  Labor  Department 
insofar  as  they  have  any  jurisdiction  and  also  all  laws, 
rules  and  regulations  applying  to  the  building  and  its 
use;  that  the  building  and  premises  shall  not  be  ex¬ 
tended  and  that  a  new  certificate  of  occupancy  shall 
be  obtained  for  the  temporary  use  herein  permitted.” 


51-30-BZ. 

APPLICANT — Cord  Meyer  Development  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  building  zone 
resolution,  permitting  partly  in  a  business  use  dis¬ 
trict,  partly  in  a  retail  use  district  and  partly  in  a 


residence  use  district,  the  extension  of  an  existing 
gasoline  service  station  and  also,  the  erection  and 
maintenance  of  a  building  to  be  used  as  a  lubri- 
torium  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 112-01  to  112-19  Queens  boule-l 
vard,  75-01  to  75-09  112th  street,  northeast  corner 
and  112-16  to  112-40  75th  avenue  (Block  No.  2264, 
Lot  Nos.  79  and  73),  Forest  Hills,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  W.  S.  Worrall. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative: .  0 


THE  RESOLUTION— 

(51-30-BZ) 

Whereas,  this  application,  under  sections  7g  and  21  of 
the  building  zone  resolution,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles,  and  also  the  installation  of  a  gasoline  serv¬ 
ice  station,  premises  112-01  to  112-19  Queens  boulevard, 
75-01  to  75-09  112th  street,  northeast  corner,  and  112-16  to 
112-40  75th  avenue  (Block  No.  2264,  Lot  Nos.  79  and  73), 
Forest  Hills,  Borough  of  Queens,  was  granted  by  the  Board 
April  8,  1930,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  from  time  to  time 
and  last  amended  September  16,  1941 ;  and 

Whereas,  Cord  Meyer  Development  Company,  owner 
requested  a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  8,  1930,  as 
last  amended  September  16,  1941,  only  so  far  as  it  has  ref¬ 
erence  to  brand  signs,  so  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  the  existing  bracket  sign  4  ft.  in  diameter  at¬ 
tached  to  the  addition  of  the  garage  building  may  be 
maintained  in  its ■  present  location  provided  such  sign 
is  within  the  building  line  and  advertises  only  the  brand 
of  gasoline  on  sale;  that  no  other  signs  shall  be  erected 
and  no  signs  shall  extend  beyond  the  building  line  nor 
be  in  addition  to  those  herein  permitted,” 


89-38-BZ. 

APPLICANT — Herman  Kron,  for  Isaac  T.  Flatto,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  transient 
parking  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1682  Palmetto  street  and  714 
Cypress  avenue,  southeast  corner  (Block  No.  3449, 
part  of  Lot  No.  6),  Ridgewood,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Herman  Kron. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  0 

THE  RESOLUTION— 

(89-38-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 

district,  for  a  temporary  period  of  not  more  than  two  (2) 
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ars,  the  transient  parking  of  more  than  five  (5)  motor 
hides ;  premises  1682  Palmetto  street  and  714  Cypress 
enue,  southeast  corner,  (Block  No.  3449,  part  of  Lot  No. 
,  Ridgewood,  Borough  of  Queens,  was  granted  by  the 
raid  January  30,  1940,  for  a  temporary  term  of  two  (2) 
ars,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 

rmit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reby  amend  the  resolution  adopted  on  January  30,  1940, 
ily  so  far  as  it  has  reference  to  the  term  of  the  permit, 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“*  *  *  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  to  permit  *  * 


5-38-BZ. 

PPLTCANT. — Sidney  L.  Strauss,  for  Thomas  Martin, 
owner  (Alfred  A.  Harned,  lessee). 

JBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7f  of  the  building  zone 
resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  golf  driving 
range  for  a  temporary  period  of  one  (1)  year. 
REMISES  AFFECTED — 78-01  to  78-47  Main  street, 
east  side,  318.88  ft.  north  of  Union  turnpike  (Block 
Nos.  6670  and  6671,  Lot  Nos.  1  and  Block  Nos. 
6689  to  6690,  part  of  Lot  Nos.  1),  Flushing, 
Borough  of  Queens. 

PPEARAN  CES — 

For  Applicant :  Sidney  L.  Strauss. 

CTION  OF  BOARD — Application  reopened  and  permit 
extended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  . .  0 

HE  RESOLUTION— 

(71 5-38-BZ) 

Whereas,  this  application  under  section  7f  of  the  build- 
g  zone  resolution,  to  permit  in  a  residence  use  district  the 
ection  and  maintenance  of  a  golf  driving  range  for  a  tern¬ 
ary  period  of  one  (1)  year,  premises  78-01  to  78-47  Main 
reet,  east  side  of  Main  street,  318.88  ft.  north  of  Union 
impike  (Block  Nos.  6670  and  6671,  Lot  No.  1,  and  Block 
os.  6689  and  6690,  part  of  Lot  No.  1),  Flushing,  Borough 
t  Queens,  was  granted  by  the  Board  February  28,  1939, 
i  certain  conditions,  the  permit  extended  February  20,  1940 
id  February  11,  1941,  and  the  applicant  requested  a  further 
^tension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  the  resolution  of  February  28,  1939  as  amended 
ebruary  11,  1941,  only  so  far  as  it  has  reference  to  the 
■rm  of  permit,  so  that  as  amended  this  portion  of  the 
^solution  shall  read : 

“granted  for  a  term  of  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


PPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

510-39-A. 

.PPLICANT — Ernest  J.  Pirman,  for  Ilsley  Doubleday  and 
Company,  owner. 

UBJECT — Application  reopened  December  23,  1941 — re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

REMISES  AFFECTED — 56-14  Nurge  avenue  southeast 
side,  139.36  ft.  northeast  of  56th  street  (Block  No. 
2643,  Lot  No.  34),  Maspeth,  Borough  of  Queens 


(under  section  35,  General  City  Law — re  bed  of 
mapped  street). 

APPEARANCES— 

For  Applicant :  Stella  Eranchuk. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1942  at 
2  P.  M.  at  request  of  applicant. 


89-41-A. 

APPLICANT — Ernest  J.  Pirman,  for  Ilsley  Doubleday 
and  Company,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar, 
July  8,  1941 — re  Appeal  from  decisions  of  the  bor¬ 
ough  superintendent  (previously  withdrawn). 

PREMISES  AFFECTED — 56-14  Nurge  avenue  southeast 
side,  139.36  ft.  northeast  of  56th  street  (Block  No. 
2643,  Lot  No.  34),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law — re  bed  of 
mapped  street). 

APPEARANCES— 

For  Applicant :  Stella  Eranchuk. 

For  Administration:  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1942  at 
2  P.  M.  at  request  of  applicant. 


1056-41-A. 

APPLICANT — 324  Lafayette  Street  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 324-328  Lafayette  street,  west 
side,  116.1  ft.  south  of  Bleecker  street  and  159-161 
Crosby  street  (Block  No.  522,  Lot  No.  28),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  I.  Shankman. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 


1057-41 -A. 

APPLICANT — Martha  Moch,  adjoining  property  owner. 

OWNER  OF  PREMISES — Merdy  H.  L.  Crary  (John 
Birdsall,  lessee). 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  re  Revocation  of  Certificate  of  Occupancy 
No.  Q9980-40. 

PREMISES  AFFECTED — 195-15  Northern  boulevard, 
north  side,  between  194th  street  and  196th  street 
(Block  No.  5371,  Lot  No.  1),  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  John  F.  Finn,  Winifred  S.  Bern, 
J.  P.  Moch,  M.  L.  Moch  and  L.  Fuetler. 

For  Opposition:  J.  F.  X.  Sheridan  and  Tohn  Bird¬ 
sall. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings,  Frederick  H.  Mc- 
Keown,  Dr.  John  Oberwager  and  William 
Sauer,  Dept,  of  Health. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board, 
on  request  of  attorney  for  lessee. 


51-42-A. 

APPLICANT — Frank  S.  Parker,  for  Demco  Incorporated, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 49-17  Maspeth  avenue,  north 
side,  705  ft.  east  of  U.  S.  Bulkhead  line  of  New¬ 
town  Creek  (Block  No.  2587,  Lot  No.  1),  Maspeth, 
Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Frank  S.  Parker,  George  Cohen, 
H.  H.  Brown,  Arde  Bulova,  G.  Freedman  and 
Sanford  H.  Cohen. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings  and  Insp.  Meyer,  Fire 
Dep’t. 

ACTION  OF  BOARD— Laid  over  to  January  23,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 

Note:  At  the  adjourned  hearing  of  January 
23,  1942,  this  appeal  was  laid  over  to  a  further  date 
to  be  determined  by  the  Board. 


52-42-A. 

APPLICANT — Frank  S.  Parker,  for  Demco  Incorporated, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 50-30  55th  avenue,  south  side, 
100  ft.  east  of  50th  street  (Block  No.  2567,  Lot 
No.  1,  Block  No.  2570,  Lot  No.  160,  Block  No. 
2571,  Lot  No.  12),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  S.  Parker,  George  Cohen, 
H.  H.  Brown,  Arde  Bulova,  G.  Freedman  and 
Sanford  H.  Cohen. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings,  Inspector  Meyer,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  January  23,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 

Note:  At  the  adjourned  hearing  of  January 
23,  1942,  this  appeal  was  laid  over  to  a  further  date 
to  be  determined  by  the  Board. 


854-41 -A. 

APPLICANT — E.  S.  Laboratories,  Incorporated  (lessee), 
for  Aufiero  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner  (previously 
dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED— 698-704  Myrtle  avenue  and 
144-156  Spencer  street,  southwest  corner  (Block 
No.  1750,  Lot  Nos.  24  and  30),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Apolicant :  B.  G.  Edelman.. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative: . .  0 


561 -41 -A. 

APPLICANT — Westinghouse  Electric  and  Manufacturing 
Company,  Westinghouse  X-Ray  Division,  owner. 
SUBJECT — Appeal  reopened  September  23,  1941 — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED— 21-16  43rd  avenue,  southeast 
corner  of  21st  street  (Block  No.  441,  Lot  No.  16), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  Schulte. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative :  .  0 


THE  RESOLUTION— 

(561-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  boroug 
superintendent,  premises  21-16  43d  avenue,  southeast  corne 
of  21st  street  (Block  No.  441,  Lot  No.  16),  Long  Islan 
City,  Borough  of  Queens,  was  dismissed  by  the  Board  Jul 
22,  1941,  for  lack  of  prosecution;  and 

Whereas,  the  applicant  requested  reopening  of  the  ai 
peal  and  consideration  by  the  Board ;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Boar 
September  23,  1941,  subject  to  usual  procedure;  and 
Whereas,  the  decision  of  the  borough  superintendent  o, 
Alt.  Applic.  No.  1030-41,  dated  May  21,  1941,  reads: 

“1.  Use  of  wood  partitions  in  a  fireproof  factor 
is  contrary  to  Sec.  264-6  and  Sec.  270-6  of  the  Labe 
Law  1st  &  2nd  floors  also  wood  partitions  on  thir 
floor.  Office  area  are  contrary  to  Sec.  10.9.2.3  B.( 
area  exceeds  5000  sq.  ft.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  and 
stories  (37)4  ft.)  in  height;  254  ft.  9  in.  by  175  ft.  in  area 
of  Class  1  construction;  equipped  with  standpipe  and  sprinl 
ler  systems ;  located  in  an  unrestricted  use  district ;  erecte 
in  1920;  and  occupied:  cellar,  boilerroom,  no  persons;  1; 
floor,  machine  shop  and  sheet  metal  shop,  177  persons;  2n 
floor,  assembly,  plating  and  Engineering  Depts.,  99  persons 
3d  floor,  offices,  51  persons;  and 
Whereas,  the  applicant  contends  that  the  watchmen  ai 
on  duty  24  hours  a  day,  inspecting  each  portion  of  tl 
plant  at  least  once  each  hour;  that  watchmen’s  calls  ai 
connected  to  the  A.  D.  T.  fire  alarm  service;  that  fire  e> 
tinguishers  and  sand  boxes  are  maintained;  that  no  ms' 
terials  of  an  inflammable  nature  are  stored  or  used  excej 
packing  materials,  consisting  of  lumber,  excelsior,  etc.  fc 
crating  material  before  it  is  shipped;  that  it  js  proposed  1 
cover  the  wooden  partitions  around  the  Shipping  Dept,  wit 
26-gauge  metal  to  eliminate  the  possibility  of  fire  hazarc 
that  the  partitions  referred  to  on  the  3d  floor  are  offic 
partitions;  that  the  3d  floor  is  separated  from  the  balanc 
of  the  building  by  approved  fire  doors ;  that  the  partitior 
in  question  on  the  2nd  floor  enclose  the  Engineering  D< 
partment  and  dark  room  and  plating  room ;  that  the  platin 
room  was  originally  enclosed  in  fireproof  partitions  whic 
had  to  be  replaced  by  reason  of  the  fact  the  acid  us< 
in  the  plating  process  corroded  the  partitions;  that  on  tl 
first  floor  the  wooden  partition  which  divides  the  foyer  : 
the  front  entrance  from  the  balance  of  the  floor  is  entire! 
enclosed  in  fire  walls  as  is  the  partition  enclosing  the  offit 
of  the  production  manager  and  his  secretary ;  that  in  vie 
of  the  fireproof  construction  of  the  building,  and  the  2* 
hour  watchmen’s  service,  it  is  requested  the  variance  1 
granted  so  as  to  permit  the  maintenance  of  the  partitions  : 
question  as  shown  on  plans  filed  with  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendei 
on  Alt.  Applic.  No.  1030-41,  Obj.  No.  1,  be  and  it  hereby 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  c 
condition  that  no  additional  wood  partitions  shall  be  ereett 
and  that  within  two  (2)  years  all  existing  wood  partitiot 
throughout  the  building  shall  be  removed  and  replaced  wii 
legally  approved  partitions;  that  the  fire-fighting  equij 
ment  shall  be  maintained  in  accordance  with  the  requir 
ments  and  to  the  satisfaction  of  the  fire  commissioner;  th 
the  partition  enclosing  the  shipping  room  shall  be  cover< 
with  metal  on  the  shipping  room  side  as  proposed;  that  z 
sprinkler  heads  where  there  are  partitions  to  the  ceilir 
shall  be  spaced  in  accordance  with  the  sprinkler  requir 
ments ;  that  in  all  other  respects  the  building  and  occupan< 
shall  comply  with  all  laws,  rules  and  regulations  applicab 
thereto. 


813-41-A. 

APPLICANT — M.  Abbott’s  Sons,  Incorporated,  for  1 
West  40th  Street  Corporation,  owner  (Rao 
Echevarria,  lessee). 
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JBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
REMISES  AFFECTED— 80  West  40th  street  and  694- 
696  Sixth  avenue,  southeast  corner  (Block  No.  841, 
Lot  No.  89)  Borough  of  Manhattan. 

PPEARAN  CES — 

For  Applicant :  Harold  Pollack. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3 

Negative:  Deputy  Chief  Gunn  .  1 


HE  RESOLUTION— 

(813-41-A) 

Whereas,  M.  Abbott’s  Sons,  Incorporated,  for  80  West 
ith  Street  Corporation,  owner,  filed  September  20,  1941  an 
>peal  from  an  order  of  the  fire  commissioner ;  premises 
l  West  40th  street  and  694-696  Sixth  avenue,  southeast 
>mer  (6th  floor — Apt.  S3),  (Block  No.  841,  Lot  No.  89), 
orough  of  Manhattan ;  and 

Whereas,  order  No.  26725-LC  issued  by  the  fire  com- 
issioner  June  18,  1941,  reads : 

“1.  Discontinue  the  maintenance  or  operation  of  a 
still  film  laboratory  on  the  above  premises.  Reason : 
A.  Building  is  'occupied  as  a  multiple  dwelling.  Sec. 
C19-117.0-A-2,  Administrative  Code.  B.  Building  is  not 
equipped  with  an  approved  system  of  automatic  sprink¬ 
lers.  Sec.  C19-117-A-5.  Adm.  Code.” 
id 

Whereas,  the  applicant  states  that  the  building  is  ten 
ories  (150  ft)  in  height;  100  ft.  by  59  ft.  in.  in  area; 

:  Class  1  construction ;  equipped  with  a  standpipe  system ; 
•ected  in  1901;  located  in  a  retail  use  B  area  district;  and 
■cupied :  basement,  restaurant  and  dancing,  100  persons ; 
;t  floor,  restaurant  and  dancing,  125  persons;  basement  and 
;t  floor  now  vacant;  2nd  floor,  dwelling,  photographer, 
-awing  advertising  displays  office  and  chiropodist ;  3rd 
x>r,  superintendent’s  office,  dwelling,  art  studio,  photogra- 
lic  studio ;  4th  floor,  artists’  studios  and  dwellings ;  5th 
Dor,  authors’  studios,  artist’s  studio,  musician’s  studio  and 
welling;  6th  floor,  artist’s  studio,  sculptor’s  studio,  pho- 
igraphic  studio,  dwelling  and  film  developing;  7th  floor, 
lotographic  studio,  artist’s  studio  and  dwelling;  8th  floor, 
-fist’s  studio,  photographic  studio  and  dwelling;  9th  floor, 
-fists’  studios  and  dwellings;  10th  floor,  artist’s  studio  and 
welling;  and 

Whereas,  Certificate  of  Occupancy  No.  3746  issued  in 
321  permits  the  use  of  the  basement  and  first  floor  as  a  res- 
turant  with  dancing ;  2nd  to  7th  floors,  studios ;  8th  floor, 
:staurant  with  dancing;  9th  floor,  studios;  10th  floor, 
udios ;  and 

Whereas,  the  building  is  classified  as  a  heretofore  erected 
lass  A  rriultple  dwelling;  and 

Whereas,  the  applicant  contends  that  the  premises  af- 
;cted  by  the  order  consist  of  a  combination  photographic 
udio  and  apartment  occupied  by  Mr.  Raoul  Echevarria  on 
le  sixth  floor  of  this  building:  that  the  lessee  specializes 
l  making  of  prints  and  films  and  enlarging  of  such  prints ; 
lat  all  of  this  work  is  done  by  the  lessee  personally  with 
le  assistance  of  a  staff  which  consists  of  an  errand  boy 
nd  two  assistants;  that  the  lessee  has  been  in  this  business 
Dr  many  years;  that  several  alteration  applications  have 
een  made  during  that  time  and  the  Department  of  Hous- 
ig  and  Buildings  has  made  no  objection  to  the  use  in  ques- 
on;  that  the  average  amount  of  film  processed  on  the 
remises  is  30  rolls  per  day;  that  of  these  30  rolls,  25  are 
till  film  rolls,  each  2  ft.  long,  and  these  are  safety  film 
xcept  for  small  amounts ;  that  in  addition  thereto  five  5  ft. 
andid  camera  films  are  processed  and  these  are  also  mostly 
f  the  safety  type;  the  total  amount  of  film  on  hand  at  any 
ne  time  would  be  about  8  lbs.  with  a  minimum  of  nitrate 
ase  films;  that  Sec.  09-116.0  exempts  from  the  require- 
lent  of  obtaining  a  permit  premises  where  not  more  than 
,000  ft.  of  inflammable  motion  picture  film  or  less  than  10 


lbs.  of  such  film  are  handled;  that  the  quantity  of  nitrate 
film  on  hand  at  any  one  time  is  so  small  that  it  does  not 
constitute  a  hazard;  that  all  such  nitrate  film  is  kept  in 
standard  metal  containers ;  that  fire  pails  and  a  fire  ex¬ 
tinguisher  are  readily  accessible  in  the  studio ;  that  it  is 
proposed  to  install  sprinkler  heads  connected  to  the  house 
water  supply  lines  within  the  apartment  in  question,  these 
heads  to  be  located  in  the  portion  of  the  studio  where  the 
film,  is  handled. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
26725-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  to  permit  for  a  term  of  two  (2) 
years,  the  operation  of  a  still  film  laboratory  in  Studio 
Apartment  No.  53  on  the  6th  floor  of  this  building,  on  conr 
dition  that  the  premises  shall  be  maintained  substantially  as 
proposed  and  to  the  satisfaction  of  the  fire  commissioner; 
that  such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct  and  in  addition 
that  sprinkler  heads  shall  be  installed  in  the  three  rooms 
of  the  studio  apartment  used  for  developing  of  films,  such 
sprinkler  heads  to  be  fed  from  the  domestic  water  supply 
line  of  the  building,  provided  such  line  at  the  6th  floor  is 
not  less  than  1  y2  inches  in  diameter;  that  the  amount  of  in¬ 
flammable  film  shall  not  be  greater  than  the  amount  stated 
in  the  application;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


1102-41-A. 

APPLICANT — James  B.  Anderson,  Jr.,  for  Mergenthaler 
Linotype  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 29-43  Hall  street,  east  side,  133 
ft.  7  in,  north  of  Park  avenue  (Block  No.  1876, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  B.  Anderson,  Jr. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 

THE  RESOLUTION— 

(1102-41-A) 

Whereas,  James  B.  Anderson,  Jr.,  for  Mergenthaler 
Linotype  Company,  owner,  filed  December  23,  1941  an  ap¬ 
peal  from  the  decision  of  the  fire  commissioner;  premises 
29-43  Hall  street,  east  side,  133  ft.  7  in.  north  of  Park  ave¬ 
nue  (Block  No.  1876,  Lot  No.  1),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
December  10,  1941,  reads: 

“In  reply  to  your  letter  of  December  9,  1941,  relative 
to  the  webbing  of  air  cooling  ducts  by  the  direct  re¬ 
frigerating  method  to  three  buildings  at  the  above  lo¬ 
cation,  and  as  shown  on  Drawing  No.  1  of  1,  please  be 
advised  that  Art.  18,  Section  C19-98.0  (b)  of  the  Ad¬ 
ministrative  Code  does  not  provide  for  the  webbing  of 
such  ducts  from  one  building  to  another.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5  and 
8  stories  (80  ft.)  in  height;  139  ft.  by  95  ft.  in  area;  of 
Class  1  construction ;  equipped  with  a  sprinkler  system ;  par¬ 
tially  equipped  with  a  standpipe  system;  erected  in  1905, 
1897  and  1912;  located  in  an  unrestricted  use  district;  and 
occupied  as  follows:  cellar,  storage,  6  persons;  first  floor, 
storage  and  records,  8  persons ;  second  floor,  storage  and 
experimenting,  26  persons ;  third  floor,  manufacturing  pre¬ 
cision  instruments,  150  persons;  fourth  floor,  same,  150  per¬ 
sons;  fifth  floor,  engineering  department,  78  persons;  sixth 
floor,  offices,  25  persons;  seventh  floor,  offices  and  experi- 
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meriting,  20  persons ;  eighth  floor,  experimental  machine 
shop,  IS  persons.  No  change  in  use  or  occupancy  is  pro¬ 
posed  ;  and 

Whereas,  the  applicant  contends  that  all  of  the  build¬ 
ings  in  this  group  are  connected  by  means  of  doors ;  that 
all  stairways  are  enclosed  and  equipped  with  self-closing 
steel  doors ;  that  the  proposed  air  conditioning  system  will 
he  confined  to  the  third  floors  only  and  is  necessary  in  con¬ 
nection  with  the  manufacture  of  precision  instruments  for 
defense  requirements ;  that  the  system  will  have  a  capacity 
of  60  tons  and  will  contain  not  over  300  lbs.  of  Freon-12 
refrigerant;  that  there  are  no  open  flames  on  the  premises; 
that  the  existing  Administrative  Code  does  not  provide  for 
the  installation  of  air  ducts  from  one  building  to  another; 
that  the  proposed  installation  will  meet  the  requirements  of 
the  proposed  amendment  to  the  Administrative  Code. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
December  10,  1941,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  air- 
conditioning  system  shall  in  all  other  respects  meet  the  re¬ 
quirement  of  the  Administrative  Code  and  shall  also  meet 
the  requirements  of  the  proposed  Code  now  pending  before 
the  City  Council  for  adoption  and  shall  he  maintained  to  the 
satisfaction  of  the  fire  commissioner. 


VARIATIONS  OF  THE  LABOR  LAW. 

1072-41-S. 

APPLICANT — J.  M.  Berlinger,  for  Excelsior  Savings 
Bank,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  an  order  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 30  East  23rd  street,  south  side, 
325  ft.  west  of  Fourth  avenue  (Block  No.  581, 
Lot  No.  54),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  I.  Goldman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1942  at 
2  P.  M.  for  applicant  to  file  corrected  plans. 


19-42-S. 

APPLICANT — John  Post  Construction  Corporation  for 
Greenwood  Cemetery,  owner  (Babaco  Alarm  Sys¬ 
tem,  lessee). 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 725  Washington  street,  east 
side,  50  ft.  south  of  West  11th  street  (Block  No. 
634,  Lot  No.  2),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  I.  S.  Hannes  and  John  Post,  Jr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  0 

THE  RESOLUTION— 

(19-42-S) 

Whereas,  John  Post  Construction  Corporation,  for 
Greenwood  Cemetery,  owner  (Babaco  Alarm  System, 
lessee)  filed  January  7,  1942,  an  application  for  a  variation 
from  the  requirements  of  the  labor  law  as.  cited  in  a  de¬ 
cision  of  the  borough  superintendent;  premises  725  Wash¬ 
ington  street,  east  side,  50  ft.  south  of  West  lltli  street 
(Block  No.  634,  Lot  No.  2),  Borough  of  Manhattan;  and 


Whereas,  the  decision  of  the  borough  superintendent  oi 
Alt.  Applic.  No.  3685-40,  dated  December  30,  1941,  reads 
“8.  Required  stair  must  extend  to  roof  where  egres: 
may  be  had  to  roof  of  adjacent  structure  Section  272 
Subdiv.  2  Labor  Law  (See  Inspector’s  Report  12-23; 
41)” 

and 

Whereas,  the  applicant  states  that  the  building  is  tw( 
stories  (20  ft.)  in  height;  25  ft.  by  70  ft.  in  area;  of  Class  ) 
construction ;  located  in  a  unrestricted  use  district ;  erecter 
in  1900;  and  used  since  1942  as  follows:  first  floor,  repai- 
of  burglar  alarms,  7  persons;  second  floor,  factory  for  as 
sembly  of  burglar  alarms,  12  persons.  The  building  i: 
equipped  with  one  3  ft.  8  in.  steel  interior  stairs  enclosec 
on  first  floor  with  fire  retarding  partitions  and  at  seconc 
story  with  partitions  constructed  of  2  by  3  wood  stud 
covered  with  sheet  rock.  There  is  a  fireproof  self-closing 
door  in  the  partition  at  the  first  story  and  no  door  at  tin 
second  story  level.  The  building  is  equipped  with  a  fin 
escape  at  the  rear  which  leads  to  grade  by  sliding  dro] 
ladder  and  will  be  provided  with  a  goose-neck  ladder  t( 
roof.  Egress  from  the  termination  of  fire  escape  in  th< 
rear  yard  will  he  by  means  of  a  gate  in  the  fence  to  th 
yard  at  rear.  The  windows  on  the  course  of  the  fire  escapi 
are  not  protected.  The  building  to  the  north  is  3  ft.  8  in 
higher  than  the  building  in  question.  The  building  to  tin 
south  is  4  stories  in  height ;  and 

Whereas,  the  applicant  contends  that  there  is  an  openin; 
in  the  partition  on  the  first  floor  with  self-closing  fireproo 
door  and  an  opening  on  the  second  floor  with  two  woo< 
doors;  that  there  is  a  ladder  leading  to  a  scuttle  in  tin 
roof  at  about  the  center  of  the  second  story  loft ;  that  then 
is  an  existing  fire  escape  located  at  rear  of  the  bujldin 
with  a  drop  ladder  to  the  10  ft.  rear  yard;  that  a  variatioi 
is  requested  so  as  to  relieve  the  owner  of  the  requiremen 
for  extending  the  stairway  to  the  roof  through  a  bulkheai 
because  such  extension  would  necessitate  reproving  a  num 
her  of  partitions  and  the  present  construction  is  unfavor 
able;  that  the  occupancy  of  the  second  floor  will  not  exceec 
20  persons;  that  it  is  proposed  to  provide  a  ladder  t< 
scuttle  within  the  stair  enclosure  and  a  Labor  Law  fir 
escape  at  the  front  of  the  building  at  the  second  story  witl 
a  counterbalanced  stairway  to  the  street;  that  the  firs 
floor  will  be  used  to  repair  and  construct  fire  alarms  oi 
trucks  and  will  have  an  occupancy  of  not  more  than  b 
people;  that  the  entire  building  will  be  occupied  by  on 
tenant. 

Resolved,  that  the  decision  of  the  borough  superintenden 
on  Alt.  Applic.  No.  3685-40,  Obj.  No.  8,  be  and  it  hereby  i 
modified  and  that  the  appeal  be  and  it  hereby  is  grants 
on  condition  that  the  building  shall  be  maintained  substan 
tially  as  set  forth  and  shall  not  be  increased  in  height  o 
area;  that  the  rear  fire  escape  shall  be  equipped  with 
gooseneck  ladder  to  the  roof ;  that  there  shall  be  con 
structed  and  maintained  a  double  rung  ladder  within  th 
stair  enclosure  leading  to  the  roof  by  means  of  a  scuttl 
with  an  easy  opening  fastener;  that  there  shall  be  a  fir 
escape  erected  on  the  front  of  the  building  complying  wit' 
the  requirements  of  the  Labor  Law  therefor;  that  the  ceil 
ing  of  the  first  story  shall  be  fire  retarded  in  accordanc 
with  the  rules  of  the  Board;  that  the  enclosure  of  th 
stairway  from  the  second  floor  to  the  street  shall  be  fir- 
retarded  in  accordance  with  the  rules  of  the  Board ;  that  ii 
all  other  respects  the  building  and  accupancy  shall  conipl 
with  all  laws,  rules  and  regulations  applicable  thereto. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

200-39-SA. 

APPLICANT — W.  F.  Tyson,  for  Carrier  Corporatior 
owner. 

SUBJECT — Application  for  consideration — reopening  an 
amendment  of  resolution  re  approval  of  addition; 
models — re  Carrier  Self-Contained  Air-Conditionin 
Units,  Models  41B,  41Q,  51B1,  51B2,  51C2  an 
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51D2  (previously  approved  re  Models  50G,  50H, 
SOL  and  50M). 

PPEARAN  CES — 

For  Applicant:  None. 

CTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

HE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative: .  0 


4-39-SA. 

PPL1CANT — W.  F.  Tyson,  for  Carrier  Corporation, 
owner. 

JBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  approval  of  additional 
model — re  Carrier  Direct  Fired  Gas  Burner  Unit, 
Model  58C4  (previously  approved  re  Models  58C3 
and  58C4). 

PPEARAN  CES — 

For  Applicant :  None. 

CTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

HE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  arid  Blum  and  Deputy  Chief  Gunn. .  4 

Negative : .  0 


•3-39-SA. 

PPLICANT — W.  F.  Tyson,  for  Carrier  Corporation, 
owner. 

OBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  approval  of  additional 
model — re  Carrier  Heat  Diffusing  Units,  Model 
46E  (previously  approved  re  Models  46P,  46Q  and 
46R) . 

PPEARAN  CES — 

For  Applicant :  None. 

CTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

HE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative: .  0 


4-41  -S  A. 

PPLICANT — Scientific  Concrete  Service  Corporation, 
owner. 

[JBJECT — (SC)2  Method  of  Precision  Control  in  Con¬ 
crete  Manufacture,  approval  of. 

PPEARAN  CES — 

For  Applicant :  K.  F.  Moss. 

CTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

HE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative : .  0 


HE  RESOLUTION— 

(874-41-SA) 

V  hkreas,  Scientific  Concrete  Service  Corporation,  owner, 
ed  on  October  9,  1941,  an  application  with  the  Board  of 
andards  and  Appeals  for  approval  of  the  appliance  known 
the  (SC)2  Method  of  Precision  Control  in  Concrete 
anufacture;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
i  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 

December  24,  1941. 

Cal.  No.  874-41-SA 

Subject:  Approval  of  the  (SC)2  Method  of  Precision 
Control  in  Concrete  Manufacture. 

On  October  9th  the  Scientific  Concrete  Service  Cor¬ 
poration,  Washington,  D.  C.,  filed  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
the  (SC)2  Method  of  Precision  Control  in  Concrete 
Manufacture  under  the  provisions  of  Article  C26-191.0 
and  C26-499.0  d  of  the  Administrative  Code  and  simi¬ 
larly  when  used  in  concrete  block  manufacturing  plants 
under  the  Board’s  Rules  for  the  Manufacture,  Testing 
and  Use  of  Concrete  Masonry  Units. 

The  object  of  this  method  is  to  improve  accuracy  in 
the  weigh  batching  of  concrete  and  to  provide  an  auto¬ 
matic  record  of  the  weight  of  all  ingredients  entering 
into  concrete  batches.  This  is  desirable  because  the 
ratio  between  the  quantity  of  water  and  the  quantity 
of  cement  in  concrete  mixes  is  the  basis  of  concrete 
strength  and  because  a  substantial  part  of  the  required 
water,  usually  from  20%  to  40%  of  the  total,  enters 
into  the  mix  as  contained  moisture  in  the  fine  and  coarse 
aggregates.  It  is,  therefore,  desirable  first  to  ascertain 
accurately  the  quantity  of  moisture  contained  in  each 
aggregate,  and  second  to  compensate  for  this  moisture 
so  that,  when  the  mix  is  weighed  out,  the  specified  quan¬ 
tity  of  each  ingredient  will  be  delivered  to  the  mixer 
regardless  of  varying  moisture  content  in  the  aggre¬ 
gates.  To  obtain  this  result  weight  compensation  is 
made  not  only  in  the  water  but  also  in  the  aggregates 
because  the  weight  of  dry  material  in  a  given  quantity 
of  moist  aggregate  varies  inversely  with  the  moisture 
content. 

It  is  obvious  that,  to  be  of  value,  moisture  determina¬ 
tion  and  compensation  must  be  made  quickly  because 
moisture  content,  under  certain  conditions,  varies  rap¬ 
idly  and  to  be  of  value  the  compensation  must  be 
capable  of  application  to  the  actual  material  that  has 
been  tested  for  moisture  content. 

With  the  (SC)2  method  moisture  determinations  can 
be  made  in  less  than  a  minute  accurately  to  the  nearest 
VA%  by  weight. 

The  (SC)2  Method  consists  of  three  parts  which 
operate  as  follows : 

1.  The  ( SC)1  Moisture  Meter:  This  is  a  Toledo 
Scale,  specially  graduated  for  moisture  and  specific 
gravity  determination.  To  make  a  moisture  determina¬ 
tion  a  sample  of  moist  aggregate  is  run  into  a  special 
constant  volume  cup,  suspended  on  an  auxiliary  knife 
edge  on  the  scale,  until  the  scale  pointer  reaches  a 
target  which  has  been  previously  set  at  the  specific 
gravity  of  the  aggregate  under  test.  The  cup  is  then 
dipped  in  water,  covered  and  rolled  in  the  hands  to 
remove  all  of  the  entrained  air,  completely  filled  with 
water  and  replaced  on  the  auxiliary  knife  edge.  The 
scale  pointer  then  shows  the  percentage  of  moisture 
in  the  sample  on  a  special  segment  provided  for  that 
purpose.  Cups  are  available  for  samples  weighing  ap¬ 
proximately  2  and  4  pounds,  depending  on  the  specific 
gravity  of  the  sample. 

2.  The  ( SC)1  Compensator  Batching  Scale:  This  is 
a  Toledo  beam  and  dial  scale  with  a  special  beam  for 
each  material.  The  scale  is  so  made  that  when  a  poise 
is  moved  away  from  its  zero  position  the  dial  pointer 
follows  and  shows  accurately  the  position  of  the  poise. 
As  material  is  run  into  the  weight  hopper  the  pointer 
moves  backward  until  it  reaches  zero,  at  which  point 
the  required  quantity  has  been  reached.  The  scale  is 
then  in  balance  and  another  poise  may  be  set,  another 
ingredient  run  into  the  weigh  hopper,  and  so  on  until 
each  separate  ingredient  of  the  batch  has  been  weighed. 

Poises  for  all  aggregates  are  compensating  type,  each 
of  which  is  equipped  with  a  hanger  to  which  discs,  cali¬ 
brated  in  percent  of  the  poise  weight,  may  be  added. 
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Thus  if  a  poise  is  set  at  2,000  pounds  and  a  5%  disc 
is  added  the  pointer  will  read  2,100  pounds. 

The  operation  of  the  (SC)2  Batching  Scale  can  be 
understood  by  describing  the  detailed  steps  of  weighing 
out  a  typical  batch.  Assuming  that  the  following  quan¬ 
tities  of  dry  materials  and  water  are  specified  and 
that  tests  show  the  moisture  content  of  the  aggregates 


to  be  as 

indicated : 

Scale 

Quantity 

Moisture  Content 

Reading 

Material 

lbs. 

% 

lbs. 

lbs. 

Gravel  . 

. .  8000 

154 

120 

8120 

Sand  . . . 

. .  5000 

5 

250 

5250 

Water  .  . 

. .  1200 

(Total 

370) 

830 

Cement  . 

. .  2100 

2100 

A  compensating  poise 

is  set  at 

8000  lbs., 

and  the 

pointer  shows  this  reading.  A  1  ,/4%  disc  is  added  to 
the  poise  hanger  and  pointer  then  reads  8120  pounds. 
Gravel  is  run  into  weigh  hopper  until  pointer  reaches 
zero.  8120  pounds  will  have  been  weighed  out  (8000 
pounds  of  gravel  and  120  pounds  of  water)  and  the 
scale  is  in  balance. 

Another  compensating  poise  is  set  at  5000  pounds  and 
the  pointer  shows  this  reading.  A  “5%”  disc  is  added 
and  pointer  then  reads  5250  pounds.  Sand  is  run  into 
weigh  hopper  until  pointer  reaches  zero.  Scale  is  again 
in  balance. 

A  non-compensating  poise  (for  wrater)  is  set  at  1200 
pounds  and  the  pointer  reads  1200  pounds.  The  discs 
are  then  removed  from  the  gravel  and  sand  poise  hang¬ 
ers  and  the  pointer  drops  back  to  830  pounds,  which  is 
the  net  amount  of  water  to  be  added.  This  is  then  run 
into  a  separate  compartment  of  the  weigh  hopper,  again 
leaving  the  scale  in  balance. 

The  weighing  of  cement  requires  no  comment.  It 
can  be  done  on  the  same  scale  or  on  a  separate  scale. 

3.  The  ( SC)1  Graphic  Recorder:  This  is  a  device 
by  which  an  ink  line  record  is  made  on  a  roll  of  record 
paper  of  all  movements  of  the  batching  scale  pointer. 
The  recorder  case  is  usually  kept  locked  but  .a  small 
window  is  available  through  which  the  operator  can 
enter  on  the  roll  record  such  items  as  the  date,  time, 
batch  numbers,  moisture  content  of  aggregates,  and 
any  other  pertinent  or  required  information.  The  weight 
record  of  each  separate  ingredient  in  every  batch  is 
readily  identified,  either  by  quantities  or  by  order  of 
loading.  The  Graphic  Recorder  gives  a  complete  in¬ 
spection  record  of  all  quantities. 

Installations  of  (SC)2  equipment  were  inspected  by 
representatives  of  the  Committee  on'  Tests  at  the  new 
Saugatuck  River  Dam  a  few  miles  north  of  Westport, 
Conn.,  and  at  the  plant  of  the  Bridgeport  Concrete  Com¬ 
pany,  at  Bridgeport,  Conn.  Under  test  the  apparatus 
worked  in  a  satisfactory  manner  and  produced  the  ac¬ 
curacy  and  other  results  claimed  by  the  applicant. 
Moisture  tests  were  made  in  about  one  minute  each, 
and  the  time  required  for  weighing  out  a  batch  was 
about  two  minutes.  In  both  of  the  installations  that 
were  inspected  moisture  tests  and  moisture  compensa¬ 
tion  was  being  made  by  the  regular  batching  scale  op¬ 
erator  who  was  not,  in  either  case,  a  trained  concrete 
technician. 

A  Copy  of  the  graph  obtained  at  the  Bridgeport  Con¬ 
crete  Company  has  been  filed  with  the  application. 

On  the  basis  of  the  inspection  and  test  it  is  recom¬ 
mended  that  the  applicant’s,  (SC)2  Method  of  Preci¬ 
sion  Control  in  Concrete  Manufacture,  be  approved 
for  use  in  New  York  Cit}^  under  the  provisions  of 
C26-191.0  and  C26-490.0  d  of  the  Administrative  Code 
and  when  used  in  concrete  block  manufacture  under 
the  provisions  of  the  Board’s  Rules  for  the  Manufac¬ 
ture,  Testing  and  Use  of  Concrete  Masonry  Units,  pro¬ 
vided  the  apparatus  shall  bear  a  label  permanently  af¬ 
fixed  reading,  “Approved  for  voluntary  use  in  New 
York  City  under  Cal.  874-41-SA,”  provided  that  the 


graphic  record  numbers  for  batch  identification  fur¬ 
nished  with  each  installation  shall  contain  the  Building 
permit  number  of  the  job  the  material  is  being  pre¬ 
pared  for  and  that  at  the  end  of  each  day  a  report 
shall  be  sent  to  the  Borough  Superintendent  stating  the 
Building  permit  number,  the  type  of  concrete,  the  pro¬ 
portions  of  the  mix  and  the  yardage  delivered  to  the 
job.  During  cold  weather  the  temperature  of  the  mix 
shall  be  such  that  when  the  material  is  delivered  at  the 
job  the  temperature  shall  be  not  less  than  60 °F  and 
that  such  certification  shall  be  included. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner 

CHARLES  M.  BLUM, 

Commissioner 

LESLIE  V.  HUBER, 

Chief  Engineer 
Committee  on  Tests 

and 

Whereas,  this  report  recommended  approval  of  this  ap¬ 
pliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe.‘ 
hereby  approve  the  appliance  known  as  the  (SC)2  methoc 
of  Precision  Control  in  Concrete  Manufacture,  on  condi¬ 
tion  that  the  appliance  be  installed,  and  labelled,  statnpec 
or  tagged  in  accordance  with  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 

908-40-SM. 

APPLICANT — Coyne  and  Delany  Company,  for  Etirekj 
V.  B.  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  anc 
amendment  of  resolution  re  approval  of  additiona 
model — re  Coyne  and  Delany  Vacuum  Breaker 
Model  VB-50  (previously  approved  re  Model  50) 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened,  subject  tc 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  t 
Negative:  .  1 


501-41-SM. 

APPLICANT — Quaker  Chemical  Products  Corporation 
owner. 

SUBJECT — Quaker  Pvr-E-Pel  Flameproofing  Compound 
approval  of. 

APPEARANCES— 

For  Applicant :  Robert  Zametkin. 

ACTION  OF  BOARD — Material  approved  in  accordant 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  • 
Negative:  .  * 

THE  RESOLUTION 

(501-41-SM) 

Whereas,  Quaker  Chemical  Products  Corporation,  ownei 
filed  on  June  3,  1941,  an  application  with  the  Board  o 
Standards  and  Appeals  for  approval  of  the  material  know 
as  Quaker  Pyr-E-Pel ;  and 

Whereas,  this  material  was  submitted  to  the  Committe 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
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REPORT  OF  COMMITTEE  ON  TESTS 

January  8,  1942. 

Re:  Cal.  No.  501-41-SM 

Subject:  QUAKER  PYR-E-PEL,  approval  of. 

Quaker  Chemical  Products  Corp.  of  Conshohocken, 
Pa.,  filed  on  June  3,  1941  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  Quaker 
Pyr- E-Pel  under  the  provisions  of  Sections  C26- 191.0 
(2.2.3)  and  C26-721.0,  b  (12.2)  and  the  Rules  of  the 
Board  “Tests  of  Fire  Resistive,  Flameproof  Materials, 
such  as  Textiles,  Paper,  Similar  Materials  and  Ad¬ 
hesives  used  for  Decorative  Purposes  and  Treated 
Acoustical  Draperies,  Carpets  and  Similar  Materials 
for  use  in  places  of  Public  Assembly  and  Special  Oc¬ 
cupancy  Structures,”  adopted  under  Cal.  No.  294-40-SR. 

Quaker  Pyr-E-Pel  is  a  mixture  of  diammonium  phos¬ 
phate,  borax,  urea  and  tetra-sodium  pyrophosphate, 
which  is  dissolved  in  water  and  applied  by  immersing 
the  fabrics  to  be  flameproofed. 

Materials  submitted  for  test  purposes  were  treated 
at  the  plant  of  the  Aspinook  Corporation  in  Jewett 
(  ity.  Conn.,  on  October  9,  1941  in  the  presence  of  John 
F.  Fitzsimons,  representing  the  Board.  Ninety-five 
pounds  of  Quaker  Pyr-E-Pel  were  dissolved  in  fifty 
gallons  of  water  at  115°  Fahrenheit  to  produce  a  solu¬ 
tion  having  a  Baume  Hydrometer  reading  of  12.5.  The 
materials  were  dipped  in  the  solution,  then  passed 
through  pressure  rollers  to  remove  excess  moisture  and 
dried  by  passage  over  a  series  of  steam  heated  can 
dryers.  The  materials  were  then  forwarded  to  Colum¬ 
bia  University  to  be  tested  in  accordance  with  the  Rules 
of  the  Board  and  the  results  are  as  follows:  (Report 
No.  K-11700,  dated  10/17/41)  : 


Material 


Duration  of 
Flame 
in  Seconds* 


Duration  of 
Glowing 
in  Seconds* 


Cotton  Sateen,  treated  0 

“  “  0 

“  “  0 

untreated  27 

Cotton  Batiste,  treated  0 

a  u  j 

“  o 

untreated  10 

Cotton  Tean,  treated  0 

“  “  0 

0 

untreated  30 

Cotton  Twill,  treated  0 

0 

“  0 

untreated  24 


0 

0 

0 

0 

0 

0 

1 

1 

1 

0 

0 

0 


*  Permissible  flaming  after  12  second  application  of 
flame  from  bunsen  burner — 3  seconds.  Permissible 
glowing — 20  seconds. 

A  sample  of  the  flame  proofing  compound  was  for¬ 
warded  to  Booth,  Garrett  &  Blair,  Analytical  and  Con¬ 
sulting  Chemists,  for  analysis  and  report  and  their  re¬ 
port  dated  December  29,  1941  shows  the  following  com¬ 
position  : 


Diammonium  Orthophosphate  (NH4)2HP04  73.4% 
Sodium  Tetraborate  (borax) 

Na2B407  10H2O  .  20.9% 

Undetermined  (appears  to  consist  of  free 
moisture,  organic  matter  and  possibly 
some  phosphate  other  than  orthophos¬ 
phate)  .  5.7% 

Recommendations: 


On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  Quaker  Pyr-E-Pel, 
when  composed  of  the  Chemicals  herein  set  forth,  as  a 
flameproofing  compound  for  use  under  the  Rules  of  the 
Board  in  the  flameproofing  of  cotton  sateen,  cotton 
batiste,  cotton  Jean  and  cotton  twill.  Tests  for  each 
specific  installation  of  originally  treated  combustible 


material  or  any  retests  thereof  shall  be  made  by  the 
Fire  Commissioner  or  in  a  laboratory  approved  by  him 
in  accordance  with  the  Rules  of  the  Board  hereinbefore 
referred  to. 

The  Committee  further  recommends  that  each 
container  in  which  this  material  is  marketed  shall  be  la¬ 
belled  or  marked  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  501-41-SM.”  The  label  shall  also  include  spec¬ 
ifications  to  be  followed  in  the  application  of  the  com¬ 
pound  to  the  fabrics  so  as  to  insure  their  being 
flameproofed  in  accordance  with  the  requirements  of 
the  Rules  for  Tests  of  Fire  Resistive,  Flameproof  Ma¬ 
terial,  such  as  Textiles,  Paper,  Similar  Material  and 
Adhesives  used  for  Decorative  Purposes  and  Treated 
Acoustical  Draperies,  Carpets  and  Similar  Materials, 
for  use  in  places  of  Public  Assembly  and  Special  Occu¬ 
pancy  Structures,  adopted  by  the  Board  under  Cal. 
No.  294-40-SR. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ma¬ 
terial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Quaker  Pyr-E-Pel, 
on  condition  that  the  material  be  manufactured,  used  and 
labelled,  stamped  or  tagged  in  accordance  with  above  report. 


895-41-SM. 

APPLICANT- — L.  C.  Sigloch,  for  Johns-Manville  Sales 
Corporation,  owner. 

SUBJECT— Johns-Manville  Transite  Walls,  Universal  Type, 
approval  of. 

APPEARANCES— 

For  Applicant :  F.  C.  Genz. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative :  .  0 

THE  RESOLUTION— 

(895-41-SM) 

Whereas,  L.  C.  Sigloch,  for  Johns-Manville  Sales  Cor¬ 
poration,  owner,  filed  on  October  17,  1941,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  material  known  as  Johns-Manville  Transit  Walls,  Uni¬ 
versal  Type;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  9,  1942. 

Re:  Cal.  No.  895-41-SM. 

Subject:  Johns-Manville  Transite  Walls,  Universal 
Type,  approval  of. 

Johns-Manville  Sales  Corporation  of  New  York,  N. 
Y.  filed  on  October  17,  1941  with  the  Board  of  Stand¬ 
ards  and  Appeals  an  application  for  approval  of  its 
method  of  construction  known  as  Johns-Manville  Tran¬ 
site  Walls,  Universal  Type,  under  the  requirements  of 
Sec.  C26- 178.0,  b  of  the  Administrative  Building  Code. 

Johns-Manville  Transite  Walls,  Universal  Type 
are  composed  of  panels  built  up  of  wood  cores  \}/i 
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in.  thick,  covered  on  each  face  with  JJs  in-  thick  Tran- 
site,  glued  to  the  wood  core  under  great  pressure. 
These  panels  are  set  on  steel  panel  supports  fastened  to 
a  floor  channel.  The  panel  supports  and  floor  channel 
are  covered  by  a  Transite  Base  7/16  in.  thick.  A  steel 
stiffening  rail  sets  on  top  of  the  panel  to  make  a  rigid 
partition.  For  partitions  exceeding  20  feet  in  length, 
3  in.  by  ^  in.  reinforcing  posts  are  run  to  the  ceiling. 
This  material  was  inspected  by  a  representative  of  the 
Board  on  January  6,  1942  at  22  East  42nd  Street;  visual 
examination  showing  a  substantial  construction. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  Johns-Manville 
Transite  Walls,  Universal  Type  for  use  in  subdividing 
partitions  under  Sec.  C26-667.0,  Subdivision  5,  when  fire 
resistive  construction  is  not  required  and  for  use  in 
special  spaces  under  Sec.  C26-667.0,  Subdivision  8.  All 
floor  channels  shall  be  of  copper  bearing  steel  or  in  lieu 
thereof  the  bottom  edge  of  the  transite  shall  be  set  in 
a  waterproof  material.  It  is  further  recommiended  that 
all  containers  in  which  this  material  is  marketed  and 
all  plans  proposing  its  use  be  marked,  labeled  or 
stamped  “Approved  by  the  Board  of  Standards  and  Ap- 
peals  for  Use  in  New  \  ork  City  under  Cal.  No.  895-41- 
SM  ” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Board  of  Standards  and  Appeals  for  approval  of  it: 
material  known  as  J-M  Transite  Furring  for  use  witl 
Transite  as  a  method  of  construction  under  the  require¬ 
ments  of  Sections  C26-178.0  b  and  C26-191.0  of  the  Ad¬ 
ministrative  Building  Code.  J-M  Transite  Furring 
more  aptly  described  as  metal  furring  for  J-^ 
Transite  sheeting,  consists  of  20  gauge  studs  set  ii 
20  gauge  floor  and  ceiling  runners.  The  studs  art 
slotted  to  receive  7/16  in.  transite  facing,  hung  witl 
concealed  fastening  for  easy  removal  and  replacemen 
of  sheets.  This  method  of  construction,  which  closeh 
parallels  the  J-M  Transite  Walls  (Partitions)  Imperia 
Type  approved  by  the  Board  under  Cal.  No.  894-41-SN 
was  inspected  by  a  representative  of  the  Board  on  Janu 
ary  6,  1942  and  found  to  be  satisfactory. 

Recommendations : 

On  the  basis  of  the  foregoing  data,  the  Committee  oi 
Tests  recommends  the  approval  of  J-M  Transite  Fur 
ring  when  made  of  20  gauge  metal  for  use  with  transit 
sheeting,  as  a  facing  only  for  outside  and  all  othe 
masonry  walls  under  Sec.  C26-191.0,  as  a  subdividinj 
partition  under  Sec.  C26-667.0,  subd.  5  and  for  use  ii 
special  spaces  under  Sec.  C26-667.0,  subd.  8.  The  floo 
channel  shall  be  of  copper  bearing  steel  or  in  lieu  thereo 
the  bottom  edge  of  the  transite  shall  be  set  in  a  water 
proof  material.  All  containers  in  which  this  material  i 
marketed  shall  be  marked,  labelled  or  stamped  “Ap 
proved  by  the  Board  of  Standards  and  Appeals  for  us 
in  New  York  City  under  Cal.  No.  896-41-SM.’’ 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissione 


Whereas,  this  report  recommended  the  approval  of  this 

material.  ,  A  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Johns-Manville 
Transite  Walls,  Universal  Type,  on  condition  that  the  ma¬ 
terial  be  manufactured  and  installed,  and  labelled,  stamped 
or  tagged  in  accordance  with  above  report. 


896-41-SM. 

APPLICANT— L.  C.  Sigloch,  for  Johns-Manville  Sales 
Corporation,  owner. 

SUBJECT— Johns-Manville  Transite  Furring,  approval  of. 

APPEARANCES— 

For  Applicant :  F.  C.  Genz. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  0 

THE  RESOLUTION— 


(896-41-SM) 

Whereas,  L.  C.  Sigloch,  for  Johns-Manville  Sales  Cor¬ 
poration,  owner,  filed  on  October  17,  1941,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  material  known  as  Johns-Manville  Transite  Furring;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

January  9,  1942. 

Re:  Cal.  No.  896-41-SM. 

Subject:  Johns-Manville  Transite  Furring,  approval  of. 

The  lohns-Manville  Sales  Corporation  of  New  York, 

N.  Y.  filed  on  October  17,  1941  an  application  with  the 


CFIARLES  M.  BLUM, 

Commissione 

LESLIE  V.  HUBER, 

Chief  Enginee 
Committee  on  Test 


and 

Whereas,  this  report  recommended  the  approval  of  tli 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  dot 
hereby  approve  the  material  known  as  Johns-Manvil' 
Transite  Furring,  on  condition  that  the  material  be  mam 
factured,  installed  and  labelled,  stamped  or  tagged  in  at 
cordance  with  above  report. 


1049-41 -SM. 

APPLICANT— The  Federal  Process  Company,  owner. 
SUBJECT — Federal  Gasoila  Varnish  (liquid)  and  Feder 
Gasoila  Cement  (paste),  approval  of. 
APPEARANCES— 

For  Applicant :  M.  I.  Strauss. 

ACTION  OF  BOARD — Material  approved  in  accordant 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. 

Negative:  . 

/ 

THE  RESOLUTION— 


(1049-41-SM) 

Whereas,  Federal  Process  Company,  owner,  filed  on  D 
cember  4,  1941,  an  application  with  the  Board  of  Standar 
and  Appeals  for  approval  of  the  material  known  as  Feder 
Gasoila  Varnish  (liquid)  and  Cement  (paste)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committ 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  read 
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REPORT  OF  COMMITTEE  ON  TESTS. 

January  9,  1942. 

Re:  Cal.  No.  1049-41 -SM. 

Subject:  Federal  Gasoila  Varnish  (Liquid)  and  Cement 
(Paste),  Approval  of 

The  Federal  Process  Company,  of  Cleveland,  Ohio, 
filed  on  December  4,  1941,  with  the  Board  of  Standards 
and  Appeals  an  application  for  approval  pursuant  to 
Section  C26-178.0,  b  and  C26-191.0  of  the  Administra¬ 
tive  Building  Code  of  its  material  known  as  Federal 
Gasoila  Varnish  (Liquid)  and  Federal  Gasoila  Cement 
(Paste)  for  use  under  Section  C19-59.0,  paragraph  i,  of 
the  Administrative  Code. 

Federal  Gasoila  Varnish  is  a  heavy  red-colored  liquid 
of  about  the  consistency  of  paint  and  is  essentially  a 
mixture  of  gum  and  pigment  in  denatured  alcohol.  It 
is  intended  for  use  as  a  cement  or  varnish  for  setting 
up  joints  in  piping  or  fittings  such  as  threaded  connec¬ 
tions  or  between  cylinders  and  heads  in  devices  hand¬ 
ling  gasoline  or  petroleum  oils.  It  is  applied  to  the 
parts  of  the  joint  before  uniting  with  a  brush  or  in 
other  convenient  manner. 

TESTS. 

A  report  made  by  Underwriters  Laboratories,  Inc., 
M.  H.  682,  as  filed  herewith,  shows  the  following 
results:  (Miscellaneous  Hazard  682,  Report  on  Gaso¬ 
line  Resistant  Cement,  Federal  Gasoila  Varnish) 

Test  No.  1.  Small  samples  of  the  product  were  al¬ 
lowed  to  stand  in  test  tubes  with  the  following  liquids : 
gasoline,  kerosene,  mineral  lubricating  oil,  crude  pe¬ 
troleum,  turpentine,  benzol,  ethyl  alcohol,  acetone,  ether, 
carbon  tetrachloride,  linseed  oil,  lard  oil  and  water. 
Hardened  litharge-glycerine  cement  was  tested  in  the 
same  way. 

Results:  The  product  was  found  to  be  readily  soluble 
(with  the  exception  of  the  mineral  ingredients  con¬ 
tained)  in  ethyl  and  methyl  alcohol,  acetone  and  ether 
and  was  slightly  dissolved  by  turpentine,  benzol  and 
carbon  tetrachloride.  It  was  practically  insoluble  in  the 
other  liquids  named.  Litharge-glycerine  was  slightly 
disintegrated  by  turpentine  on  several  days  standing  but 
was  insoluble  in  the  other  liquids. 

Test  No.  2.  A  number  of  small  strips  of  sheet  iron 
were  coated  with  the  product  and  allowed  to  dry  in  the 
air  for  24  hours.  The  strips  were  then  immersed  in 
the  following  liquids :  gasoline,  kerosene,  benzol,  tur¬ 
pentine,  mineral  lubricating  oil,  crude  petroleum,  lin¬ 
seed  oil,  lard  oil  and  water. 

Results:  The  product  on  the  metal  strips  was  not 
affected  to  an  appreciable  extent  by  gasoline,  kerosene, 
crude  petroleum,  mineral  lubricating  oil  or  lard  oil. 
Turpentine,  benzol  and  water  softened  the  coating  caus¬ 
ing  it  to  separate  in  part  from  the  metal. 

Exposure  to  weather,  salt  spray,  atmosphere  and 
sulphur  dioxide  atmosphere  over  a  two  months  period 
had  no  important  effect  on  sheet  metal  strips  coated 
with  the  product. 

Metals  including  iron,  galvanized  iron,  copper,  brass, 
tinplate,  brass  soldered  to  iron  and  galvanized  iron,  and 
copper  soldered  to  iron  and  galvanized  iron  in  contact 
with  the  product  for  periods  up  to  four  months  showed 
no  evidence  of  corrosion  due  to  the  product. 

Service  Test  No.  1.  Two  hand-operated  vertical 
single-acting  pumps,  of  the  general  type  employed  for 
handling  gasoline,  having  brass  cylinders  about  three 
inches  in  diameter  and  cast  iron  cylinder  heads,  were 
used  in  this  test.  The  cylinders  formed  a  driving  fit 
with  the  heads,  which  overlapped  the  ends  of  the 
cylinder  about  Y%  inch.  These  pumps  had  been  pre¬ 
viously  set  up  with  litharge-glycerine  cement  used  on 
the  joints. 

The  pumps  were  disassembled  and  the  dried  litharge- 
glycerine  cement  removed  from  the  joints.  The  ends 
of  the  cylinders  and  the  recesses  in  the  cylinder  heads, 


were  given  a  thin  coating  of  the  product  and  the  pumps 
reassembled.  On  one  of  the  pumps,  the  anti-drip  faucet 
and  the  nipple  threaded  into  the  upper  cylinder  head 
were  connected  in,  using  a  coating  of  the  product  on 
the  threads. 

The  cylinder  of  each  pump  was  filled  with  water, 
the  discharge  faucet  closed,  and  the  operating  crank 
turned  in  the  discharge  direction,  applying  a  force  of 
about  150  lbs.  on  the  end  of  the  crank.  In  this  manner 
a  pressure  of  about  90  lbs.  per  sq.  in.  was  produced 
in  the  cylinder,  as  indicated  by  a  gauge  attached  on  the 
discharge  opening.  This  pressure  was  maintained  for 
several  minutes,  while  the  joints  were  examined  for 
leakage. 

The  pumps  were  then  set  aside  for  five  weeks,  when 
they  were  subjected  to  a  hydrostatic  pressure  test.  Con¬ 
nection  was  made  to  a  hydrostatic  pump,  the  cylinders 
were  filled  with  water  and  the  pressure  raised  to  150 
lbs.  per  sq.  in.  for  ten  minutes,  during  which  the  joints 
at  the  cylinder  heads  and  faucets  were  examined  for 
leakage. 

At  the  conclusion  of  this  test  the  pumps  were  dis¬ 
assembled  and  the  condition  of  the  joints  noted. 

Service  Test  No.  2.  A  number  of  short  pieces  of 
threaded  Y  inch  and  inch  pipe  and  fittings  were 
joined  together  with  a  vise  and  Stillson  wrench  in  the 
customary  manner,  forming  a  section  with  threaded  con¬ 
nections.  On  eight  of  the  joints,  the  threads  were 
coated  with  the  product  before  connecting,  on  three 
with  litharge-glycerine  cement,  and  on  four  with  shel¬ 
lac  solution,  covering  the  threads  with  the  materials  in 
the  usual  manner.  The  assembled  section  was  sup¬ 
ported  in  a  vertical  position  and  filled  to  within  one 
inch  of  the  top  with  a  measured  quantity  of  60°  Be. 
gasoline.  Connection  was  made  at  the  top  to  an  air 
pressure  line  and  pressure  was  raised  to  20  lbs.  per 
sq.  in.  applied  for  15  minutes,  and  to  90  lbs.  per  sq.  in. 
for  15  minutes  additional.  Following  this  the  section 
was  left  connected  to  the  air  line  for  28  days  during 
which  time  it  was  under  a  pressure  of  20  to  25  lbs.  for 
about  eight  hours  daily.  All  joints  were  carefully  ex¬ 
amined  for  leakage,  and  at  the  conclusion  of  the  test 
the  gasoline  remaining  in  the  pipe  was  drained  out  and 
measured.  The  pipe  was  then  disassembled  and  the 
condition  of  the  joints  noted. 

Results  of  Test  No.  1.  The  pumps  tested  showed  no 
evidence  of  leakage  from  the  joints  under  the  pres¬ 
sures  to  which  they  were  subjected  in  the  tests. 

On  disassembling,  it  was  found  that  the  product  used 
on  the  joints  was  still  somewhat  plastic  and  adhered 
closely  to  the  metal.  It  appeared  to  be  in  good  condi¬ 
tion. 

Results  of  Test  No.  2.  No  leakage  from  the  joints 
was  observed  at  any  time  during  the  tests. 

Gasoline  taken  to  fill  pipe... .  78  cc. 

Gasoline  found  in  pipe  after  28  days. . .  75  cc. 

Note  :  The  small  quantity  of  gasoline  adhering  to 
the  interior  of  the  pipe  when  emptied  was  not  included 
in  the  final  measurement. 

The  product  used  on  the  joints  was  found  to  be  in 
good  condition  at  the  conclusion  of  the  test. 

The  flash  point  of  the  product  was  found  to  be  91°  F. 
determined  by  the  Pensky-Martens  Tester. 

The  Committee  has  studied  the  reports  of  many 
larger  users  of  these  materials  and  find  that  the  ma¬ 
terials  have  a  wide  acceptance  for  use  in  gasoline  and 
petroleum  lines. 

RECOMMENDATION. 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  approval  of  Federal  Gasoila  Var¬ 
nish  (Liquid)  and  Federal  Gasoila  Cement  (Paste)  un¬ 
der  the  provisions  of  Section  C26-178.0,  b  for 
permissive  use  under  the  pertinent  provisions  of  the  Ad¬ 
ministrative  Building  Code.  All  containers  in  which 
these  materials  are  marketed  shall  be  marked,  labeled 
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or  stamped  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No. 
1049-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Federal  Gasoila  \  ar- 
nish  (liquid)  and  Cement  (paste),  on  condition  that  the  ma¬ 
terial  be  manufactured,  used  and  labelled,  stamped  or  tagged 
in  accordance  with  above  report. 


Adjourned,  5:40  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


RULES 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  oermit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


FACTORIES 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ;  _  ! 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


NOTICE 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman? ~ 


orrections  Affecting  Calendar  Number  648-40-A. 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  January  27,  1942. 

Cal.  No.  Department  Premises  Aff ected 

68-42-SM . U.S.G.  and  Samson  Densboard 

(treated  hardboard),  Structo- 
board  (treated  hardboard) 
and  Hardboard  Tile,  manu¬ 
factured  by  United  States 
Gypsum  Company. 

Material. 


69-42-BZ . H.B.M _ 514-516  West  58th  street,  south 

side,  175  ft.  west  of  Tenth 
avenue  and  517-519  West  57th 
street  (Block  No.  1086,  Lot 
No.  24),  Borough  of  Man¬ 
hattan.  Alt.  2613-41. 


70-42-A . H.B.Q.. .  .62-10  Woodside  avenue,  east  side, 

200  ft.  south  of  62nd  street 
(Block  No.  1337,  Lot  No. 
27),  Woodside,  Borough  of 
Queens. 

Decision  re  Corr.  1795-41 
and  N.  B.  6190-41. 


71-42-A . H.B.Q.. .  .42-02  Vernon  boulevard,  west 

side,  290.37  ft.  north  of  43rd 
avenue  (Block  No.  484,  Lot 
No.  15),  Long  Island  City, 
Borough  of  Queens. 

Alt.  1595-40. 


72-42-A . H.B.B.. .  .51-53  Dupont  street,  north  side, 

45  ft.  east  of  Franklin  street 
(Block  No.  2487,  Lot  Nos.  80 
and  81),  Borough  of  Brook¬ 
lyn.  B.  N.  3347-41. 


73-42-A . F.D . 2395-2405  Pacific  street,  north 

side,  50  ft.  east  of  Sackett 
street  (Block  No.  1437,  Lot 
No.  58),  Borough  of  Brook¬ 
lyn.  89682-L.  C. 


74-42-SM . Detroit  Steel  Products  Company 

Fenestra  Fireproof  Windows 
(Pivoted  Type  Windows  and 
Commercial  Projected  Win¬ 
dows),  manufactured  by  De¬ 
troit  Steel  Products  Com¬ 
pany.  Material. 


75-42-SM . Detroit  Steel  Products  Company 

Fenestra  Fireproof  Windows 
(Fenmark  Projected  and 
Casement  Windows,  Fen- 
wrought  Residential  Case¬ 
ments  and  Dalmo  Fenmark 
Windows),  manufactured  by 
Detroit  Steel  Products  Com¬ 
pany.  Material. 


76-42-BZ . H.B.B.. .  .3839-3849  Flatlands  avenue,  north 

side,  100  ft.  24  in.  west  of 
Flatbush  avenue  (Block  No. 
7817,  Lot  No.  6),  Borough  of 
Brooklyn.  B.  N.  43-42. 


77-42-A . H.B.R _ 25  Cassidy  place,  north  side,  550 

ft.  east  of  Lafayette  avenue 
(Block  No.  66,  Lot  No.  12), 
New  Brighton,  Borough  of 
Richmond.  Alt.  378-41. 


78-42-BZ . H.B.Q _ 108-51  44th  avenue,  north  side, 

250  ft.  west  of  111th  street 
(Block  No.  1999,  Lot  Nos.  46 
to  49,  inclusive),  Corona,  Bor¬ 
ough  of  Queens. 

N.  B.  5398-40. 


79-42-A . F.D . 260-268  Gold  street  and  rear  of 

252-258  Gold  street,  north¬ 
west  corner  of  Tillary  street 
(Block  No.  121,  Lot  No.  44) , 
Borough  of  Brooklyn. 

5739-L.  F.  and  Decision 


80-42-A . F.D . 127-133  Fourth  avenue  and  100- 

104  East  13th  street,  southeast 
corner  (Block  No.  558,  Lot 
Nos.  7  and  10),  Borough  of 
Manhattan. 

8941-L.  F.  and  Decision 


81-42-SM . PermOline  Cement  Lined  Pipe 

manufactured  by  A.  S.  G 
Pipe  Lining  Company. 

Material 


82-42-A . H.B.Bx..  .1232  Prospect  avenue,  east  side 

107.04  ft.  south  of  Home 
street  (Block  No.  2693,  Loi 
No.  24),  Borough  of  The 
Bronx. 

Amendment  tc 
Alt.  112241 
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42-A . H.B.Q.. .  .73-25  67th  road,  north  side,  121.06 

ft.  west  of  75th  street  (Block 
No.  3770,  Lot  No.  38), 
Middle  Village,  Borough  of 
Queens.  Alt.  14-42. 


42-A . H.B.B....  176-180  (178-180  displayed)  Pat- 

chen  avenue  and  718  (720 
displayed)  Hancock  street, 
southwest  corner  (Block  No. 
1662,  Lot  No.  44),  Borough 
of  Brooklyn.  Alt.  44-42. 


-42-A . F.D . 1702-1720  Avenue  Y,  south  side, 

from  East  1 7th  street  to  East 
18th  street  (Block  No.  7438, 
Lot  Nos.  1  and  61),  Borough 
of  Brooklyn.  89912-L.  C. 


91-40-SA . Oxweld  Cutting  Blowpipes,  C-3, 

C-31,  C-32,  C-35,  C-37,  C-39 
and  C-48,  Oxweld  Cutting 
Attachment,  CW-23,  Oxweld 
Welding  Blowpipe,  W-5, 
W-17,  W-22,  W-23,  W-24R, 
W-26,  W-27,  W-29,  W-30, 
W-32  .  and  W-33,  Oxweld 
LP-3  Acetylene  Generator, 
Carbic  CLP-4  Acetylene  Gen¬ 
erator,  Oxweld  NA-3  Acety¬ 
lene  Generator,  Oxweld  NA-4 
Acetylene  Generator,  Purox 
“E”  Cutting  Blowpipe,  Purox 
No.  31  Cutting  Attachment, 
Purox  No.  5  Welding  Blow¬ 
pipe  and  Purox  No.  35  Weld¬ 
ing  Blowpipe  and  Prest-O- 
Weld  W-103  Welding  Blow¬ 
pipe.  Appliance. 


42-A  H.B.B _ 8202-8224  18th  avenue  (rear  lots), 

west  side,  130  ft.  north  of 
84th  street  (Block  No.  6314, 
Lot  Nos.  130  and  164),  Bor¬ 
ough'  of  Brooklyn.  (Under 
section  36,  General  City  Law 
— re  erection  of  building- 
fronting  on  private  right-of- 
way  not  on  city  map.) 

N.  B.  751-41. 


-42-BZ . H.B.M _ West  side  of  Ninth  avenue  from 

West  206th  street  to  West 
207th  street  (Block  No.  2203, 
Lot  No.  21),  Borough  of 
Manhattan. 

Decision  re  Certificate 
of  Occupancy. 


Restored  to  Calendar. 

3-41-A . F.D . 272-274  8th  street,  south  side,  61 

ft.  west  of  Fifth  avenue 
(Block  No.  1004,  Lot  No. 
36),  Borough  of  Brooklyn. 
6385-L.  F.  and  Decision. 


4-41 -A . F.D . 442-444  Fifth  avenue  and  299-307 

9th  street,  northwest  corner 
(Block  No.  1004,  Lot  No. 
45),  Borough  of  Brooklyn. 
6386-L.  F.  and  Decision. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D — Health  Department,  and 
F.D. — Fire  Department. 


RULES 

Last 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . Jan. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Nov. 
Certificates  of  Occupancy,  approved 

form  . Nov. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  Tune 

Concrete  Rules  (Hydrated  Lime)  . . .  Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  . Dec. 

Fire  Alarm  Rules  (Interior) . Sept. 

Fire  Drill  Rules  . Jan. 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Jan. 
Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  May 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . Tune 

Insulating  Fibre  Board  Rules . Nov. 

Oil  Burner  Rules  . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Nov. 

Platform  Trucks,  Specifications  for. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply)  . .  Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  Aug. 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules  . . June 

Structural  Alterations,  Reporting.  ..  Tune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks.  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  SOS  of  Industrial  Code)  . . .  Apr. 


Publication  in  Bulletin 


6, 

1942- 

-Vol. 

27, 

No. 

1 

11, 

1941- 

-Vol. 

26, 

No. 

45 

25, 

1941- 

-Vol. 

26, 

No. 

47 

13, 

1937— 

-Vol. 

22, 

No. 

28 

24, 

1941— 

-Vol. 

26, 

No. 

25 

3, 

1937- 

-Vol. 

22, 

No. 

31 

3, 

1936- 

-Vol. 

21, 

No. 

9 

15, 

1937- 

-Vol. 

22, 

No. 

24 

2, 

1941- 

-Vol. 

26, 

No. 

48 

2, 

1941- 

-Vol. 

26, 

No. 

35 

20, 

1942- 

-Vol. 

27, 

No. 

3 

6, 

1942- 

-Vol. 

27, 

No. 

1 

16, 

1941- 

-Vol. 

26, 

No. 

50 

13, 

1937- 

-Vol. 

22, 

No. 

15 

21, 

1919- 

-Vol. 

4, 

No. 

3 

20, 

1941- 

-Vol. 

26, 

No. 

20 

7, 

1925- 

-Vol. 

10, 

No. 

14 

5, 

1928- 

-Vol. 

13, 

No. 

23 

25,  1941— Vol.  26.  No.  47A 
13,  1942— Vol.  27,  No.  2 

6,  1942— Vol.  27,  No.  1 

25,  1941— Vol.  26.  No.  47A 
24,  1936— Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  31 


25,  1941 — 

7,  1937 

26,  1941 

27,  1942 
29,  1937 

8,  1937 
7,  1932 

24,  1936 
24,  1936- 


Vol.  26.  No.  47A 
— Vol.  22,  No.  36 
—Vol.  26,  No.  34 
1— ' Vol.  27,  No.  4 
—Vol.  22,  No.  26 
'—Vol.  22,  No.  23 
—Vol.  17,  No.  23 
•Vol.  21,  No.  47 
i— ' Vol.  21,  No.  47 


10,  1923— Vol.  8,  No.  IS 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fireline  Hose  Valves  . . . Nov.  25,  1941 — -Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941 — -Vol.  26,  No.  47A 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Industrial  Use. Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pumps  . :....  Nov.  25,  1941— Vol.  26,  No.  47A 
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Gas  Heaters  . 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . 

Range  Oil  Burners  and  Space 

Heaters  . 

Vacuum  Breakers  . 


Nov.  25,  1941— Vol.  26,  No.  47A 

Nov.  25,  1941— Vol.  26,  No.  47A 

Nov.  25,  1941— Vol.  26,  No.  47A 
Nov.  25,  1941— Vol.  26,  No.  47A 


FEBRUARY  3,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
3,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  38-38-BZ— Application  of  Theodore  R.  Feinberg 
applicant,  on  behalf  of  Bowery-Chrystit 
Corporation,  owner  (Banner  Oil  Com¬ 
pany,  Incorporated,  lessee),  reopened 
September  9,  1941,  under  section  7c  of 
the  building  zone  resolution,  to  permit 
partly  in  an  unrestricted  use  and  partly 
in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service 
station  and,  also,  the  conversion  of  oc¬ 
cupancy  of  a  building  from  a  theatre  to 
a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  denied  under  sec¬ 
tion  21  by  the  Board)  :  premises  199- 
205  Bowery,  east  side,  99  ft.  11  in.  south 
of  Rivington  street  (Block  No.  425,  part 
of  Lot  No.  9),  Borough  of  Manhattan. 

cal.  no.  503-41-BZ — Application,  June  2,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Harry  D.  Pease,  owner,  to 
permit  in  a  retail  use  district,  for  a  term 
of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles: 
premises  314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue 
(Block  No.  1033,  Lot  Nos.  41,  42  and 
43),  Borough  of  Manhattan. 

cal.  no.  721-41  BZ — Application,  August  7,  1941,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  Samuels  and  Samuels,  applicants,  on 
behalf  of  Yale  Land  Company,  owner, 
to  permit  in  a  business  use  district,  for 
a  term  of  years,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  260-01  to  260-09  Horace  Hard¬ 
ing  boulevard  and  54-49  to  54-65  Little 
Neck  parkway,  northeast  corner  (Block 
No.  8274,  Lot  No.  128),  Little  Neck, 
Borough  of  Queens. 

cal.  no.  1103-41-BZ — Application,  December  24,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  M.  Gross,  applicant,  on 
behalf  of  Gross-Morton  Kew  Com¬ 
pany,  Incorporated,  owner,  to  permit  in 
a  residence  use  and  also  E  area  dis¬ 
trict,  the  maintenance  of  an  accessory 
one  (1)  car  garage  which  does  not 
comply  with  the  required  ten  (10)  foot 
set  back  from  the  street  line;  premises 
136-05  72nd  avenue,  northeast  corner  of 
136th  street  (Block  No.  6599,  Lot  No. 
2),  Flushing,  Borough  of  Queens. 

cal.  no.  838-41-BZ — Application,  September  29,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applic¬ 
ants,  on  behalf  of  Joseph  Rosenbaum, 
owner,  to  permit  in  a  business  use  dis¬ 


trict,  the  use  of  a  plot  of  ground  fo 
the  storage  and  sale  of  lumber  an< 
building  materials  and  also  the  erectioi 
and  maintenance  of  accessory  build 
ings;  premises  1434-1462  Linden  boule 
vard,  south  side,  11  ft.  in.  east  o 
Rockaway  avenue  (Block  No.  3644,  Lo 
No.  26),  Borough  of  Brooklyn. 

cal.  no.  1105-41-BZ — Application,  December  29,  1941,  unde 
section  7h  of  the  building  zone  resolu 
tion,  of  William  S.  Worrall,  Jr.,  ap 
plicant,  on  behalf  of  Cord  Meye 
Company,  owner,  to  permit  partly  ii 
a  business  use  district  and  partly  in  ; 
residence  use  district,  for  a  temporar 
period  of  not  more  than  two  (2)  year; 
the  parking  and  storage  of  more  tha: 
five  (5)  motor  vehicles;  premises  91-1 
to  92-18  and  93-12  to  93-24  Roosevel 
avenue,  40-02  to  40-18  Aske  street 
93-20  to  93-32  Whitney  avenue  am 
40-09  to  41-11  Benham  street  (Bloc' 
No.  1550,  Lot  Nos.  1,  6  and  8,  Bloc' 
No.  1562,  parts  of  Lot  Nos.  14  and 
and  Block  No.  1563,  Lot  No.  32  an 
part  of  Lot  No.  20),  Elmhurs> 
Borough  of  Queens. 

cal.  no.  1050-41-BZ — Application,  December  5,  1941,  unde 
•  section  7h  of  the  building  zone  resolu 

tion,  of  John  G.  Schuhmann,  applican 
on  behalf  of  Queensboro  Investmer 
Company  and  Frank  Hardart,  owner 
(Anthony  B.  Colucci,  lessee),  to  pet 
mit  partly  in  a  business  use  and  parti 
in  a  residence  use  district,  for  a  tem 
porary  period  of  not  more  than  tw 
(2)  years,  the  parking  of  more  tha 
five  (5)  motor  vehicles;  premise 
74-11  37th  avenue,  north  side,  fror 
74th  to  75th  streets  (Block  No.  127- 
Lot.  Nos.  11,  35  and  45),  Jackso 
Heights,  Borough  of  Queens. 

cal.  no.  1 062-41 -BZ — Application,  December  9,  1941,  unde 
section  7h  of  the  building  zone  resoh 
tion,  of  Herbert  J.  Krapp,  applican 
on  behalf  of  Queensboro  Investin 
Company,  owner  (Jules  Ullman,  le: 
see),  to  permit  in  a  residence  use  di; 
trict,  for  a  temporary  period  of  nc 
more  than  two  (2)  years,  the  parkin 
and  storage  of  more  than  five  (5 
motor  vehicles;  premises  35-35  85t 
street,  east  side  and  35-34  86th  stree 
west  side,  200  ft.  north  of  35th  avt 
nue  (Block  No.  1459,  Lot  Nos.  1 2-45 
Jackson  Heights,  Borough  of  Queen 

cat.,  no.  219-41-BZ — Application,  March  17,  1941,  under  set 
tion  7c  of  the  building  zone  resolutio 
of  Henry  C.  Brucker,  applicant,  c 
behalf  of  City  Bank  Farmers  Tru 
Company  (as  trustee),  owner,  to  pe: 
mit  partly  in  a  business  use  and  part' 
in  an  unrestricted  use  district,  the  a 
teration  and  conversion  of  occupanc 
of  an  existing  building  to  a  garage  ft 
more  than  five  (5)  motor  vehicle; 
premises  676  St.  Nicholas  avenue  ar 
1590-1612  Gates  avenue,  southwest  co 
ner  (Block  No.  3444,  Lot  No.  1 
Ridgewood,  Borough  of  Queens. 

cal.  no.  330-33-BZ — Application  of  George  De  Combo,  a] 
plicant  and  lessee,  on  behalf  of  Jopa' 
Realty  Corporation,  owner,  reopene 
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May  27,  1941,  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  228-05  Northern  boule¬ 
vard,  north  side,  386  ft.  west  of  Alley 
Creek  (Block  No.  6334,  part  of  Lot  No. 
1),  Little  Neck,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

>3-42- A — 1434-1462  Linden  boulevard,  south  side,  11  ft. 

9J4  in.  east  of  Rockaway  avenue  (Block 
No.  3644,  Lot  No.  26),  Borough  of  Brook¬ 
lyn. 

1106-41- A — 91-12  to  92-18  and  93-12  to  93-34  Roosevelt  ave¬ 
nue,  40-02  to  40-18  Aske  street,  93-20  to 
93-32  Whitney  avenue  and  40-09  41-11 
Benham  street  (Block  No.  1550,  Lot  Nos. 
1,  6  and  8,  Block  No.  1562,  parts  of  Lot 
Nos.  14  and  1  and  Block  No.  1563,  Lot 
No.  32  and  part  of  Lot  No.  20),  Elmhurst, 
Borough  of  Queens  (under  section  35, 
General  City  Law — re  bed  of  mapped 
street). 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  3,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

181  -40- A — 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353,  Lot 
No.  13),  Borough  of  Brooklyn. 

1057-41-A — 195-15  Northern  boulevard,  north  side,  between 
194th  and  196th  streets  (Block  No.  5371, 
Lot  No.  1),  Flushing,  Borough  of  Queens. 

1056-41-A — 324-328  Lafayette  street,  west  side,  116.1  ft. 

south  of  Bleecker  street  and  159-161  Crosby 
street  (Block  No.  522,  Lot  No.  28),  Bor¬ 
ough  of  Manhattan. 

39-41-A — 56-14  Nurge  avenue,  southeast  side,  139.36  ft. 

northeast  of  56th  street  (Block  No.  2643, 
Lot  No.  34),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street)  ;  (reopened  and  re¬ 
stored  to  calendar,  July  8.  1941 ;  previously 
withdrawn) . 

1510-39-A — 56-14  Nurge  avenue,  southeast  side,  139.36  ft. 

northeast  of  56th  street  (Block  No.  2643, 
Lot  No.  34),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street)  ;  (reopened  Decem¬ 
ber  23,  1941). 

1053-41-A — Northeast  corner  of  263rd  street  and  76th  ave¬ 
nue  (Block  No.  8520,  Lot  No.  2),  Creed- 
more,  Borough  of  Queens  (Hillside  Hos¬ 
pital). 

11-42-A — 23-19  to  23-31  Borden  avenue,  north  side,  175  ft. 

east  of  23rd  street  and  23-20  51st  avenue 
(Block  No.  105,  Lot  No.  12),  Long 
Island  City,  Borough  of  Queens. 

537-41 -A — 212-220  Concord  street,  southwest  corner  of 
Prince  street  (Building  A)  ;  (Block  No. 
122,  Lot  No.  9),  Borough  of  Brooklyn 
(reopened  and  restored  to  calendar,  De¬ 
cember  9,  1941 ;  previously  dismissed  for 
lack  of  prosecution). 


338-41-A — 30-38  Prince  street,  west  side,  274  ft.  south  of 
Concord  street  (Buildings  C  and  D)  ; 
(Block  No.  122,  Lot  No.  9),  Borough  of 
Brooklyn  (reopened  for  reconsideration, 
December  9,  1941;  previously  denied). 

1090-41 -A— 111  Second  avenue,  west  side,  42  ft.  8  in.  south 
of  East  7th  street  (Block  No.  462,  Lot 
No.  25),  Borough  of  Manhattan. 

988-41-A — 1871  Eastern  parkway,  west  side,  39  ft.  north  of 
Atlantic  avenue  (Block  No.  1570,  Lot  No. 
36),  Borough  of  Brooklyn. 

931-41-A — 2-4  W.vckoff  avenue,  southwest  corner  of  lef- 
ferson  street  (Block  No.  3176,  Lot  No. 
34),  Borough  of  Brooklyn. 

882-41-S — 2-4  Wyckoff  avenue,  southwest  corner  of  Tet- 
ferson  street  (Block  No.  3176,  Lot  No. 
34),  Borough  of  Brooklyn. 

30-42-A — 1133-1145  Miller  avenue,  blocks  bounded  by  Mil¬ 
ler  avenue,  Fairfield  avenue,  Schenck  ave¬ 
nue  and  Schroeder  avenue  (Block  Nos. 
4440,  4441,  4442  and  4452,  Lot  Nos.  none), 
Borough  of  Brooklyn. 

70-42-A — 62-10  Woodside  avenue,  east  side,  200  ft.  south 
of  62nd  street  (Block  No.  1337,  Lot  No. 
27),  Woodside,  Borough  of  Queens. 

1010-41-A — 1050-1054  Myrtle  avenue,  south  side,  296  ft.  7 
in.  west  of  Lewis  avenue  (Block  No.  1585, 
Lot  No.  25  and  part  of  Lot  No.  21),  Bor¬ 
ough  of  Brooklyn. 

1086-41-S — 1050-1054  Myrtle  avenue,  south  side,  296  ft.  7 
in.  west  of  Lewis  avenue  (Block  No.  1585, 
Lot  No.  25  and  part  of  Lot  No.  21),  Bor¬ 
ough  of  Brooklyn. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  nublic  hearing  under  the  provisions 

of  the  building  zone  resolution,  Tuesday  afternoon,  February 

3,  1942,  at  2  o’clock  in  Room  1013,  Municipal  Building, 

Manhattan,  on  the  following  matter: 

CAT..  NO.  916-18-BZ— Application  of  Paul  Friedman,  ap¬ 
plicant,  on  behalf  of  Alexander  Eisen- 
berg,  owner,  reopened  January  13, 
1942,  for  consideration  re  amendment 
of  resolution  adopted  by  the  Board 
on  May  28,  1918,  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  oc¬ 
cupancy  of  the  first  floor  of  an  exist¬ 
ing  building  from  garage  for  more 
than  five  (5)  motor  vehicles  (previ¬ 
ously  granted  by  the  Board)  to  the 
storage  and  sale  (including  baling)  of 
new  and  used  burlap  bags;  premises 
1050-1054  Myrtle  avenue,  south  side, 
296  ft.  7  in.  west  of  Lewis  avenue 
(Block  No.  1585,  Lot  No.  25  and  part 
of  Lot  No.  21),  Borough  of  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  10,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 


93 


CALENDAR 


10,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 

Manhattan,  on  the  following  matters: 

cal.  no.  86-29-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Max  C.  Meyer, 
owner,  reopened  April  15,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  two-story  build¬ 
ing  to  be  occupied  for  business  purposes 
(store)  on  the  first  story  and  dwelling- 
use  above  (previously  acted  upon  by  the 
Board)  ;  premises  241-247  Underhill 
avenue  and  268  Lincoln  place,  southeast 
corner  (Block  No.  1179,  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  7 14-4 1-BZ— Application,  August  5,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Wood  Dolson  Company,  Incorpo¬ 
rated,  for  Seamen’s  Bank  for  Savings, 
owner  (Chris  Mpazakis  and  John 
Mpazakis,  lessees),  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
conversion  of  occupancy  of  a  store  lo¬ 
cated  in  a  multiple  dwelling  to  a  res¬ 
taurant;  premises  401  West  118th  street 
and  80  Morningside  drive,  northwest 
corner  (Block  No.  1962,  Lot  No.  18), 
Borough  of  Manhattan. 

cal.  no.  747-41-BZ — Application,  August  28,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  C.  Sommerfeld,  applicant, 
on  behalf  of  K  and  H  -Warehouse 
Holding  Corporation,  owner,  to  permit 
in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  (5) 
motor  vehicles;  premises  516-520  West 
181st  street,  south  side,  25  ft.  east  of 
Audubon  avenue  and  309  Audubon  ave¬ 
nue  east  side,  100  ft.  south  of  West 
181st  street  (Block  No.  2152,  Lot  No. 
67),  Borough  of  Manhattan. 

CAL.  NO.  985-41-BZ— Application,  November  14,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Carl  Eill  Schiffer,  ap¬ 
plicant,  on  behalf  of  Artell  Realty  Cor¬ 
poration,  owner  (Michael  Steinhauser, 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  46-60  Del- 
monico  place,  182  Ellery  street,  south¬ 
west  corner  and  749-751  Park  avenue 
(Block  No.  1731,  Lot  Nos.  20.  22,  23, 
24  and  33),  Borough  of  Brooklyn. 

cal.  no.  544-41-BZ — Application,  June  16,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Henry  G.  Harrington,  applicant,  on 
behalf  of  Estate  of  Helen  Walters, 
owner  (Maurice  Bass,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  513-515  Bergen  street,  north 
side,  320  ft.  east  of  Sixth  avenue  and 
520-528  Dean  street  (Block  No.  1136, 
Lot  Nos.  24,  78  and  77),  Borough  of 
Brooklyn. 

cal.  no.  1055-41-BZ — Application,  December  5,  1941,  under 
sections  7c  and  21  of  the  building  zone 


resolution,  of  Lama  and  Proskauer,  ap-  { 
plicants,  on  behalf  of  Louis  W.  Alpher,  j 
owner,  to  permit  upon  a  plot  located 
partly  in  an  unrestricted  use  and  partly  ; 
in  a  business  use  district,  the  erection 
and  maintenance  of  a  building  to  be 
used  as  office  and  storage  of  lumber 
and,  also,  the  use  of  the  remainder  of 
the  plot  as  a  lumber  yard;  premises  . 
498-500  Atlantic  avenue,  south  side, 
225  ft.  west  of  Third  avenue  (Block 
No.  185,  Lot  No.  16),  Borough  of 
Brooklyn. 

cal.  no.  159-34-BZ— Application  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Kesbec,  Incor¬ 
porated,  owner,  reopened  June  17,  1941, 
under  sections  7c,  7f  and  21  of  the 
building  zone  resolution,  to  permit 
partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  extension 
of  use  of  a  gasoline  service  station  to 
include,  for  a  temporary  period,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  590  East 
Fordham  road  and  2507  Arthur  ave¬ 
nue,  southwest  corner  (Block  No.  3067, 
Lot  Nos.  54  and  56),  Borough  of  The 
Bronx. 

cal.  no.  816-41 -BZ — Application,  September  24,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  C.  Keller,  applicant,  on 
behalf  of  Ludwig  Rohrmann,  owner,  to 
permit  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  exist¬ 
ing  frame  dwelling  to  a  business  build¬ 
ing  (bar,  grill  and  restaurant)  ;  prem¬ 
ises  85-03  164th  street,  southeast  corner 
of  85th  avenue  (Block  No.  9847,  Lot 
No.  26),  Jamaica,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

81 7-4  l-A— 85-03  164th  street,  southeast  corner  of  85th  ave¬ 
nue  (Block  No.  9847,  Lot  No.  26),  Ja¬ 
maica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  10,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

824-41 -A — 3  Doyers  street,  south  side,  81  ft.  9  in.  west  of 
Chatham  square  (Block  No.  162,  Lot  No. 
33),  Borough  of  Manhattan. 

Appliances  and  Materials  for  Approval. 

1 047-41 -S  A— Hoffman  140  F  Safety  Dry  Cleaning  Units, 
Models  Al,  A2,  Bl.  B2,  Ml,  M2,  Ml-U 
and  M2-U. 

1091-41-SA — Vendrink  Beverage  Dispensing  Machine. 

673-41-SM— Richards-Wilcox  Eve-R-Ward  Fire  Door  and 
Sliding  Fire  Door  Hardware. 

814-41-SA — H.  C.  Little  Oil  Burner. 

883-41  -SM — Crispin  Air  and  Vacuum  Valves. 

0Q6-38-SM — Nu-Wood  Insulating  Fiber  Board. 
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FEBRUARY  17,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
irds  and  Appeals  of  a  public  hearing  under  the  provisions 
)f  the  building  zone  resolution,  Tuesday  morning,  February 
7,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
vlanhattan,  on  the  following  matters : 

:al.  no.  570-41-BZ — Application,  June  23,  1941,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Berlin,  Berlin  and  Albert,  applicants, 
on  behalf  of  Gar  Holding  Company,  In¬ 
corporated,  owner  (George  Hofbauer, 
lessee),  to  permit  for  a  term  of  years, 
in  an  unrestricted  use  district,  the  con¬ 
version  of  occupancy  of  a  building  to 
a  garage  for  more  than  five  (5)  motor 
vehicles;  the  said  garage  being  on  the 
same  street  and  within  the  same  inter¬ 
secting  streets  on  which  portion  there 
exists  an  exit  from  or  an  entrance  to 
a  public  school;  premises  369-375  (379 
displayed)  Suydam  street,  northwest 
side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

:al.  no.  960-41-BZ — Application,  November  7,  1941,  under 
section  7i  of  the  building  zone  resolu¬ 
tion,  of  Abraham  H.  Horwitz,  appli¬ 
cant,  on  behalf  of  Agnes  I.  Olvany, 
owner  (Charles  Di  Bella,  lessee),  to 
permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building 
to  a  motor  vehicle  repair  shop ;  prem¬ 
ises  3962  Tenth  avenue,  west  side,  87.5 
ft.  north  of  West  211th  street  (Block 
No.  2229,  part  of  Lot  No.  32),  Borough 
of  Manhattan. 

;al.  no.  469-40-BZ — Application,  May  3,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  David  J.  Lewis,  applicant,  on  behalf 
of  Louis  Leavitt,  owner,  to  permit  in  a 
business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  224-14  Hempstead  ave¬ 
nue,  southwest  corner  of  225th  street 
(Block  No.  11159,  part  of  Lot  No.  43), 
Queens  Village,  Borough  of  Queens. 

:al.  no.  778-41-BZ — Application,  September  12,  1941,  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  of  Albert  Homes 
Swanke,  applicant,  on  behalf  of  Louis 
H.  Pink,  Superintendent  of  Insurance, 
State  of  New  York,  as  Liquidator  of 
the  Bond  and  Mortgage  Guarantee 
Company,  owner  (Louis  Pimpinelli, 
lessee),  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five^(5)  mo¬ 
tor  vehicles;  premises  119-125  Fourth 
place,  north  side,  145  ft.  west  of  Smith 
street  (Block  No.  467,  Lot  No.  39), 
Borough  of  Brooklyn. 

:al.  no.  668-41-BZ — Application,  July  17,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Henrietta  Grum, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  647-665  Herki¬ 


mer  street,  north  side,  250  ft.  east  of 
Schenectady  avenue  (Block  No.  1701, 
Lot  Nos.  53,  57  and  58),  Borough  of 
Brooklyn. 

cal.  no.  463-41-BZ — Application,  May  20,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Gulf  Oil  Corporation,  owner, 
to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  occupied  as  a  gasoline  ser¬ 
vice  station,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  618-628  Jamaica  avenue  and 
1  Hale  avenue,  southeast  corner  (Block 
No.  3905,  Lot  Nos.  3  and  5),  Borough 
of  Brooklyn. 

cal.  no.  950-40-BZ — Application,  October  1,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ernst  C.  Wal- 
deck,  owner,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy 
of  the  basement  and  first  story  of  a 
residence  building  to  an  undertaking 
establishment;  7610  Fourth  avenue, 
west  side,  59  ft.  south  of  76th  street 
(Block  No.  5950,  Lot  No.  47),  Bor¬ 
ough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

32-42- A — 7610  Fourth  avenue,  west  side,  59  ft.  south  of 
76th  street  (Block  No.  5950,  Lot  No.  47), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  17,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

1058-41-A — 6009  Independence  avenue,  lot  on  right-of-way 
off  Independence  avenue,  189.17  ft.  south 
of  West  261st  street  and  157.21  ft.  west 
of  west  side  of  Independence  avenue 
(Block  No.  3426,  part  of  Lot  No.  608), 
Borough  of  The  Bronx  (under  section  36, 
General  City  Law — re  proposed  erection 
of  building  not  fronting  on  a  legally 
mapped  street). 

1109-41-A — 6005  Independence  avenue,  lot  on  right-of-way 
off  Independence  avenue,  189.17  ft.  south 
of  West  261st  street  and  100  ft.  west  of 
west  side  of  Independence  avenue  (Block 
No.  3426,  part  of  Lot  No.  608),  Borough 
of  The  Bronx  (under  section  36,  General 
City  Law — re  proposed  erection  of  build¬ 
ing  not  fronting  on  a  legally  mapped 
street). 


MARCH  3,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
3,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cat.,  no.  530-41 -BZ — Application,  Tune  10,  1941,  under  sec¬ 
tions  7F  and  21  of  the  building  zone 
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resolution,  of  Ferdinand  Savignano,  buildings  on  the  plot  in  question)  ; 

applicant,  on  behalf  of  Anna  Scar-  premises  332-344  West  44th  street, 

digno,  owner,  to  permit  in  ci  business  *  south  side,  250  ft.  ecist  of  Ninth  avenue 

use  district,  for  a  term  of  years,  the  (Block  No.  1034,  Lot  Nos.  48  to  53, 

erection  and  maintenance  of  a  gasoline  inclusive),  Borough  of  Manhattan. 


service  station;  the  accessory  building- 
having  exits  and  entrances  thereto  lo¬ 
cated  more  than  twenty-five  (25)  feet 
from  the  business  street ;  ^  premises 
85-42  57th  avenue  and  57-02  Van 
Horn  street,  southeast  corner  (Block 
No.  2882,  Lot  Nos.  10  and  11),  Elm¬ 
hurst,  Borough  of  Queens. 


cal.  no.  367-41-BZ — Application,  April  24,  1941,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Ismet  Sarach, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  an  unrestricted  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1979  Wash¬ 
ington  avenue,  west  side,  162  ft.  north 
of  East  178th  street  (Block  No.  3035, 
Lot  No.  42),  Borough  of  The  Bronx. 

cal.  no.  370-41-BZ— Application,  April  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Albert  Homer  Swanke,  applicant,  on 
behalf  of  Louis  H.  Pink,  Superintendent 
of  Insurance,  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and  Guar¬ 
anty  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  443- 
445  Myrtle  avenue  and  143-155  Waverly 
avenue,  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brook¬ 
lyn. 

cal.  no.  1307-39-BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 
rated,  lessee),  reopened  November  25, 
1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 


cal.  no.  413-39-BZ — Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritory,  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  15  Ocean  avenue,  south  side,  100 
ft.  west  of  Flatbush  avenue  (Block  No. 
5024,  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 

Appeal  from  Administrative  Decision. 

1088-41 -A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  24,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
24,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  159-36-BZ — Application  of  Aluriou  Realty  Corpo- 
ation,  owner,  and  Public  Service  Inter¬ 
state  Transportation  Co.,  lessee,  re¬ 
opened  February  18,  1941,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  retail  one  (1)  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245- 
259  West  41st  street,  north  side,  100  ft. 
east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JANUARY  27,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage 

and  Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  January  20,  1942  and  Tuesday  after¬ 
noon,  January  20,  i942,  were  approved  as  printed  in  Bul¬ 
letin  No.  4,  Volume  27. 


BUILDING  ZONE  CASES. 

413-39-BZ. 

APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Corpo¬ 
ration,  owner. 


SUBJECT — Application  reopened  and  restored  to  calendar 
June  17,  1941  (re  decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  building  zone  reso¬ 
lution,  to  permit  partly  in  a  residence  use  district 
and  partly  in  a  business  use  district,  the  erection 
of  a  new  building  to  be  used  as  office,  car  washing 
and  lubritory,  all  accessory  to  existing  gasoline 
service  station  (previously  withdrawn). 

PREMISES  AFFECTED — 15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024, 
part  of  Lot  No.  28),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks, 
and  David  Lieberman. 
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mON  OF  BOARD— Laid  over  to  March  3,  1942  at  10 
A.  M.  for  applicant  to  file  additional  plans,  and  for 
further  consideration  by  the  Board. 


17-39-BZ. 

’PLICANT — Herman  Kron,  for  Peter  Schmuck,  owner 
(87  Columbia  Garage,  Incorporated,  lessee). 

BJECT — Application  reopened  November  25,  1941  (re 
decision  of  the  borough  Superintendent)  under  sec¬ 
tions  7e,  7h  and  21  of  the  building  zone  resolution, 
to  permit  in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (there  are  buildings  on  the  plot  in  ques¬ 
tion). 

LEMISES  AFFECTED — 332-344  West  44th  street,  south 
side,  250  ft.  east  of  Ninth  avenue  (Block  No.  1034, 
Lot  Nos.  48  to  53,  inclusive),  Borough  of  Man¬ 
hattan. 

’PEARAN  CES — 

For  Applicant:  Herman  Kron,  Bernard  F.  Stern 
and  Arthur  J.  O’Leary. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks, 
Myron  J.  Glantz,  Harold  Wacker,  Kate  Detroy, 
L.  C.  Keller,  Harry  Glantz  and  A.  Glantz. 

ITION  OF  BOARD— Laid  over  to  March  3,  1942  at 
10  A.  M.  for  consideration  by  the  Board. 


'-41-BZ. 

’PLICANT — Henry  Nordheim  for  Ismet  Sarach,  owner. 

IB JECT— Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7f  and  21  of  the 
building  zone  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  an  unrestricted  use  district 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

DEMISES  AFFECTED — 1979  Washington  avenue,  west 
side,  162  ft.  north  of  East  178th  street  (Block  No. 
3036,  Lot  No.  42),  Borough  of  The  Bronx. 

PPEARAN  CES — 

For  Applicant:  Henry  Nordheim. 

For  Opposition:  None. 

ITION  OF  BOARD— Laid  over  to  March  3,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board. 


1-41-BZ. 

^LICANT — Albert  Homer  Swanke,  for  Louis  H.  Pink, 
Superintendent  of  Insurance,  State  of  New  York, 
as  Liquidator  of  Lawyers  Title  and  Guaranty  Com¬ 
pany,  owner. 

OBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

DEMISES  AFFECTED — 443-445  Myrtle  avenue  and 
143-155  Waverly  avenue,  northeast  corner  (Block 
No.  1889,  Lot  No.  96),  Borough  of  Brooklyn. 
’PEARANCES— 

For  Applicant:  Albert  Homer  Swanke. 

For  Opposition:  None. 

ITION  OF  BOARD — Laid  over  to  March  3,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board  and 
for  owner  of  adjoining  parcel  to  file  application  for 
a  zoning  variance. 


13-41-BZ. 

’PLTCANT — George  M.  Gross,  for  Gross-Morton  Kew 
Company,  Incorporated,  owner. 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  and  also  E 
area  district,  the  maintenance  of  an  accessory  one 
car  garage  which  does  not  comply  with  the  re¬ 
quired  ten  (10)  foot  set  back  from  the  street  line. 

PREMISES  AFFECTED — 136-05  72nd  avenue,  northeast 
corner  of  136th  street  (Block  No.  6599,  Lot  No. 
2),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alvin  Cassens,  Jr. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1942  at 
10  A.M.  for  further  consideration  by  the  Board. 
Applicant  to  confer  with  owner. 


435-41-BZ. 

APPLICANT — Henry  Nordheim,  for  Dolorita  Wallace, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7f  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
for  a  term  of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

1 ’REMISES  AFFECTED— 737  East  149th  street  and  549 
Concord  avenue,  northwest  corner  (Block  No. 
2641,  Lot  Nos.  18,  19  and  20),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim,  Dolorita  Wal¬ 
lace  and  Isaac  Ziff. 

For  Opposition:  Earl  I.  Gallant. 

ACTION  OF  BOARD — Application  withdrawn,  on  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative  :  . . .  0 

Absent :  Commissioner  Savage  .  1 


1 1 15-41-BZ. 

APPLICANT — Henry  Nordheim,  for  Dennis  Wright, 
owner. 

SUBJECT — Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent)  under  sections  7f  and  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 3325  Webster  avenue,  west 
side,  551.98  ft.  south  of  Gun  Hill  road  (Block  No. 
3355,  Lot  No.  142),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  D.  Wright. 
For  Opposition:  E.  I.  Gallant,  E.  G.  Johnson  and 
A.  J.  Knoch. 

ACTION  OF  BOARD — Application  withdrawn,  on  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


326-29-BZ. 

APPLICANT — Henry  Nordheim  for  Margaret  G.  Wright, 
owner. 

SUBJECT — Application  reopened  May  28,  1940  (re  deci¬ 
sion  of  the  acting  borough  superintendent)  under 
section  21  of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district,  the  conversion  of 
occupancy  of  a  building  to  a  non-storage  garage 
for  more  than  five  (5)  motor  vehicles  and  also  a 
motor  vehicle  repair  shop  (previously  denied  re 
garage  for  more  than  five  (5)  motor  vehicles). 
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PREMISES  AFFECTED— 3327-3329  Webster  avenue, 
west  side,  501.98  ft.  south  of  Gunhill  road  (Block 
No.  3355,  Lot  No.  140),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  D.  Wright. 
For  Opposition:  E.  I.  Gallant,  E.  G.  Johnson  and 
A.  J.  Knoch. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn 

Negative :  . 

Not  Voting:  Commissioner  Savage 

THE  RESOLUTION— 

(326-29-BZ) 

Whereas,  this  application,  under  sections  7g  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles,  premises.  West  side  of  Web¬ 
ster  avenue,  501.99  ft.  south  of  Gunhill  road,  Borough  of 
The  Bronx,  was  denied  by  the  Board  December  24,  1929; 
and 

Whereas,  Henry  Nordheim,  for  Margaret  G.  Wright, 
owner,  requested  reopening  of  the  application  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  a  building  to 
a  non-storage  garage  for  more  than  five  (5)  motor  vehicles 
and  also  a  motor  vehicle  repair  shop,  premises  3327-3329 
Webster  avenue,  west  side,  501.98  ft.  south  of  Gunhill  road, 
(Block  No.  3355,  Lot  No.  140),  Borough  of  The  Bronx; 
and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  May  28,  1940,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  27,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Webster  avenue  is  in  a 
business  and  residence  use  district,  Parkside  place,  Decatur 
avenue  and  East  209th  street  are  in  residence  use  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Appl.  No.  501/32,  dated  May  16,  1940,  reads: 

“Please  be  advised  that  your  application  for  a  Cer¬ 
tificate  of  occupancy  for  use  of  the  above  premises  as 
a  non-storage  garage  for  more  than  five  (5)  motor 
vehicles  and  motor  vehicle  repair  shop,  is  denied,  as 
the  premises  are  located  in  a  business  district,  as  estab¬ 
lished  by  the  Amended  Building  Zone  Resolution,  where 
such  occupancy  is  unlawful.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
50  ft.  front  by  50  ft.  in  depth,  and  one  story  in  height. 
It  is  proposed  to  convert  the  occupancy  of  the  existing  build¬ 
ing  to  a  non-storage  garage  for  more  than  five  (5)  motor 
vehicles  and  also  a  motor  vehicle  repair  shop;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  i,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  .of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7i 
thereof,  for  a  term  of  two  (2)  years  from  the  date  of  this 
resolution,  to  permit  the  premises  to  be  occupied,  in  addition 
to  the  occupancy  as  a  five  (5)  car  non-storage  garage,  for 
motor  vehicle  repairing  on  condition  that  such  motor  vehicle 
repairing  shall  be  only  such  as  can  be  done  with  hand  tools 
excluding  anvil,  forge  and  any  motor  driven  machines  except 


a  small  bench  grinder  and  a  drill  requiring  motor  powe: 
not  exceeding  H.P.  each ;  that  no  additional  signs  adver 
tising  the  uses  shall  be  constructed  on  the  building;  tha 
such  portable  fire-fighting  appliances  shall  be  installed  a 
the  fire  commissioner  shall  direct;  that  this  variance  shal 
not  include  use  in  connection  therewith  of  adjoining  lot  a 
3325  Webster  avenue  for  parking  of  more  than  five  car; 
nor  any  other  non  conforming  use;  that  all  permits  shal 
be  obtained  and  all  work  completed  within  three  (3)  month 
from  the  date  of  this  resolution. 

0  - 

1  423-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Michael  Delia 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super 
intendent)  under  section  21  of  the  building  zon> 
resolution,  to  permit  in  a  business  use  district,  th 
conversion  of  occupancy  of  an  existing  building  t< 
a  junk  shop. 

PREMISES  AFFECTED— 297-299  Withers  street,  nortl 
side,  200  ft.  5J4  in.  west  of  Debevoise  avenu 
(Block  No.  2867,  Lot  Nos.  34  and  55  and  part  o 
Lot  No.  41),  Borough  of  Brooklyn. 
APPEARANCES—  ' 

For  Applicant :  Alfred  A.  Lama  and  Frank  Delia 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  • 

Negative:  .  1 

THE  RESOLUTION— 

(423-41-BZ) 

Whereas,  Lama  and  Proskauer,  for  Michael  Delia,  ownei 
filed  May  7,  1941  an  application  under  section  21  of  th 
building  zone  resolution,  to  permit  in  a  business  use  district 
the  conversion  of  occupancy  of  an  existing  building  to  ; 
junk  shop;  premises  297-299  Withers  street,  north  side,  201 
ft.  5jJ  in.  west  of  Debevoise  avenue  (Block  No.  2867,  Lo 
Nos.  34,  55  and  part  of  Lot  No.  41),  Borough  of  Brooklyn 
and 

Whereas,  a  public  hearing  was  held  on  this  applicatioi 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet 
ing,  January  27,  1942,  after  due  notice  by  publication  ii 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  buildin; 
zone  resolution  show  that  Withers  street,  Frost  street  an 
Kingsland  avenue  are  in  business  use  districts;  Debevois 
avenue  is  in  business  and  unrestricted  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  o; 
Alt.  Application  No.  1088-1941,  dated  May  5,  1941,  reads: 
“No  records  exist  in  this  Department  of  the  lega 
erection  or  occupancy  of  this  building  as  a  junk  shot 
Therefore,  the  erection  of  a  building  within  a  busines 
use  district  or  use  as  a  junk  shop  is  contrary  to  th 
Zoning  Resolution,  Sect.  4(a)  (20).” 
and  jll 

Whereas,  the  premises  consist  of  a  plot  of  ground  havin; 
a  frontage  of  50  ft.  1  in.  and  a  depth  of  149  ft.  5  ir 
Upon  the  plot  there  are  located  a  two-story  frame  dwelling 
24  ft.  by  34  ft.  in  area,  and  also  a  one  and  two-stor; 
Class  3  building,  23  ft.  6  in.  by  98  ft.  3  in.  irregular  ii 
area.  It  is  proposed  to  use  the  latter  building  as  a  juni 
shop,  with  the  dwelling  to  remain  unaltered;  and 

Whereas,  the  premises  and  the  surrounding  area  wer 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  cas 
in  which  to  exercise  its  discretion  to  grant  under  section  7 
of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  make  a  variation  in  the  application  of  the  use  distric 
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regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7e 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
to  be  occupied  as  proposed  as  a  junk  shop,  on  condition  that 
the  building  shall  not  be  increased  in  height  or  area ;  that 
there  shall  be  no  openings  in  the  walls  on  the  westerly  side 
or  rear  lot  lines;  that  the  existing  one-story  garage  at  the 
front  shall  be  removed  and  also  that  the  550  gallon  tank 
shall  be  taken  up  and  removed  from  the  premises;  that  the 
existing  loading  platform  may  be  continued  and  extended 
to  the  westerly  lot  line ;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto;  that  such  portable  fire-fighting  ap¬ 
pliances  shall  be  maintained  on  the  premises  as  the  fire 
commissioner  shall  direct;  that  all  permits  required  shall 
be  obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 


762-41-BZ. 

APPLICANT — Arthur  Harris  (lessee),  for  The  Guardian 
Life  Insurance  Company  of  America,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  the  alteration  and  conversion 
of  occupancy  of  part  of  an  existing  building,  lo¬ 
cated  partly  in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district,  to  a  public  restaurant;  also  the 
proposed  alteration  does  not  comply  with  the  build¬ 
ing  zone  resolution  as  to  the  location  of  entrances 
to  and  show  windows  in  the  proposed  business  use. 
PREMISES  AFFECTED— 82-84  Pierrepont  street  and  178 
Henry  street,  southwest  corner  (Block  No.  242,  Lot 
No.  37),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arthur  Harris. 

For  Opposition :  Edward  Handleman,  Samuel  Mar- 
kle,  Charles  H.  Ehrenstrom,  Walter  Bruch- 
hausen,  Sidney  W.  Davidson  and  D.  R.  J. 
Arnold. 

\CTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(762-41-BZ) 

Whereas,  Arthur  Harris  (lessee),  for  I  he  Guardian  Life 
Insurance  Company  of  America,  owner,  filed  August  18, 
1941,  an  application  under'  section  21  of  the  building  zone 
resolution,  to  permit  the  alteration,  conversion  of  occupancy 
of  part  of  an  existing  building  located  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  to  a  public 
restaurant;  also  the  proposed  alteration  does  not  comply 
with  the  requirements  of  the  building  zone  resolution  as  to 
the  location  of  entrances  to  and  show  windows  in  the 
proposed  business  use;  premises  82-84  Pierrepont  street  and 
178  Henry  street,  southwest  corner  (Block  No.  242,  Lot 
No.  37),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  27,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  Pierrepont  street  and  Henry  street 
are  each  in  residence  and  business  use  districts ;  Montague 
street  is  in  a  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  1528-1941  dated  July  18,  1941  and 
as  amended  December  12,  1941,  reads : 

“1.  Present  private  garage  to  be  converted  to  busi¬ 
ness  use  is  in  violation  of  zoning  resolution,  Article  4, 
Sec.  19h. 


2.  Proposed  change  of  occupancy  of  present  dining¬ 
room  for  use  of  tenants  in  building  to  a  public  restaurant 
is  in  Violation  of  Zoning  Resolution,  Article  2,  Sec.  3 
and  Article  4,  Sec.  19h.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
fronting  37  ft.  6  in.  on  Pierrepont  street,  103  ft.  on  Henry 
street  and  five  stories  and  basement  in  height.  The  existing 
building  is  occupied  by  one  family,  boarders,  a  restaurant 
for  boarders,  and  a  private  garage  (in  the  south  part  of 
the  basement  story).  It  is  proposed  to  use  the  restaurant 
for  boarders  (located  in  the  basement  story)  as  a  public 
restaurant,  and  also,  to  alter  and  convert  the  occupancy  of 
the  private  garage  to  a  store.  The  show  window  and 
entrance  to  the  proposed  store  and  also  entrances  to  the 
public  restaurant  are  located  more  than  25  ft.  from  the 
street  line  of  Montague  street  (the  business  corner)  ;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  provisions  of  section 
19h  of  the  zoning  resolution  do  not  apply  as  cited  in  objec¬ 
tion  No.  2  raised  by  the  Borough  Superintendent;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7e 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  base¬ 
ment  portion  of  the  premises  to  be  occupied  as  a  public 
restaurant,  substantially  as  proposed  on  condition  that  no 
structural  alterations  shall  be  made  and  that  the  conditions 
of  operation  of  the  restaurant  shall  be  in  accordance  with 
the  requirements  as  set  forth  in  the  stipulation  dated  Jan¬ 
uary  22,  1942  and  entered  into  by  the  applicant  and  Brook¬ 
lyn  Heights  Association  and  endorsed  by  the  owner,  The 
Guardian  Life  Insurance  Co.,  reading  as  follows : 

“It  is  hereby  stipulated  that  the  above  application 
be  granted,  subject  to  the  approval  of  the  Board  of 
Standards  and  Appeals  and  upon  the  following  terms 
and  conditions,  which  shall  be  made  a  part  of  the 
record  herein,  to  wit : 

1.  That  there  shall  be  no  stand  up  bar,  and  that 
no  liquor  shall  be  served  excepting  on  the  restaurant 
floor  and  at  tables. 

2.  That  no  meals  or  refreshments  shall  be  served  in 
the  lobby. 

3.  That  there  shall  be  no  cabaret  and  no  dancing 
and  no  music,  except  that  of  the  character  of  Muzak. 

4.  That  no  signs  shall  be  erected  or  displayed  ex¬ 
cepting  a  small  menu  sign  on  the  Hem^  street  side  of 
the  premises. 

5.  That  the  doors  shall  be  closed  to  the  entrance  of 
patrons  at  midnight.” 

that  in  addition  to  the  stipulation  above  cited  the  public 
restaurant  premises  shall  be  closed  at  12  o’clock  midnight 
on  each  day;  that  the  existing  garage  toward  the  south 
shall  not  be  changed  for  store  use  as  proposed ;  that  all 
openings  in  the  kitchen  wall  on  the  lot  line  between  this  lot 
and  the  adjoining  lot  at  No.  80  Pierrepont  street  shall  be 
blocked  up  with  approved  masonry  or  glass  blocks  without 
ventilators  and  no  other  openings  shall  be  constructed ;  that 
existing  masonry  walls  on  interior  lot  line  to  the  west  at 
interior  court  and  at  rear  yard  shall  be  maintained ;  that  a 
ventilating  system  for  ventilating  the  kitchen  shall  be 
maintained  with  a  proper  fan  or  blower  and  duct  of  suffi¬ 
cient  height  as  may  be  approved  by  the  Department  of 
Housing  and  Buildings  ;  that  it  is  a  condition  of  this  variance 
that  the  premises  shall  be  under  lease  or  ownership  of  the 
applicant  and  that  the  premises  shall  be  under  his  direct 
supervision;  that  the  building  shall  not  be  increased  in 
height  or  area ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable;  that  all  existing  certificates  of  occupancy  as 
amended  by  resolution  of  the  Board  chi  May  9,  1939  under 
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Calendar  Number  437  of  1939  A  shall  be  recalled  and  a  new 
certificate  of  occupancy  issued  covering  the  legal  uses  in  the 
building;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  three  (3)  months  from  the  date  of  this 
resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

1088-41 -A. 

APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — IS  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024, 
part  of  Lot  No.  28),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD— Laid  over  to  March  3,  1942  at  10 
A.  M.  in  connection  with  Cal.  No.  413-39-BZ. 


Adjourned,  12:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  27,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 

752-29-BZ. 

APPLICANT — Pierce  T.  Wetter,  for  Robertson  Trow¬ 
bridge,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  an  unrestricted  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 8801-8809  Fourth  avenue  and 
404-412  88th  street,  southeast  corner  (Block  No. 
6065,  Lot  Nos.  6,  9  and  11),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Pierce  T.  Wetter  and  Geo.  A. 
Alino. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  egative :  .  0 

THE  RESOLUTION— 

(752-29-BZ) 

Whereas,  this  application  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  use  district 
and  partly  in  an  unrestricted  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  premises 
8801-8809  Fourth  avenue,  and  402-412  88th  street,  southeast 
corner  (Block  No.  6065,  Lot  Nos.  6,  9  and  11),  Borough 
of  Brooklyn,  was  granted  by  the  Board  May  6,  1941,  on 


certain  conditions,  and  owner  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  6,  1941,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pletion  of  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“That  in  view  of  the  approval  by  the  Board  of  the 
plans  complying  with  the  requirements  of  this  resolu¬ 
tion,  under  date  of  July  14,  1941,  and  a  statement  by 
the  applicant  that  portion  of  the  work  has  been  com¬ 
plied  with  in  accordance  with  the  plans  and  resolution, 
and  that  other  portions  of  the  work,  namely  the  removal 
of  billboards  and  the  construction  of  fence  and  pro¬ 
tective  curbing  will  be  performed  in  compliance  with 
the  resolution  as  soon  as  possible,  that  all  permits 
required  shall  be  obtained  and  all  work  completed  within 
fifteen  (15)  months  from  the  date  of  this  amended 
resolution.” 


185-33-BZ. 

APPLICANT — William  Richter,  for  Sadie  Teitelbaum, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  permitting  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  for  a  period 
of  two  (2)  years,  the  maintenance  of  an  automobile 
wrecking  and  junk  storage  yard. 

PREMISES  AFFECTED— 2284-2296  West  8th  street  and 
129-143  Avenue  W,  northwest  corner  (Block  No. 
7142,  Lot  Nos.  48  and  53),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  Richter. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(185-33-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution  to  permit  in  a  business  district  and 
partly  in  a  residence  district,  an  automobile  wrecking  and 
junk  storage  yard,  premises  2 284-2296  West  8th  street  and 
129-143  Avenue  W,  northwest  corner  (Block  No.  7142,  Lot 
Nos.  48  and  53),  Borough  of  Brooklyn,  was  granted  by  the 
Board  January  16,  1934,  on  certain  conditions,  permit  ex¬ 
tended  February  4,  1936,  February  8,  1938  and  January  16, 
1940,  and  applicant  requests  a  further  extension  of  the  per¬ 
mit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  16,  1934, 
as  last  amended  January  16,  1940,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“*  *  *  granted  tinder  section  7-e  for  a  term  of  two 
(2)  years,  to  permit  the  plot  under  appeal  to  he  occu¬ 
pied  for  the  wrecking  of  motor  vehicles  and  the  stor¬ 
age  of  second-hand  motor  vehicle  parts  and  plumbing 
supplies,  on  condition  that  the  entire  plot  shall  be  en¬ 
closed  with  a  board  fence  on  all  sides  and  that  no  addi¬ 
tional  building  shall  be  erected  on  the  property  other 
than  the  existing  frame  shed  and  one-story  galvanised 
iron  structure  now  shozvn  on  the  plans  filed  herewith,” 


315-33-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Sinclair  Refin¬ 
ing  Company,  owner. 
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JBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (deci¬ 
sion  of  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

DEMISES  AFFECTED — Southeast  corner  of  Astoria 
avenue  (boulevard)  and  44th  street  (Block  No. 
717,  part  of  Lot  No.  29),  Astoria,  Borough  of 
Queens. 

PPEARAN  CES— 

For  Applicant :  Alfred  A.  Lama. 

CTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

HE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


HE  RESOLUTION— 

(315-33-BZ) 

Whereas,  this  application  affecting  premises  southeast 
>rner  of  Astoria  avenue  and  44th  street  (Block  No.  717, 
irt  of  Lot  No.  29),  Astoria,  Borough  of  Queens,  was 
anted  by  the  Board  March  13,  1934,  on  certain  conditions, 
ne  extended  April  23,  1935,  September  24,  1935,  April  28, 
•36  and  February  23,  1937,  resolution  amended  September 
I,  1940  and  the  owner  requested  an  amendment  of  the 
solution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
:reby  amend  the  resolution  adopted  on  March  13,  1934,  as 
st  amended  by  resolution  of  September  10,  1940,  by  add- 
g  thereto : 

“that  a  brand  sign  not  over  6  feet  in  diameter  on  a 
metal  standard  may  be  erected  within  the  building  line 
near  the  intersection  of  Astoria  boulevard  and  44th 
street;  that  such  sign  may  be  illuminated  and  may  ex¬ 
tend  beyond  the  building  line  for  a  distance  of  not  over 
three  (3)  feet  and  shall  advertise  only  the  brand  of 
gasoline  on  sale.” 


0-39-BZ. 

PPLICANT — Alexander  Ketterson,  for  Ascension  Mem¬ 
orial  Church,  owner  (Herald  Parking  and  Rent¬ 
ing,  Incorporated,  lessee). 

UBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  retail  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  the  transient 
parking  of  more  than  five  (5)  motor  vehicles. 
REMISES  AFFECTED— 249-253  West  43rd  street,  north 
side,  200  ft.  east  of  Eighth  avenue  (Block  No.  1015. 
Lot  Nos.  10  and  11),  Borough  of  Manhattan. 
PPEARANCES — 

For  Applicant :  Alexander  Ketterson. 

CTION  OF  BOARD — Application  reopened  and  permit 
extended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

HE  RESOLUTION— 

(310-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build- 
g  zone  resolution,  to  permit  in  a  retail  use  district,  for 
temporary  period  of  not  more  than  two  (2)  years,  the 
irking  and  storage  of  more  than  five  (5)  motor  vehicles, 


premises  249-253  West  43rd  street,  north  side,  200  ft.  east 
of  8th  avenue  (Block  No.  1015,  Lot  Nos.  10  and  11), 
Borough  of  Manhattan,  was  granted  by  the  Board  January 
9,  1940,  on  certain  conditions,  the  resolution  amended  January 
30,  1940,  and  applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  9,  1940,  as 
amended  by  resolution  adopted  January  30,  1940,  only  so  far 
as  it  has  reference  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“*  *  *  granted  under  section  7h  thereof  for  a 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution  *  * 


587-41-BZ. 

APPLICANT — Gabriel  Nathan,  for  Realty  Associates,  In¬ 
corporated,  owner  (Elizabeth  Sullivan,  lessee). 
SUBJECT- — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  and  residence 
use  district,  the  seasonal  transient  parking  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 32-11  Sprayview  avenue,  south 
side,  40  ft.  east  of  Beach  33rd  street,  east  side  of 
Beach  33rd  street,  100  ft.  south  of  Sprayview  ave¬ 
nue,  west  side  of  Beach  32nd  street,  100  ft.  south 
of  Sprayview  avenue  and  the  north  side  of  Board¬ 
walk,  between  Beach  32nd  street  and  Beach  33rd 
street.  (Block  No.  304,  Lot  Nos.  3  and  14),  Edge- 
mere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Vera  Howe. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  . . .  0 

THE  RESOLUTION— 

(587-41-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  and  residence 
use  district,  the  seasonal  transient  parking  of  more  than 
five  (5)  motor  vehicles,  premises  32-11  Sprayview  avenue, 
south  side,  40  ft.  east  of  Beach  33rd  street,  east  side  of 
Beach  33rd  street,  100  ft.  south  of  Sprayview  avenue,  west 
side  of  Beach  32nd  street,  100  ft.  south  of  Sprayview  avenue 
and  the  north  side  of  Boardwalk  between  Beach  32nd  and 
Beach  33rd  streets  (Block  No.  304,  Lot  Nos.  3  and  14), 
Edgemere,  Borough  of  Queens,  was  granted  by  the  Board 
July  17,  1941,  on  certain  conditions,  and  applicant  requested 
on  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  17,  1941,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  the  com¬ 
pletion  of  the  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“That  all  permits  required  shall  be  obtained  and  all 
work  completed  within  four  (4)  months  of  the  date 
of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

15 10-39- A. 

APPLICANT — Ernest  J.  Pirman  for  Illsley  Doubleday 
and  Company,  owner. 

SUBJECT — Appeal  reopened  December  23,  1941 — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintend¬ 
ent. 
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PREMISES  AFFECTED — 56-14  Nurge  avenue  southeast 
side,  139.36  ft.  northeast  of  56th  street  (Block  No. 
2643,  Lot  No.  34),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law  re  bed  of 
mapped  street). 

APPEARANCES— 

For  Applicant:  Stella  Eranchuk. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  3,  1942  at 
2  P.  M.  on  written  request  of  applicant. 


89-41 -A. 

APPLICANT— Ernest  J.  Pirman,  for  Illsley  Doubleday 
and  Company,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar, 
July  8,  1941— re  Appeal  from  decisions  of  the  bor¬ 
ough  superintendent  (previously  withdrawn). 

PREMISES  AFFECTED— 56-14  Nurge  avenue,  southeast 
side,  139.36  ft.  northeast  of  56th  street  (Block  No. 
2643,  Lot  No.  34),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law — re  bed  of 
mapped  street). 

APPEARANCES— 

For  Applicant:  Stella  Eranchuk. 

For  Administration :  Aaron  Halpern,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  3,  1942  at 
2  P.  M.  on  written  request  of  applicant. 


824-41-A. 

APPLICANT— Cafiero  and  Lacerenza,  for  Richbrook 
Realty  Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 3  Doyers  street,  south  side,  81 
ft.  9  in.  west  of  Chatham  square  (Block  No.  162, 
Lot  No.  33),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Wm.  T.  Molinari. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  10,  1942  at 
2  P.  M.  on  request  of  applicant. 


APPLICANT— Louis  Allen  Abramson,  for  Society  of  The 
Hillside  Hospital,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— Northeast  corner  of  263rd 
street  and  76th  avenue  (Block  No.  8520,  Lot  No.  2), 
Creedmore,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Louis  Allen  Abramson. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  3,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 


1056-41-A. 

APPLICANT— 324  Lafayette  Street  Corporation,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 324-328  Lafayette  street,  west 
side,  116.1  ft.  south  of  Bleecker  street  and  159-161 
Crosby  street  (Block  No.  522,  Lot  No.  28),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  I.  Shankman. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dep’t. 


ACTION  OF  BOARD — Laid  over  to  February  3,  1942  al 
2  P.M.  to  permit  Fire  Department  inspection. 


21-42-A. 

APPLICANT — Sol  Oberwager  for  Alfred  Graze,  Incorpo-j 
rated  for  H.  J.  Heinz  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 23-19  to  23-31  Borden  avenue, 
north  side,  175  ft.  east  of  23rd  street  and  23-20  to 
23-30  51st  avenue  (Block  No.  105,  Lot  No.  12), 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sol  Oberwager. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1942  at 
2  P.M.  for  further  consideration  by  the  Board. 


1041-41-A. 

APPLICANT — William  Beattie,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 354  79th  street,  south  side,  230 
ft.  west  of  Fourth  avenue  (Block  No.  5979.  Lot 
No.  31),  Borough  of  Brooklyn. 

\  P  P  E  A  RAN  CF.S — 

For  Applicant:  Samuel  Panzer. 

For  Administration :  Dewey  Rothkrug,  Dep’t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  to  comply, 

THE  VOTE  TO  \Y  1 T H D RAW — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  J 
Negative:  .  11 


633-41-A. 

APPLICANT — Harry  L.  Alper,  for  Michaels  Brothers 
Realty  Company,  Incorporated,  owner  (Furniture 
Dealers  Outlet  Stores,  Incorporated,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
reconsideration — re  Appeal  from  aft  order  and  a  de¬ 
cision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 272-274  8th  street,  south  side 
61  ft.  west  of  Fifth  avenue  (Block  No.  1004,  Lot 
No.  36),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  L.  Alper. 

ACTION  OF  BOARD— Appeal  reopened,  subject  to  usua' 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  A 
Negative:  .  ( 


634-41 -A. 

APPLICANT — Harry  L.  Alper,  for  Michaels  Brother 
Realty  Company.  Incorporated,  owner  (Michael- 
Brothers,  lessees). 

SUBJECT — Application  for  consideration — reopening  ant 
reconsideration — re  Appeal  from  an  order  and  t 
decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 442-444  Fifth  avenue  and  299 
307  Ninth  street,  northwest  corner  (Block  No.  1004 
Lot  No.  45),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  L.  Alper. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usua 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  L 
Negative :  .  t 
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Ml- A. 

^PLICANT — William  Sambur,  for  Betty  Rosenfeld, 
owner  (Acme  Window  Shade  and  Venetian  Blind 
Company,  lessee). 

JBJECT — Application  reopened  December  23,  1941 — re 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 

DEMISES  AFFECTED — 106-50  150th  street,  west  side, 
125.36  ft.  south  of  South  road  (Block  No.  10089, 
Lot  No.  17),  South  Jamaica,  Borough  of  Queens. 
3PEARANCES — 

For  Applicant :  William  Sambur. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

3TION  OF  BOARD — -Appeal  denied. 

-IF.  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

!4E  RESOLUTION— 

(650-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
perintendent,  premises  106-50  150th  street,  west  side,  125.36 
south  of  South  road  (Block  No.  10089,  Lot  No.  17), 
mth  Jamaica,  Borough  of  Queens,  was  granted  by  the 
3ard  July  22,  1941 ;  and 

Whereas,  William  Sambur,  for  Betty  Rosenfeld,  owner 
Verne  Venetian  Blind  Co.,  lessee),  requested  reopening  of 
e  appeal  and  consideration  by  the  Board  on  a  subsequent 
icision  of  the  borough  superintendent  dated  December  12, 

41 ;  and 

Whereas,  this  appeal  application  was  reopened  by  vote 
the  Board  December  23,  1941,  subject  to  usual  procedure; 

id 

Whereas,  the  decision  of  the  borough  superintendent  on 
It.  Applic.  No.  2665-40  dated  December  12,  1941,  reads  : 

“22.  Plans  do  not  show  second  story  supported  in¬ 
dependently  of  first  floor  as  per  decision  of  Board  of 
Standards  and  Appeals  under  Cal.  650-41-A. 

Note:  It  is  proposed  to  add  an  additional  story  to 
existing  one  story  building.  Existing  lower  story 
which  is  constructed  of  8"  brick  will  be  required  to 
carry  an  additional  second  story  of  8"  brick  and  new 
roof.  First  story  wall  of  two  story  building  is  required 
to  be  12"  brick  as  per  Sec.  8.4.2.5  of  building  code.” 
id 

Whereas,  the  applicant  now  requests  the  Board  to  accept 
ie  second  story  wall  as  shown  on  plans  filed  with  the 
trough  superintendent  supported  on  the  present  first  story 
alls  inasmuch  as  the  present  second  tier  is  supported  in- 
opendently  of  the  first  story  walls  by  means  of  the 
imerous  heavy  buttresses. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
i  Alt.  Applic.  No.  2665-40,  Item  No.  22,  be  and  it  hereby 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


194-41 -A. 

PPLICANT— Levy  and  Berger,  for  Congregation  Chevra 
Gemilia  Chasodim  Anshe  Motele,  owner. 

UBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

REMISES  AFFECTED — 174  East  51st  street,  west  side, 
142  ft.  2 y2  in.  south  of  Winthrop  street  (Block  No. 
4620,  Lot  No.  15),  Borough  of  Brooklyn. 
PPF.ARANCES — 

For  Applicant :  Leo  V.  Berger. 

For  Administration:  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

;£.TION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION— 

(1094-41-A) 

Whereas,  Levy  and  Berger,  for  Congregation  Chevra 
Gemilia  Chasodim  Anshe  Motele,  owner,  filed  December  22, 
1941  an  appeal  from  a  decision  of  the  borough  superintend¬ 
ent;  premises  174  East  5 1st  street,  west  side,  142  ft.  2jd  in. 
south  of  Winthrop  street  (Block  No.  4620,  Lot  No.  15), 
Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  5531-41  dated  December  17,  1941,  reads: 

“1.  Proposed  occupancy  as  Synagogue  in  a  frame 
building  is  contrary  to  Sec.  4.2.1  of  Bldg.  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (25  ft.)  in  height;  20  ft.  by  53  ft.  in  area  at  first 
floor  and  20  ft.  by  29  ft.  in  area  at  typical  floor  level;  of 
Class  4  construction;  located  in  a  residence  use  D  area  dis¬ 
trict;  erected  in  1910;  and  occupied  as  a  one  family  dwell¬ 
ing.  It  is  proposed  to  be  occupied :  cellar,  boiler-room  and 
kitchen ;  1st  floor,  synagogue,  35  persons ;  2nd  floor,  care¬ 
taker’s  apartment;  and 

Whereas,  the  applicant  contends  that  the  proposed  occu¬ 
pancy  will  be  a  temporary  use  as  it  is  planned  in  the  future 
to  erect  a  new  structure;  that  the  Congregation  has  been  in 
existence  for  over  30  years  at  184  Henry  street,  Manhattan, 
but  most  of  its  members  now  reside  in  Brooklyn  in  the 
locality  of  the  proposed  synagogue ;  that  the  synagogue 
occupancy  will  be  limited  to  the  1st  floor  located  3  ft.  above 
grade  and  will  have  a  small  number  of  occupants;  that  if 
the  building  were  of  brick  construction,  the  proposed  occu¬ 
pancy  would  be  in  accordance  with  Sec.  4.2.1 ;  that  in  view 
of  the  conditions  stated  and  the  small  area  of  the  structure 
and  the  limitation  of  the  occupancy  to  the  first  floor  as  a 
synagogue,  it  is  respectfully  requested  that  a  variance  be 
granted  in  order  that  the  congregation  may  use  these  prem¬ 
ises  during  the  emergency  until  such  time  as  a  new  struc¬ 
ture  can  be  erected. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  5531-41,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
for  a  term  of  two  (2)  years  from  the  date  of  this  resolu¬ 
tion,  on  condition  that  the  building  shall  not  be  increased  in 
height  or  area;  that  public  assembly  shall  be  confined  to  the 
first  floor  only ;  that  the  second  floor  shall  be  occupied  solely 
as  a  caretaker’s  apartment;  that  the  attic  shall  be  unoccu¬ 
pied;  that  the  cellar  ceiling  shall  be  fire-retarded  by  adding 
}/2  in.  sheet  rock  or  equivalent  to  present  plaster;  that  a 
second  means  of  exit  shall  be  installed  from  the  rear  read¬ 
ing  room  to  grade;  that  the  existing  exits,  front  and  side, 
shall  be  maintained ;  that  the  door  from  street  floor  to  cellar 
shall  be  made  self-closing;  that  there  shall  be  a  fire-re¬ 
tarded  enclosure  consisting  of  3  inches  of  masonry  con¬ 
structed  at  the  cellar  level,  enclosing  the  stairs  to  street 
floor  and  with  a  fireproof,  self-closing  door  not  less  than 
Jd-hour  placed  at  the  foot;  that  the  floor  load  on  the  street 
floor  shall  be  made  to  comply  with  the  requirements  there¬ 
for;  that  in  all  other  respects  all  laws,  rules  and  regulations 
applicable  to  the  building  and  occupancy  shall  be  complied 
with. 


1 112-41 -A. 

APPLICANT — Boak  and  Paris,  Incorporated,  for  Mary 
D.  Walsh,  et  al,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 116-122  West  50th  street,  south 
side,  200  ft.  west  of  Sixth  avenue  (Block  No. 
1002,  Lot  No.  41),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Hyman  Paris. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD- — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(11 12-41-A ) 

Whereas,  Boak  and  Paris,  Inc.  for  Mary  D.  Walsh,  et 
al,  owners,  filed  December  30,  1941,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent;  premises  116-122  West 
50th  street,  south  side,  200  ft.  west  of  Sixth  avenue  (Block 
No.  1002,  Lot  No.  41),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
amendment  to  Alt.  Application  No.  618-41,  dated  December 
30,  1941,  reads: 

“10.  Windows  on  lot  line  should  be  fireproof  3/\ 
hour  approved  type.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (45  ft.)  in  height;  100  ft.  by  100  ft.  5  in.  in  area; 
of  Class  1  construction ;  located  in  a  retail  1  use  district ; 
erected  in  1925 ;  previously  occupied  as  follows :  cellar, 
boiler-room  and  storage;  first  floor  and  mezzanine,  theatre 
and  dressing  room,  1,000  persons.  It  is  presently  occupied: 
cellar,  boiler-room,  storage  and  sales  space,  5  persons;  first 
floor,  stores,  50  persons;  second  floor,  bowling  alleys,  110  per¬ 
sons;  third  floor,  bowling  alleys,  110  persons;  fourth  floor, 
offices,  14  persons;  fifth  floor,  offices  16  persons;  pursuant 
to  temporary  Certificate  of  Occupancy  No.  28496,  issued 
December  31,  1941  as  a  renewal  of  temporary  Certificate  of 
Occupancy  No.  28379,  permitting  the  use  of  the  first  floor 
as  a  store,  50  persons;  second  floor,  bowling  alleys,  110 
persons;  third  floor,  bowling  alleys,  110  persons;  fourth 
floor,  office,  14  persons;  fifth  floor,  office,  16  persons;  and 

Whereas,  the  applicant  contends  that  the  work  involved 
consists  of  altering  the  existing  theatre  into  stores,  bowling 
alleys  and  offices  by  removing  the  balconv,  stage,  etc.  and 
constructing  new  second,  third,  fourth  and  fifth  floors  with 
the  necessary  steel  columns,  beams  .and  concrete  arches; 
that  this  appeal  refers  to  the  8  newly  installed  kalamein 
double  hung  windows  in  the  westerly  lot  line  wall ;  that 
these  windows  are  self-closing  with  sash  divided  by 
muntins  and  glazed  with  wire  plate  glass ;  that  four  of 
these  windows  are  located  on  the  third  floor,  two  on  the 
fourth  floor  and  two  on  the  fifth  floor;  that  to  remove 
these  windows  and  install  three-quarter  hour  labeled  win¬ 
dows  would  create  a  hardship  on  the  owner  as  the  windows 
are  entirely  built  in  with  finish  plaster  iambs  and  heads  on 
the  interior  and  the  tenant  is  in  possession :  that  due  to  pri¬ 
orities  there  is  only  one  company  in  this  vicinitv  now 
making  three-quarter  hour  approved  windows  and  this  com¬ 
pany  is  requiring  up  to  16  weeks  for  delivery  without  anv 
guarantee ;  that  the  entire  building  is  fireproof  and  the 
windows  in  question  are  located  in  large  open  spaces  and 
not  in  any  fire  passage  or  corridor  leading  to  stairs ;  that 
the  occupancv  will  be  light  on  all  floors  and  inflammable 
materials  will  not  be  stored  or  used. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  618-41,  Objection  No.  10,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  windows  shall  have  kalamein  frames 
and  sash  divided  by  muntins,  glazed  with  wired  glass  and  be 
self-closing;  that  in  all  other  respects  the  building  and  occu¬ 
pancv  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto. 


26-42-A. 

APPLICANT — Sylvester  Kerrigan,  for  Central  Savings 
Bank,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFEECTED — 407-409  West  42nd  street,  north 
side,  100  ft.  west  of  Ninth  avenue  (Block  No.  1052, 
Lot  No.  27),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Svlvester  Kerrigan  and  Frankli 
Weill.  _  J 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . 

Negative:  Chairman  Murdock,  Commissioners  j 
Savage  and  Blum  and  Deputy  Chief  Gunn.,  j 

THE  RESOLUTION— 

(26-42-A) 

Whereas,  Sylvester  Kerrigan,  for  Central  Savings  Banl 
owner,  filed  January  7,  1942,  an  appeal  from  decisions  c 
the  borough  superintendent;  premises  407-409  West  42n 
street,  north  side,  100  ft.  west  of  Ninth  avenue  (Block  N< 
1052,  Lot  No.  27),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  o 
E.  S.  Applic.  1264-41  dated  January  22,  1942,  reads: 

“Sign  must  not  extend  more  than  1  ft.  beyond  built 
ing  line  and  must  be  of  incombustible  material.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  c 
E.  S.  Applic.  1265-41  dated  January  22,  1942,  reads : 

“Sign  must  not  extend  more  than  1  ft.  beyond  built 
ing  line  and  must  be  of  incombustible  material.” 

and 

Whereas,  the  applicant  states  that  the  building  is  foi 
stories  (40  ft.)  in  height;  50  ft.  by  100  ft.  in  area;  c 
Class  3  construction ;  located  in  a  retail  use  district ;  erectt 
prior  to  1916;  and  occupied  since  1929  as  follows:  cella 
storage;  1st  floor,  showrooms,  16  persons;  2nd  floor,  shov 
rooms,  10  persons;  3d  floor,  showrooms,  2  persons ;  4) 
floor,  same,  2  persons.  Certificate  of  occupancy  No.  158/ 
issued  November,  1929,  permits  the  present  use;  and 

Whereas,  the  signs  consist  of  one  sign  50  ft.  wdde  I 
3  ft.  in  height,  projecting  1  ft.  6  in.  beyond  the  buildir 
line,  illuminated  by  means  of  metal  reflectors  extending  6  i 
beyond  the  sign  located  above  show  wfindows  on  the  fir 
story,  and  a  similar  sign  located  above  tbe  show  windov 
on  the  2nd  story ;  and 

Whereas,  the  applicant  contends  that  at  the  time  tl 
signs  were  erected  certificates  were  secured  from  the  Ele 
trical  Bureau ;  that  after  the  erection  of  the  signs  the  owm 
wras  notified  a  permit  had  to  be  obtained  from  the  Buildir 
Department,  whereupon  the  sign  manufacturer  requested  tl 
owner  to  obtain  two  illuminated  sign  permits;  that  the: 
permits  were  obtained  and  subsequently  the  applicant  w; 
informed  by  the  Building  Dept,  that  these  were  in  err< 
in  view  of  the  fact  the  signs  erected  were  not  of  incon 
buslible  material,  as  shown  on  the  application  filed  wi 
the  Building  Department;  that  to  replace  these  signs  wou 
be  a  hardship  on  the  owner  not  only  as  to  the  cost  ($57.c 
but  due  to  the  scarcity  of  metals  and  other  materials  subje 
to  priorities  and  that  the  cost  of  the  new  sign  would  1 
prohibitive  at  this  time;  that  the  owner  has  shown  got 
faith  in  his  contract  with  the  sign  manufacturer,  whit 
required  the  securing  of  the  permits  and  that  the  owner  h; 
been  diligent  in  his  efforts  to  have  the  matter  straighten! 
out ;  that  the  signs  are  constructed  of  %  inch  temperi 
pressed  wood  (Masonite)  and  metal  with  metal  reflecto 
as  shown  on  diagram  filed  with  this  appeal  marked  Janua 
9,  1942. 

Resolved,  that  the  decisions  of  the  borough  superintendei 
on  E.  S.  Applic.  No.  1264-41  and  1265-41,  be  and  they  herel 
are  affirmed  and  that  the  appeal  be  and  it  hereby  is  denic 


6 34-40- A. 

APPLICANT — Croker  Fire  Prevention  Corporation,  fi 
Doehler  Die  Casting  Company,  owner  (Art-T< 
Adhesive  Products,  lessee). 
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SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 499-505  Court  street,  185-197 
West  9th  street  and  182-202  Huntington  street, 
south  side,  105  ft.  east  of  Court  street  (Block  No. 
476,  Lot  No.  6),  Borough  of  Brooklyn. 

|  APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss, 
i  ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(634-40- A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner,  premises  499-505  Court  street,  185- 
197  West  9th  street  and  182-202  Huntington  street  son'll 
side,  105  ft.  east  of  Court  street  (Block  No.  476,  Lot  No.  6), 
Borough  of  Brooklyn,  was  granted  by  the  Board  June  25, 
1940,  on  certain  conditions,  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  25,  1940,  so 
that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  order  of  the  fire  commissioner, 
Order  No.  83518-LC,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  not  more  than  one  (1)  55-gallon  drum  of 
varnish  and  one  (1)  55-gallon  drum  of  varnoline  shall 
be  maintained  on  the  premises  and  that  such  material 
shall  be  stored  on  the  first  story  where  indicated,  on 
a  suitable  iron  rack,  and  shall  be  fitted  with  a  hand 
pump  of  the  type  approved  by  the  National  Board  of 
Underwriters  or  Factory  Mutual  Laboratories ;  that 
such  amount  of  each  as  is  required  for  daily  manufac¬ 
turing  operations  shall  be  stored  in  an  approved  safety 
can  of  not  over  five  gallons  capacity ;  that  such  portable 
fire-figbting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 

Resolved  further,  that  in  the  event  the  ozvner  desires 
to  store  not  more  than  ten  (10)  55-gallon  drums  of 
varnish  and  ten  (10)  55-gallon  drums  of  Varnasol,  such 
quantities  in  drums  may  he  stored,  provided  there  is  con-  ■ 
structed  a  room  for  such  storage  as  indicated  on  flans 
fled  in  the  Department  of  Housing  and  Buildings  with 
Bldg.  Notice  2331-40  and  disapproved  January  9,  1942, 
and  provided  such  room  is  enclosed  with  8-inch  hr:rb 
from  floor  to  ceiling,  zvith  a  zmnd-driven  ventilator 
through  the  roof  and  zvith  a  concrete  sill  of  the  door 
to  the  room  not  less  than  6  inches  in  height  and ■  zvith 
a  fireproof  door  not  less  than  1-hour  test,  and  that  the 
daily  requirements  shall  be  taken  out  in  safety  cans  as 
hereinabove  proznded.” 


VARIATIONS  OF  THE  LABOR  LAW. 
1072-41-S. 

APPLICANT — J.  M.  Berlinger,  for  Excelsior  Savings 
Bank,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  'cited  in  an  order  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 30  East  23rd  street,  south  side, 
325  ft.  west  of  Fourth  avenue  (Block  No.  581, 
Lot  No.  54),  Rorough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  C.  J.  Goldman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Thos.  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Application  withd  rawn,  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 


1 046-41 -S. 

APPLICANT — Oscar  Lowinson,  for  Massasoit  Corpora¬ 
tion,  owner  (Ferdinand  Guttman  and  Company, 
lessee). 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 1401-1465  37th  street,  3601- 
3623  14th  avenue,  southeast  corner  and  1420  36th 
street  (Block  No.  5349,  Lot  No.  1)  (Buildings  A 
and  B,  6th  floor),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Oscar  Lowinson  and  C.  H.  Rass- 
mussen. 

For  Administration :  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 


THE  RESOLUTION— 

(1046-41-S) 

Whereas,  Oscar  Lowinson,  for  Massasoit  Corporation, 
owner  (Ferdinand  Guttman  and  Company,  lessee),  filed 
December  3,  1941,  an  application  for  a  variation  from  the 
requirements  of  the  labor  law  as  cited  in  a  decision  of  the 
fire  commissioner;  premises  1401-1465  37th  street,  3601  - 
3623  14th  avenue,  southeast  corner  and  1420  36th  street 
(Block  No.  5349,  Lot  No.  1)  (Buildings  A  and  B,  6th 
floor),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  18,  1941,  reads: 

“In  reference  to  your  request  for  a  smoking  permit, 
we  are  without  power  to  grant  such  a  permit.  Such 
authority  should  be  secured  from  Board  of  Standards 
and  Appeals,  Municipal  Building,  Manhattan.” 

and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  (78  ft.)  in  height;  200  ft.  4%  in.  by  240  ft.  and 
500  ft.  in  area ;  of  Class  1  construction ;  erected  in  1920 ; 
located  in  an  unrestricted  use  district ;  and  occupied : 
(Building  A)  cellar,  converters  of  tissue  paper  and  distribu¬ 
tion  of  edible  oils,  10  persons ;  first  floor,  converters  of  tis¬ 
sue  paper,  30  persons ;  second  floor,  manufacturing  metal 
tags  and  seals  and  manufacture  of  gloves,  27  persons ;  third 
floor,  furniture  manufacturer  and  shoe  findings,  60  persons ; 
fourth  floor,  furniture  manufacturer,  10  persons;  fifth  floor, 
furniture  manufacturer,  100  persons;  sixth  floor,  manufac¬ 
ture  of  metal  caps,  35  persons;  (Building  B)  cellar,  litho¬ 
graphing  sheet  metal  and  jobbing  of  sheet  metal,  20  persons ; 
first  floor,  machine  parts,  3  persons;  second  floor,  manufac¬ 
turing  metal  bottle  caps,  80  persons ;  third  floor,  lithograph¬ 
ing  sheet  metal  and  upholsterers  and  drapery,  65  persons ; 
fourth  floor,  manufacturing  quilts  and  machine  parts,  3  per¬ 
sons  ;  fifth  floor,  manufacturing  furniture  and  soap  stone 
products,  100  persons ;  sixth  floor,  manufacturing  metal  caps, 
130  persons;  (Building  C)  cellar,  manufacturing  metal  bottle 
caps,  15  persons;  first  floor,  paper  lithographers,  5  persons; 
second  floor,  manufacturing  metal  bottle  caps,  100  persons; 
third  floor,  lithographers  of  sheet  metal,  70  persons;  fourth 
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floor,  manufacturing  machinery,  68  persons;  fifth  floor, 
paper  lithographers,  70  persons;  sixth  floor,  paper  lithog¬ 
raphers,  50  persons.  The  building  is  equipped  with  a 
sprinkler  system  and  standpipe  system.  There  are  four 
interior  stairs  5  ft.  6  in.  wide,  of  fireproof  construction, 
equipped  with  fireproof  self-closing  doors  and  leading  from 
roof  bulkhead  to  street.  Certificate  of  Occupancy  No.  1591, 
issued  May,  1927,  permits  the  use  of  building  above  the 
basement  story  for  manufacturing  and  printing;  and  . 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  to  permit  smoking  in  the  offices,  laboratory  and 
lunch  room  in  top  floor  of  Building  B  and  the  area  occupied 
by  Ferdinand  Gutmann  &  Co.  manufacturers  of  metal  bottle 
caps  and  metal  boxes;  that  this  firm  occupies  an  area  of 
42,000  sq.  ft.  and  is  divided  into  two  separate  areas  by 
fire  walls  equipped  with  automatic  self-closing  fire  doors ; 
that  one  area  contains  the  factory,  shipping  and  factory 
office,  the  other  area  contains  the  main  office,  laboratory, 
lunchroom,  store  room  and  lockers ;  that  the  main  office 
consists  of  two  entrance  rooms,  each  8  ft.  by  10  ft.,  a 
general  office  22  ft.  by  67  ft.,  which  is  divided  into  two 
smaller  offices,  each  12  ft.  sq;  that  there  is  also  another 
private  office,  13  by  20  ft. ;  that  the  laboratory  is  20  ft. 
square ;  that  the  partitions  are  of  fireproof  blocks,  plastered, 
with  self-closing  kalamein  doors ;  that  the  request  for  smok¬ 
ing  in  the  offices,  laboratory  and  lunch  room  is  based  on 
the  fact  that  some  of  the  employees  insist  on  smoking  and 
if  an  area  is  provided  wherein  they  can  smoke,  it  will  be 
possible  to  enforce .  rigidly  rules  against  smoking  in  the 
remainder  of  factory;  that  all  partitions  on  the  sixth  floor, 
except  dwarf  partitions  separating  women’s  rest  room  and 
toilet  passage  are  either  brick,  terra  cotta  or  3"  gypsum 
blocks  plastered;  that  the  doors,  with  the  exception  of  the 
doors  connecting  with  the  toilet  and  rest  rooms,  are  self- 
closing  and  either  kalamein  or  tin  clad ;  that  partitions  en¬ 
closing  offices  are  of  gypsum  blocks ;  that  partitions  enclos¬ 
ing  inner  offices  within  the  main  office  have  plate  glass  fixed 
sash;  that  other  sash  in  the  partitions  are  metal  covered 
glazed  with  wire  glass ;  that  windows  in  exterior  walls  are 
provided  with  pivoted  ventilators;  that  office  areas  are 
ventilated  by  a  draft  exhaust  system  and  in  some  instances 
have  blower  units;  that  Buildings  A  and  B  each  have  6 
sky-lights,  6  ft.  by  12  ft.  in  area,  with  wind  driven  venti¬ 
lators  connected  thereto ;  that  all  areas  of  the  factory  are 
equipped  with  sprinkler  system;  that  the  laboratory  is. used 
for  chemical  and  physical  tests  on  raw  and  unfinished 
products  and  for  research  w'ork  in  connection  with  the  man¬ 
ufacture  of  bottle  caps;  that  smoking  is  requested  in  the 
office  portions  as  these  portions  are  used  for  visitors  as  well 
as  employees,  very  few  of  whom  go  into  the  factory  portion 
of  the  building;  that  smoking  is  requested  for  the  lunch 
room  so  as  to  prevent  surreptitious  smoking  in  the  factory 
and  storage  areas. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  fire  commissioner  dated 
November  18,  1941  and  that  the  application  be  and  it  hereby 
is  granted  to  permit  smoking  within  the  sixth  floor  of 
Buildings  A  and  B,  occupied  by  Ferdinand  Gutmann  and 
Company  and  restricted  to  the  rooms  occupied  by  the  main 
offices  and  lunchroom  indicated  on  plans  filed  herewith  as 
Spaces  Nos.  1  and  5 ;  that  the  fire-fighting  equipment  shall 
be  maintained  in  accordance  with  the  requirements  and  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  that 
this  variance  shall  continue  only  so  long  as  the  conditions 
are  maintained  as  set  forth  and  while  the  premises  are 
occupied  by  Ferdinand  Guttmann  and  Company. 


47-42-S. 

APPLICANT— Harry  Schoen,  for  1384  Broadway,  Incor¬ 
porated,  owner  (National  Safety  Bank  and  Trust 
Company,  lessee). 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 


PREMISES  AFFECTED— 1384-1390  Broadway  and  116-  j 
126  West  38th  street,  southeast  corner  (Block  No.  j 
813,  Lot  No.  50),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant  :  Harry  Schoen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD- — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(47-42-S) 

Whereas,  Harry  Schoen,  for  1384  Broadway,  Inc.,  owner 
(National  Safety  Bank  and  Trust  Company,  lessee),  filed 
January  13,  1942  an  application  for  a  variation  from  the 
requirements,  of  the  labor  law,  as  cited  in  a  decision  of  the 
borough  superintendent;  premises  1384-1390  Broadway  and 
1 16-126  West  38th  street,  southeast  corner  (Block  No.  813, 
Lot  No.  50),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  2465-41  dated  December  30,  1941,  reads:  > 
“1.  Stair  enclosure  must  comply  with  Par.  270, 
Subdiv.  7  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  23 
stories  and  pent  house  (285  ft.  4  in.)  in  height;  78  ft.  ip* 
by  120  ft.  2  in.  in  area;  of  Class  1  construction;  erected  in 
1928;  located  in  a  retail  use  district;  and  occupied:  cellar, 
boiler-room  and  restaurant,  50  persons;  1st  floor,  stores, 
100  persons;  2nd  floor  and  2nd  mezzanine,  bank,  28  persons; 
3rd  floor  to  23rd  floor,  show  rooms,  offices  and  factory  (25 
per  cent  manufacturing),  42  persons  each  floor;  pent  houses, 
machinery  and  tank  rooms.  It  is  proposed  to  be  occupied, 
cellar,  same;  1st  floor,  same;  2nd  floor,  bank,  56  persons; 
2nd  mezzanine,  bank,  39  persons ;  3rd  floor,  bank,  87  per¬ 
sons;  4th  to  23rd  floors,  show  rooms,  offices  and  25  per  cent 
manufacturing,  42  persons  each  floor;  pent  house,  machinery 
and  tank  rooms.  The  building  is  equipped  with  two  3  ft 
8  in.  fireproof  enclosed  stairs  leading  from  roof  bulkhead 
direct  to  street.  A  sprinkler  system  and  standpipe  system 
have  been  installed;  and  .  „ 

Whereas,  Certificate  of  Occupant  No.  14728  issued  De¬ 
cember  17,  1928  permitted  the  use  of  the  building  then  lo¬ 
cated  in  business  use  district  as  such  use  now  exists ;  and 
Whereas,  the  applicant  contends  that  \  iolation  No. 
9025-41  was  issued  December  18,  1941  for  erecting  an  iron 
stair  connecting  the  second  floor  mezzanine  with  the  third 
floor  at  rear  of  elevator  shaft  contrary  to  Alt.  plan  2465-41 
which  showed  such  stair  to  be  existing:  and 

Whereas,  an  amendment  was  filed  with  the  borough 
superintendent  December  23,  1941  to  remove  such  violation 
and  the  objection  herein  appealed  resulted;  and 

Whereas,  the  applicant  further  contends  that  the  stair  in 
question  is  3  ft.  wide  of  fireproof  construction  running 
from  the  second  mezzanine  to  the  third  floor  and  enclosed 
on  the  lower  floor  by  4  in.  terra  cotta  partition  plastered 
both  sides  and  fitted  with  a  fireproof  self-closing  door; 
that  on  the  upper  floor  (third  floor)  there  is  an  iron  rail¬ 
ing  around  the  well;  that  the  second  floor,  second,  floor 
mezzanine  and  third  floors  of  the  premises  are  occupied  by 
a  single  unit  as  a  bank;  that  no  manufacturing  of  any  kind 
is  conducted  on  this  floor:  that  the  stair  in  question  is  an 
auxiliary  stair  to  be  used  by  the  employees  of  the  bank- 
only;  that  it  is  not  open  to  the  general  public  or  to  any  ol 
the  occupants  of  the  building  and  is  in  addition  to  the 
legally  required  stairs  in  the  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  2465-41,  Objection  No.  1,  and  that  the 
application  be  and  it  hereby  is  granted  to  permit  the  con- 
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■cting  stairway  from  the  second  floor  mezzanine  to  third 
>or  as  proposed,  on  condition  that  a  legal  enclosure  shall 
•  installed  on  the  second  floor  mezzanine;  that  there  shall 
no  other  unenclosed  openings  between  the  second  and 
ird  floors;  that  in  all  other  respects  the  building  and 
cupancy  shall  comply  with  all  laws,  rules  and  regulations 
iplicable  thereto;  and  that  the  entire  space  occupied  by  the 
nk  shall  be  separated  from  the  balance  of  the  building  in 
liich  work  for  factory  is  being  carried  on. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

-40-SA. 

PPLICANT — Tbe  Linde  Air  Products  Compam  owner. 

UJBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  additional  models — re 
Oxweld  Cutting  Blowpipes,  C-3,  C-31,  C-32,  C-35, 
C  -37,  C-39  and  C-48,  Oxweld  Cutting  Attachment. 
CW-23,  Oxweld  Welding  Blowpipe,  W-5,  W-17, 
W -22,  W-23,  W-24R,  W-26,  W-2 7,  W-29,  W-30, 
W-32  and  W-33,  Oxweld  LP-3  Acetylene  Generator, 
Carbic  CLP-4  Acetylene  Generator,  Oxweld  NA-3 
Acetylene  Generator,  Oxweld  NA-4  Acetylene 
Generator,  Purox  “E”  Cutting  Blowpipe,  Purox 
No.  31  Cutting  Attachment,  Purox  No.  5  Welding 
Blowpipe  and  Purox  No.  35  Welding  Blowpipe 
(previously  approved  re  various  other  models). 
PPEARANCES — 

For  Applicant :  H.  G.  Stelling. 

CTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

I  HE  VOTE  TO  REOPEN— 

Alfirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 


MATERIALS  SUBMITTED  FOR  APPROVAL. 

18- 41-SM. 

PPLTCANT — Roddis  Lumber  and  Veneer  Company, 
owner;  Roddis  Plywood  and  Door  Company,  In¬ 
corporated,  agent. 

UBJECT — Roddis  Protex  No.  45  Door  04  Hour  Wood 
Door),  approval  of. 

PPEARANCES— 

For  Applicant:  None. 

CTION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  written  request  of  applicant. 

HE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

19- 41-SM. 

PPLICANT — National  Fire  Protection  Company,  owner. 

UBJECT — National  Film  and  Volatile  Cabinet,  approval 
of. 

PPEARANCES— 

For  Applicant :  None. 

CTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

HE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


HE  RESOLUTION— 

(609-41-SM) 

Whereas,  National  Fire  Protection  Company,  owner,  filed 
i  June  30,  1941,  an  application  with  the  Board  of  Standards 
id  Appeals  for  approval  of  the  material  known  as  the 
ational  Film  and  Volatile  Cabinet ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
i  Tests  of  the  Board  for  test  and  report ;  and 


Whereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS. 


Cal.  No.  609-41-SM. 

Subject:  NATIONAL  FILM 
CABINET,  approval  of. 


January  10,  1942. 
AND  VOLATILE 


The  National  Fire  Protection  Company  of  11  East 
42nd  street,  New  York  City,  filed  June  30,  1941  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  National  Film  and  Volatile  Cabinet 
under  the  provision  of  C19-110,  subdiv.  4,  Adminis¬ 
trative  Building  Code. 

This  cabinet  is  26J4  inches  by  18J4  inches  by  26  inches 
inside  dimensions  and  is  constructed  of  18  U.  S.  gauge 
sheet  iron  with  double  walls  of  the  same  material  and 
with  air  space  between.  The  cabinet  is  arranged  to  hold 
10  standard  nitro  cellulose  films.  It  is  set  on  legs  24 
inches  high.  1  lie  overall  height  is  54  inches.  The  cab¬ 
inet  is  equipped  with  18  g.  steel  self-closing  doors  with 
latching  mechanism  arranged  to  lock  at  the  top  and 
middle  and  bottom  of  side.  A  vent  is  provided  at  the 
rear  for  an  outer  air  connection,  and  a  sprinkler  head 
is  provided  at  the  center  of  top. 

This  appliance  was  inspected  and  tested  at  186  East 
2nd  street,  New  York  City,  by  the  Committee  on  Tests 
and  by  the  representative  of  the  Division  of  Combustibles 
of  the  Fire  Department. 

On  the  basis  of  this  inspection  and  test  it  is  recom¬ 
mended  that  the  National  Film  and  Volatile  Cabinet 
when  constructed  as  herein  specified  be  approved  for 
*n  ^ew  City  provided  the  material  has  a 

label  or  decalcomania  permanently  affixed  reading: 
“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  609-41-SM.” 


and 

Whereas, 

terial. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

this  report  recommended  approval  of  this  ma- 


Ri solved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  National  Film 
and  ^  olatile  Cabinet,  on  condition  that  the  material  be 
manufactured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


916-41-SM. 

APPLICANT — Reynolds  Metals  Company,  owner;  Albert 
Kaufman,  agent. 

SUBJEC  I  Reyn-O-Cell  (House  and  Building  Insulation), 
approval  of. 

APPEARANCES— 

For  Applicant:  F.  E.  Parsons,  Albert  Kaufman 
and  Carl  M.  Beck. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  q 

THE  RESOLUTION— 

(916-41-SM) 

Whereas,  Reynolds  Metals  Company,  owner,  filed  on  Oc¬ 
tober  28,  1941,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Reyn- 
O-Cell  (House  and  Building  Insulation)  ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
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Whereas,  the  report  of  the  Committee  on  Tests  reads. 

REPORT  OF  COMMITTEE  ON  TESTS. 

January  14,  1942. 

Re:  Cal.  No.  916-41-SM. 

Subject:  REYN-O-CELL  (HOUSE  AND  BUILD¬ 
ING  INSULATION),  approval  of. 

Revnolds  Metals  Company  of  Richmond,  Virginia, 
filed  on  October  28,  1941  with  the  Board  of  Standards 
and  Appeals,  an  application  for  approval  of  its  material 
known  as  Reyn-O-Cell  under  the  requirements  of  Sec¬ 
tion  C26-178.0,b  and  C26-191.0  of  the  Administrative 

Building  Code.  . 

Reyn-O-Cell  insulation  consists  of  minute  ce  lulose 
fibres  intertwined  into  a  compact,  lightweight,  homo- 
geneous,  resilient  mass.  It  is  manufactured  of  raw 
cotton  fibres,  fluffed  after  being  removed  from  the  balls 
and  put  through  flameproofing  chemical  baths.  The 
material  is  then  dried  before  being  put  through  garnets 
where  the  cotton  is  woven  into  an  insulation  blanket. 
As  the  blankets  come  off  of  the  garnet  machines,  they 
are  adhered  to  a  paper  backing  with  an  asphalt  ad¬ 
hesive.  The  paper  backing  including  the  asphalt  ad¬ 
hesive  weighs  approximately  .035  lbs.  p.s.f.  Each  lot 
of  material  is  checked  by  an  inspector  of  the  Depart¬ 
ment  of  Agriculture  for  compliance  with  the  require¬ 
ments  of  Fed.  Spec.  #6,  Form  CD-I  106,  which  cover 
such  points  as  composition  of  batt,  fire  resistance  treat¬ 
ment,  length  and  width  of  batt,  thickness  and  weight 
backing  material  requirements.  On  each  container  of 
materials  complying  with  these  specifications  a  seal  is 
affixed  by  the  Department  of  Agriculture  inspector  cer¬ 
tifying  the  contents. 

Representative  samples  of  this  material  were  tested 
by  the  Research  Institute  of  Armour  Institute  of  tech¬ 
nology,  to  determine  its  insulation  qualities  with  these 
results:  (Report  dated  June  27,  1940) 

Size  of  Mean  Heat  P?n' 

Sample  Thickness  Density—  Temp,  ductivity 

in  inches  inches  Lb.p.c.f.  E  £ 

\7V2  x  1 7J4  3.50  0.875  72  ^  .242 

The  heat  conductivity  is  expressed  in  BTU  s  per  hour 
per  sq.  ft.  of  material  per  degree  F.  of  temperature  dif¬ 
ference  between  opposite  surfaces  of  the  material  for  a 
1  in.  thickness. 


RECOMMENDATIONS. 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  Reyn-O-Cell  as 
an  insulating  material  under  the  requirements  of  Sec¬ 
tion  C26- 178.0,1)  for  use  as  a  thermal  insulating  mate¬ 
rial  in  the  ceilings  and  partitions  not  required  to  have 
a  fire  resistive  rating  in  class  3  construction,  and  as  a 
thermal  insulating  material  in  class  4  construction. 
When  used  in  partitions  in  class  3  construction,  this 
insulation  shall  be  installed  not  more  than  2  stories 
ahead  of  scratch  coat  of  plaster.  The  material  shall  be 
manufactured  as  herein  set  forth  and  the  cotton  insula¬ 
tion  shall  meet  the  flameproofing  and  other  require¬ 
ments  of  Fed.  Snec.  #6,  Form  CD-1106  (as  given 
herein),  of  the  U.  S.  Department  of  Agriculture  as 
evidenced  by  the  presence  of  a  Department  of  Agricul¬ 
ture  seal  certified  on  each  container  by  the  inspector 
that  the  material  conforms  to  said  specification  Eaeh 
container  in  which  this  material  is  marketed  shall  be 
marked,  labeled  or  stamped.  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  Uty 
under  Cal.  No.  916-41-SM. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 


CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Reyn-O-Cell  (House 
and  Building  Insulation),  on  condition  that  the  material  be 
manufactured,  installed  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


Adjourned,  4:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  March  18,  1941,  as  they  appeared  in 
Bulletin  No.  12,  Vol.  26,  are  hereby  corrected  to  read  as 
follows : 


THE  RESOLUTION— 


(648-40- A) 

Whereas,  this  appeal  from  an  order  of  the  fire  cominis- 
sioner,  affecting  premises  10-16  Grand  avenue,  west  side, 
80  ft.  11  in.  south  of  Flushing  avenue  (Block  No.  1877,  part 
of  Lot  No.  31),  Borough  of  Brooklyn,  was  withdrawn  Sep¬ 
tember  24,  1940;  reopened  and  restored  to  the  calendar 
January  28,  1941 ;  denied  February  25,  1941 ;  and 
Whereas,  the  applicant  requested  reopening  of  the  appeal 
and  reconsideration  by  the  Board  on  a  new  proposal ;  and 
Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 
and  restored  to  calendar ;  and 

Whereas,  order  No.  4850-LF,  issued  by  the  fire  commis¬ 
sioner  May  15,  1940,  reads: 

“1.  Provide  a  fixed  fire  extinguishing  system  or  other 
means  for  the  extinguishment  of  fire  satisfactory  to  the 
Fire  Commissioner.” 

and 

Whereas,  the  building  is  7  stories  (77  ft.)  in  height; 
100  ft.  by  80  ft.  in  area;  of  Class  1  construction;  located  in 
an  unrestricted  use  A  area  district;  erected  in  1925;  and 
occupied  since  1931  as  a  storage  warehouse,  2  persons  in 
the  entire  building. 

Resolved,  that  the  decision  of  the  fire  commissioner  as 
to  Order  No.  4850-LF  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  there  shall  be  installed  throughout  the  first 
story  of  the  building  a  sprinkler  system  complying  with  the 
requirements  of  the  Building  Code  therefor  except  that  the 
system  may  be  fed  from  the  house  supply  line  provided  that 
such  line  from  the  street  is  not  less  than  3  in.  in  diameter; 
that  local  alarm  in  connection  therewith  may  he  omitted, 
that  no  Siamese  hose  inlet  need  be  installed;  that  heat 
may  be  necessary  to  prevent  freezing  shall  be  maintained 
during  freezing  weather;  that  in  addition  to  the  presenl 
garage  permit  the  first  story  of  the  building  shall  be  oc¬ 
cupied  only  for  the  uses  in  connection  with  the  warehouse 
except  that  there  may  be  stored  on  the  platform  to  tlu 
north  tightly  baled  wool  clippings  not  exceeding  50  tons; 
that  aisle  space  between  piles  of  bales  shall  be  maintainer 
at  all  times;  that  in  all  other  respects  the  building  anc 
occupancy  shall  comply  with  all  laws,  rules  and  regulation^ 
applicable  thereto. 


♦Correction — the  words  “that  local  alarm  in  connection 
therewith  may  he  omitted ”,  inserted  in  line  30  of  resolution 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman, 
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DOCKET 

A1  civ  Cases  riled  up  to  February  3,  1942. 

Cal.  No.  Department  Premises  Affected 

88-42-S . H.B.Bx..  .447-457  East  133rd  street,  north 

side,  195  ft.  west  of  Brown 
place  and  130  Eastern  boule¬ 
vard  (Block  No.  2278,  Lot 
Nos.  64-69,  inclusive),  Bor¬ 
ough  of  The  Bronx. 

Amendment  to  Alt.  960-39. 


89-42-BZ . H.B.M _ 2517-2519  Seventh  avenue  and 

164  West  146th  street,  south¬ 
east  corner  (Block  No.  2014, 
Lot  No.  61),  Borough  of 
Manhattan. 

Decision  re  E.  S. 
Applic.  279-41. 


90-42-BZ . H.B.Bx. ..  1253-1263  Boscobel  avenue,  west 

side,  345.85  ft.  north  of 
Jerome  avenue  (Block  No. 
2506,  Lot  Nos.  46  and  48), 
Borough  of  The  Bronx. 

Decision  re  Certificate 
of  Occupancy. 


91-42-A . H.B.B....65  Bond  street,  east  side,  58  ft. 

4  in.  north  of  State  street 
(Block  No.  172,  Lot  No.  4), 
Borough  of  Brooklyn. 

Alt.  3292-41. 


92 -42 -A . F.D . 585  Washington  street  and  55-57 

Clarkson  street,  northeast 
corner  (Block  No.  601,  Lot 
No.  26),  Borough  of  Man¬ 
hattan. 

12779-L;  F.  and  Decision. 


96-42-S . H.B.M. ...43  East  20th  street,  north  side, 

200  ft.  west  of  Fourth  avenue 
(Block  No.  849,  Lot  No.  30), 
Borough  of  Manhattan. 

Alt.  23-42 


97-42-S . H.B.M.. .  .35-39  Bond  street,  south  side,  29C 

ft.  4-K  in.  west  of  Bowen 
(Block  No.  529,  Lot  Nos.  2i 
and  27),  Borough  of  Man¬ 
hattan.  B.  N.  4416-41 


98-42-A . H.B.Q.. .  .116-02  Beach  Channel  drive 

northwest  corner  of  Bead 
116th  street  (Block  No.  661 
Lot  No.  10),  Rockawat 
Beach,  Borough  of  Queens. 

Alt.  3288-41 


99-42- A . F.D . 14-38  33rd  avenue,  and  33-01 

14th  street,  southeast  cornei 
of  33rd  road  (Block  No.  528 
part  of  Lot  No.  1),  Lonj 
Island  City,  Borough  o 
Queens. 

Decision  re  87913-L.  C 


100-42-A . H.B.M. ...130  East  69th  street,  south  side 

200  ft.  west  of  Third  avenin 
(Block  No.  1403,  Lot  Nc 
33),  Borough  of  Manhattan 
Alt.  1826-41 


Restored  to  Calendar. 

100-41-BZ . H.B.Bx. ..663  Sagamore  avenue  and  1983 

1987  Birchall  avenue,  north 
west  corner  (Block  No.  425( 
Lot  Nos.  37-39,  inclusive) 
Borough  of  The  Bronx. 

Decision  re  Certificat 
of  Occupanct 


93-42-SM . Proofene  (Flameproofing  Com¬ 

pound),  manufactured  by 
Proofene  Manufacturing  Com¬ 
pany.  Material. 


94-42-A . H.B.Bx..  .1511  Silver  street,  west  side,  47.91 

ft.  north  of  East  Tremont 
avenue  (Block  No.  4078,  Lot 
No.  4),  Borough  of  The 
Bronx.  Alt.  1184-41. 


95-42- A . F.D . 290-304  Furman  street,  west  side, 

306  ft.  1%  in.  north  of 
Joralemon  street  (Building 
No.  59)  ;  (Block  No.  245, 
part  of  Lot  No.  15),  Borough 
of  Brooklyn.  89853-L.  C 


196-39-BZ . H.B.M. ...  332-342  East  17th  street,  sout 

side,  120  ft.  east  of  Livingsto 
place  (Block  No.  922,  Lc 
Nos.  76-81,  inclusive). 

Decision  re  Certificat 
of  Occupanc; 


390-37-BZ . H.B.Q. ...  50-02  Skillman  avenue,  sout 

side,  between  50th  street  an 
51st  street  (Block  No.  13 
Lot  No.  17),  Long  Islan 
City,  Borough  of  Queens. 
Decision  re  Certificai 
of  Occupanc; 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Building 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — D 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Departmei 
of  Housing  and  Buildings,  Richmond;  H.B.B*. — Department  ' 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  ar 
P.D. — Fire  Department. 
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CERTIORARI  ORDERS  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS 

On  January  31,  1942,  J.  Read  Smith,  attorney  for  John  G.  Ward, 
owner,  served  on  the  Board  a  Petition  and  Order  of  Cer¬ 
tiorari  re  the  decision  of  the  Board  on  January  13,  1942, 
denying  appeal  from  the  decision  of  the  Borough  Superin¬ 
tendent  re  construction  of  frame  lockers  within  the  lire  lim¬ 
its;  Cal.  No.  1040-41-A;  premises  3063-3073  West  12th 
Street,  Borough  of  Brooklyn. 


On  bebruary  3,  1942,  Henry  S.  Sellin,  attorney  for  Leah  Himmel- 
stein,  objector,  served  on  the  Board  a  Petition  and  Order 
of  Certiorari  re  the  decision  of  the  Board  on  December  16, 
1941,  granting  a  variation  under  Section  7-c,  permitting 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict  the  reconstruction  and  extension  of  an  existing  gasoline 
service  station;  Cal.  No.  564-41-BZ;  premises  521-531  Coney 
Island  Avenue,  Borough  of  Brooklyn. 


10,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  86-29-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Max  C.  Meyer, 
owner,  reopened  April  15,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  two-story  build¬ 
ing  to  be  occupied  for  business  purposes 
(store)  on  the  first  story  and  dwelling 
use  above  (previously  acted  upon  by  the 
Board)  ;  premises  241-247  Underhill 
avenue  and  268  Lincoln  place,  southeast 
corner  (Block  No.  1179,  Lot  No.  1), 
Borough  of  Brooklyn. 
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FEBRUARY  10,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
*ds  and  Appeals  of  a  public  hearing  under  the  provisions 
f  the  building  zone  resolution,  Tuesday  morning,  February 


cal.  no.  219-41-BZ — Application,  March  17,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Henry  C.  Brucker,  applicant,  on 
behalf  of  City  Bank  Farmers  Trust 
Company  (as  trustee),  owner,  to  per¬ 
mit  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  the  al¬ 
teration  and  conversion  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  676  St.  Nicholas  avenue  and 
1590-1612  Gates  avenue,  southwest  cor¬ 
ner  (Block  No.  3444,  Lot  No.  1), 
Ridgewood,  Borough  of  Queens. 

cal.  no.  714-4 1-BZ — Application,  August  5,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Wood  Dolson  Company,  Incorpo¬ 
rated,  for  Seamen’s  Bank  for  Savings, 
owner  (Chris  Mpazakis  and  John 
Mpazakis,  lessees),  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
conversion  of  occupancy  of  a  store  lo¬ 
cated  in  a  multiple  dwelling  to  a  res¬ 
taurant;  premises  401  West  118th  street 
and  80  Morningside  drive,  northwest 
corner  (Block  No.  1962,  Lot  No.  18), 
Borough  of  Manhattan. 

cal.  no.  747-41-BZ — Application,  August  28,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  C.  Sommerfeld,  applicant, 
on  behalf  of  K  and  H  Warehouse 
Holding  Corporation,  owner,  to  permit 
in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  (5) 
motor  vehicles;  premises  516-520  West 
181st  street,  south  side,  25  ft.  east  of 
Audubon  avenue  and  309  Audubon  ave¬ 
nue  east  side,  100  ft.  south  of  West 
181st  street  (Block  No.  2152,  Lot  No. 
67),  Borough  of  Manhattan. 

cal.  no.  985-41-BZ — Application,  November  14,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Carl  Eill  Schiffer,  ap¬ 
plicant,  on  behalf  of  Artell  Realty  Cor¬ 
poration,-  owner  (Michael  Steinhauser, 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  46-60  Del- 
monico  place,  182  Ellery  street,  south¬ 
west  corner  and  749-751  Park  avenue 
(Block  No.  1731,  Lot  Nos.  20,  22,  23, 
24  and  33),  Borough  of  Brooklyn. 
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cal.  no.  544-41-BZ— Application,  June  16,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Henry  G.  Harrington,  applicant,  on 
behalf  of  Estate  of  Helen  Walters, 
owner  (Maurice  Bass,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  513-515  Bergen  street,  north 
side,  320  ft.  east  of  Sixth  avenue  and 
520-528  Dean  street  (Block  No.  1136, 
Lot  Nos.  24,  78  and  77),  Borough  of 
Brooklyn. 

cal.  no.  1055-41-BZ— Application,  December  5,  1941,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Louis  W.  Alpher, 
owner,  to  permit  upon  a  plot  located 
partly  in  an  unrestricted  use  and  partly 
in  a  business  use  district,  the  erection 
and  maintenance  of  a  building  to  be 
used  as  office  and  storage  of  lumber 
and,  also,  the  use  of  the  remainder  of 
the  plot  as  a  lumber  yard;  premises 
498-500  Atlantic  avenue,  south  side, 
225  ft.  west  of  Third  avenue  (Block 
No.  185,  Lot  No.  16),  Borough  of 
Brooklyn. 

cal  no.  159-34-BZ — Application  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Kesbec,  Incor¬ 
porated,  owner,  reopened  June  17,  1941, 
under  sections  7c,  7f  and  21  of  the 
building  zone  resolution,  to  permit 
partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  extension 
of  use  of  a  gasoline  service  station  to 
include,  for  a  temporary  period,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  590  East 
Fordham  road  and  2507  Arthur  ave¬ 
nue,  southwest  corner  (Block  No.  3067, 
Lot  Nos.  54  and  56),  Borough  of  The 
Bronx. 

cal.  no.  816-41-BZ— Application,  September  24,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  C.  Keller,  applicant,  on 
behalf  of  Ludwig  Rohrmann,  owner,  to 
permit  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  exist¬ 
ing  frame  dwelling  to  a  business  build¬ 
ing  (bar,  grill  and  restaurant)  ;  prem¬ 
ises  85-03  164th  street,  southeast  corner 
of  85th  avenue  (Block  No.  9847,  Lot 
No.  26),  Jamaica,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

817-41  A— 85-03  164th  street,  southeast  corner  of  85th  ave¬ 
nue  (Block  No.  9847,  Lot  No.  26),  Ja¬ 
maica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  10,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

824-41 -A— 3  Doyers  street,  south  side,  81  ft.  9  in.  west  of 
Chatham  square  (Block  No.  162,  Lot  No. 
33),  Borough  of  Manhattan. 

1057-41-A — 195-15  Northern  boulevard,  north  side,  between 
194th  and  196th  streets  (Block  No.  5371, 
Lot  No.  1),  Flushing,  Borough  of  Queens. 


70-42-A — 62-10  Woodside  avenue,  east  side,  200  ft.  south 
of  62nd  street  (Block  No.  1337,  Lot  No. 
27),  Woodside,  Borough  of  Queens. 

134-41-S— 238-240  Melrose  street,  south  side,  100  ft.  east  of 
Central  avenue  (Block  No.  3164,  Lot  No. 
10),  Borough  of  Brooklyn  (reopened  and 
restored  to  calendar,  December  9,  1941 ; 
previously  dismissed  for  lack  of  prosecu¬ 
tion). 

Ill 6-41  -A — 218  Ninth  avenue,  east  side,  60  ft.  north  of 
West  23rd  street  (Block  No.  747,  Lot  No. 
4),  Borough  of  Manhattan. 

Appliances  and  Materials  for  Approval. 

1047-41 -S A— Hoffman  140  F  Safety  Dry  Cleaning  Units, 
Models  Al,  A2,  Bl,  B2,  Ml,  M2,  Ml-U 
and  M2-U. 

1091-41-SA — Vendrink  Beverage  Dispensing  Machine. 

673-41 -SM— Richards-Wilcox  Fve-R-Ward  Fire  Door  and 
Sliding  Fire  Door  Hardware. 

814-41-SA — H.  C.  Little  Oil  Burner. 

883-41-SM— Crispin  Air  and  Vacuum  Valves. 

996-38-SM— Nu-Wood  Insulating  Fiber  Board. 


FEBRUARY  17,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
17,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  838-41-BZ— Application,  September  29,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applic¬ 
ants,  on  behalf  of  Joseph  Rosenbaum, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  use  of  a  plot  of  ground  for 
the  storage  and  sale  of  lumber  anc 
building  materials  and  also  the  erectior 
and  maintenance  of  accessory  build 
ings;  premises  1434-1462  Linden  boule 
vard,  south  side,  11  ft.  9^4  in.  east  ol 
Rockaway  avenue  (Block  No.  3644,  Lo 
No.  26),  Borough  of  Brooklyn. 

cal.  no.  1050-41 -BZ — Application,  December  5,  1941,  unde 
section  7h  of  the  building  zone  resolu 
tion,  of  John  G.  Schuhmann,  applicant 
on  behalf  of  Queensboro  Investmen 
Company  and  Frank  Hardart,  owner 
(Anthony  B.  Colucci,  lessee),  to  per 
mit  partly  in  a  business  use  and  parti, 
in  a  residence  use  district,  for  a  tern 
porary  period  of  not  more  than  tw 
(2)  years,  the  parking  of  more  tha 
five  (5)  motor  vehicles;  premise 
74-11  37th  avenue,  north  side,  fror 
74th  to  75th  streets  (Block  No.  127^ 
Lot.  Nos.  11,  35  and  45),  Jackso 
Heights,  Borough  of  Queens. 

cal.  no.  570-41-BZ — Application,  June  23,  1941,  under  sec 
tion  7g  of  the  building  zone  resolutioi 
of  Berlin,  Berlin  and  Albert,  applicant 
on  behalf  of  Gar  Holding  Company,  Ir 
corporated,  owner  (George  Hofbaue 
lessee),  to  permit  for  a  term  of  year 
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in  ail  unrestricted  use  district,  the  con¬ 
version  of  occupancy  of  a  building  to 
a  garage  for  more  than  five  (5)  motor 
vehicles ;  the  said  garage  being  on  the 
same  street  and  within  the  same  inter¬ 
secting  streets  on  which  portion  there 
exists  an  exit  from  or  an  entrance  to 
a  public  school;  premises  369-375  (379 
displayed)  Suydam  street,  northwest 
side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

:al.  no.  960-41 -BZ — Application,  November  7,  1941,  under 
section  7i  of  the  building  zone  resolu¬ 
tion,  of  Abraham  H.  Horwitz,  appli¬ 
cant,  on  behalf  of  Agnes  I.  Olvany, 
owner  (Charles  Di  Bella,  lessee),  to 
permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building 
to  a  motor  vehicle  repair  shop;  prem¬ 
ises  3962  Tenth  avenue,  west  side,  87.5 
ft.  north  of  West  211th  street  (Block 
No.  2229,  part  of  Lot  No.  32),  Borough 
of  Manhattan. 

:al.  no.  469-40-BZ — Application,  May  3,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  David  J.  Lewis,  applicant,  on  behalf 
of  Louis  Leavitt,  owner,  to  permit  in  a 
business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  224-14  Hempstead  ave¬ 
nue,  southwest  corner  of  225th  street 
(Block  No.  11159,  part  of  Lot  No.  43), 
Queens  Village,  Borough  of  Queens. 

;al.  no.  778-41-BZ — Application,  September  12,  1941,  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  of  Albert  Homes 
Swanke,  applicant,  on  behalf  of  Louis 
H.  Pink,  Superintendent  of  Insurance, 
State  of  New  York,  as  Liquidator  of 
the  Bond  and  Mortgage  Guarantee 
Company,  owner  (Louis  Pimpinelli, 
lessee),  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  119-125  Fourth 
place,  north  side,  145  ft.  west  of  Smith 
street  (Block  No.  467,  Lot  No.  39), 
Borough  of  Brooklyn. 

;al.  no.  668-41-BZ — Application,  July  17,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Henrietta  Grum, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  647-665  Herki¬ 
mer  street,  north  side,  250  ft.  east  of 
Schenectady  avenue  (Block  No.  1701. 
Lot  Nos.  53,  57  and  58),  Borough  of 
Brooklyn. 

;al.  no.  463-41-BZ — Application,  May  20,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Gulf  Oil  Corporation,  owner, 
to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  occupied  as  a  gasoline  ser¬ 
vice  station,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 


premises  618-628  Jamaica  avenue  and 
1  Hale  avenue,  southeast  corner  (Block 
No.  3905,  Lot  Nos.  3  and  5),  Borough 
of  Brooklyn. 

cal.  no.  950-40-BZ — -Application,  October  1,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ernst  C.  Wal- 
deck,  owner,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy 
of  the  basement  and  first  story  of  a 
residence  building  to  an  undertaking- 
establishment;  7610  Fourth  avenue, 
west  side,  59  ft.  south  of  76th  street 
(Block  No.  5950,  Lot  No.  47),  Bor¬ 
ough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

33-42- A — 1434-1462  Linden  boulevard,  south  side,  11  ft. 

9J4  in.  east  of  Rockaway  avenue  (Block 
No.  3644,  Lot  No.  26),  Borough  of  Brook¬ 
lyn. 

32-42- A — 7610  Fourth  avenue,  west  side,  59  ft.  south  of 
76th  street  (Block  No.  5950,  Lot  No.  47), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  17,  1942,  2  P.  M. 

/Ip peals  from  Administrative  Decisions. 

1080-41 -A — 1100  East  177th  street,  southeast  corner  of  De- 
voe  avenue  (Block  No.  3904,  Lot  No.  30), 
Borough  of  The  Bronx. 

1058-41-A — 6009  Independence  avenue,  lot  on  right-of-way 
off  Independence  avenue,  189.17  ft.  south 
of  West  261st  street  and  157.21  ft.  west 
of  west  side  of  Independence  avenue 
(Block  No.  3426,  part  of  Lot  No.  608), 
Borough  of  The  Bronx  (under  section  36, 
General  City  Law — re  proposed  erection 
of  building  not  fronting  on  a  legally 
mapped  street). 

1109-41-A — 6005  Independence  avenue,  lot  on  right-of-way 
off  Independence  avenue,  189.17  ft.  south 
of  West  261st  street  and  100  ft.  west  of 
west  side  of  Independence  avenue  (Block 
No.  3426,  part  of  Lot  No.  608),  Borough 
of  The  Bronx  (under  section.  36,  General 
City  Law — re  proposed  erection  of  build¬ 
ing  not  fronting  on  a  legally  mapped 
street) . 

Materials  for  Approval. 

1093-41-SM — American  Radiator  and  Standard  Sanitary 
Corp.  Plate  B-1492  Water  Controller  for 
low  tank. 

908-40-SM — Coyne  and  Delany  Vacuum  Breaker  V.B.50. 

1084-39-SM — Mississippi  Glass. 

Mississippi  Glass  Company. 


FEBRUARY  24,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
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24,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 

Manhattan,  ok  the  following  matters: 

cal.  no.  700-41 -BZ — Application,  July  29,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants  on 
behalf  of  Rudolph  P.  Bolter  and  Her¬ 
man  Schierloh,  owners,  to  permit  in  a 
business  use  district  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  9317- 
9333  Third  avenue  and  301-311  94th 
street,  northeast  corner  (Block  No. 
6107,  Lot  Nos.  1,  5  and  67),  Borough 
of  Brooklyn. 

cal.  no.  701-41-BZ — Application,  July  29,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants  on  behalf  of  Henrietta  Grum, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  183-193  Bush- 
wick  avenue  and  223-231  Scholes  street, 
northeast  corner  (Block  No.  3037,  part 
of  Lot  No.  1),  Borough  of  Brooklyn. 

cal.  no.  13-42-BZ — Application,  January  6,  1942,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  William  Katz,  lessee  and  applicant 
on  behalf  of  Morris  Ginsberg,  owner, 
to  permit  in  a  restricted  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  j-ears,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  27-29  East  60th 
street,  northeast  corner  of  Madison 
avenue  (Block  No.  1375,  Lot  No.  21), 
Borough  of  Manhattan. 

cal.  no.  828-41 -BZ— Application,  September  26,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant  on  behalf 
of  Central  James  Corporation,  owner, 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  19-06  Cornaga  avenue, 
northeast  corner  of  Beach  19th  street 
(Block  No.  48,  Lot  No.  1),  Far  Rock- 
away.  Borough  of  Queens. 

cal.  no.  65-27-BZ — Application  of  Gerard  M.  Bloomfield, 
applicant  on  behalf  of  Treeverse  Realty 
Corporation,  owner,  reopened  July  22, 
1941,  under  section  21  of  the  building- 
zone  resolution,  to  permit  in  a  residence 
use  district,  the  maintenance  of  signs 
on  a  business  building;  this  business 
building  w-as  previously  granted  by  tbe 
Board ;  the  resolution,  granting  this 
variation  restricted  signs  to  the  plate 
glass  show  windows  of  the  store 
fronts;  premises  1761,  1767,  1771  and 
1773  University  avenue,  southwest  cor¬ 
ner  of  West  Tremont  avenue  and  west 
side  of  University  avenue,  15  ft.,  40  ft., 
and  66  ft.  south  of  West  Tremont  ave¬ 
nue  (Block  No.  2878,  Lot  No.  200  and 
part  of  Lot  No.  170),  Borough  of  The 
Bronx. 


cal.  no.  418-41-BZ — Application,  May  6,  1942,  under  section 
21  of  the  building  zone  resolution,  of 
Jane  Grillo,  applicant  and  owner  (An¬ 
thony  Polizzi,  lessee),  to  permit  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  1480-1484  Coney  Is¬ 
land  avenue,  west  side,  440  ft.  north  of 
Avenue  L  (Block  No.  6536,  part  of 
Lot  No.  20),  Borough  of  Brooklyn. 

no.  910-41-BZ — Application,  October  24,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion  of  William  A.  Eckert,  applicant 
on  behalf  of  Jamaica  Savings  Bank, 
owner  (Nunley  Parking  Company,  In¬ 
corporated,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  90-11  to 
90-17  161st  street,  east  side,  324  ft. 
north  of  Jamaica  avenue  (Block  No. 
9760,  Lot  Nos.  18  and  20),  Jamaica, 
Borough  of  Queens. 

HARRIS  M.  MURDOCK,  Chairman. 


FEBRUARY  24,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

337- 41-A — 212-220  Concord  street,  southwest  corner  of 

Prince  street  (Building  A)  ;  (Block  No. 
122,  Lot  No.  9),  Borough  of  Brooklyn 
(reopened  and  restored  to  calendar,  De¬ 
cember  9.  1941 ;  previously  dismissed  for 
lack  of  prosecution). 

338- 41-A — 30-38  Prince  street,  west  side,  274  ft.  south  of 

Concord  street  (Buildings  C  and  D)  ; 
(Block  No.  122,  Lot  No.  9),  Borough  of 
Brooklyn  (reopened  for  reconsideration. 
December  9,  1941;  previously  denied). 


FEBRUARY  26,  1942,  10.  A.  M. 

Rules 

784-41-SR — Proposed  Rules  for  Erection,  Alteration,  Re¬ 
pair,  Excavation  for  and  Demolition  of 
Buildings. 

(For  Copy  of  Proposed  Rules,  see  Bulletin  of  December 
30,  1941,  Vol.  26,  No.  52.) 


MARCH  3,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
3,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  530-41-BZ — Application,  June  10.  1941,  under  sec¬ 
tions  7F  and  21  of  the  building  zone 
resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Anna  Scar- 
digno,  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  years,  the 
erection  and  maintenance  of  a  gasoline 


CALENDAR 


service  station ;  the  accessory  building 
having  exits  and  entrances  thereto  lo¬ 
cated  more  than  twenty-five  (25)  feet 
from  the  business  street;  premises 
85-42  57th  avenue  and  57-02  Van 
Horn  street,  southeast  corner  (Block 
No.  2882,  Lot  Nos.  10  and  11),  Elm¬ 
hurst,  Borough  of  Oueens. 

..  no.  503-41 -RZ — Application,  June  2,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proslcauer,  applicants, 
on  behalf  of  Harry  D.  Pease,  owner,  to 
permit  in  a  retail  use  district,  for  a  term 
of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles: 
premises  314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue 
(Block  No.  1033,  Lot  Nos.  41,  42  and 
43),  Borough  of  Manhattan. 

..  NO.  367-41-BZ— Application,  April  24,  1941,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Ismet  Sarach, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  an  unrestricted  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parkins 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1979  Wash¬ 
ington  avenue,  west  side.  162  ft.  north 
of  East  178th  street  (Block  No.  3035. 
Lot  No.  42),  Borough  of  The  Bronx. 

..  no.  370-41 -BZ — Application,  April  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Albert  Homer  Swanke.  applicant,  on 
behalf  of  Louis  H.  Pink,  Superintendent 
of  Insurance.  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and  Guar¬ 
anty  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles:  premises  443- 
445  Myrtle  avenue  and  143-155  Waverlv 
avenue,  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brook¬ 
lyn. 

..  no.  1307-39-BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 
rated,  lessee),  reopened  November  25, 
1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot  in  question)  ; 
premises  332-344  West  44th  street, 


south  side,  250  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  Nos.  48  to  53, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  413-39-BZ — Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritory,  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  15  Ocean  avenue,  south  side,  100 
ft.  west  of  Flatbush  avenue  (Block  No. 
5024,  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 

Appeal  from  Administrative  Decision. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  3,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

881-40-A — 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353,  Lot 
No.  13),  Borough  of  Brooklyn. 


MARCH  24,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
24,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  159-36-BZ — Application  of  Alurion  Realty  Corpo- 
ation,  owner,  and  Public  Service  Inter¬ 
state  Transportation  Co.,  lessee,  re¬ 
opened  February  18,  1941,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  retail  one  (1)  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245- 
259  West  41st  street,  north  side,  100  ft. 
east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

SPECIAL  MEETING  RULES. 

FRIDAY  MORNING,  JANUARY  30,  1942.  784-41-SR. 

SUBJECT — Proposed  Rules  for  Erection,  Alteration,  Re¬ 
present:  Chairman  Murdock,  Commissioners  Savage  and  pair,  Excavation  for  and  Demolition  of  Buildings, 

im  and  Deputy  Chief  Gunn.  adoption  of. 
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MINUTES 


APPEARANCES— 

Isaac  H.  Shapiro,  Charles  E.  Durr,  George  P. 
Keogh,  Joseph  B.  Delaney,  F.  Hattan,  A.  J. 
Daidone,  Alfred  Rader,  William  J.  McCor¬ 
mack,  James  Cole,  A.  J.  Benline,  W.  J.  Honce, 
T.  R.  Galloway,  Chas.  Denning,  S.  Martin¬ 
son,  Sidney  L.  Strauss,  A.  Lederer,  Charles 
W.  Hanson,  Godfrey  P.  Schmidt,  John  J. 
Brennan,  B.  F.  Karpay,  Peter  Ostrinso,  Wil¬ 
liam  G.  Wheeler,  James  C.  Quinn,  Joseph 
Flynn  and  Samuel  Penyule. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 


Adjourned,  12  Noon. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  MORNING,  FEBRUARY  3,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  January  27,  1942  and  Tuesday  after¬ 
noon,  January  27,  1942,  and  the  minutes  of  the  Special 
Meeting  of  the  Board  held  on  Friday  morning,  January  30, 
1942,  were  approved  as  printed  in  Bulletin  No.  5,  Volume  27. 


BUILDING  ZONE  CASES. 

219-41-BZ. 

APPLICANT — Henry  C.  Brucker,  for  City  Bank  Farmers 
Trust  Company  (as  trustee),  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  an  unrestricted  use  district,  the  alteration 
and  conversion  of  occupancy  of  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 676  St.  Nicholas  avenue  and 
1590-1612  Gates  avenue,  southwest  comer  (Block 
No.  3444,  Lot  No.  1),  Ridgewood,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Henry  C.  Brucker,  A.  Franz  and 
R.  L.  Brucker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1942, 
10  A.  M. 


503-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Harry  D.  Pease, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7f  and  21  of  the  building 
zone  resolution,  to  permit  in  a  retail  use  district, 
for  a  term  of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue  (Block  No. 
1033,  Lot  Nos.  14,  42  and  43),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Alfred  Lama. 

For  Opposition :  H.  Klorfein,  Dept,  of  Parks, 
Irwin  Stern,  Florence  Levy,  and  Joseph 
Maloney. 

ACTION  OF  BOARD — Laid  over  to  March  3,  1942, 
10  A.  M. 


838-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Joseph  Rosen¬ 
baum,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
use  of  a  plot  of  ground  for  the  storage  and  sale. of 
lumber  and  building  materials  and  also  the  erection 
and  maintenance  of  accessory  buildings. 

PREMISES  AFFECTED— 1434-1462  Linden  boulevard, 
south  side,  11  ft.  9J4  in.  east  of  Rockaway  avenue 
(Block  No.  3644,  Lot  No.  26),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  Lama. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1942  at 
10  A.  M.,  for  further  consideration  after  applicant 
has  obtained  a  certificate  of  occupancy. 


1050-41-BZ. 

APPLICANT — John  G.  Schuhmann,  for  Queensboro  Invest¬ 
ment  Company  and  Frank  Hardart,  owners 
(Anthony  B.  Colucci,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 74-11  37th  avenue,  north  side, 
from  74th  street  to  75th  street  (Block  No.  1274, 
Lot  Nos.  11,  35  and  45),  Jackson  Heights,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  John  G.  Schuhmann,  O.  Mac- 
Dougal,  F.  K.  Allen,  Anthony  B.  Colucci,  James 
Sinisi,  T.  E.  Colucci. 

For  Opposition :  Walter  Lubarsky,  Harland  Dixon, 
Mary  Nedell,  Margaret  McElwain,  Mrs.  Heynd, 
Seymour  C.  Simon,  Edna  B.  Davidson,  Mary 
Bondes,  and  S.  Seandurra. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1942, 
10  A.  M.,  for  further  consideration  by  Board. 


38-38-BZ. 

APPLICANT — Theodore  R.  Feinberg,  for  Bowery-Chrys- 
tie  Corporation,  owner  (Banner  Oil  Company,  In- 

POTtJOTJJ fpn  ) 

SUBJECT — Application  reopened  September  9,  1941  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tion  7c  of  the  building  zone  resolution,  to  permil 
partly  in  an  unrestricted  use  and  partly  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  3 
gasoline  service  station  and,  also,  the  conversion  ol 
occupancy  of  a  building  from  a  theatre  to  a  garage 
for  more  than  five  (5)  motor  vehicles  (previously 
denied  by  the  Board  under  section  21  of  the  build¬ 
ing  zone  resolution). 

PREMISES  AFFECTED— 199-205  Bowery,  east  side,  9_< 
ft.  11  in.  south  of  Rivington  street  (Block  No.  425 
part  of  Lot  No.  9),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Theodore  R.  Feinberg. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  withou 
argument,  on  request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  1 
Negative:  .  < 
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U-41-BZ. 

PPLICANT — Samuels  and  Samuels  for  Yale  Land  Com¬ 
pany,  owner. 

UBTECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for  a 
term  of  years,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

REMISES  AFFECTED— 260-01  to  260-09  Horace  Hard¬ 
ing  boulevard  and  54-49  to  54-65  Little  Neck  park¬ 
way,  northeast  corner  (Block  No.  8274,  Lot  No. 
128)  Little  Neck,  Borough  of  Queens. 

PPEARAN  CES — 

For  Applicant :  Archie  Samuels. 

For  Opposition :  None. 

CTION  OF  BOARD — Application  withdrawn  on  request 

of  applicant. 

HE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


10-33-BZ. 

PPLICANT — George  De  Combo  (lessee),  for  Jopaul 
Realty  Corporation,  owner. 

UBJECT — Application  reopened  May  27,  1941  (re  decision 
of  the  Borough  superintendent)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

REMISES  AFFECTED — 228-05  Northern  boulevard, 
north  side,  386  ft.  west  of  Alley  Creek  (Block  No. 
6334,  part  of  Lot  No.  1),  Little  Neck,  Borough  of 
Queens. 

PPEARAN  CES— 

For  Applicant:  George  De  Combo,  and  George 
Bisgeir. 

For  Qpposition  :  Harold  Klorfein,  Dept,  of  Parks. 
CTION  OF  BOARD — Permit  extended. 

HE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


HE  RESOLUTION— 

(330-33-BZ) 

Whereas,  this  application  affecting  premises,  228-05 
northern  boulevard,  north  side,  386  ft.  west  of  Alley  Creek 
Block  6334,  part  of  Lot  No.  1),  Little  Neck,  Borough  of 
>ueens,  was  granted  by  the  Board  February  14,  1934,  on 
srtain  conditions,  resolution  amended  December  5,  1939, 
une  11,  1940  and  November  26,  1940;  and 
Whereas,  George  De  Combo  (lessee),  for  Jopaul  Realty 
orporation,  owner,  requested  an  extension  of  the  permit; 
ad  whereas,  this  application  was  reopened  by  vote  of  the 
loard  on  May  27,  1941,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
y  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
ig  February  3,  1942,  after  due  notice  bv  publication  in  the 
lulletin  of  the  Board  of  Standards ;  and 
!  Whereas,  the  use  district  maps  accompanying  the  build- 
ig  zone  resolution  show  that  Northern  boulevard  is  in  a 
usiness  and  residence  use  district ;  228th  street  is  in  a  resi- 
ence  and  business  use  district  and  Easthampton  boulevard 
!>  in  a  residence  and  business  use  district;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
n  Alt.  Applic.  No.  1910-41,  dated  September  26,  1941, 
sads : 

“1.  Use  of  premises  located  within  a  business  dis¬ 
trict  for  a  gas  station  is  contrary  to  Art.  2,  sec.  4a-46 
of  the  Building  Zone  resolution  permit  granted  by  Bd. 
of  Standards  and  Appeals,  Nov.  26,  1940  expired  May 

26.  1941.” 
nd 


Whereas,  the  premises,  part  of  a  larger  parcel  of  prop¬ 
erty,  consist  of  an  irregular  shaped  plot  of  ground  having  a 
frontage  of  97.24  ft.  on  Northern  boulevard  and  a  depth  of 
62  ft. — occupied  as  a  gasoline  service  station ;  granted  by 
the  Board  for  a  temporary  period ;  this  temporary  period 
expired  on  May  26,  1941.  Permission  is  now  requested  to 
use  this  gasoline  station  permanently. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  14,  1934, 
as  amended  December  5,  1939,  June  11,  1940  and  November 
26,  1940,  so  that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted  to 
permit  the  plot  under  appeal  to  be  used  for  a  gasoline 
service  station  under  section  7f  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  on  con¬ 
dition  that  no  part  of  the  plot  shall  extend  into  any 
portion  of  a  mapped  street;  that  the  site  shall  be  filled 
substantially  to  the  level  of  Northern  boulevard;  that 
there  shall  be  erected  on  the  interior  lot  lines  a  sub¬ 
stantial  woven  wire  fence  not  less  than  6  ft.  in  height; 
that  the  buildings  to  be  erected  on  the  plot  shall  consist 
of  an  office  building  only,  as  indicated  in  plans  filed 
with  this  appeal,  not  exceeding  one  story  in  height  and 
with  no  open  excavation  under  same;  that  this  acces¬ 
sory  building  shall  be  constructed  of  incombustible  ma¬ 
terials  except  that  the  roof  beams,  roof  boarding,  doors 
and  windows  may  be  of  wood;  provided  the  ceiling  is 
fire-retarded  in  accordance  with  the  rules  of  the  Board 
of  Standards  and  Appeals  and  the  roof  surfaced  with 
incombustible  materials ;  that  the  accessory  building 
shall  be  constructed  substantially  as  indicated  on  plans 
filed  with  this  appeal,  except  that  the  accessory  building 
may  be  increased  by  an  extension  toward  the  easterly 
lot  line,  so  that  it  shall  not  exceed  a  total  length  of  35 
ft.  and  not  over  one-story  in  height;  that  the  balance 
of  the  plot  where  not  occupied  by  accessory  building 
shall  be  cement  paved  or  covered  with  crushed  blue 
stone;  that  gasoline  pumps  shall  be  not  nearer  than 
10  ft.  to  the  street  line  of  Northern  boulevard  or  to  the 
accessory  building ;  that  there  shall  be  no  portable  gaso¬ 
line  tanks  used  on  or  from  the  property;  that  there 
shall  be  no  storage  or  parking  of  cars  other  than  those 
being  serviced;  that  if  grease  pits  are  installed  they 
shall  be  enclosed  in  a  one-story  building  similar  to  the 
office  building  with  the  front  left  open;  that  gasoline 
storage  tanks,  if  of  the  double  shell  type,  may  be  on 
earth  leveled  and  well  tamped,  separated  one  from  the 
other,  not  less  than  6  in.  and  filled  in  with  earth  on  all 
sides  and  between  the  tanks ;  that  the  gasoline  storage 
tanks  shall  be  coated  with  rust-resisting  material ;  that 
signs  advertising  non-conforming  use  shall  be  limited 
to  the  illuminated  globes  of  the  gasoline  pumps  and  to 
one  permanent  flat  sign  placed  on  the  front  of  the  office 
building,  excluding  all  other  signs  of  every  nature;  that 
there  shall  be  no  open  flame  permitted  on  the  property ; 
that  if  and  when  curbs  are  erected  on  Northern  boule¬ 
vard,  three  shall  be  not  over  two  openings  to  these  prem¬ 
ises,  each  opening  not  exceeding  30  ft.” 


1103-41-BZ. 

APPLICANT — George  M.  Gross,  for  Gross-Morton  Kew 
Company,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  and  also 
E  area  district,  the  maintenance  of  an  accessory 
one  car  garage  which  does  not  comply  with  the 
required  ten  (10)  foot  set  back  from  the  street 
line. 

PREMISES  AFFECTED — 136-05  72nd  avenue,  northeast 
corner  of  136th  street  (Block  No.  6599,  Lot  No.  2) 
Flushing,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Alwin  Cassens,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  •  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION— 

(1103-41-BZ) 

Whereas,  George  M.  Gross,  for  Gross-Morton  Kew  Co. 
Inc.,  owner,  filed  December  24,  1941,  an  application  under 
section  21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  and  also  “E”  area  district,  the  maintenance  of 
an  accessory  one  car  garage  which  does  not  comply  with  the 
required  ten  (10)  foot  set-back  from  the  street  line,  prem¬ 
ises  :  136-05  72nd  avenue,  northeast  corner  of  136th  street 
(Block  No.  6599,  Lot  No.  2),  Flushing,  Borough  of  Queens, 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  3,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  72nd  avenue  is  in  a  residence 
use  and  “E”  area  district;  71st  road  is  in  a  residence  use 
and  “D”  area  district;  136th  street  is  in  a  residence  use 
and  also  “D”  and  “E”  area  district;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
N.  B.  Application  No.  5403-1941,  dated  December  19,  1941, 
reads : 

“1.  The  garage  is  set  back  less  than  10  ft.  from  the 
street  line,  contrary  to  Art.  IV,  Par.  15,  subdiv.  (d) 
of  the  Building  Zone  resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  49.5  ft.  on  72nd  avenue 
and  105.1  ft.  on  136th  street;  upon  the  plot  there  are  located 
a  two  story,  brick,  one  family  dwelling  and  also  a  one  car 
brick  garage.  It  is  proposed  to  maintain  the  garage  in  its 
present  position;  it  is  located  12  inches  from  the  street 
line,  instead  of  the  required  10  feet  from  the  street  line; 
and 

Whereas,  the  premises  and  the  surrounding  area  were 
surveyed  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  No.  5403-41,  be  and  it  hereby;  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


1105-41-BZ. 

APPLICANT— William  S.  Worrall,  Jr.,  for  Cord  Meyer 
Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 91-12  to  92-18  and  93-12  to  93- 
24  Roosevelt  avenue,  40-02  to  40-18  Aske  street, 
93-20  to  93-32  Whitney  avenue  and  40-09  to  41-11 
Benham  street  (Block  No.  1550,  Lot  Nos.  1,  6 
and  8,  Block  No.  1562,  part  of  Lot  Nos.  14  and  1 
and  Block  No.  1563,  Lot  No.  32  and  part  of  Lot 
No.  20),  Elmhurst,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  William  S.  Worrall,  Jr.  and  Fred 
A.  Ernst. 

For  Opposition :  William  J.  Coakley. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative:  .  0 

THE  RESOLUTION— 

(1105-41-BZ) 

Whereas,  William  S.  Worrall,  Jr.,  for  Cord  Meyer  Com¬ 
pany,  owner,  filed  December  29,  1941,  an  application  under 
section  7h  of  the  building  zone  resolution  to  permit  partly 
in  a  business  use  and  partly  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises:  91-12  to  92-18  and  93-12  to  93-24  Roosevelt  ave¬ 
nue,  40-02  to  40-18  Aske  street,  93-20  to  93-32  Whitney 
avenue  and  40-09  to  41-11  Benham  street  (Block  Nos. 
1550,  Lot  Nos.  1,  6  and  8,  Block  No.  1562,  part  of  Lot 
Nos.  14  and  1  and  Block  No.  1563,  Lot  No.  32  and  part  of 
Lot  No.  20),  Elmhurst,  Borough  of  Queensland 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  February  3,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and  • 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Roosevelt  avenue  is  in  a 

business  use  district;  Whitney  avenue  is  in  a  residence  and 

business  use  district ;  Benham  street  is  in  a  residence  and 

business  use  district  and  Aske  street  is  in  a  residence  and 

business  use  district;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
N.  B.  Application  No.  6324-1941,  dated  December  17,  1941, 

reads:  g 

“1.  Proposed  parking  and  storage  of  more  than  5 
motor  vehicles  partly  in  a  business  and  partly  in  a 
residence  use  district  is  contrary  to  Art.  2,  Sec.  3  and 
4  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  503  ft.  on  Benham 
street,  324  ft.  and  also  127  ft.  on  Roosevelt  avenue  and  a 
distance  of  383  ft.  along  the  easterly  lot  line.  The  Roose¬ 
velt  avenue  frontage  of  the  plot  (for  a  depth  of  100  ft.) 
is  in  a  business  use  district  and  the  remainder  is  in  a 
residence  use  district.  It  is  proposed  to  use  the  plot  for 
a  temporary  period  of  not  more  than  two  (2)  years,  foi 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  premises  and  the  surrounding  area  wen 
surveyed  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7 
subdivision  h  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe: 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  tha 
the  application  be  and  it  hereby  is  granted  under  sectioi 
7-h  thereof,  for  a  term  of  two  (2)  rears  from  the  dat< 
of  this  resolution,  to  permit  the  parking  and  storage  o 
more  than  five  (5)  motor  vehicles  on  the  plot  in  bloc! 
1550,  lots  8,  6  and  part  of  1,  being  that  plot  north  o 
Benham  street  and  west  of  Whitney  avenue  as  mapped 
and  south  of  Aske  street  on  the  south  side  of  Roosevel 
avenue,  on  condition  that  all  existing  uses,  including  signs 
shall  be  removed  from  the  premises  and  the  plot  shall  b< 
graded  substantially  to  the  grade  of  the  surrounding  street 
and  shall  be  surfaced  with  clean  gravel,  steam  cinders  o 
other  suitable  material,  properly  rolled  and  treated  with  ai 
asphalt  binder  to  render  a  reasonably  impervious  surface 
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hat  there  shall  be  erected  on  all  lot  lines  a  substantial 
vvoven  wire  fence  of  the  chain  link  type,  not  less  than  6 
feet  in  height  with  no  openings  therein  except  an  opening 
lot  over  15  feet  in  width  to  Aske  street  for  entrance  and 
jxit  and  with  curb  cut  opposite  such  opening  of  similar 
width;  that  during  the  term  of  this  permit,  the  premises 
shall  be  occupied  for  no  other  use  than  as  herein  per- 
nitted  and  no  buildings  or  structures  shall  be  erected  there¬ 
on,  except  there  may  be  erected  near  the  entrance  on  Aske 
street,  a  building  to  be  used  solely  as  an  office  and  shelter 
for  the  attendant,  provided  such  building  is  not  over  one 
(1)  story  in  height  and  100  sq.  ft.  in  area,  which  may  be 
!  of  frame ;  that  suitable  bumpers  shall  be  maintained  at 
i  all  times  for  protection  to  the  fencing ;  that  adequate  aisles 
shall  be  maintained  at  all  times  for  easy  entrance  and 
egress;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  any 
lights  for  general  illumination  shall  be  on  pipe  standards 
not  over  12  feet  in  height  fitted  with  metallic  reflectors  so 
arranged  as  to  reflect  toward  the  center  of  the  premises 
and  away  from  the  adjoining  residential  occupancies;  that 
no  sign  shall  be  erected  on  the  premises,  except  there  may 
be  a  sign  attached  to  the  fence  at  the  entrance,  advertising 
the  parking  and  storage  use  and  the  rates  charged,  pro¬ 
vided  such  sign  is  not  illuminated  and  does  not  extend 
beyond  the  building  line  and  does  not  exceed  15  sq.  ft.  in 
>area;  that  plans,  showing  the  plot  as  herein  described  and 
permitted  for  the  parking  and  storage  use  and  complying 
with  the  requirements  of  this  resolution,  shall  be  filed  with 
the  Board  for  approval  by  the  Chairman  within  one  (1) 
month  from  the  date  of  this  resolution  and  after  approval 
of  such  plans,  all  permits  required  shall  be  obtained  within 
six  (6)  months. 


1062-41-BZ. 

APPLICANT — Herbert  J.  Krapp,  for  Queensboro  Invest¬ 
ing  Company,  owner  (Jules  Ullman,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

PREMISES  AFFECTED— 35-35  85th  street,  east  side  and 
35-34  86th  street,  west  side,  200  ft.  north  of  35  th 
avenue  (Block  No.  1459,  Lot  Nos.  12-45),  Jackson 
Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Herbert  J.  Krapp,  F.  K.  Allen,  J. 

Ullman  and  O.  MacDougal. 

For  Opposition :  Samuel  Gillman,  Maude  L.  Steven¬ 
son,  D.  Yancey  Bradshaw,  W.  Myron,  C. 
O.  Bradshaw,  Isadore  Rosenberg,  Alexandra 
Brantley  and  Louise  A.  Thoene. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

THE  RESOLUTION— 

(1062-41-BZ) 

Whereas,  Herbert  J.  Krapp,  for  Queensboro  Investing 
Company,  owner  (Jules  Ullman,  lessee),  filed  December  9, 
1941,  an  application  under  Section  7H  of  the  Building  Zone 
resolution,  to  permit  in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises: 
35-35  85th  street,  east  side,  and  35-34  86th  street,  west  side, 
200  ft.  north  of  37th  avenue  (Block  No.  1459,  Lot  Nos. 
12-45),  Jackson  Heights,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  February  3,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  86th  street  is  in  a  residence 
and  business  use  district;  85th  street  is  in  a  residence  and 
business  use  district  and  37th  avenue  is  in  a  business  use 
district;  and 

Whereas,  the  decision  of  the  Borough  Superintendent,  re 
Misc.  Application  No.  10315-1941,  dated  November  24,  1941, 
reads : 

“1.  Proposed  parking  and  storage  of  motor  vehicles 
in  a  residence  use  district  is  contrary  to  Art.  2,  Sec.  3 
of  the  Zone  resolution.  Not  further  considered.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  265  ft.  on  85th  street,  265  ft.  on  86th 
street,  and  a  depth  of  200  ft.  It  is  proposed  to  use  the  plot 
for  a  temporary  period  of  not  more  than  two  (2)  years,  for 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  Committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  were  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  Section  7,  Subdivision  H,  of  the  building 
zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  10315-41,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


-VPPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

33-42-A. 

APPLICANT — Lama  and  Proskauer,  for  Joseph  Rosen¬ 
baum,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1434-1462  Linden  boulevard, 
south  side,  11  ft.  9J4  in.  east  of  Rockaway  avenue 
(Block  No.  3644,  Lot  No.  26),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  Lama. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1942, 
10  A.  M.,  for  further  consideration  by  the  Board. 


1106-41-A. 

APPLICANT- — William  S.  Worrall,  Jr.,  for  Cord  Meyer 
Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 91-12  to  92-18  and  93-12  to 
93-24  Roosevelt  avenue,  40-02  to  40-18  Aske  street, 
93-20  to  93-32  Whitney  avenue  and  40-09  to  41-11 
Benham  street  (Block  No.  1550,  Lot  Nos.  1,  6 
and  8,  Block  No.  1562,  parts  of  Lot  Nos.  14  and  1 
and  Block  No.  1563,  Lot  No.  32  and  part  of  Lot 
No.  20),  Elmhurst,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City*  Law — re  bed  of  mapped 
street). 

APPEARANCES— 

For  Applicant:  William  S.  Worrall,  Jr.,  Fred  A. 
Ernst. 

For  Opposition :  William  J.  Coakley. 

.ACTION  OF  BOARD — Appeal  withdrawn  without  argu¬ 
ment,  in  view  of  Board’s  action  under  Cal.  No. 
1105-41-BZ. 

THE  VOTE  Tp  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  egative :  .  0 


Adjourned,  1  :20  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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REGULAR  MEETING. 

TUESDAY  AFTERNOON,  FEBRUARY  3,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ACTION  OF  BOARD — Application  reopened,  subject  tc 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  <■ 
Negative:  .  1 


BUILDING  ZONE  CASES. 

390-37-BZ. 

APPLICANT— Aaron  A.  Roth,  for  George  M.  Thomson, 
owner  (Joseph  Beyer,  lessee). 

SUBJECT — Application  for  consideration— reopening  and 
rehearing  on  new  facts — re  Application  (decision 
of  the  borough  superintendent)  under  sections  7h 
and  21  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied). 

PREMISES  AFFECTED— 50-02  Skillman  avenue,  south 
side,  between  50th  street  and  51st  street  (Block  No. 
131,  Lot  No.  17),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Aaron  A.  Roth. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


196-39-BZ. 


APPLICANT— Beth  Israel  Hospital  now  merged  with 
Jewish  Maternity  Hospital,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
rehearing  under  section  7f  of  the  building  zone 
resolution — re  Application  (decision  of  the  borough 
superintendent)  to  permit  in  a  residence  use  dis¬ 
trict,  and,  also,  within  200  ft.  of  a  hospital,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied  under  section  21). 

PREMISES  AFFECTED— 332-342  East  17th  street,  south 
side,  120  ft.  east  of  Livingston  place  (Block  No. 
922,  Lot  Nos.  76  to  81,  inclusive),  Borough  of  Man¬ 
hattan. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened,  subject 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . . 
Negative :  . 


to 


4 

0 


100-41-BZ. 

APPLICANT— Henry  Nordheim,  for  Anna  Steinberg, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar— re  Application  (decision  of 
the  acting  borough  superintendent)  under  sections 
7h  and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  withdrawn). 

PREMISES  AFFECTED — 663  Sagamore  street  and  1983- 
1987  Birchall  avenue,  northwest  corner  (Block  No. 
4256,  Lot  Nos.  37,  38  and  39),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim. 


112-37-BZ. 

APPLICANT— Adolph  Gross  (lessee),  for  City  Ban! 
Farmers  Trust  Company,  as  trustee  under  wills  o 
Jeremiah  P.  Robinson  and  Elizabeth  Robinson. 

SUBJECT — Application  for  consideration — reopening  an< 
rehearing — re  Application  (decision  of  the  commis 
sioner  of  buildings)  under  section  7h  of  the  build 
ing  zone  resolution,  to  permit  in  a  business  us< 
district,  the  parking  and  storage  of  more  than  fivt 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 705-711  Franklin  avenue,  north 
east  corner  of  Park  place  (Block  No.  1231,  Lo 
No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Mrs.  Adolph  Gross. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  < 
Negative:  .  1 


()16-18-BZ. 

APPLICANT— Paul  Friedman,  for  Alexander  Eisenberg 
owner. 

SUBJECT — Application  reopened  January  13,  1942  for  con 
sideration  re  amendment  of  resolution  adopted  b 
the  Board  on  May  28,  1918  (re  decision  of  the  bor 
ough  superintendent)  to  permit  in  a  business  us 
district,  the  conversion  of  occupancy  of  the  firs 
floor  of  an  existing  building  from  garage  for  mor 
than  five  (5)  motor  vehicles  (previously  grante 
by  the  Board)  to  the  storage  and  sale  (includin' 
baling)  of  new  and  used  burlap  bags. 
PREMISES  AFFECTED— 1050-1054  Myrtle  avenu< 

south  side,  296  ft.  7  in.  west  of  Lewis  avenu 
(Block  No.  1585,  Lot  No.  25  and  part  of  Lot  N( 
21),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Paul  Friedman. 

For  Opposition :  None. 

For  Administration :  Dewey  Rothkrug,  Dep’t  o 
Housing  and  Buildings. 

\CTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . 
Negative:  . 

THE  RESOLUTION— 

(916-18-BZ) 

Whereas,  this  application  under  the  Building  Zone  Rest 
lution  to  permit  the  conversion  of  a  factory  into  a  garag 
premise  1046-1054  Myrtle  avenue  (Block  No.  1585,  L< 
No.  25  and  part  of  Lot  No.  21),  Borough  of  Brooklyn,  w; 
granted  by  the  Board  May  28,  1918  under  certain  condition 
the  resolution  reading  as  follows : 

“Resolved,  that  the  application  be  and  it  hereby 
firanted  on  condition  that  all  necessary  permits  for  tl 
prosecution  of  the  work  shall  be  obtained  within  nil 
months  of  the  date  of  this  action,  and  that  the  built 
ing  shall  be  completed  within  eighteen  months  of  tl 
date  of  this  action.” 

Whereas,  the  present  applicant  has  requested  an  ament 
ment  of  this  resolution  so  as  to  permit  the  building  to  I 
occupied  as  a  factory. 
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Resolved,  that  the  Board  of  Standards  does  hereby  amend 
its  resolution  of  May  28,  1918  by  adding  thereto : 

“That  in  the  event  the  owner  desires  to  restore  the 
occupancy  of  this  building  to  its  former  use  as  a  fac¬ 
tory,  such  restoration  of  use  may  be  permitted  through 
out  the  building  on  condition  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto  as  modified  by 
the  Board  under  Cal.  No.  1086-41-S  and  1010-41-A; 
that  such  building  may  be  occupied  with  its  present  use 
of  baling  of  combustible  fibre  rags  and  that  the  ad¬ 
joining  building  to  the  east  may  be  occupied  in  con¬ 
nection  therewith  provided  a  certificate  of  occupancy 
is  obtained  from  the  Department  of  Housing  and 
Buildings  establishing  the  factory  use  throughout  the 
building  existed  and  continued  since  1916  and  provided 
that  no  baling  of  combustible  fibre  is  carried  on  in  such 
building  unless  a  zoning  variance  is  granted  therefor ; 
that  the  building  shall  comply  in  all  other  respects  with 
all  laws,  rules  and  regulations  applicable  thereto  other 
than  as  varied  under  Cal.  No.  1010-41-A  and  1086- 
41-S.” 


390-27-BZ. 

APPLICANT — William  T.  Foley,  Jr.,  for  Morben  Proper¬ 
ties,  Inc.,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7f  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
stated  term  of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — 73-42  Cooper  avenue,  south 
side,  22.22  ft.  west  of  74th  street  (Block  No.  3811, 
Lot  No.  8),  Glendale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

'  ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

I  THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Gunn  .  3 

Negative:  Chairman  Murdock  .  1 


THE  RESOLUTION— 

(390-27-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  21  of  the  building  zone  resolution,  the 
erection  and  maintenance  of  a  gasoline  service  station,  prem¬ 
ises  73-42  Cooper  avenue,  south  side,  22.22  ft.  west  of  74th 
street  (Block  No.  3811,  Lot  No.  8),  Glendale,  Borough  of 
Queens,  was  granted  by  the  Board,  July  19,  1927,  for  a  tem¬ 
porary  period  of  two  years,  permit  extended  on  March  25, 
1930,  for  a  temporary  period  of  two  years  from  July  19, 
1929;  on  July  28,  1931,  Board  denied  further  extension  of 
temporal  permit;  on  December  3,  1935,  the  Board  denied 
an  application  for  a  gasoline  service  station,  which  decision 
was  reviewed  by  the  Court  and  remitted  to  the  Board  for 
further  consideration;  on  July  16,  1940,  the  Board  again 
denied  the  application ;  and 

Whereas,  this  application  was  reopened  under  section  7f 
and  granted  by  the  Board  January  28,  1941  for  a  temporary 
period  of  ten  years  and  applicant  requested  an  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  January  28,  1941  only  in  so 
far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“All  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution  *  * 


92-36-BZ. 

APPLICAN — Hirsh,  Newman,  Reass  and  Becker,  for 
Consolidated  Biological  Products,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  transient 
parking  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 109-131  West  50th  street,  north 
side  and  110-130  West  51st  street,  south  side,  105  ft. 
west  of  Sixth  avenue  (Block  No.  1003,  Lot  No. 
17),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  David  J.  Brown. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION— 

(92-36-BZ) 

Whereas,  this  application  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  of  more  than  five  (5)  motor  vehicles, 
premises  109-131  West  50th  street,  north  side,  and  110-130 
West  51st  street,  south  side,  105  ft.  west  of  Sixth  avenue 
(Block  No.  1003,  Lot  No.  17) (  Borough  of  Manhattan,  was 
granted  by  the  Board  July  14,  1936,  on  certain  conditions; 
the  resolution  amended  February  20,  1940,  October  8,  1940, 
and  September  23,  1941,  and  applicant  now  requests  an 
amendment  of  the  resolution  and  an  extension  of  the  permit 
for  two  years. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  July  14,  1936  as  amended  by 
its  resolution  of  February  20,  1940  only  in  so  far  as  it  has 
reference  to  the  term  of  the  permit  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“That  the  application  be  and  it  hereby  is  granted 
under  section  7h  thereof  for  a  term  of  two  (2)  years 

from  the  date  of  this  amended  resolution  to  permit 
*  * 


54-37-BZ. 

APPLICANT — 92-32  Union  Hall  street,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  period  of  two  (2)  years,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 160-13  to  160-21  Archer  ave¬ 
nue,  north  side,  110  ft.  west  of  Union  Hall  street 
(Block  No.  1051,  Lot  No.  150),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Flynn. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
N  egative :  .  0 

THE  RESOLUTION— 

(54-37-BZ)  ' 

Whereas,  92-32  Union  Hall  Street,  Inc.,  owner,  filed 

February  13,  1937,  an  application  under  the  building  zone 
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resolution  to  permit  in  a  business  use  district  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles;  premises:  160-13  to 
160-21  Archer  avenue,  north  side,  110  ft.  west  of  Union 
Hall  street  (Block  No.  1051,  Lot  No.  150),  Jamaica,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  this  application  was  granted  for  a  temporary 
period  of  two  years  February  15,  1938  resolution  amended 
February  6,  1940  and  applicant  requested  an  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  February  15,  1938,  only  so 
far  as  it  has  reference  to  the  duration  of  the  permit,  so  that 
as  amended  the  resolution  shall  read  : 

'‘Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  under  Section 
7-H,  to  permit  the  premises  under  appeal  to  be  used  for 
transient  parking  of  passenger  automobiles  for  a  period  of 
two  years,  from  the  date  of  this  amended  resolution,  on  con¬ 
dition  that  the  plot  shall  be  levelled  substantially  to  the 
grade  of  Archer  avenue;  that  where  walls  of  adjacent 
building  do  not  occur  on  interior  lot  lines,  substantial 
woven-wire  fences  shall  be  constructed;  that  a  similar  sub¬ 
stantial  woven-wire  fence  shall  be  constructed  along  street 
building  line,  except  for  an  entrance  not  exceeding  20  ft. 
in  width,  to  Archer  avenue;  that  during  the  term  of  this 
variance,  the  plot  shall  be  used  for  no  other  use  than  the 
use  herein  permitted;  that  any  lights  for  illumination  shall 
be  so  arranged  with  metallic  reflectors  as  to  reflect  toward 
Archer  avenue  and  away  from  adjoining  premises;  that  no 
building  shall  be  erected  on  the  premises  other  than  a  small 
building  for  the  attendant,  not  exceeding  100  sq.  ft.  in  area 
and  not  over  one  story  in  height;  that  there  shall  be  no 
signs  other  than  one  sign  at  the  entrance,  advertising  the 
parking  use  and  rates  charged ;  that  such  accessory  fire¬ 
fighting  appliances  shall  be  installed  as  the  commissioner 
shall  direct;  and  that  all  permits  shall  be  obtained  within 
two  months  from  date  of  this  amended  resolution.” 


433-39-BZ. 

APPLICANT — Bernard  Shatzkin,  for  Maribert  Realty 
Corporation  and  Lever  and  Sidwav,  Incorporated, 
owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  an  unrestricted  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 225  Nagle  avenue,  southeast 
corner  of  Academy  street,  block  bounded  by 
Academy  street,  Nagle  avenue,  Tenth  avenue  and 
West  204th  street  (Block  No.  2216,  Lot  Nos.  1,  7, 
11,  15,  24,  27  and  42),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Bernard  Shatzkin. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

THE  RESOLUTION— 

(433-39-BZ) 

Whereas,  this  application,  to  permit  partly  in  a  business 
use  and  partly  in  an  unrestricted  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  affecting 
premises:  225  Nagle  avenue,  southeast  corner  of  Academy 
street,  block  bounded  by  Academy  street,  Nagle  avenue, 
10th  avenue  and  West  204th  street,  (Block  No.  2216,  Lot 


Nos.  1,  7,  11,  15,  24,  27  and  42),  Borough  of  Manhattan; 
was  granted  by  the  Board  February  6  1940  on  certain  con¬ 
ditions  and  applicant  requested  an  extension  of  the  term 
o  f  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  February  6,  1940  only  in  so 
far  as  it  has  reference  to  the  term  of  the  permit  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  thereof  to  permit  that 
portion  of  the  plot  which  is  within  the  area  zoned  for 
business  use  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution 
on  condition  *  *  *  that  only  motor  vehicles  of  the 

passenger-car  type  shall  be  so  stored  and  parked ;  that 
that  portion  of  the  plot  shall  be  levelled  substantially 
to  the  grade  of  surrounding  streets  and  shall  be  sur¬ 
faced  with  steam  cinders,  clean  gravel  or  other  suitable 
material,  properly  rolled  and  bound;  that  there  shall 
be  erected  on  the  street  building  lines  within  the  area 
zoned  for  business  use,  a  substantial  woven  wire  fence 
with  steel  uprights,  not  less  than  6  feet  in  height ;  that 
on  the  balance  of  the  plot  within  the  unrestricted  area 
a  substantial  closure  fence  shall  be  maintained  at  all 
times ;  that  the  entrance  to  this  plot  shall  be  restricted 
solely  to  Academy  street  with  not  more  than  one  such 
entrance  within  the  business  use  portion ;  that  entrances 
within  the  unrestricted  area  may  be  as  determined  by 
the  borough  superintendent;  that  during  the  term  of 
this  permit  the  area  covered  by  this  application  shall  be 
used  for  no  other  use  than  that  permitted  herein;  that 
there  shall  be  no  automobile  repairing  or  sale  of  used 
cars,  and  no  building  shall  be  erected  thereon  and  no 
extension  of  the  unrestricted  uses  into  the  business  use 
area;  that  there  shall  be  no  signs  erected,  except  there 
may  be  a  sign  at  the  entrance,  advertising  the  storage 
and  parking  use,  provided  such  sign  does  not  extend 
beyond  the  building  line  and  does  not  exceed  15  square 
feet  in  area ;  that  proper  aisles  shall  be  maintained  at 
all  times  for  easy  ingress  and  egress ;  that  such  port¬ 
able  fire-fighting  appliances  shall  be  installed  as  the 
fire  commissioner  shall  direct;  that  any  lights  con¬ 
structed  for  general  illumination  shall  be  on  pipe  post 
standards  with  metal  reflectors  so  arranged  as  to  reflect 
toward  the  center  of  the  premises ;  that  all  permits 
required  shall  be  obtained  and  all  work  completed 
within  six  months  from  the  date  of  this  resolution.” 


28-40-BZ. 

APPLICANT— Reginald  S.  Hardy,  for  42  South  1  lilt 
Avenue  Realty  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7c  of  the  building  zone  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
reconstruction  and  rearrangement  of  existing  gaso¬ 
line  service  station  and  accessory  building. 

PREMISES  AFFECTED — 14-80  Clintonville  street,  west 
side,  1  ft.  north  of  Cross  Island  boulevard  (Bloch 
No.  4697.  Lot  Nos.  15  and  18),  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  R.  S.  Hard}’. 

ACTION  OF  BOARD — Application  reopened  and  time  ex 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  . .  0 

THE  RESOLUTION— 

(28-40-BZ) 

Whereas,  this  application  under  sections  7a  and  21  of 

the  building  zone  resolution  to  permit  in  a  business  use 
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district  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  auto-laundry  and  auto-repair  shop, 
premises  14-80  Clintonville  street,  west  side,  1  ft.  north  of 
Cross  Island  boulevard  (Block  No.  4697,  Lot  Nos.  15  and 
18),  Whitestone,  Borough  of  Queens,  was  granted  by  the 
Board  May  28,  1940  on  certain  conditions  and  applicant 
requested  an  extension  of  time  to  obtain  permits  and  com¬ 
plete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  May  28,  1940  only  in  so  far 
as  it  has .  reference  to  obtaining  permits  and  completion  of 
the  work  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“That  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


772-41-BZ. 

APPLICANT — Arnold  W.  Lederer,  for  Clara  Rothenberg, 
Becky  Farberman  and  Salvatore  De  Leo,  owners 
(Square  Deal  Laundry,  Incorporated,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  building  zone 
resolution,  permitting  the  extension  of  an  existing 
laundry  building  from  a  local  retail  use  district 
into  a  residence  use  district. 

PREMISES  AFFECTED— 427  Ralph  avenue  and  1815- 
1817  Bergen  street,  northeast  corner  (Block  No. 
1445,  Lot  Nos.  1,  67  and  68),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

N  egative :  .  0 

THE  RESOLUTION— 

(772-41-BZ) 

Whereas,  this  application,  under  section  7c  of  the  build¬ 
ing  zone  resolution,  to  permit  the  extension  of  an  existing 
laundry  building;  from  a  local  retail  use  district  into  a  resi¬ 
dence  use-  district,  premises  427  Ralph  avenue  and  1815- 
1817  Bergen  street,  northeast  corner  (Block  No.  1445,  Lot 
Nos.  1,  67  and  68),  Borough  of  Brooklyn,  was  granted  by 
i  the  board  December  2,  1941  on  certain  conditions,  resolution 
amended  January  13,  1942  and  applicant  requested  a  further 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  2,  1941, 
so  that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7c  thereof,  to  permit  the  extension  into 
the  more  restricted  district,  as  proposed,  on  condition 
that  such  extension  shall  not  exceed  one  story  in  height 
and  shall  comply  in  all  other  respects  with  the  require¬ 
ments  of  the  Zoning  Resolution  as  to  height  and  area, 
except  that  the  rear  jrard  shall  be  not  less  than  15  feet 
in  depth  and  that  such  rear  yard  shall  be  cement  paved 
and  drained  and  proper  fences  erected  on  the  side  and 
rear  lot  lines ;  that  the  proposed  extension  may  be  con¬ 
nected  with  the  existing  laundry  building  within  the 
retail  business  district,  provided  such  building  is  not 
increased  in  height  and  area;  that  the  proposed  build¬ 
ing,  in  conjunction  with  the  corner  building  remodelled 


substantially  as  proposed  may  be  used  as  an  extension 
of  the  existing  laundry  for  which  a  certificate  of  occu¬ 
pancy  has  been  issued,  on  condition  that  the  street  ele¬ 
vation  and  layout  shall  be  substantially  as  indicated  on 
plans  filed  with  this  application  except  that  there  may 
be  constructed  in  the  cellar  under  the  proposed  exten¬ 
sion  herein  permitted  a  space  to  be  occupied  by  toilet 
rooms  no  connection  with  the  first  story  lavatory  use, 
that  the  present  heating  system  in  the  corner  building 
shall  be  altered  for  the  burning  of  oil  in  place  of  coal 
and  that  such  equipment  shall  comply  with  all  laws 
relating  to  same  and  maintained  to  the  satisfaction  of 
all  departments  having  jurisdiction;  that  there  shall  be 
installed  throughout  the  existing  corner  building  and 
the  proposed  extension,  a  mechanically  operated  ven¬ 
tilating  system,  exhausting  through  a  proper  sized  flue 
above  the  roof  of  the  firehouse  on  the  adjoining  lot  to 
the  north ;  that  there  shall  be  no  openings  in  the  exterior 
exposure  walls  of  the  proposed  extension ;  that  sky¬ 
lights  may  be  constructed,  substantially  as  indicated; 
that  any  additional  quarters  now  occupied  by  this 
laundry  within  the  general  area  shall  be  discontinued 
and  the  laundry  work  concentrated  at  this  location ;  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  action.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

881-40-A. 

APPLICANT— LaBelle  Service  Station,  Incorporated, 
owner ;  Ferdinand  F.  Scherpich,  attorney  for  Ed¬ 
ward  Lambert  and  Florence  Scherpich,  and  Sidney 
B.  Fisher,  attorney  for  Amelia  Walter,  holders  of 
first  mortgage. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 291-301  Metropolitan  avenue, 
northwest  corner  of  Roebling  street  (Block  No. 
2353,  Lot  No.  13),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Nathan  Schwartz. 

For  Opposition:  Willard  J.  Carmel. 

For  Administration:  Morris  Hannes,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  3,  1942  at 
2  P.  M.,  on  request  of  applicant  pending  filing  of 
building  zone  application. 


337-41-A. 

APPLICANT- — Empire  Distributors,  Incorporated,  owner. 

SUBJECT— Application  reopened  and  restored  to  calendar, 
December  9,  1941 — re  Appeal  from  an  order  and  a 
decision  of  the  fire  commissioner  (previously  dis¬ 
missed  for  lack  of  prosecution). 

PREMISES  AFFECTED— 212-220  Concord  street,  south¬ 
west  corner  of  Prince  street  (Building  A)  ;  (Block 
No.  122,  Lot  No.  9),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Grover  C.  Sniffen. 

For  Administration:  Dewey  Rotlikrug. 

ACTION  OF  BOARD — Laid  over  to  February  24,  1942, 
at  2  P.  M.  at  request  of  applicant. 


338-41-A. 

APPLICANT — Empire  Distributors,  Incorporated,  owner. 

SUBJECT — Application  reopened  for  reconsideration,  De¬ 
cember  9,  1941 — re  Appeal  from  an  order  and  a 
decision  of  the  fire  commissioner  (previously  de¬ 
nied  without  prejudice  to  an  application  for  recon¬ 
sideration). 

PREMISES  AFFECTED — 30-38  Prince  street,  west  side, 
274  ft.  south  of  Concord  street  (Buildings  C  and 
D)  ;  (Block  No.  122,  Lot  No.  9),  Borough  of 
Brooklyn. 


123 


MINUTES 


APPEARANCES— 

For  Applicant:  Grover  C.  Sniff  en. 

For  Administration:  Dewey  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  February  24,  1942, 
at  2  P.  M.  at  request  of  applicant. 


1057-41-A. 

APPLICANT— Martha  Moch,  adjoining  property  owner. 
OWNER  OF  PREMISES— Merdy  H.  L.  Crary  (John 


Birdsall,  lessee). 

SUBJECT— Appeal  from  decisions  of  the  borough  super¬ 
intendent  re  Revocation  of  Certificate  of  Occupancy 
No.  Q9980-40. 

PREMISES  AFFECTED— 195-15  Northern  boulevard, 
north  side,  between  194th  street  and  196th  street 
(Block  No.  5371,  Lot  No.  1)  Flushing,  Borough 
of  Queens. 


APPEARANCES—  _  _ 

For  Applicant:  John  F.  Finn,  Henry  Flath,  J.  P. 

Moch,  M.  L.  Moch  and  Mrs.  Bowen. 

For  Opposition:  John  Birdsall. 

For  Administration:  Wm.  Sauer  and  Wm.  Hawks- 
ley,  Health  Department. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1942 
at  2  P.  M.  on  request  of  owner’s  representative. 


70-42-A. 

APPLICANT— Anna  Bruno,  Adjoining  property  owner. 

OWNER  OF  PREMISES— Lawrenceville  Realty  Com¬ 
pany,  Incorporated. 

LESSEE  OF  PREMISES— Bulova  Watch  Company. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Permit  re  N.  B.  6190-41. 

PREMISES  AFFECTED— 62-10  Woodside  avenue,  east 
side,  200  ft.  south  of  62nd  street  (Block  No.  1337, 
Lot  No.  27),  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Henry  S.  Salomon. 

For  Owner :  George  Cohen  and  Arde  Bulova. 

For  Administration:  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1942 
at  2  P.  M.  for  consideration  by  Board  and  decision 
without  further  argument. 


APPEARANCES—  .  T  . 

For  Applicant :  Paul  Friedman  and  Irving  P . 

Marks.  t 

For  Administration:  Dewey  Rothkrug,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


1077-41-A. 

APPLICANT— Max  Hirsch,  for  Kavy  and  Kavovitt,  for 
Edythe  and  Sarah  Himmelbaum,  owners. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 216  Miller  avenue,  west  side, 
100  ft.  south  of  Atlantic  avenue  (Block  No.  3691, 
Lot  No.  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Max  Hirsch. 

For  Administration:  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


1080-41 -A. 

APPLICANT — James  E.  Casale,  for  Frances  M.  Dear, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1100  East  177th  street,  south¬ 
east  corner  of  Devoe  avenue  (Block  No.  3904,  Lot 
No.  30),  Borough  of  The  Bronx. 
VPPEARANCES —  i 

For  Applicant:  Jas.  E.  Casale,  J.  K.  Samit,  lex 
O’Rourke,  Frances  Mount  Dear,  and  H.  Ber¬ 
nard  Kaye. 

For  Administration :  M.  C.  E.  Theide,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1942, 
2  P.  M.  for  inspection  by  a  committee  and  decision 
by  the  Board. 


931-41-A. 

APPLICANT— Lama  and  Proskauer,  for  Beckie  Laibson, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2-4  Wyckoff  street,  southwest 
comer  of  Jefferson  street  (Block  No.  3176,  Lot 
No.  34),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative:  .  0 


1010-41-A. 

APPLICANT— Paul  Friedman,  for  Alexander  Eisenberg, 
owner  (Max  Wasserman,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1050-1054  Myrtle  avenue  south 
side,  296  ft.  7  in.  west  of  Lewis  avenue  (Block 
No.  1585,  Lot  Nos.  25  and  part  of  21)  Borough 
of  Brooklyn. 


1510-39-A. 

APPLICANT — Ernest  J.  Pirman,  for  Ulsley  Doubleday 
and  Company,  owner. 

SUBJECT — Application  reopened  December  23,  1941 — re 
appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent. 

PREMISES  AFFECTED — 56-14  Nurge  avenue,  southeast 
side,  139.36  ft.  northeast  of  56th  street  (Block  No. 
2643,  Lot  No.  34),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law  re  bed  of 
mapped  street). 

APPEARANCES— 

For  x\pplicant :  Ernest  J.  Pirman. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings,  Thos.  A.  Larkin  and 
Insp.  Meyers,  Fire  Dep’t. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(1510-39-A) 

Whereas,  on  January  23,  1940  the  Board  granted  a  varia¬ 
tion  of  the  requirements  of  the  Building  Code  so  as  to 
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permit  the  continuance  of  the  building  constructed  as  con¬ 
tended  by  the  applicant  of  approximately  85  per  cent  of 
incombustible  material  on  condition  that  the  building  shall 
not  be  further  extended  in  height  or  area  and  only  so  long 
as  the  use  proposed  is  continued  and  meets  in  all  other 
respects  the  requirements  of  all  laws,  rules  and  regulations 
applicable  thereto  as  to  construction  and  occupancy ;  and 
that  such  portable  fire-fighting  appliances  shall  be  installed 
as  the  fire  commissioner  shall  direct;  and 
Whereas,  on  December  18,  1941  the  following  decision 
was  issued  by  the  borough  superintendent  on  Misc.  Applic. 
No.  5326-39 : 

“2.  Amount  of  incombustible  construction  does  not 
comply  with  Bd.  of  S.  &  A.  Resol.  in  Cal.  No.  1510- 
39-A  and  therefore  is  in  violation  of  Sects.  4.1.2  Adm. 
Code  C26-247  and  Sec.  4.2.1,  Adm.  Code,  C26-254. 

3.  Bldg,  is  in  bed  of  mapped  street.” 

and 

Whereas,  objection  No.  2  issued  by  the  borough  super¬ 
intendent  and  cited  above  refers  to  a  portion  of  the  build¬ 
ing  at  the  northeasterly  comer  thereof  which  formerly  was 
a  concrete  loading  platform  open  to  the  sky  but  which 
was  enclosed  with  construction  similar  to  the  balance  of 
the  building  but  not  shown  as  new  construction  on  the 
application  plan  filed  with  the  borough  superintendent.  This 
enclosure  of  the  loading  platform  is  deemed  to  be  new 
construction  by  the  borough  superintendent  and  therefore 
constitutes  the  erection  of  a  structure  in  the  bed  of  58th 
street  and  for  this  reason  it  is  submitted  to  the  Board 
for  action  under  section  35  of  the  General  City  Law ;  and 
Whereas,  the  applicant  now  contends  that  at  the  time 
of  the  previous  hearing  before  the  Board  neither  the  owner 
nor  the  borough  superintendent  was  aware  that  the  building 
projected  in  the  bed  of  a  mapped  street;  and 
Whereas,  due  notice  by  publication  in  the  bulletin  of 
the  Board  of  this  hearing  has  been  given  pursuant  to  section 
35  of  the  General  City  Law. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  January  23,  1940  by  adding 
thereto : 

“That  in  view  of  the  statement  made  by  the  applicant 
that  the  existing  building  where  the  blending  of  oils 
is  carried  on  having  an  area  of  approximately  5,500 
sq.  ft.  has  existed  in  its  present  condition  without 
change  since  1915  except  that  a  roof  enclosure  has  been 
constructed  over  the  former  open  concrete  freight  plat¬ 
form  to  the  east  which  is  adjacent  to  the  railroad 
track,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  5326-39,  Obj.  No.  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  that  the  building  shall  be 
deemed  structurally  safe  by  the  borough  superintendent ; 
that  the  soffit  of  any  combustible  roof  beams  shall  be 
fire  retarded  as  required  by  the  borough  superinten¬ 
dent;  that  such  portable  fire-fighting  appliances  shall  be 
installed  and  maintained  as  the  fire  commissioner  shall 
direct;  as  to  Obj.  No.  3,  that  in  view  of  the  statement 
that  the  building  has  existed  since  prior  to  1916  as  of 
the  present  size  and  in  accordance  with  the  powers 
granted  to  the  Board  under  section  35  of  the  General 
City  Law,  the  building  may  be  continued  provided  the 
building  is  not  increased  in  height  or  area;  that  in  the 
event  the  bed  of  58th  street  as  mapped  is  acquired  by 
the  City  of  New  York  for  street  purposes,  no  claim 
for  the  cost  of  such  enclosure  over  the  shipping  plat¬ 
form  within  the  bed  of  such  mapped  street  shall  be 
made. 


89-41 -A. 

APPLICANT — Ernest  J.  Pirman,  for  Illsley  Doubleday 
and  Company,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar, 
July  8,  1941  re  Application  from  decisions  of  the 
borough  superintendent  (previously  withdrawn). 


PREMISES  AFFECTED— 56-14  Nurge  avenue,  southeast 
side,  139.36  ft.  northeast  of  56th  street  (Block  No. 
2643,  Lot  No.  34),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law — re  bed  of 
mapped  street). 

APPEARANCES— 

For  Applicant :  Ernest  J.  Pirman. 

For  Administration :  Aaron  Halpern,  Dep’t.  of 
Housing  and  Buildings,  Thos.  A.  Larkin  and 
Insp.  Meyers,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(89-41-A) 

Whereas,  Ernest  J.  Pirman  for  Usley  Doubleday  &  Co., 
owner,  filed  on  January  31,  1941  a  request  for  permission 
to  erect  a  building  partly  in  the  bed  of  a  mapped  street 
(58th  street)  affecting  premises  56-14  Nurge  avenue,  south 
side,  139.36  ft.  northeast  of  56th  street  (Block  No.  2643, 
Lot  No.  34),  Maspeth,  Borough  of  Queens;  and 

Whereas,  this  application  was  withdrawn  after  argument 
on  March  11,  1941;  and  reopened  by  vote  of  the  Board, 
July  8,  1941  and 

Whereas,  the  borough  superintendent  on  December  18, 
1941  reissued  Obj.  No.  3  as  Obj.  No.  1  in  connection  with 
N.  B.  217-41  reading  as  follows : 

“1.  The  proposed  building  is  in  the  bed  of  a  mapped 
street”. 

and 

Whereas,  the  applicant  filed  N.  B.  Applic.  No.  6383-41 
with  the  borough  superintendent  relating  to  the  small  frame 
building  12  ft.  by  16  ft.  in  area  at  the  Nurge  avenue  front 
of  the  lot  and  received  the  following  objection  from  the 
borough  superintendent  on  such  N.  B.  Application  No. 
6383-41  dated  December  18,  1941 ; 

“1.  The  building  is  in  the  bed  of  a  mapped  street. 

2.  Frame  construction  within  fire  limits  is  contrary 
to  Sec.  4.1.2.  C26-247,  Adm.  Code. 

3.  Frame  construction  for  business  use  is  contrary 
to  Sec.  4.2.1,  C26-254,  Adm.  Code.” 

and 

Whereas,  the  questions  now  before  the  Board  are  as 
follows : 

1.  To  permit  the  erection  of  the  one  story  class  3  build¬ 
ing  11  ft.  in  height,  12  ft.  6  in.  x  14  ft.  in  area,  occupied 
as  a  boiler  room  and  toilets,  to  be  located  16  ft.  south  of 
the  Nurge  avenue  building  line  and  connected  to  the  exist¬ 
ing  one  story  building  which  is  the  subject  of  appeal  under 
Cal.  No.  1510-39-A. 

To  permit  the  existing  one  story  frame  building  12  ft. 
by  16  ft.  in  area,  at  the  Nurge  avenue  building  line  to 
remain.  This  building  was  moved  from  its  previous  loca¬ 
tion  which  was  partly  an  encroachment  on  the  adjoining  lot 
to  the  west.  Both  of  these  buildings  project  into  the  bed 
of  58th  street;  and 

Whereas,  due  notice  of  this  hearing  was  given  by  publica¬ 
tion  in  the  bulletin  of  the  Board  pursuant  to  section  35  of 
the  General  City  Law ;  and 

Whereas,  the  applicant  contends  that  the  proposed  one 
story  class  3  building  12  ft.  by  15  ft.  in  area  to  be  used  for 
a  boiler  room  and  toilets  was  erected  to  comply  with  a  nota¬ 
tion  on  the  plans  filed  with  Misc.  Applic.  No.  5326-39  which 
required  that  toilet  facilities  be  provided  under  separate 
application ;  that  the  one  story  frame  building  16  ft.  by  12 
ft.  in  area  at  the  Nurge  avenue  front  of  the  lot  formerly 
encroached  on  the  adjoining  lot  but  has  since  been  moved 
to  its  present  location  so  as  to  remove  this  encroachment. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  217-41,  Obj.  No.  1,  be  and  it  hereby 
is  modified  under  the  powers  granted  to  the  Board  by  sec- 
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lion  35  of  the  General  City  Law ;  and  that  the  appeal  be 
and  it  hereby  is  granted,  permitting  the  building  to  be  con¬ 
tinued  within  the  bed  of  mapped  58th  street,  as  indicated 
on  plans  filed  herewith,  on  condition  that  in  the  event  the 
bed  of  58th  street  is  acquired  by  the  City  of  New  York  for 
street  purposes,  no  claim  for  condemnation  shall  be  made 
for  such  portion  of  the  building  existing  within  the  bed  of 
58th  street  as  mapped  and  that  the  building  shall  not  be 
increased  in  height  or  area;  and  as  to  N.  B.  Applic.  No. 
6383-41,  Objection  No.  1,  shall  be  modified  as  above  stated; 
as  to  Objection  No.  2,  that  the  frame  construction  within 
the  fire  limits  may  be  continued,  in  view  of  the  statement 
made  that  the  building  was  partially  on  the  lot  prioi  to 
1916  and  moved  to  present  location  on  condition  that  the 
building  is  deemed  to  be  structurally  safe  by  the  borough 
superintendent;  as  to  Obj.  No.  3,  that  such  building  may  be 
continued  for  business  use,  on  condition  that  it  is  not  in¬ 
creased  in  height  or  area  and  is  used  solely  for  office  use  m 
connection  with  the  adjoining  factory  building  to  the  south  , 
that  in  all  other  respects  the  buildings  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


688-41 -A. 

APPLICANT— Arthur  S.  Johnson,  for  Reverend  Thomas 
F.  Prendergast,  owner  (G.  DiNardi,  lessee). 
SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 8  Gansevoort  street,  south  side, 
121  ft.  4l/2  in.  west  of  West  4th  street  (Block  No. 
627,  Lot  No.  39),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  S.  Johnson. 

For  Administration:  lnsp.  Meyer,  hire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative: .  ^ 

THE  RESOLUTION— 

(688-41-A) 

Whereas,  Arthur  S.  Johnson,  for  Rev.  Ihomas  F.  Prend¬ 
ergast,  owner,  filed  on  July  24,  1941  an  appeal  from  an 
order  of  the  fire  commissioner  affecting  premises  8^  Ganse¬ 
voort  street,  south  side,  121  ft.  4)4  in.  west  of  West  4th 
street  (Block  No.  627,  Lot  No.  39),  Borough  of  Man¬ 
hattan;  and  ' 

Whereas,  order  no.  19429- C  issued  by  the  fire  comims- 
sioner  October  26,  1939  and  repeated  by  the  fire  commis¬ 
sioner  July  22,  1941  reads : 

“3.  Install  an  approved  fire  extinguishing  system, 
for  instance,  an  automatic  sprinkler  system.  Sec.  09- 
149.0-C-4,  Art.  26,  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
and  basement,  35  ft.  in  height,  25  ft.  by  36  ft.  in  area,  of 
class  3  construction,  located  in  an  unrestricted  use  district, 
erected  prior  to  1900  and  occupied  since  1922  as  follows: 
basement— storage  of  paper  and  rags— no  persons;  1st  floor 
— sorting  paper  and  rags — 5  persons;  2nd  floor — storage  of 
paper  and  rags — no  persons;  3rd  floor — sorting  ot  paper 
and  rags — 2  persons;  and 

Whereas,  the  applicant  contends  that  the  building  is 
small  and  the  occupancy  is  low;  that  there  is  no  connection 
between  this  building  and  either  of  the  adjoining  buildings; 
that  if  the  owner  is  compelled  to  install  an  automatic 
sprinkler  system,  he  will  not  be  able  to  sustain  the  prohibi¬ 
tive  cost  of  such  a  system  and  will  lose  his  tenant  and 
probablv  lose  the  property  which  is  not  adaptable  to  any 
other  purposes;  for  these  reasons  it  is  requested  that  the 
Board  modify  the  order  of  the  fire  commissioner  so  as  to 
permit  the  installation  of  a  non-automatic  sprinkler  system 
of  a  design  which  the  Board  will  approve  for  this  building. 


Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  19429-C,  Objection  No.  3,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  there  shall  be  installed  throughout  the  building  a  non¬ 
automatic  dry  sprinkler  system  complying  with  the  require¬ 
ments  of  the  Building  Code  therefor,  except  that  the  street 
water  connection  may  be  omitted ;  that  all  pipe  fittings  and 
hangers  shall  be  of  malleable  iron  ;  that  the  local  alarm  may 
be  omitted  provided  a  thermostatic  fire  alarm  system  shall 
be  installed  throughout  connected  to  fire  headquarters 
through  an  approved  central  office  connection;  that  in  lieu 
of  such  fire  alarm  system  there  may  be  installed  a  system 
in  which  adequate  air  is  maintained  throughout  the  sprinkler 
piping  which,  upon  a  drop  of  air  pressure,  will  permit  an 
alarm  to  be  transmitted  to  fire  headquarters  through  an 
approved  central  station ;  that  a  Siamese  inlet  shall  be  in¬ 
stalled  on  the  Gansevoort  street  side;  that  the  cap  of  this 
inlet  shall  be  painted  aluminum  as  well  as  the  sign  indi¬ 
cating  the  sprinkler  protection;  that  any  trap  doors  at  well 
openings  at  each  door  throughout  the  building  shall  be  held 
in  place  by  means  of  fusible  links  so  as  to  close  in  the 
event  of  fire;  that  in  all  other  respects  all  laws,  rules  and 
regulations  shall  be  complied  with  as  to  construction  and 
occupancy. 


988-41 -A. 

APPLICANT — Lama  and  Proskauer,  for  McCurrach  Or¬ 
ganization,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1871  Eastern  parkway,  west 
side,  39  ft.  north  of  Atlantic  avenue  (Block  No. 
1570,  Lot  No.  36),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

\CT10N  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(988-41 -A) 

Whereas,  Lama  and  Proskauer,  for  McCurrach  Or¬ 
ganization,  Inc.,  owner,  filed  on  November  14,  1941  an 

appeal  from  the  decision  of  the  borough  superintendent 

affecting  premises  1871  Eastern  parkway,  west  side,  39  ft. 
north  of  Atlantic  avenue  (Block  No.  1570,  Lot  No.  36), 
Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 

dated  October  21,  1941,  on  Alt.  Applic.  No.  4489/41  reads: 
‘‘1.  Proposed  change  of  occupancy  from  residence 
to  business  in  a  frame  bldg,  in  the  fire  limits  is  con¬ 
trary  to  Sec.  4.1.2  as  per  Sec.  2. 1.3.5  of  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 

stories,  30  ft.  in  height,  18  ft.  by  37  ft.  in  area,  of  class  4 
construction,  located  in  a  business  use  C  area  district,  erected 
approximately  1925  and  used  as  follows :  cellar,  none,  first 
floor,  1  family,  second  floor,  1  family,  third  floor,  one 
family ;  proposed  to  be  used :  first  floor,  sorting  of  ties 
(neckwear)  and  storage  of  machinery  (looms),  2  persons, 
second  floor,  1  family,  third  floor,  1  family;  and 

Whereas,  the  applicant  contends  that  no  alterations  are 
contemplated ;  that  the  front  wall  for  the  complete  height 
of  the  building  is  of  brick;  that  the  first  floor  has  a  brick 
extension  12  ft.  by  16  ft.  and  the  building  is  equipped  with 
fire  escape;  and 

Whereas,  the  applicant  further  contends  the  walls 
throughout  are  either  brick  or  brick  filled. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  4489-41,  Objection  No.  1,  be  and  it 
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icreby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
/ ranted  on  condition  that  the  building  shall  be  reclassified 
ind  taken  out  of  the  classification  as  an  old  law  tenement 
'  ind  shall  comply  with  all  requirements  for  a  similar  build- 
ng  where  such  occupancy  is  proposed  when  constructed  of 
31ass  3  construction ;  that  in  addition  all  openings  existing 
n  partitions  separating  the  hallway  from  front  to  rear 
rom  the  proposed  business  occupancy  shall  be  permanently 
losed  up. 


053-41 -A. 

\PPLTCANT — Louis  Allen  Abramson,  for  Society  of  The 
Hillside  Hospital,  owner. 

4UBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

j  ’REMISES  AFFECTED — Northeast  corner  of  263rd 
street  and  76th  avenue  (Block  No.  8520,  Lot  No. 
2),  Creedmore,  Borough  of  Queens. 

|  \PPEARANCES — 

For  Applicant :  Louis  Allen  Abramson. 

For  Administration:  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

\CTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

THE  RESOLUTION— 

( 1053-41-A) 

Whereas,  Louis  Allen  Abramson  for  the  Society  of  Mil  1- 
side  Hospital,  owner,  filed  on  December  4,  1941  an  appeal 
from  a  decision  of  the  borough  superintendent  affecting 
[premises  northeast  corner  263rd  street  and  76th  avenue 
(Block  No.  8520,  Lot  No.  2),  Creedmore,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  21,  1941,  on  Misc.  Applic.  No.  7796-40, 
reads : 

“1.  Cabinets  containing  fire  line  hose  and  portable 
extinguishers  shall  conform  in  all  respects  to  C26- 
1404.0  Adm.  Code.  Your  amendment  is  hereby  denied.” 

and 

Whereas,  the  building  is  two  stories;  29  ft.  in  height; 
108  ft.  by  83  ft.  in  area;  of  Class  1  construction;  located 
in  a  business  and  residence  use  district;  erected  1941, 
equipped  with  standpipe  system  and  occupied  :  cellar,  boiler 
1  room,  storage,  therapy  and  recreation  rooms,  200  persons  ; 
first  floor,  kitchen,  dining  rooms  and  patients’  rooms,  190 
persons ;  second  floor,  patients  rooms,  35  persons ;  and 
Whereas,  the  applicant  contends  the  building  is  one  in 
which  mental  cases  are  housed.  The  patients  have  the 
freedom  of  the  building  and  are  not  confined  to  their 
rooms.  They  are  at  all  times  under  supervision  of  floor 
nurses  and  orderlies,  each  of  whom  is  equipped  with  a 
I  single  key  which  controls  stair  and  exit  doors  and  which 
are  master-keyed  with  the  locks  on  the  hose  and  extin- 
!  guisher  cabinets.  To  allow  the  extinguishers  in  the  open 
would  create  a  problem  of  great  danger.  Both  the  nursing 
j  staff  and  the  medical  director  believe  that  to  do  so  would 
invite  the  patients  to  do  mischief  and  earnestly  believe  that 
there  is  a  grave  danger  that  the  extinguishers  would  be 
used  upon  other  patients,  if  not  upon  themselves.  Already 
the  fire  alarms  have  been  rung  and  the  administration  is  at 
a  loss  to  find  means  to  overcome  a  repetition.  Permission 
is  also  requested  to  omit  the  placing  of  signs  on  the  cabinets. 
Any  suggestion  of  fire  should  be  strenuously  avoided,  and 
inasmuch  as  the  staff  is  fully  acquainted  with  the  locations 
of  the  cabinets  and  their  contents,  a  label  would  be  super¬ 
fluous  and  in  this  type  of  institution  bad  practice.  The 
building  being  thoroughly  fireproof  and  provided  with  ample 
exits  and  a  voluntary  sprinkler  system  in  closets,  slop  sink 
rooms  and  other  secondary  spaces,  it  is  respectfully  re¬ 


quested  that  permission  be  granted  for  the  modifications 
requested. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  7796-40,  Objection  Noi  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  cabinets  containing  fire  line 
hose  and  portable  fire  extinguishers  shall  be  located  in  the 
main  public  halls  adjacent  to  the  stair  hall;  that  at  all  times 
the  keys  to  same,  shall  be  available  from  attendants  on 
each  floor  during  the  24  hours  of  the  day ;  that  in  addition 
the  keys  of  such  cabinets  shall  be  filed  with  the  local 
Engine  House. 


1056-41-A. 

APPLICANT — 324  Lafayette  Street  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 324-328  Lafayette  street,  west 
side,  116.1  ft.  south  of  Bleecker  street  and  159-161 
Crosby  street  (Block  522,  Lot  No.  28),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  I.  Shankman. 

For  Administration :  Thomas  A.  Larken,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION— 

(1056-41-A) 

Whereas,  324  Lafayette  Street  Corporation,  owner,  filed 
December  5,  1941,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner;  premises:  324-328  Lafayette  street,  west  side, 
116.1  ft.  south  of  Bleecker  street  and  159-161  Crosby  street 
(Block  No.  522, -Lot  No.  28),  Borough  of  Manhattan;  and 
Whereas,  order  No.  12053-LF  (undated)  issued  by  the 
fire  commissioner  reads  in  part,  as  follows  : 

“1.  Provide  an  approved  electric  closed  circuit  high 
and  low  water  and  high  and  low  air  alarm  for  gravity 
and  pressure  tanks  and  waterflow  alarm  for  the  sprink¬ 
ler  system.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  5,  1941,  reads: 

‘‘In  reply  to  your  letter  of  October  28,  1941,  relative 
to  the  acceptance  of  the  proposed  rehabilitation  of  the 
open  circuit  alarm  system  in  lieu  of  the  installation  of 
an  approved  closed  circuit  alarm  as  required  by  item 
one  of  Order  12053  LF,  you  are  advised  that  the  re¬ 
quest  is  denied  for  the  following  reasons : 

1.  The  original  inspection  showed  that  a  new 
gravity  tank  had  been  installed  and  the  existing  open 
circuit  alarm  system  had  been  removed  with  the  old 
tank. 

2.  The  remaining  portion  of  the  alarm  system 
consisting  of  electric  wiring  and  conduit  was  de¬ 
teriorated. 

3.  The  denial  is  based  upon  the  requirement  of 
Chapter  26,  section  1378.0,  entitled  ‘Existing  Sprink¬ 
ler  System  Installations  and  Approvals’,  New  York- 
City  Building  Code.” 

and 

Whereas,  the  building  is  8  stories,  110  ft.  in  height,  69.7 
ft.  by  77.6  ft.  in  area;  of  Class  1  construction;  equipped 
with  sprinkler  and  standpipe  systems ;  located  in  an  unre¬ 
stricted  district;  erected  about  1900  and  occupied  as  fol¬ 
lows:  Cellar,  vacant;  1st  floor,  vacant;  2nd  floor,  manu¬ 
facturing  hat  boxes,  5  persons;  3rd  floor,  manufacturing 
belts,  10  persons ;  4th  floor,  manufacturing  measuring  in¬ 
struments,  4  persons;  5th  floor,  vacant;  6th  floor,  manu¬ 
facturing  surgical  instruments,  18  persons;  7th  floor, 
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manufacturing  cloaks,  50  persons ;  8th,  decorating  rubber 
balloons,  20  persons;  and 

Whereas,  the  applicant  contends  that  an  adequate  local 
alarm  system  is  now  in  operation  in  this  building.  Tins 
system  has  been  inspected  and  approved  by  the  Fire  Insur¬ 
ance  Exchange.  It  is  contended  by  the  Fire  Dept,  that 
when  the  tank  was  replaced,  the  open  circuit  alarm  was  so 
disrupted  as  to  make  it  practically  unusable;  that  the  open 
circuit  alarm  system  has  been  restored;  that  the  building  is 
equipped  with  a  90%  sprinkler  system  with  two-source  sup¬ 
ply  and  central  station  connection  by  waterflow  alarm.  Ihe 
building  is  also  equipped  with  a  standpipe  system ;  that  there 
are  actually  two  alarm  systems  on  the  pressure  and  gravity 
tank,  one  local  and  the  other  connected  to  the  office  of  the 
Automatic  Fire  Alarm  Co.  I  he  local  alarm  system  now 
in  operation  has  been  in  the  building  for  many  years.  The 
system  is  in  no  way  a  new  installation  except  for  the  float 
switch  which  is  a  small  part  of  the  system ;  and 

Whereas,  it  appears  from  the  records,  of  the  fire  de¬ 
partment  that  the  open  circuit  alarm  was  installed  prior  to 
the  time  that  a  closed  circuit  alarm  was  required  under  the 
rules  of  the  Board ;  and 

Whereas,  the  Fire  Department  reports  that  a  test  has 
recently  been  made  and  that  the  open  circuit  alarm  con¬ 
nected  to  the  new  gravity  tank  is  in  good  working  condi¬ 
tion.  ,  . 

Resolved,  that  the  decision  of  the  fire  commissioner  as 
to  order  No.  12053-LF  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
alarm  system  shall  be  maintained  to  the  satisfaction  of  the 
fire  commissioner;  that  the  standpipe  system  and  sprinkler 
system  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


1090-41-A. 

APPLICANT— Arthur  F.  Winter,  for  111  Second  avenue 
Corporation,  owner  (F.  W.  Woolworth  Co.,  lessee). 
SUBJECT— Appeal  from  an  order  and  decisions  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 111  Second  avenue,  west  side, 
42  ft.  8  in.  south  of  East  7th  street  (Block  No. 
462,  Lot  No.  25),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Charles  E.  Arthus. 

For  Administration  :  Thos.  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(1090-41-A) 

Whereas,  Arthur  F.  Winter,  for  111  Second  avenue 
Corporation,  owner,  filed  December  19,  1941,  an  appeal 
from  an  order  and  decisions  of  the  fire  commissioner; 
premises  111  Second  avenue,  west  side,  42  ft.  8  in.  south  of 
East  7th  street  (Block  No.  462,  Lot  No.  25),  Borough  of 
Manhattan;  and 

Whereas,  Order  No.  10430  LF,  issued  by  the  Fire  Com¬ 
missioner  lanuary  24,  1941,  reads : 

“1.  Provide  a  fixed  fire  extinguishing  system  or 
other,  means  for  the  extinguishment  of  fire  satisfactory 
to  the  Fire  Commissioner  in  the  cellar.  09-161.0  Adm. 
Code”. 

and  .  . 

Whereas,  the  decision  of  the  fire  commissioner,  dated 

March  20,  1941,  reads: 

“In  reply  to  your  letter  in  reference  to  Order  No. 
10430LF,  you  are  advised  that  the  order  for  an  ap¬ 
proved  fire  extinguishing  system  applies  to  that  portion 
of  the  cellar  occupied  by  the  F.  W.  Woolworth  store.” 

and 


Whereas,  the  decision  of  the  Fire  Commissioner  dated 
Inly  9,  1941,  reads: 

“In  reply  to  your  letter  of  June  17,  1941,  a  reinspec¬ 
tion  has  been  made  of  the  above  premises  in  reference 
to  the  above-mentioned  order  and  after  due  considera¬ 
tion  to  the  contents  contained  in  both  your  letter  and 
sketch  your  request  for  the  acceptance  of  the  existing 
conditions  and  proposed  changes,  is  denied.  Order  No. 
10430LF  must  be  complied  with  promptly.” 
and  .  . 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  12,  1941,  reads : 

“You  are  advised  that  Order  #10430-LF  is  still 
shown  as  pending  on  the  records  of  this  Department, 
and  are  mandatory  requirements  of  law. 

This  case  is  being  forwarded  for  immediate  enforce¬ 
ment. 

The  next  inspection  will  be  for  the  purpose  of  serv¬ 
ing  a  summons  unless  the  order  has  been  complied 
with.” 

and  . 

Whereas,  the  applicant  states  that  the  building  is  five 
stories,  82  ft.  in  height,  42  ft.  by  98  ft.  in  area ;  of  Class  1 
construction;  erected  in  1929  and  located  in  a  business  use 
district ;  occupied  as  follows :  Cellar — Storage  &  Boiler 
room;  1st  fl.,  stores,  220  persons;  2nd  fl.,  offices,  banquet 
and  dancehall,  260  persons;  3d  fl.,  meeting  rooms  and  dance 
hall,  200  persons;  4th  fl.,  dining  room  and  dancing,  170 
persons;  5th  fl.,  dance  hall,  250  persons;  mezzanine,  toilet 
and  coat  rooms.  No  change  in  use  or  occupancy  is  proposed. 
Certificate  of  Occupancy  No.  21218  issued  May  4,  1936, 
permits  the  present  use  and  occupancy;  and 

Whereas,  the  applicant  contends  that  there  is  a  fireproof 
enclosed  stairway  leading  from  basement,  terminating  on 
the  first  floor,  equipped  with  fireproof,  self-closing  doors 
on  basement  and  1st  floor  level,  that  there  is  a  sidewalk 
freight  elevator,  the  doors  of  which  may  be  left  open  to 
provide  ventilation  to  the  basement,  that  the  room  used  for 
the  storage  of  baled  paper  is  fireproof,  that  the  merchandise 
carried  in  the  basement  is  common  to  5  and  10^  store  occu¬ 
pancy  ;  that  the  amount  of  celluloid  stored  is  approximately 
7.1%  of  the  entire  stock,  that  all  aisles  are  3  ft.  wide  and 
kept  clear ;  all  partitions  in  the  basement  are  fireproof ;  that 
the  building  is  fireproof  throughout  and  adequate  fire  pro¬ 
tection  has  alreadv  been  provided  in  the  basement. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  10430-LF,  be  and  it  hereby  is  modified,  as  to  Objection 
No.  1,  and  that  the  appeal  be  and  it  hereby  is  granted'  on 
condition  that  there  shall  be  installed  in  the  portion  of  the 
cellar  occupied  by  the  F.  W.  Woolworth  Company  in  con¬ 
junction  with  the  1st  story  occupancy,  a  non-automatic  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
building  code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed;  that  sprinkler  heads  may  be  spaced 
25‘%  in  excess  of  the  requirements;  that  all  fittings  and 
hangers  shall  be  of  malleable  iron;  that  all  horizontal  lines 
may  be  close  to  the  ceiling  with  proper  pitch  and  1J4  inch 
drain  and  with  heads  pendant,  except,  however,  that  sprink¬ 
ler  heads  installed  in  the  unpacking  space,  wastepaper  room 
and  kitchen,  if  any,  shall  be  connected  with  the  domestic 
water  supply  line  of  the  building ;  that  the  dry  and  wet  lines 
shall  be  cross-connected  and  so  equipped  with  check  valves 
at  the  domestic  water  supply  and  at  the  pumper  inlets  so 
that  all  heads  shall  be  under  fire  department  control  from 
two  sidewalk  pumper  inlets  and  so  arranged  that  the 
sprinkler  heads  serving  the  rear  portion  and  such  heads 
serving  the  front  portion  of  cellar  shall  have  separate 
pumper  connections;  and  that  the  caps  of  hose  inlets  and 
signs  stating  area  covered  shall  be  painted  aluminum. 


21-42-A. 

APPLICANT— Sol  Oberwager  for  Alfred  Graze,  Incorpo¬ 
rated  for  H.  J.  Heinz  Company,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 
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= 


MINUTES 


REMISES  AFFECTED— 23-19  to  23-31  Borden  avenue, 
north  side,  175  ft.  east  of  23rd  street  and  23-20  to 
23-30  5 1  st  avenue  (Block  No.  1052,  Lot  No.  12), 
Long  Island  City,  Borough  of  Queens. 

;PPEAR  AN  CES — 

For  Applicant :  Sol  Oberwager. 

For  Administration :  Aaron  Halpern,  Dep't  of 
Housing  and  Buildings. 

lCTION  OF  BOARD — Appeal  granted  on  condition. 

'HE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Not  Voting:  Commissioner  Savage  .  1 


'HE  RESOLUTION— 

(2 1-42- A) 

J  Whereas,  Sol  Oberwager,  for  Alfred  Graze,  Inc.,  owner, 
led  January  8,  1942,  an  appeal  from  a  decision  of  the  bor- 
ugh  superintendent,  premises  23-19  to  23-31  Borden  avenue, 
j  orth  side,  175  ft.  east  of  23d  street  and  23-20  to  23-30  51st 
venue  (Block  No.  1052,  Lot  No.  12)  Long  Island  City, 
lorough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
ated  December  19,  1941 ;  reconsideration  denied  January  5, 
942,  on  Misc.  Applic.  11103-41,  reads: 

“2.  The  erection  of  a  roof  sign  on  this  bldg,  makes 
same  exceed  allowable  height  for  non-fireproof  bldg. 
Section  4.1.2  and  Dept,  rules  &  regulations.  See  Min¬ 
utes  of  Supts.  meeting  Sept.  24th,  1940.” 
nd 

Whereas,  the  applicant  states  that  the  building  is  two 
.2)  stories,  27  ft.  in  height,  150  ft.  by  180  ft.  in  area;  of 
'lass  3  construction ;  located  in  an  unrestricted  use  district ; 
rected  about  1936  and  occupied  as  follows :  Cellar,  boiler- 
ooms  and  coal  storage,  no  persons;  1st  fl.,  warehouse 
’  torage  of  groceries  and  15-car  garage,  20  persons ;  2nd  fl., 
ffice  and  warehouse  for  storage  of  groceries,  90  persons. 
Certificate  of  Occupancy  No.  53049  issued  April  3,  1936, 
iermits  the  use  of  the  building  as  a  warehouse  and  ac- 
;  essorv  garage  on  the  1st  floor,  office  and  warehouse  on  the 
■  econd  floor;  and 

Whereas,  it  is  proposed  to  erect  a  sign  on  the  roof,  36  ft. 
iigh  by  32  ft.  in  length,  reading  “57”,  which  was  the  trade¬ 
mark  used  by  the  H.  J.  Heinz  Company,  the  owner  of  the 
abiding.  The  sign  will  be  constructed  entirely  of  steel  and 
metal  and  be  anchored  to  the  steel  frame  of  the  roof  con¬ 
traction;  that  the  building  is  classified  as  nonfireproof  only 
iecause  the  steel  is  exposed ;  that  the  proposed  sign  will  not 
l  iolate  the  Building  Zone  Resolution.  For  this  reason  it  is 
equested  the  Board  grant  a  variance  from  the  ruling  of 
he  Dept,  of  Housing  and  Buildings  adopted  September  24, 
940 ;  and 

Whereas,  the  representative  of  the  borough  superin- 
endent  reported  that  the  building  is  substantially  of  class  1 
instruction  but  is  classified  as  No.  3  construction  only  be¬ 
cause  a  portion  of  the  roof  steel  is  not  fireproofed  and 
hat  the  building  is  divided  on  the  first  story  by  a  fire  wall 
2  in.  in  thickness  separating  the  portion  occupied  for  a 
garage  occupancy  from  the  portion  occupied  as  a  ware- 
louse. 

Resolved,  that  the  decision  of  the  borough  superintendent 
>n  Misc.  Applic.  No.  11103-41,  Objection  No.  2,  be  and 
t  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
s  granted  on  condition  that  in  all  other  respects  the  pro¬ 
posed  sign  shall  comply  with  all  laws,  rules  and  regulations 
ipplicable  thereto;  that  such  sign  shall  continue  only  so  long 
is  the  building  is  occupied  by  the  H.  J.  Heinz  Company, 
md  the  advertising  matter  on  the  sign  displays  their  own 
>roducts  only. 


10-42-A. 

APPLICANT — Albert  D.  Bauer,  for  Department  of  Pub¬ 
lic  Works,  City  of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED— 1133-1145  Miller  avenue, 
blocks  bounded  by  Miller  avenue,  Fairfield  avenue, 
Schenck  avenue  and  Schroeder  avenue  (Block 
Nos.  4440,  4441,  4442  and  4452,  Lot  Nos.  None), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Albert  D.  Bauer  and  S.  W.  Stef- 
fensen. 

For  Administration:  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(30-42- A) 

Whereas,  Albert  D.  Bauer,  for  the  City  of  New  York, 
owner,  filed  on  January  10,  1942  an  appeal  from  the  deci¬ 
sion  of  the  borough  superintendent  affecting  premises  1133- 
1145  Miller  avenue  (Block  Nos.  4440,  4441,  4442  and  4452) 
bounded  by  Miller  avenue,  Fairfield  avenue,  Schenck  avenue 
and  Schroeder  avenue,  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  6,  1942  on  N.  B.  Applic.  No.  2460-41  reads : 

“3.  Fireproofing  of  Columns  to  comply  with  Section 
10.2.1,  Building  Code:” 

and 

Whereas,  the  applicant  states  that  the  proposed  building- 
will  be  1  story,  41  ft.  in  height,  115  ft.  8  in.  irregular  by 
281  ft.  irregular  in  area,  of  class  1  construction,  located  in 
an  undetermined  use  district  on  a  plot  2,075  ft.  by  720  ft. 
8  in.  in  area  and  occupied  as  a  sewage  treatment  plant;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
fireproof  the  column  portion  of  the  rigid  frames  of  the 
proposed  building  to  a  height  of  9  ft.  above  finished  first 
floor  and  to  permit  the  remaining  portion  of  the  rigid  frames 
to  remain  exposed ;  that  the  roof  slab  and  the  roof  beams 
will  be  in  compliance  with  the  Building  Code ;  that  the 
fireproofing  on  the  rigid  frames  along  the  north  side  of  the 
building  adjoining  the  large  industrial  type  glass  window 
would  mar  the  aesthetic  appearance  of  the  frames  if  the 
fireproofing  were  carried  up  to  a  height  of  20  ft.  above 
finished  first  floor  level  in  compliance  with  the  Code ;  that 
the  steel  frames  are  of  very  heavy  construction  and  their 
fire  resistance  compares  favorably  with  the  lighter  type  of 
construction  with  2  in.  of  fireproofing  as  permitted  by  the 
Code;  that  the  occupancy  of  the  operating  room  of  the 
building  will  be  4  persons  and  no  combustibles  will  be 
stored  on  any  part  of  this  floor ;  that  the  building  will  be 
situated  on  a  large  plot  not  nearer  than  184  ft.  5J4  in.  to 
any  portion  of  the  property  lines. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  2460-41,  Objection  No.  3,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


34-42-A. 

APPLICANT — Lawrence  M.  Rothman,  for  Minnie  Gold¬ 
stein,  owner  (Long  Island  Structural  Steel  Com¬ 
pany,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED- — 400  Tiffany  street,  northeast 
corner  of  East  Bay  avenue  (Block  No.  2771,  Lot 
No.  137),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Lawrence  M.  Rothman. 

For  Administration :  M.  C.  E.  Theide,  Dep’t  of 
Housing  and  Buildings. 


MINUTES 


ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(34-42- A) 

Whereas,  Lawrence  M.  Rothman,  for  Minnie  Goldstein, 
owner,  filed  on  January  13,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent  affecting  premises  400  Tiffany 
street,  northeast  corner  of  East  Bay  avenue  (Block  No. 
2771-A,  Lot  No.  137),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  No.  868-41,  dated  January  9,  1942,  reads: 

“1.  Stairways  should  comply  with  Sec.  6.4.1.11  of 
the  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
two  (2)  stories,  20  ft.  in'  height ;  41  ft.  by  21  ft.  6  in.  in 
area;  of  Class  3  construction;  located  in  an  unrestricted 
use  district,  and  occupied — first  floor,  office,  10  persons ; 
second  floor,  office,  5  persons ;  and 

Whereas,  the  applicant  recpiested  the  Board  to  grant  a 
variance  from  the  requirements  for  continuing  the  stair  to 
the  roof  and  accept  a  stationary  iron  ladder  to  scuttle  in  roof 
in  lieu  of  the  required  stairs.  The  proposed  building  will 
be  of  brick  construction  used  for  office  purposes  in  connec¬ 
tion  with  existing  steel  storage  yard.  No  fabrication  of 
steel  is  conducted  at  this  yard.  Net  floor  area  will  be  ap¬ 
proximately  820  sq.  ft.  which  is  about  one-fifth  of  the 
allowable  area  for  the  proposed  stairs.  The  first  floor  will 
have  a  door  opening  on  lobby  space  which  in  turn  exits 
directly  to  street;  that  to  continue  the  stair  to  the  roof 
would  serve  no  useful  purpose  since  the  building  will  be 
isolated  on  a  plot  38,500  sq.  ft.  in  area.  The  propose- 
building  will  replace  an  existing  one  story  frame  offk 
building. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent,  acting  on  N.  B.  Applic.  No.  868-41,  Objection  No.  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  there  shall  be  installed 
in  the  roof  adjacent  to  the  head  of  the  stairs  at  the  second 
story  an  opening  with  an  easy  opening  scuttle  and  a  steel 
double-rung  ladder  leading  thereto;  that  in  all  other  re¬ 
spects  the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto. 


VARIATIONS  OF  THE  LABOR  LAW. 

882-41-S. 

APPLICANT — Lama  and  Proskauer,  for  Beckie  Laibson, 
owner. 

SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 2-4  Wyckoff  avenue,  south¬ 
west  corner  of  Jefferson  street  (Block  No.  3176, 
Lot  No.  34),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Dewey  Rothkrug,  Dep’t.  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


1086-41-S. 

APPLICANT — Paul  Friedman,  for  Alexander  Eisenberg, 
owner  (Max  Wasserman,  lessee). 


SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  Borough  Superintendent. 

PREMISES  AFFECTED— 1050-1054  Myrtle  avenue,  south 
side,  298  ft.  7  in.  west  of  Lewis  avenue  (Block  No. 
1585,  Lot  Nos.  25  and  part  of  21),  Borough  of 
Brooklyn. 

APPEARANCES—  ; 

For  Applicant:  Paul  Friedman  and  Irving  P. 

Marks.  j  1 

For  Administration:  Dewey  Rothkrug,  Dep’t.  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(1086-41-S) 

Whereas,  Paul  Friedman  for  Alexander  Eisenberg, 
owner,  filed  December  12,  1941,  an  application  for  variation 
from  the  requirements  of  the  Labor  Law  as  cited  in  a 
decision  of  the  borough  superintendent ;  premises  1050-1054 
Myrtle  avenue,  south  side,  296  ft.  7  in.  west  of  Lewis 
avenue  (Block  No.  1585,  Lot  No.  25  and  part  of  Lot  No. 
21)  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  23,  1941,  on  B.N.  2440-41,  reads: 

“16.  Exits  from  building  should  conform  to  Sec.  270 
of  the  Labor  Law  as  these  buildings  have  been  enlarged 
and  extended  since  1913.” 

and 

Whereas,  the  building  is  two  and  three  stories;  33  ft.  in 
height;  75  ft.  by  95  and  100  ft.  in  area  at  first  floor;  75 
ft.  by  65  ft.  and  95  ft.  in  area  at  typical  floor;  of  Class  3 
construction ;  erected  prior  to  1913 ;  located  in  a  business 
use  C  area  district;  and  occupied  since  April,  1941  as  fol¬ 
lows:  first  floor — repair,  storage  and  sale  (including  baling) 
of  new  and  used  burlap  bags — 12  persons;  second  floor, 
same,  3  persons ;  third  floor,  storage,  no  persons.  No 
change  in  use  or  occupancy  is  proposed  for  the  first  or 
second  floors.  The  third  floor  will  be  vacant. 

Certificate  of  Occupancy  No.  63665,  issued  April  22,  1931 
permitted  the  use  of  the  first  and  second  story  for  ice 
cream  manufacturing.  The  building  is  equipped  with  one 
interior  iron  stair  which  extends  direct  to  street,  enclosed 
in  partitions  of  wood  stud  covered  with  J4!"  plaster  board 
and  26"  gauge  metal  with  metal  covered  doors  at  openings. 
This  stairway  does  not  lead  to  roof.  There  are  three  fire 
escapes,  two  in  front  and  one  in  rear,  one  of  which  extends 
to  roof  by  stairs  and  one  by  ladder.  Egress  from  the  rear 
fire  escape  to  street  is  through  a  fire  protected  passageway. 
Doors  on  the  epurse  of  the  fire  escapes  are  metal  covered; 
and 

Whereas,  the  applicant  contends  that  the  existing  exits 
are  adequate  and  have  previously  been  accepted  by  the 
Board  for  factory  use.  The  50  ft.  building  is  separated 
from  the  25  ft.  building  by  a  fire  wall  which  is  pierced 
by  two  openings  equipped  with  fireproof  doors  which  will 
be  made  self-closing.  This  will  provide  fire  protected 
passage  to  the  street  from  each  side  of  the  fire  wall  on  the 
first  floor  and  on  the  second  floor  the  fire  escape  and  stair¬ 
way  will  provide  adequate  means  of  egress. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a ■  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
acting  on  B.N.  2440-41,  and  that  the  application  be  and  it 
hereby  is  granted  on  condition  that  the  existing  exits  as 
indicated  on  plans  filed  with  this  appeal  shall  be  maintained 
and  the  use  of  the  building  shall  be  substantially  as  pro¬ 
posed;  that  the  number  of  persons  working  at  factory 
work  which  shall  be  deemed  to  include  the  repairing,  clean¬ 
ing  and  baling  of  burlap  bags  or  combustible  fibre  shall  not 
exceed  five  (5)  on  the  second  floor;  that  no  manufacturing 
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ill  be  carried  on  in  the  25  ft.  section  of  the  building  to 
:  east  exceeding  the  area  of  the  lot  unless  a  certificate 
occupancy  is  obtained  from  the  borough  superintendent 
refor  based  on  such  use  if  established  prior  to  1916; 
it  the  fire  doors  in  the  wall  dividing  the  easterly  portion 
>m  the  westerly  portion  shall  be  maintained  in  workable 
idition ;  that  the  third  floor  extension  of  the  westerly 
ilding  shall  remain  unoccupied ;  that  in  all  other  respects 
•  building  and  occupancy  shall  comply  with  all  laws,  rules 
1  regulations  applicable  thereto  as  modified  by  the  Board 
der  Cal.  No.  916-18-BZ. 


MATERIAL  SUBMITTED  FOR  APPROVAL. 


1-40-SM. 

’PLICANT — The  Richmond  Fireproof  Door  Company, 
owner. 

1BJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Fyrgard  C  N.  Y.  C. 
Three-Hour  Metal-Clad  Three-Ply  Door  previously 
approved. 

}PEARAN  CES — 

For  Applicant :  B.  W.  Kohule. 
iTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

IE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative: .  0 

IE  RESOLUTION— 


(492-40- SM) 

Whereas,  the  Richmond  Fireproof  Door  Company, 
ner,  filed  May  8,  1940  an  application  with  the  Board 
Standards  and  Appeals  for  approval  of  the  material 
awn  as  the  Fyrgard  C  N.  Y.  C.  Three-Hour  Metal-Clad 
•e  Door;  and 

Whereas,  this  door  was  approved  by  the  Board  October 
1940;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
olution  as  to  methods  of  hanging  the  door ;  and 
Whereas,  the  report  of  the  committee  on  tests  on  this 
luest  is  as  follows : 

Tanuarv  19,  1942  Revised. 

Cal.  No.  492-40-SM. 

Subject:  FYRGARD  C  N.  Y.  C.  THREE-HOUR 
METAL-CLAD  THREE-PLY  METAL  DOOR, 
APPROVAL  OF. 

REPORT  OF  COMMITTEE  ON  TESTS 

The  Richmond  Fireproof  Door  Company  on  Octo¬ 
ber  20,  1941  requested  that  the  approval  granted  them 
on  October  15,  1940  be  re-opened  to  include  in  addi¬ 
tion  to  the  sliding  hardware  as  approved  therein  that 
the}'  be  permitted  to  substitute  swinging  hardware  on 
similar  open  protective  assemblies  of  both  flush  and 
lap  type  door  constructions.  The  request  also  includes 
approval  of  the  door  to  be  furnished  in  halves  hung 
from  hinges  for  an  opening  not  exceeding  10  ft.  in 
width  by  12  ft.  in  height. 

The  Committee  has  considered  the  data  submitted 
and  has  consulted  with  the  Underwriters’  Laboratories, 
who  advise  that  they  are  of  the  opinion  that  the  slid¬ 
ing  door  is  weaker  from  the  fire  protection  viewpoint 
than  a  similar  door  installed  and  equipped  with  Under¬ 
writers’  labeled  swinging  fire  door  hardware.  They 
turther  recommend  that  an  astragal  shall  be  provided 
for  each  door  of  a  pair  of  swinging  doors  where 
mounted  in  pairs,  such  astragals  to  be  a  steel  strap 
not  less  than  3/16  in.  thick  and  3  in.  wide  extending 
the  full  height  of  the  door.  Each  astragal  is  to  be 


fastened  to  the  door  when  installed  by  not  less  than 
in.  carriage  or  stove  bolts  not  exceeding  12  in.  cen¬ 
ters,  the  top  holts  to  be  not  over  6  in.  from  the  end 
of  the  astragal  and  the  bottom  bolts  not  over  3  in.  The 
bolts  shall  pass  through  the  astragal  and  be  secured  by 
nuts  on  the  opposite  side  of  the  door.  Washers  shall 
be  used  under  the  nuts.  Bolt  holes  in  astragal  and 
doors  shall  be  so  located  that  the  astragal  will  extend 
at  least  in.  beyond  the  edge  of  the  door  to  which  it 
is  attached.  Each  door  section  shall  be  furnished  with 
hinges  2 *4  in.  wide  and  34  in.  thickness.  Length  not 
less  than  $4  of  the  width  of  door  section  for  the 
middle  hinges  and  J4  for  the  top  and  bottom  hinges. 
Attached  to  the  door  with  not  less  than  five  34  in. 
through  bolts,  or  more  if  required.  The  number  of 
hinges  each  door  section  shall  be  as  shown  in  schedule 
below.  The  active  door  of  pairs  shall  be  provided  with 
latch  bars  as  shown,  number  of  bars  to  be  used  on 
door  section  will  be  per  schedule  shown  below  and 
engaging  in  catches.  Similar  latch  bars  and  catches 
shall  be  provided  with  doors  when  used  alone.  The 
lock  or  center  edge  to  be  provided  with  astragal  herein 
specified  and  the  inactive  one  to  be  provided  with  2 
bolts  extending  into  the  head  and  sill  of  the  opening. 
When  used  as  a  single  door  or  a  pair  of  doors  of  the 
swinging  type  the  mounting  shall  be  in  a  channel  or 
angle  frame  provided  with  stops  extending  from  the 
edge  of  the  frame  not  less  than  ;34  in. 

Schedule  Of  Hinges  &  Latches 

Width  of  Door  and  Number  of  Hinges 


Height  No.  of  0'- 
of  Door  Latches  2'-0" 

0'  to  5'-0"  3  2 

5'-0"  to  6'-6"  3  2 

6'-6"  to  8'-6"  3  3 

8'-6"  to  10'-6"  4  3 

10' -6"  to  12'-0"  5  4 


2'-0"—  3'-0"—  4'-0"- 

3'-0"  4'-0"  5'-0" 

2  2  2 

9  2  3 

3  3  4 

3  4  4 

4  4  4 


5'-0"- 

6'-0" 

2 

3 

4 
4 
4 


Figure  1. 
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The  top  edge  of  each  door  shall  he  lapped  on  both  faces 
and  the  top  with  a  continuous  piece  of  1/16  in.  asbes¬ 
tos  with  a  similar  piece  of  asbestos  along  the  vertical 
edges  of  the  hinge  and  lock  edge. 

Each  single  swinging  door  shall  he  equipped  with  an 
automatic  closing  device  consisting  of  a  .bracket  bolted 
to  the  head  of  the  opening  frame,  housing  a  sheave  and 
trip  lever,  sash  chain  and  drop  weight,  awning  pulley 
and  brackets  with  two  fusible  links  with  copper  wire 
extending  to  trip  lever.  The  automatic  closing  device 
for  a  pair  of  doors  is  the  same  as  for  the  foregoing 
except  that  the  bracket  houses  two  sheaves  and  trip 
lever.  The  drop  weight  is  rectangular  with  holes  for 
2  sash  chains.  A  chain  with  bob  weight  is  attached  to 
each  door  of  the  pair  releasing  a  drop  weight  closing 
either  or  both  pairs.  In  order  to  prevent  active  door 
closing  first,  a  double  door  control  is  proposed  which 
is  attached  to  the  frame  head  at  center  of  opening. 
This  consists  of  a  base  casting,  bolted  to  the  frame 
with  2  pivoted  arms  extending  therefrom.  The  long 
straight  arm  has  a  roller  at  outer  end  and  serves  to  stop 
active  door.  The  short  arm  is  curved  and  is  rigidly 
connected  to  the  long  arm.  As  the  standing  door 
closes,  it  raises  both  arms  permitting  active  door  to 
close. 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  as  follows :  That  the  Fyrgard  C  N.  Y.  C. 
Three-Hour  Metal-Clad  Three-Ply  Metal  Door  when 
constructed  as  approved  on  October  15,  1940  be  ap¬ 
proved  for  use  with  swinging  hinges  singly  (Fig.  1) 
or  in  pairs  (Fig.  2),  the  former  not  to  exceed  6  ft.  in 
width  and  12  ft.  in  height  and  the  latter  not  to  exceed 
an  opening  of  10  ft.  by  10  ft.  when  made  and  hung  as 
projiosed  herein  with  equipment  and  hardware  as  speci¬ 
fied  and  when  manufactured  as  provided  for  in  the 
approval  granted  October  15,  1940  for  use  only  in  flush 
type  construction.  The  Committee  recommends  that  no 
action  be  taken  at  this  time  upon  the  applicant’s  re¬ 
quest  for  permission  to  use  similar  doors  when  hung 
lapping  the  opening  and  that  such  installations  be  sub¬ 
mitted  to  the  Board  for  specific  approval.  It  is  further 
recommended  that  in  all  other  respects  the  construction, 
inspection  and  labelling  be  in  accordance  with  the  ap¬ 
proval  granted  under  date  of  October  15,  1940. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  amendment  of 
le  resolution  of  October  15,  1940. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
[ereby  amend  its  resolution  of  October  15,  1940  in  accord- 
ice  with  report  of  Committee  on  Tests. 


.djourned,  6:35  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^•CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
nd  Appeals  held  on  January  20,  1942,  as  they  appeared  in 
Sulletin  No.  4,  Vol.  27,  are  hereby  corrected  to  read  as 
ollows : 


*  Correction — The  words  “wooden  fence  not  less  than  6 
t.  in  height;  that  there  shall  be  erected  on  the  street  bnild- 
i g  line,  a ’’  inserted  in  lines  25,  26  and  27  of  resolution. 


THE  RESOLUTION— 

(818-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  1882-1884  Second  avenue,  east  side,  25  ft.  north  of 
East  97th  street  (Block  No.  1669,  Lot  No.  2),  Borough  of 
Manhattan,  was  denied  by  the  Board  January  14,  1941  ;  and 

Whereas,  the  Board  deemed  that  the  application  should 
be  reopened  and  granted  under  suitable  conditions,  in  view 
of  the  action  of  the  court ;  and 

Whereas,  the  premises  have  again  been  inspected  by  a 
committe  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7h, 
for  a  term  of  two  (2)  years,  to  permit  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  the  premises  shall  be  leveled  substantially  to  the  grade 
of  Second  avenue  and  shall  be  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material  properly  rolled  and 
treated  with  an  asphalt  binder  to  render  a  reasonably  im¬ 
pervious  surface  and  to  provide  surface  drainage;  that  there 
shall  be  erected  on  the  interior  lot  lines  where  walls  of  ad¬ 
joining  buildings  do  not  occur  a  substantial  wooden  fence 
not  less  than  6  ft.  in  height;  that  there  shall  be  erected  on 
the  street  building  line,  a  woven  wire  fence  of  the  chain 
link  type  not  less  than  six  (6)  ft.  in  height  except  for  one 
opening  for  entrance  and  egress  not  over  15  ft.  in  width 
with  curb  cut  opposite  of  similar  width ;  that  only  cars  of 
the  pleasure  car  type  capable  of  operation  shall  be  parked 
or  stored ;  that  during  the  term  of  this  variance  the  prem¬ 
ises  shall  be  occupied  for  no  other  use  than  that  herein 
permitted;  that  no  buildings  shall  be  erected,  except  there 
may  be  a  building  not  over  one  story  in  height  and  not  over 
100  sq.  ft.  in  area,  and  which  may  be  of  frame,  kept  neatly 
painted,  to  be  occupied  only  as  an  office  and  shelter  for  the 
attendant;  that  such  portable  fire  fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct ;  that  no 
signs  shall  be  erected,  except  that  there  may  be  one  sign 
attached  to  the  fence  advertising  the  parking  and  storage 
use  and  the  rates  charged,  provided  such  sign  is  not  illum¬ 
inated  and  does  not  extend  beyond  the  building  line ;  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  resolution. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  January  20,  1942,  as  they  appeared  in 
Bulletin  No.  4,  Vol.  27.  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION— 

(819-40-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  1888-1890  Second  avenue,  east  side,  50  ft.  south  of 
East  98th  street  (Block  No.  1669,  Lot  Nos.  51  and  52), 
Borough  of  Manhattan,  was  denied  by  the  board  January 
14,  1941  ;  and 

Whereas,  the  Board  deemed  that  the  application  should 
be  reopened  and  granted  under  suitable  conditions,  in  view 
of  the  action  of  the  court ;  and 

*  Correction— the  words  “ wooden  fence  not  less  than  6  ft. 
in  height;  that  there  shall  be  erected  on  the  street  building 
line,  a”  inserted  in  lines  26,  27  and  28  of  resolution. 
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Whereas,  the  premises  have  again  been  inspected  by  a 
committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7h, 
for  a  term  of  two  (2)  years,  to  permit  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  the  premises  shall  be  leveled  substantially  to  the  grade 
of  Second  avenue  and  shall  be  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material  properly  rolled  and 
treated  with  an  asphalt  binder  to  render  a  reasonably  im¬ 
pervious  surface  and  to  provide  surface  drainage ;  that 
there  shall  be  erected  on  the  interior  lot  lines  where  walls 
of  adjoining  buildings  do  not  occur  a  substantial  wooden 
fence  not  less  than  6  ft.  in  height;  that  there  shall  be  erected 
on  the  street  building  line,  a  woven  wire  fence  of  the  chain 
link  type  not  less  than  six  (6)  ft.  in  height  except  for  one 
opening  for  entrance  and  egress  not  over  15  ft.  in  width 
with  curb  cut  opposite  of  similar  width ;  that  only  cars  of 
the  pleasure  car  type  capable  of  operation  shall  be  parked 
or  stored ;  that  during  the  term  of  this  variance  the  premises 
shall  be  occupied  for  no  other  use  than  that  herein  per¬ 
mitted  ;  that  no  buildings  shall  be  erected,  except  there  may 
be  a  building  not  over  one  story  in  height  and  not  over 
100  sq.  ft.  in  area,  and  which  may  be  of  frame,  kept  neatly 
painted,  to  be  occupied  only  as  an  office  and  shelter  for  the 
attendant ;  that  such  portable  fire  fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct;  that  no 
signs  shall  be  erected,  except  that  there  may  be  one  sign 
attached  to  the  fence  advertising  the  parking  and  storage 
use  and  the  rates  charged,  provided  such  sign  is  not  illumi¬ 
nated  and  does  not  extend  beyond  the  building  line;  that  all 
permits  shall  be  obtained  and  all  work  completed  within  six 
(6)  months  from  the  date  of  this  resolution. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  November  18,  1941,  as  they  appeared 
in  Bulletin  No.  47,  Vol.  26,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION— 

(447-41-BZ) 

Whereas,  W.  H.  and  J.  F.  Dusenbury,  for  Samuel  Thaw, 
owner  filed  May  14,  1941,  an  application  under  section  7c 
and  21  of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  extension  of  a  gasoline  service  station, 
the  erection  and  maintenance  of  an  accessory  building  (auto 
laundry  and  lubritorium)  and  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  2542-2548 
White  Plains  avenue,  east  side,  210  ft.  south  of  Allerton 
avenue  (Block  No.  4433,  Lot  Nos.  23  and  25),  Borough  of 
The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  18,  1941,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  White  Plains  avenue  and  Allerton 
avenue  are  in  business  use  districts;  Cruger  avenue  is  in 
residence  and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  332-1941,  dated  May  7,  1941,  reads: 

“1.  Gasoline  service  or  oil  selling  station  in  a  business 
district  contrary  to  Section  4,  ZR.  No  existing  gasoline 
station  can  therefore  be  enlarged  or  extended  unless 
made  to  conform  to  uses  permitted  in  district  in  which 
it  is  located.  Section  6. 


*  Correction — The  measurement  “50  ft.,”  changed  to  “100 
ft.”  in  line  55  of  resolution. 


ADDITIONAL  OBJECTION  DUE  TO 
AMENDMENT 

2.  Parking  and  storage  of  more  than  five  (5)  mot* 
vehicles  in  a  business  district  is  contrary  to  Section  , 
ZR.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  havii; 
a  frontage  of  100  ft.  on  White  Plains  avenue  with  a  depv 
of  100  ft.  Upon  the  northerly  portion  of  the  plot  there  isi 
one-story  motor  vehicle  repair  shop  25  ft.  by  60  ft.  in  arc 
(previously  granted  by  the  Board)  a  5-car  garage  and  at  tl 
front  of  the  plot  a  gasoline  service  station.  Only  a  part  c 
this  gasoline  service  station,  the  northerly  25  ft.  frontage, 
a  legal  gas  station.  It  is  proposed  to  erect  upon  the  soutl 
erly  rear  of  the  plot  a  one-story  auto  laundry  and  lubr 
torium  building,  to  extend  the  gas  station  as  shown  upc 
filed  plans,  and  to  use  part  of  the  plot  for  the  storage  ar. 
parking  of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  it 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  cas 
in  which  to  exercise  its  discretion  to  grant  under  section  i 
of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doc 
hereby  make  a  variation  in  the  application  of  the  use  distrii 
regulations  of  the  building  zone  resolution,  and  that  tl 
application  be  and  it  hereby  is  granted  under  section  / 
thereof,  to  permit  the  reconstruction  and  extension  of  tl 
legally  existing  gasoline  service  station  so  that  the  plot  : 
extended  will  have  a  frontage  of  100  ft.  along  White  Plair 
road;  that  the  existing  building  shall  not  be  increased  i 
height  or  area  and  the  proposed  extension  shall  be  locate 
and  constructed  substantially  as  indicated  on  plans  filed  here 
with  marked  “Received  May  15,  1941”;  that  the  use  of  tl 
premises  shall  not  exceed  the  legally  existing  uses  as  prev 
ously  permitted  and  as  permitted  by  the  Board  under  Ca 
Nos.  548-28-BZ  and  59-31-BZ,  except  that  the  portion  of  tl 
premises  may  also  be  occupied  for  the  parking  and  storag 
of  not  more  than  15  motor  vehicles  limited  to  such  as  ar 
capable  of  operation  and  of  the  passenger  type  only;  the 
the  proposed  extension  shall  be  constructed  of  incombustibl 
materials,  except  that  the  roof  beams,  roof  boarding,  doc 
frames  and  doors  may  be  of  wood,  provided  the  ceiling  i 
fire-retarded  throughout  in  accordance  with  the  rules  of  th 
Board;  that  if  greasing  pits  are  constructed  there  shall  b 
no  closure  doors  on  the  front  opening  thereto  unless  the  pit 
are  ventilated  by  a  duct  through  the  roof  from  the  bottoi 
of  the  pit  and  with  a  motor-driven  fan  of  the  type  approve 
for  explosive  atmospheres;  that  there  shall  be  no  opening 
constructed  on  such  extension  to  the  adjoining  premises  t 
the  south  or  east ;  that  along  the  southerly  lot  line  from  th 
proposed  extension  to  the  street  building  line  there  shall  b 
erected  a  masonrv  wall  constructed  of  face  brick  no 
less  than  6  ft.  in  height,  except  that  such  wall  may  be  re 
duced  to  a  height  of  4  ft.  within  10  ft.  from  the  buildin: 
line;  that  a  similar  wall  not  less  than  4  ft.  in  height  shall  b 
constructed  on  the  northerly  lot  line  from  the  existing  build 
ing  to  the  street  building  line ;  that  the  premises  where  no 
covered  by  accessory  building  shall  be  paved  with  concret 
or  Colprovia ;  that  all  existing  gasoline  pumps  shall  be  re 
moved  and  no  gasoline  pumps  installed  nearer  than  10  ft.  t( 
the  street  building  line,  located  substantially  as  indicated  oi 
plans  filed  herein  marked  “Received  May  15,  1941”;  that  no 
more  than  two  curb  cuts  shall  be  constructed  or  continued 
consisting  of  one  not  over  15  ft.  in  width  toward  the  north 
erly  end  and  one  not  over  20  ft.  in  width  toward  the  south 
erly  end ;  that  no  portion  of  any  curb  cut  shall  be  neare 
than  5  ft.  to  the  side  lot  lines  as  extended ;  that  all  othe: 
curb  cuts  shall  be  restored  and  that  the  sidewalk  for  the  fill 
width  of  the  premises  shall  be  repaved ;  that  tanks  for  th( 
storage  of  gasoline  shall  be  restricted  to  three  not  over  55( 
gallons  each ;  that  signs  shall  be  restricted  to  a  permanen 
sign  attached  to  the  facade  of  the  existing  and  proposer 
accessory  buildings,  advertising  the  uses  permitted,  exclud 
ing  all  roof  signs  and  all  temporary  signs,  but  permitting 
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ie  erection  within  the  building  line  of  one  post  standard  for 
dvertising  solely  the  brand  of  gasoline  on  sale,  permitting 
jell  sign  to  extend  beyond  the  building  line  a  distance  of 
ot  more  than  4  ft. ;  that  such  sign  may  be  illuminated ;  that 
11  roof  signs  and  other  signs  not  complying  with  these  re- 
uirements  shall  be  removed ;  that  prior  to  filing  plans  with 
ie  borough  superintendent,  complete  working  drawings  shall 
e  filed  for  approval  by  the  chairman  in  behalf  of  the 
ioard;  that  such  plans  shall  be  filed  within  three  (3)  months 
rom  the  date  of  this  resolution  and  after  approval  all  per- 
lits  shall  be  obtained  and  work  completed  within  one  year 
lereafter. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
nd  Appeals  held  on  June  24,  1941,  as  they  appeared  in 
lulletin  No.  26,  Vol.  26,  are  hereby  corrected  to  read  as 
ollows : 

'HE  RESOLUTION— 

(512-41-A) 

Whereas,  Frank  C.  Keller,  for  Trinity  Evangelical  Luth- 
ran  Church,  owner,  filed  June  5,  1941,  an  appeal  from  a 
ecision  of  the  borough  superintendent;  premises  60-01 
9th  place,  southeast  corner  of  60th  avenue  (Block  No. 
651,  Lot  No.  9),  Maspeth,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Ut.  Applic.  No.  1056-41,  dated  May  26,  1941,  reads: 

“1.  Proposed  change  of  use  of  frame  building  within 
the  fire  limits  to  a  manufacturing  use  is  contrary  to 
sect.  4.2.1  and  sect.  4.1.5  of  the  administrative  code.” 
nd 

Whereas,  the  building  is  one  story  (20  ft.)  in  height;  25 
t.  by  65  ft.  in  area ;  of  Class  4  construction ;  located  in  an 
mrestricted  use  district;  erected  in  1901;  occupied:  cellar, 
ioiler-room  and  Sunday  school;  1st  floor,  church.  It  is 
iroposed  to  be  occupied:  cellar,  boiler-room  and  knitting 
nill,  5  persons;  1st  floor,  knitting  mill,  20  persons;  and 

Whereas,  the  applicant  contends  that  the  owner  after  a 
ong  struggle  has  been  able  to  build  a  new  church  and  is 
aced  with  the  necessity  of  maintaining  the  old  building; 
hat  he  requests  that  the  proposed  occupancy  be  permitted 
o  that  it  may  be  enabled  to  secure  rentals  to  help  meet 
he  obligations  of  the  church ;  that  the  building  is  frame 
.bove  foundation  and  is  filled  solid  between  studs  with 
■rick  from  sill  to  rafter  plate;  that  the  basement  is  about 
’5%  above  grade. 

Resolved,  that  the  decision  of  the  borough  superintendent 
>n  Alt.  Applic.  No.  1056-41,  Objection  No.  1,  be  and  it 
lereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
wanted  on  condition  that  the  building  shall  not  be  increased 
n  height  or  area,  except  that  any  required  exits  from  the 
irst  story  to  grade  shall  be  provided ;  that  the  walls  between 
he  studs  in  the  1st  story  shall  be  brick  filled  on  all  sides; 
nd  that  in  all  other  respects  the  building  shall  comply  with 
11  laws,  rules  and  regulations  applicable  thereto. 


♦Correction — “10  persons”  changed  to  “20  persons”  in  line 

7  of  resolution. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
ind  Appeals  held  on  January  20,  1942,  as  they  appeared  in 


♦  Correction — Words  “to  be  used  in  conj  unction  with  the 
•lot  3096-3102  Webster  avenue”  added  in  line  17,  of  resolu- 
ion  and  words  “in  conjunction  with  the  plot  3096-3102 
Webster  avenue,  which  has  a  frontage  of  106  ft.”  added 
n  line  45  of  resolution  number  “25”  changed  to  “125”  in 
ine  54  of  resolution. 


Bulletin  No.  4,  Volume  27,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION— 

(583-40-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  3096-3102  Webster  avenue,  south  side,  25  ft.  west 
of  East  204th  street  (Block  No.  3330,  Lot  No.  68),  Borough 
of  The  Bronx,  was  granted  by  the  Board  January  28,  1941, 
on  certain  conditions;  and 

Whereas,  Henry  Nordheim,  for  Gray  Apartment  Com¬ 
pany,  Incorporated,  owner,  requested  reopening  of  the  ap¬ 
plication  under  sections  7f  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  premises 
3104  Webster  avenue  and  400  East  204th  street,  southwest 
corner  (Block  No.  3330,  Lot  No.  72),  Borough  of  The 
Bronx,  to  be  used  in  conjunction  with  the  plot  3096-3102 
Webster  avenue;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  July  22,  1941,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  20,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Webster  avenue  is  in  business 
and  unrestricted  use  districts ;  East  203rd  street  and  East 
204th  street  are  each  in  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  dated  July  7,  1941,  reads : 

“A  certificate  of  occupancy  for  the  use  of  the  above 
premises  for  the  parking  and  storage  of  more  than 
five  motor  vehicles  is  denied  as  the  location  is  within 
a  business  district  as  established  by  the  Zoning  Resolu¬ 
tion  of  the  City  of  New  York  where  such  occupancy  is 
prohibited.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  25  ft.  on  Webster  avenue  and  100  ft.  on 
East  204th  street.  Upon  the  Webster  avenue  frontage  of 
the  plot  there  is  located  a  lunch  wagon.  It  is  proposed  to 
use  the  vacant  part  of  the  plot  for  a  temporary  period  of 
not  more  than  two  years,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  in  conjunction  with  the 
plot  3096-3102  Webster  avenue  zvhich  has  a  frontage  of  100 
ft. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  Janu¬ 
ary  28,  1941,  so  that  as  amended  the  resolution  shall  read  : 
“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  consisting  of  Lots  68  and  72  with  a 
total  frontage  of  125  ft.  on  Webster  avenue  and  a  depth 
of  100  ft.  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  on  condition  that 
only  those  of  the  pleasure  car  type  and  those  capable 
of  operation  shall  be  so  stored  or  parked;  that  the  plot 
shall  be  filled  and  leveled  substantially  to  the  grade  of 
Webster  avenue  and  shall  be  surfaced  with  steam  cin¬ 
ders,  clean  gravel  or  other  suitable  material  properly 
rolled  and  treated  with  a  binder  applied  to  provide 
general  surface  drainage  and  to  make  the  surface  sub¬ 
stantially  impervious ;  that  there  shall  be  erected  on  the 
interior  lot  lines  ivhere  walls  of  adjoining  buildings  do 
not  occur  and  the  street  building  lines  a  substantial 
woven  wire  fence  of  the  chain  link  type  with  anchored 
steel  posts  not  less  than  six  (6)  ft.  in  height;  that 
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alongside  the  street  building  line  where  such  fence  is 
herein  required  such  fence  may  be  omitted  at  the  cor¬ 
ner  of  Webster  avenue  and  204 th  street,  where  the  ex¬ 
isting  building  occupied  as  a  diner  exists  and  which 
may  be  continued  during  the  term  of  this  permit;  that 
such  fencing  shall  be  otherwise  continuous  except  for 
one  opening  for  entrance  and  egress  to  Webster  ave¬ 
nue;  that  such  entrance  shall  not  exceed  IS  ft.  in  width 
with  curb  cut  opposite  of  similar  width;  that  during 
the  term  of  this  permit  the  premises  shall  be  occupied 
for  no  other  use  than  the  use  herein  permitted  except 
the  existing  diner  and  no  additional  building  shall  be 
erected  thereon,  except  there  may  be  erected  a  building 
to  be  occupied  solely  as  an  office  and  shelter  for  the 
attendant,  provided  such  building  does  not  exceed  one 
story  in  height  or  more  than  100  sq.  ft.  in  area  and 
which  may  be  of  frame  and  erected  near  the  entrance; 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tor}'  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


that  such  portable  fire  fighting  appliances  shall  be  mam- 
tained  as  the  fire  commissioner  shall  direct;  that  no 
signs  other  than  those  advertising  the  diner  use  shall 
be  erected  on  the  premises,  except  there  may  be  one  I 
sign  attached  to  the  fence  near  the  entrance  advertis¬ 
ing  the  parking  and  storage  use  and  the  rates  charged, 
provided  such  sign  does  not  exceed  15  sq.  ft.  in  area 
and  does  not  extend  beyond  the  building  line  and  is  not 
illuminated ;  that  any  lights  for  general  illumination 
shall  be  on  steel  post  standards  not  over  12  ft.  in  height 
with  metallic  reflectors  so  arranged  as  to  reflect  toward 
the  center  of  the  premises  and  away  from  the  adjoin¬ 
ing  residential  occupancies ;  that  no  certificate  of  occu¬ 
pancy  shall  be  issued  until  the  requirements  of  this 
resolution  are  complied  with;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  amended  resolution.” 


FACTORIES 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


NOTICE 

FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman, 
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DOCKET 

New  Cases  Filed  up  to  February  10,  1942. 

Cal.  No.  Department  Premises  Affected 

101- 42-SM . “Standard”  B-884-ST  Combina¬ 

tion  Sink  Faucet  with  Spray, 
manufactured  by  American 
Radiator  and  Standard  Sani¬ 
tary  Corporation.  Material. 

102- 42-S . H.B.Q _ 40-09  21st  street,  east  side,  58.22 

ft.  south  of  40th  avenue 
(Block  No.  410,  Lot  No.  9), 
Long  Island  City,  Borough  of 
Queens.  Misc.  402-41. 

103- 42-SM . World  Hollow  Metal  One  Hour 

and  One  and  one-half  Hour 
Door,  Type  C2P,  manufac¬ 
tured  by  World  Steel  Prod¬ 
ucts  Corporation.  Material. 

104- 42-SA.. . General  Electric  Dishwasher. 

Appliance. 

105- 42-BZ . H.B.B.. .  .163-165  Washington  avenue,  east 

side,  140  ft.  north  of  Myrtle 
avenue  and  132-140  Hall 
street,  west  side,  80  ft.  north 
of  Myrtle  avenue  (Block  No. 
1890,  Lot  Nos.  4  and  82), 
Borough  of  Brooklyn. 

Alt.  4078-41. 


106-42-BZ . H.B.Q. ..  .23-16  Sound  street,  west  side, 

100.08  ft.  north  of  Astoria 
boulevard  (Block  No.  781, 
Lot  Nos.  33-37),  Astoria, 
Borough  of  Queens. 

Misc.  208-42. 


107-42-BZ . H.B.B.. .  .401-413  Daliill  road  and  2-12 

Cortelyou  road,  southeast  cor¬ 
ner  (Block  No.  5384,  Lot  No. 
1),  Borough  of  Brooklyn. 

N.  B.  2546-41. 


108-42-BZ . H.B.B.. .  .81-85  Seeley  street,  north  side, 

25  ft.  west  of  19th  street 
(Block  No.  5261,  Lot  No. 
17),  Borough  of  Brooklyn. 

B.  N.  54-42. 


109-42-A . H.B.R..  .  .3255  Richmond  terrace,  north 

side,  100  ft.  west  of  South 
avenue  (Block  No.  1208,  Lot 
No.  27),  Mariners  Harbor, 
Borough  of  Richmond  (Under 
section  35,  General  City'  Law 
re  bed  of  mapped  street). 

N.  B.  423-42. 


110-42-BZ . H.B.Q...  .110-120  Beach  30th  street,  east 

side,  220  ft.  south  of  Lewmay 
road  (Block  No.  301,  Lot  No. 
1),  Edgemere,  Borough  of 
Queens.  Misc.  502-42. 


111-42-A . F.D . 621-627  Sixth  avenue,  southwest 

corner  of  West  19th  street 
(Block  No.  794,  Lot  No.  36), 
Borough  of  Manhattan. 

29135-L.  C. 


112-42-BZ . H.B.B _ 54-42  to  54-46  Flushing  avenue 

and  60-02  to  60-08  55th  street, 
southwest  comer  (Block  No. 
2636,  Lot  No.  7),  Maspeth, 
Borough  of  Queens. 

Alt.  3246-41. 


113-42-S . H.B.M..  .806-808  Broadway,  east  side,  204 

ft.  4  in.  north  of  East  10th 
street  and  104-106  Fourth  ave¬ 
nue  (Block  No.  557,  Lot  No. 
9),  Borough  of  Manhattan. 

Decision  re  Viol.  621 1-41. 


1  i4_42-SM . Koven  N.  Y.  C.  Oil  Separator, 

manufactured  by  L.  O.  Koven 
and  Brother,  Incorporated. 

Material. 


115-42-S . H.B.M..  .1412-1416  Broadway,  northeast 

corner  of  West  39th  street 
(Block  No.  815,  Lot  No.  14), 
Borough  of  Manhattan. 
Amendment  to  Alt.  3140-40. 


116-42-SA . Thatcher  “Comfortmaster”  Gas- 

fired,  Winter  Air-Conditioner. 

Appliance. 


117-42-BZ . H.B.B _ 1433-1435  DeKalb  avenue,  west 


side,  275  ft.  north  of  Wilson 
avenue  (Block  No.  3235,  Lot 
No.  44),  Borough  of  Brook¬ 
lyn.  B.  N.  3022-41. 


118-42-A . H.B.B _ 133  Boerum  street,  north  side, 

100  ft.  west  of  Graham  ave¬ 
nue  (Block  No.  3070,  Lot  No. 
28),  Borough  of  Brooklyn. 
Amendment  to  Alt.  11591-38. 


1  19-42-BZ . H.B.Q _ 28-04  39th  avenue,  southeast  cor¬ 

ner  of  28th  street  (Block  No. 
398,  Lot  No.  21),  Long  Island 
City,  Borough  of  Queens. 

M- 10374-41  and  M-10375-41. 
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120-42-BZ . .  .2-22  Quincy  street  and  1-9  Down¬ 

ing  street,  southeast  corner 
(Block  No.  1972,  Lot  No.  2), 
Borough  of  Brooklyn. 

Alt.  6-42. 


121-42-S . F.D . 236-260  44th  street,  south  side, 

200  ft.  west  of  Third  avenue 
(Block  No.  736,  Lot  No.  23), 
Borough  of  Brooklyn. 

7307-L.  F.  and  Decision. 


Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov. 

Fuel  Oil  Pipe  Terminals  . Nov. 

Fuel  Oil  Burners  for  Industrial  Use. Nov. 

Fuel  Oil  Pumps  . Nov. 

Gas  Heaters  . Nov." 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov. 

Range  Oil  Burners  and  Space 

Heaters  . Nov. 

Vacuum  Breakers  . !.Nov! 


25,  1941- 
25,  1941- 
25,  1941- 
25,  1941- 
25,  1941- 


-Vol.  26,  No.  47A 
-Vol.  26,  No.  47A 
-Vol.  26,  No.  47A 
-Vol.  26,  No.  47A 
-Vol.  26,  No.  47A 


25,  1941— Vol.  26,  No.  47A 

25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 


FEBRUARY  17,  1942,  10  A.  M. 

Building  Zone  Applications. 


122-42-S . H.B.M. ..  142-146  West  24th  street,  south 

side,  225  ft.  east  of  Seventh 
avenue  (Block  No.  799,  Lot 
No.  64),  Borough  of  Man¬ 
hattan. 

Amendment  to  Alt.  1028-34. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 

H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. _ 

Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
if  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D — Fire  Department. 


RULES 


Blended  Cements,  Rules  for  Testing 


Last  Publication  in  Bulletin 


and  Use  of  . 

Feb 

17, 

1942- 

—Vol. 

27, 

No. 

7 

Carbon  Dioxide  Liquefier,  Rules... 

.Nov. 

11, 

1941- 

—Vol. 

26, 

No. 

45 

Certificates  of  Occupancy,  approved 

form  . 

.  Nov. 

25, 

1941- 

—Vol. 

26, 

No. 

47 

concrete  Flat  Slabs,  Rules . 

July 

13, 

1937- 

—Vol. 

22, 

No. 

28 

Concrete  Masonry  Units,  Rules  for 

Manufacture,  Testing  and  Use 

of 

June 

24, 

1941- 

-Vol. 

26, 

No. 

25 

Concrete  Rules  (Hydrated  Lime)  .  . 

.  Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

Ilevator  Rules  . 

.Mar. 

3, 

1936- 

—Vol. 

21, 

No. 

9 

ixit  Rules  (Revolving  Doors) . 

June 

15, 

1937- 

-Vol. 

22, 

No. 

24 

•actory  Exit  Rules  . 

.Dec. 

2, 

1941- 

-Vol. 

26, 

No. 

48 

rire  Alarm  Rules  (Interior) . 

Sept. 

2, 

1941- 

-Vol. 

26, 

No. 

35 

■ire  Drill  Rules  . 

Jan. 

20, 

1942- 

-Vol. 

27, 

No. 

3 

•ire-resistive,  Flameproof  Mate- 

rials,  etc.,  Rules  for  Testing  of 
•'ire  Retarding  Rules  for  Garages, 

Jan. 

6, 

1942- 

-Vol. 

27, 

No. 

1 

Dec. 

etc . 

16, 

1941- 

-Vol. 

26, 

No. 

50 

’’ireproof  Wood,  Testing  of . 

Apr. 

13, 

1937- 

-Vol. 

22, 

No. 

15 

•rame  Garages,  Ruling  for . 

Jan. 

21, 

1919- 

-Vol. 

4, 

No. 

3 

•usion  Welding  and  Gas  Cutting 

Rules 

May 

20, 

1941- 

-Vol. 

26, 

No. 

20 

las  Shut-Off  Rules  . 

Apr. 

7, 

1925- 

-Vol. 

10, 

No. 

14 

latchway  Protection  . 

.June 

5, 

1928- 

-Vol. 

13. 

No. 

23 

nsulating  Fibre  Board  Rules . 

.Nov. 

25,  1941— 

Vol.  26,  No.  47A 

13,  1942— Vol.  27,  No.  2 


6,  1942— Vol.  27,  No.  1 


)il  Burner  Rules  . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan. 

Jaint,  Varnish  and  Lacquer  Spray- 

,,  ,ins:  Rules  . Nov.  25,  1941— Vol.  26,  No.  47A 

latform  Trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  21,  No  47 

dumbing  Rules  . Aug.  3,  1937— Vol.  22,  No.  31 

lumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) .  .Nov.  25,  1941 — Vol.  26,  No  47A 

•rocedure,  Rules  of . Sept.  7,  1937— Vol.  22,  No.  36 

(efrigeratmg  Systems,  Extract  A.  C.  Aug.  26,  1941— Vol.  26,  No.  34 

'moking  in  Factories,  Rules  for _ Feb.  10,  1942 — Vol.  27  No  6 

jpnnkler  Rules  . June  29,  1937— Vol.  22,  No.  26 

;tandpipe  Fireline  Rules  . June  8,  1937 — Vol.  22,  No.  23 

’,tru,ch’ral  Alterations,  Reporting. ..  Tune  7,  1932— Vol.  17,  No.  23 

A"*  Xru4's*  Fuel  0il>  etc . Nov.  24,  1936— Vol.  21,  No.  47 

ank  Trucks,  Gasoline,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

' lfo  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Apr.  10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

vnti-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

irehne  Hose  Valves  . , . Nov.  25,  1941— Vol.  26,  No.  47A 


NOT  ICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Tuesday  morning,  February 
17,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  838-41 -BZ— Application,  September  29,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applic¬ 
ants,  on  behalf  of  Joseph  Rosenbaum, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  use  of  a  plot  of  ground  for 
the  storage  and  sale  of  lumber  and 
building  materials  and  also  the  erection 
and  maintenance  of  accessory  build¬ 
ings;  premises  1434-1462  Linden  boule¬ 
vard,  south  side,  11  ft.  9y2  in.  east  of 
Rockaway  avenue  (Block  No.  3644,  Lot 
No.  26),  Borough  of  Brooklyn. 

cal.  no.  1050-41-BZ — Application,  December  5,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  John  G.  Schuhmann,  applicant, 
on  behalf  of  Queensboro  Investment 
Company  and  Frank  Hardart,  owners 
(Anthony  B.  Colucci,  lessee),  to  per¬ 
mit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises 
74-11  37th  avenue,  north  side,  from 
74th  to  75th  streets  (Block  No.  1274, 
Lot.  Nos.  11,  35  and  45),  Jackson 
Heights,  Borough  of  Queens. 

cal.  no.  570-41-BZ— Application,  June  23,  1941,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Berlin,  Berlin  and  Albert,  applicants, 
on  behalf  of  Gar  Holding  Company,  In¬ 
corporated,  owner  (George  Hofbauer, 
lessee),  to  permit  for  a  term  of  years! 
in  an  unrestricted  use  district,  the  con¬ 
version  of  occupancy  of  a  building  to 
a  garage  for  more  than  five  (5)  motor 
vehicles;  the  said  garage  being  on  the 
same  street  and  within  the  same  inter¬ 
secting  streets  on  which  portion  there 
exists  an  exit  from  or  an  entrance  to 
a  public  school;  premises  369-375  (379 
displayed)  Suydam  street,  northwest 
side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

cal.  no.  960-41 -BZ — Application,  November  7,  1941,  under 
section  7i  of  the  building  zone  resolu¬ 
tion,  of  Abraham  H.  Horwitz,  appli¬ 
cant,  on  behalf  of  Agnes  I.  Olvany, 
owner  (Charles  Di  Bella,  lessee),  to 
permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building 
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to  a  motor  vehicle  repair  shop ;  prem¬ 
ises  3962  Tenth  avenue,  west  side,  87.5 
ft  north  of  West  211th  street  (Block 
No.  2229,  part  of  Lot  No.  32),  Borough 
of  Manhattan. 


cai..  no.  469-40-BZ— Application,  May  3,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  David  J.  Lewis,  applicant,  on  behalf 
of  Louis  Leavitt,  owner,  to  permit  in  a 
business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  224-14  Hempstead  ave¬ 
nue,  southwest  corner  of  225th  street 
(Block  No.  11159,  part  of  Lot  No.  43), 
Queens  Village,  Borough  of  Queens. 


CAL.  NO. 


778-41-BZ— Application,  September  12,  1941,  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  of  Albert  Homes 
Swanke,  applicant,  on  behalf  of  Louis 
H.  Pink,  Superintendent  of  Insurance, 
State  of  New  York,  as  Liquidator  of 
•  the  Bond  and  Mortgage  Guarantee 

Company,  owner  (Louis  Pimpinelli, 
lessee),  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  119-125  Fourth 
place,  north  side,  145  ft.  west  of  Smith 
street  (Block  No.  467,  Lot  No.  39), 
Borough  of  Brooklyn. 


CAL.  NO 


668-41-BZ — Application,  July  17,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Henrietta  Grum, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  647-665  Herki¬ 
mer  street,  north  side,  250  ft.  east  of 
Schenectady  avenue  (Block  No.  1701, 
Lot  Nos.  53,  57  and  58),  Borough  of 
Brooklyn. 


CAL.  NO 


463-41-BZ— Application,  May  20,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,'  applicants,  on 
behalf  of  Gulf  Oil  Corporation,  owner, 
to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  occupied  as  a  gasoline  ser¬ 
vice  station,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  618-628  Jamaica  avenue  and 
1  Hale  avenue,  southeast  corner  (Block 
No.  3905,  Lot  Nos.  3  and  5),  Borough 


of  Brooklyn. 


CAL.  NO. 


950-40-BZ— Application,  October  1,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ernst  C.  Wal- 
deck,  owner,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy 
of  the  basement  and  first  story  of  a 
residence  building  to  an  undertaking 
establishment;  7610  Fourth  avenue, 
west  side,  59  ft.  south  of  76th  street 
(Block  No.  5950,  Lot  No.  47),  Bor¬ 
ough  of  Brooklyn. 


Appeals  from  Administrative  Decisions. 

33-42-A— 1434-1462  Linden  boulevard,  south  side,  11  ft. 

9J4  in.  east  of  Rockaway  avenue  (Block 
No.  3644,  Lot  No.  26),  Borough  of  Brook¬ 
lyn. 

32-42- A— 7610  Fourth  avenue,  west  side,  59  ft.  south  of 
76th  street  (Block  No.  5950,  Lot  No.  47), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  17,  1942,  2  P.  M. 


Appeals  from  Administrative  Decisions. 


1080-41 -A— 1100  East  177th  street,  southeast  corner  of  De- 
voe  avenue  (Block  No.  3904,  Lot  No.  30), 
Borough  of  The  Bronx. 


11 16-41 -A— -218  Ninth  avenue,  east  side,  60  ft.  north  of 
West  23rd  street  (Block  No.  747,  Lot  No. 

1  \  T)c\i*rviirrln  of  A/T  Q  Vl  1"  1 71 T1 


1058-41 -A — 6009  Independence  avenue,  lot  on  right-of-way 
off  Independence  avenue,  189.17  ft.  south 
of  West  261st  street  and  157.21  ft.  west 
of  west  side  of  Independence  averme 
(Block  No.  3426,  part  of  Lot  No.  608), 
Borough  of  The  Bronx  (under  section  36, 
General  City  Law— re  proposed  erection 
of  building  not  fronting  on  a  legally 
mapped  street). 


1 1 OQ -4 1  -  A — 6005  Independence  avenue,  lot  on  right-of-way 
off  Independence  avenue,  189.17  ft.  south 
of  West  261st  street  and  100  ft.  west  of 
west  side  of  Independence  avenue  (Block 
No.  3426,  part  of  Lot  No.  608),  Borough 
of  The  Bronx  (under  section  36,  General 
City  Law — re  proposed  erection  of  build¬ 
ing  not  fronting  on  a  legally  mapped 
street) . 


854-41 -A— 698-704  Myrtle  avenue  and  144-156  Spencer 
street,  southwest  corner  (Block  No.  1750, 
Lot  Nos.  24  and  30),  Borough  of  Brooklyn. 


1000-41 -A— 148-150  Washington  street  and  145  Cedar  street, 
northwest  corner  (Block  No.  56,  Lot  No. 
15),  Borough  of  Manhattan. 

82-38- A— 60-64  Commerce  street,  east  side,  175  ft.  north 
of  Richards  street  and  53-57  Seabring 
street  (Block  No.  511,  Lot  Nos.  16,  18, 
36,  37  and  38),  Borough  of  Brooklyn  (re¬ 
opened  November  18,  1941  re  amendment 
of  resolution) . 

3-42- A — 57  Avenue  D  and  752  East  5th  street,  south¬ 
west  corner  (Block  No.  374,  Lot  Nos.  34 
and  35),  Borough  of  Manhattan. 

17-42-A — 16  Clermont  avenue,  west  side,  150  ft.  south  of 
Flushing  avenue  (Block  No.  2032,  Lot 
No.  34),  Borough  of  Brooklyn. 

98-42-A — 116-02  Beach  Channel  drive,  northwest  corner 
of  Beach  116th  street  (Block  No.  661,  Lot 
No.  10),  Rockaway  Beach,  Borough  of 
Queens. 

23-42-A — 21-03  51st  avenue,  northeast  corner  of  21st  street 
(Block  No.  70,  Lot  No.  1),  Long  Island 
City,  Borough  of  Queens. 

43-42-A — 36  Tompkins  avenue  and  116  Tompkins  street, 
southwest  corner  (Block  No.  549,  Lot 
Nos.  17  and  18),  Stapleton,  Borough  of 
Richmond. 
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•  Materials  for  Approval. 

1093-41-SM — American  Radiator  and  Standard  Sanitary 
Corp.  Plate  B-1492  Water  Controller  for 
low  tank. 

90S-40-SM — Coyne  and  Delany  Vacuum  Breaker  V.B.SO. 

1084-39-SM — Mississippi  Glass. 

Mississippi  Glass  Company. 


FEBRUARY  24,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
24,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  ok  the  following  matters : 

cal.  no.  700-41-BZ — Application,  July  29,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants  on 
behalf  of  Rudolph  P.  Bolter  and  Her¬ 
man  Schierloh,  owners,  to  permit  in  a 
business  use  district  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  9317- 
9333  Third  avenue  and  301-311  94th 
street,  northeast  corner  (Block  No. 
6107,  Lot  Nos.  1,  5  and  67),  Borough 
of  Brooklyn. 

cal.  no.  701-41-BZ — Application,  July  29,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants  on  behalf  of  Henrietta  Grum, 
owner,  to  permit  in  a  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  183-193  Bush- 
wick  avenue  and  223-231  Scholes  street, 
northeast  corner  (Block  No.  3037,  part 
of  Lot  No.  1),  Borough  of  Brooklyn. 

cal.  no.  13-42-BZ — Application,  January  6,  1942,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  William  Katz,  lessee  and  applicant 
on  behalf  of  Morris  Ginsberg,  ‘owner, 
to  permit  in  a  restricted  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  27-29  East  60th 
street,  northeast  corner  of  Madison 
avenue  (Block  No.  1375,  Lot  No.  21), 
Borough  of  Manhattan. 

cal.  no.  828-41-BZ — Application,  September  26,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant  on  behalf 
of  Central  James  Corporation,  owner, 
to  permit  in  a  business  use  district,  for 
a  temporal-}^  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  19-06  Cornaga  avenue, 
northeast  corner  of  Beach  19th  street 
(Block  No.  48,  Lot  No.  1),  Far  Rock- 
away,  Borough  of  Queens. 

cal.  no.  65-27-BZ — Application  of  Gerard  M.  Bloomfield, 
applicant  on  behalf  of  Treeverse  Realty 
Corporation,  owner,  reopened  July  22, 


1941,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence 
use  district,  the  maintenance  of  signs 
on  a  business  building ;  this  business 
building  was  previously  granted  by  the 
Board ;  the  resolution,  granting  this 
variation  restricted  signs  to  the  plate 
glass  show  windows  of  the  store 
fronts;  premises  1761,  1767,  1771  and 
1773  University  avenue,  southwest  cor¬ 
ner  of  West  Tremont  avenue  and  west 
side  of  University  avenue,  15  ft.,  40  ft., 
and  66  ft.  south  of  West  Tremont  ave¬ 
nue  (Block  No.  2878,  Lot  No.  200  and 
part  of  Lot  No.  170),  Borough  of  The 
Bronx. 

cal.  no.  418-41-BZ — Application,  May  6,  1942,  under  section 
21  of  the  building  zone  resolution,  of 
Jane  Grillo,  applicant  and  owner  (An¬ 
thony  Polizzi,  lessee),  to  permit  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  1480-1484  Coney  Is¬ 
land  avenue,  west  side,  440  ft.  north  of 
Avenue  L  (Block  No.  6536,  part  of 
Lot  No.  20),  Borough  of  Brooklyn. 

cal.  no.  910-41-BZ — Application,  October  24,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion  of  William  A.  Eckert,  applicant 
on  behalf  of  Jamaica  Savings  Bank, 
owner  (Nunley  Parking  Company,  In¬ 
corporated,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  90-11  to 
90-17  161st  street,  east  side,  324  ft. 
north  of  Jamaica  avenue  (Block  No. 
9760,  Lot  Nos.  18  and  20),  Jamaica, 
Borough  of  Queens. 

HARRIS  M.  MURDOCK,  Chairman. 


FEBRUARY  24,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

337- 41-A — 212-220  Concord  street,  southwest  corner  of 

Prince  street  (Building  A)  ;  (Block  No. 
122,  Lot  No.  9),  Borough  of  Brooklyn 
(reopened  and  restored  to  calendar,  De¬ 
cember  9,  1941 ;  previously  dismissed  for 
lack  of  prosecution). 

338- 41-A — 30-38  Prince  street,  west  side,  274  ft.  south  of 

Concord  street  (Buildings  C  and  D)  ; 
(Block  No.  122,  Lot  No.  9),  Borough  of 
Brooklyn  (reopened  for  reconsideration, 
December  9,  1941;  previously  denied). 

824-41 -A — 3  Doyers  street,  south  side,  81  ft.  9  in.  west  of 
Chatham  square  (Block  No.  162,  Lot  No. 
33),  Borough  of  Manhattan. 

8-42-A — -263-265  West  124th  street,  north  side,  150  ft. 

east  of  Eighth  avenue  (Block  No.  1930, 
Lot  No.  57),  Borough  of  Manhattan. 

Appliance  and  Materials  for  Approval. 

771-41-SA — Jackson  Oil  Burner. 

727-41-SM — Totrust  (Rust  Preventative  Paint). 

798-41-SM — American  Radiator  and  Standard  Sanitary 
Corporation  HK  15755  Vacuum  Breaker. 
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FEBRUARY  26,  1942,  10.  A.  M. 

Rules 

7g4_41_SR — Proposed  Rules  for  Erection,  Alteration,  Re¬ 
pair,  Excavation  for  and  Demolition  of 
Buildings. 

(For  Copy  of  Proposed  Rules,  see  Bulletin  of  December 
30,  1941,  Vol.  26,  No.  52.) 


MARCH  3,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
3,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  530-41-BZ— Application,  June  10,  1941,  under  sec¬ 
tions  7F  and  21  of  the  building  zone 
resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Anna  Scar- 
digno,  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  years,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  the  accessory  building 
having  exits  and  entrances  thereto  lo¬ 
cated  more  than  twenty-five  (25)  feet 
from  the  business  street;  premises 
85-42  57th  avenue  and  57-02  Van 
Horn  street,  southeast  comer  (Block 
No.  2882,  Lot  Nos.  10  and  11),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  503-41-BZ— Application,  June  2,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Harry  D.  Pease,  owner,  to 
permit  in  a  retail  use  district,  for  a  term 
of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue 
(Block  No.  1033,  Lot  Nos.  41,  42  and 
43),  Borough  of  Manhattan. 

cal.  no.  367-41-BZ — Application,  April  24,  1941,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Ismet  Sarach, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  an  unrestricted  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1979  Wash¬ 
ington  avenue,  west  side,  162  ft.  north 
of  East  178th  street  (Block  No.  3035, 
Lot  No.  42),  Borough  of  The  Bronx. 

cal.  no.  370-41-BZ — Application,  April  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Albert  Homer  Swanke,  applicant,  on 
behalf  of  Louis  H.  Pink,  Superintendent 
of  Insurance,  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and  Guar¬ 
anty  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary- 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  443- 
445  Myrtle  avenue  and  143-155  Waverly 


avenue,  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brook¬ 
lyn. 

cal.  no.  1307-39-BZ— Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 
rated,  lessee),  reopened  November  25, 
1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot  in  question)  ; 
premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  Nos.  48  to  53, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  86-29-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Max  C.  Meyer, 
owner,  reopened  April  15,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  two-story  build¬ 
ing  to  be  occupied  for  business  purposes 
(store)  on  the  first  story  and  dwelling 
use  above  (previously  acted  upon  by  the 
Board)  ;  premises  241-247  Underhill 
avenue  and  268  Lincoln  place,  southeast 
corner  (Block  No.  1179,  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  7-42- BZ — Application,  January  2,  1942,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lawrence  M.  Rothman, 
applicant,  on  behalf  of  Course  Realty 
Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
extension  of  an  existing  store  located 
in  the  first  story  of  an  existing  Class  A 
multiple  dwelling;  premises  1815  Grand 
Concourse,  northwest  corner  of  inter¬ 
section  of  Henwood  place  and  Morris 
avenue  (Block  No.  2826,  Lot  No.  72), 
Borough  of  The  Bronx. 

cal.  no.  1069-41-BZ— Application,  December  9,  1941,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Paul  Friedman,  applicant,  on 
behalf  of  Florence  S.  Bartova,  owner 
(Lafayette  Wet  Wash  Laundry,  lessee), 
to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy 
of  the  2nd  and  3rd  stories  of  an  exist-1 
ing  building  to  factory  use;  premises 
242  Kosciusko  street,  south  side,  10C 
ft.  east  of  Tompkins  avenue  (Block  No. 
1786,  Lot  No.  7),  Borough  of  Brook¬ 
lyn. 

cal.  no.  851-41-BZ — Application,  October  2,  1941,  undei 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abraham  Margules,  applicant 
on  behalf  of  Orloff  Apartments,  In¬ 
corporated,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  maintenance  of  ; 
non-flashing  business  sign  which  ex¬ 
tends  more  than  18  inches  beyond  tht 
building  line;  premises  228  West  238tl 
street,  south  side,  100  ft.  east  of  Broad- 
way  (Block  No.  3270,  Lot  No.  49) 
Borough  of  The  Bronx. 

cal.  no.  1-42-BZ — Application,  January  2,  1942,  under  sec 
tion  7h  of  the  building  zone  resolution 
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of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Interborough  Leasing  Corpo¬ 
ration,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  62-28  to  62-36 
Junction  boulevard,  93-26  to  93-56  62nd 
road,  southwest  corner  and  98-19  to 
98-27  62nd  drive  (Block  No.  2078,  Lot 
Nos.  29  and  37),  Forest  Hills,  Borough 
of  Queens. 

JAI..  NO.  640-41-BZ — Application,  July  10,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Tillie  Resnick, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  a  gasoline  service 
station;  premises  1568-1574  McDonald 
avenue,  west  side,  90  ft.  north  of  60th 
street  (Block  No.  6563,  Lot  Nos.  36 
and  39),  Borough  of  Brooklyn. 

jal.  no.  344-32-BZ — Application  of  Max  Siegel,  applicant, 
on  behalf  of  Harold  Swain,  owner,  re¬ 
opened  November  18,  1941,  under  sec¬ 
tion  7i  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the 
change  of  occupancy  of  a  motor  ve¬ 
hicle  repair  shop,  previously  granted  by 
the  Board  for  minor  adjustments  and 
prohibiting  fender  work,  so  as  to  in¬ 
clude  fender  work;  premises  1472  Je¬ 
rome  avenue,  east  side,  50  ft.  north  of 
East  171st  street  (Block  No.  2844,  part 
of  Lot  No.  1),  Borough  of  The  Bronx. 

;al.  no.  626-41 -BZ— Application,  July  3,  1941,  under  sec¬ 
tion  7 a  of  the  building  zone  resolution, 
of  Aymar  Embury  II,  applicant,  on  be¬ 
half  of  Metropolitan  Jockey  Club, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  the  parking  of  more  than  three 
(3)  motor  vehicles;  premises  165-10 
Baisley  boulevard,  southeast  corner  of 
New  York  avenue  (boulevard)  ;  (Block 
No.  3300,  Lot  No.  2),  Jamaica,  Bor¬ 
ough  of  Queens. 

:al.  no.  413-39-BZ — Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritory,  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  15  Ocean  avenue,  south  side,  100 
ft.  west  of  Flatbush  avenue  (Block  No. 
5024,  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 

Appeals  from  Administrative  Decisions. 

088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

166-41- A — 165-10  Baisley  boulevard,  southeast  comer  of 
New  York  avenue  (boulevard)  ;  (Block 


No.  3300,  Lot  No.  2),  Jamaica,  Borough 
of  Queens  (under  section  35,  General  City 
Law — re  bed  of  mapped  street). 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  3,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

881-40-A — 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353,  Lot 
No.  13),  Borough  of  Brooklyn. 

127-42-A — 109-15  14th  avenue,  north  side,  200  ft.  west  of 
11 1th  ^street  (Block  No.  4031,  Lot  Nos.  1 
and  25),  College  Point,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street). 


MARCH  10,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
10,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  747-41-BZ — Application,  August  28,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  C.  Sommerfeld,  applicant, 
on  behalf  of  K  and  H  Warehouse 
Holding  Corporation,  owner,  to  permit 
in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  (5) 
motor  vehicles;  premises  516-520  West 
181st  street,  south  side,  25  ft.  east  of 
Audubon  avenue  and  309  Audubon  ave¬ 
nue  east  side,  100  ft.  south  of  West 
181st  street  (Block  No.  2152,  Lot  No. 
67),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  24,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
24,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  159-36-BZ — Application  of  Alurion  Realty  Corpo- 
ation,  owner,  and  Public  Service  Inter¬ 
state  Transportation  Co.,  lessee,  re¬ 
opened  February  18,  1941,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  retail  one  (1)  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245- 
259  West  41st  street,  north  side,  100  ft. 
east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  10,  1942 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  February  3,  1942  and  Tuesday  after¬ 
noon,  February  3,  1942,  were  approved  as  printed  in  Bulletin 
No.  6,  Vol.  27. 


BUILDING  ZONE  CASES. 

86-29-BZ. 

APPLICANT— Sidney  L.  Strauss,  for  Max  C.  Meyer, 
owner. 

SUBJECT— Application  reopened  April  15,  1941  (re  deci¬ 
sion  of  the  borough  superintendent)  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  erection  of  a  two  story 
building  to  be  occupied  for  business  purposes 
(store)  on  the  first  story  and  dwelling  use  above 
(previously  acted  upon  by  the  Board). 

PREMISES  AFFECTED— 241-247  Underhill  avenue  and 
268  Lincoln  place,  southeast  comer  (Block  No. 
1179,  Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss  and  E.  R.  Levy. 
For  Opposition:  S.  Sassulsky  and  Arthur  Schol- 
der. 

ACTION  OF  BOARD— Laid  over  to  March  3,  1942  at  10 
A.  M.  for  decision  by  the  Board,  without  further 
argument. 

747-41-BZ. 

APPLICANT— William  C.  Sommerfeld,  for  K  and  H 
Warehouse  Holding  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to 
a  garage  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 516-520  West  181st  street,  south 
side,  25  ft.  east  of  Audubon  avenue  and  309  Audu¬ 
bon  avenue,  east  side,  100  ft.  south  of  West  181st 
street  (Block  No.  2152,  Lot  No.  67),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  William  C.  Sommerfeld,  Leo  A. 

Greenbaum,  Silas  Heineman  and  Jack  Kalmus. 
For  Opposition :  Piacid  Lepanto  and  Sol  A. 
Herzog. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1942  at 
10  A.  M.  for  decision  by  the  Board,  without  further 
argument. 

816-41-BZ. 

APPLICANT— Frank  C.  Keller,  for  Ludwig  Rohrmann, 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  existing  frame 
dwelling  to  a  business  building  (bar,  grill  and 
restaurant) . 

PREMISES  AFFECTED— 85-03  164th  street,^  southeast 
corner  of  85th  avenue  (Block  No.  9847,  Lot  No. 
26),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Opposition :  Mary  B.  Uzzell,  R.  S.  Uzzell, 
Elizabeth  Murphy,  Rollin  E.  Edgerth,  Gertrude 


M.  Mitson,  Isidore  J.  Bronstein,  Virginia  V.  I 
D.  Snow  and  Florence  Granello. 

ACTION  OF  BOARD— Application  withdrawn,  on  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissoners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  6 


985-41-BZ. 

APPLICANT— Carl  Eill  Schiffer,  for  Artell  Realty  Cor¬ 
poration,  owner  (Michael  Steinhauser,  lessee).  .  I 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 46-60  Delmonico  place,  182 
Ellery  street,  southwest  corner  and  749-751  Park 
avenue  (Block  No.  1731,  Lot  Nos.  20,  22,  23,  24 
and  33),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Carl  Eill  Shiffer. 

For  Opposition:  Jerome  N.  Wanshel,  and  others. 

ACTION  OF  BOARD — Application  withdrawn,  without 
prejudice,  on  request  of  owner. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  1 


159-34-BZ. 

APPLICANT— Arthur  H.  Haaren,  for  Kesbec,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  reopened  June  17,  1941  (re  decisioi 
of  the  acting  borough  superintendent)  under  sec 
tions  7c,  7f  and  21  of  the  building  zone  resolution 
to  permit  partly  in  a  business  use  and  partly  in  ; 
residence  use  district,  the  extension  of  use  of  ; 
gasoline  service  station  to  include,  for  a  temporary 
period,  the  parking  and  storage  of  more  than  fiv< 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 590  East  Fordham  road  am 
2507  Arthur  avenue,  southwest  corner  (Block  No 
3067,  Lot  Nos.  54  and  56),  Borough  of  The  Bronx 
APPEARANCES—  f 

For  Applicant :  Arthur  H.  Haaren,  John  G.  Cole 
man  and  William  A.  Rolleston. 

For  Opposition:  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  • 
Negative:  .  ' 

THE  RESOLUTION— 

(159-34-BZ) 

Whereas,  this  application,  under  section  21  of  the  build 
ing  zone  resolution,  to  permit  partly  in  a  business  use  clis 
trict  and  partly  in  a  residence  use  district,  the  extensio 
of  an  existing  gasoline  service  station,  premises,  southwes 
corner  of  East  Fordham  road  and  Arthur  avenue  (Bloc 
No.  3067,  Lot  Nos.  54  and  56),  Borough  of  The  Brom 
was  granted  bv  the  Board  on  October  16,  1934,  on  ccrtai 
conditions ;  the  resolution  amended  and  plans  approve 
March  26,  1935 ;  and 

Whereas,  Arthur  H.  Haaren,  for  Kesbec,  Incorporatcc 
owner,  requested  reopening  of  the  application  under  sec 
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ons  7c,  7 f  and  21  of  the  building  zone  resolution,  to  permit 
artly  in  a  business  use  district  and  partly  in  a  residence 
se  district,  the  extension  of  use  of  a  gasoline  service  station 

>  as  to  include  the  parking  and  storage  of  more  than  five 
5)  motor  vehicles ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
oard  June  17,  1941,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
y  the  Hoard  of  Standards  and  Appeals,  at  its  regular 
leeting,  February  10,  1942,  after  due  notice  by  publication 
i  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
id 

Whereas,  the  use  district  maps  accompanying  the  build- 
g  zone  resolution  show  that  East  Fordham  road  is  in  a 
jsiness  use  district ;  Arthur  avenue  and  Floffman  street 
re  each  in  business  and  residence  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
rted  January  2,  1942,  reads  : 

“In  reply  to  your  letter  of  December  30th,  1941 
please  be  advised  that  your  application  for  a  Certificate 
of  Occupancy  for  the  extension  of  the  existing  gaso¬ 
line  station  at  above  premises,  to  include  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  is 
hereby  denied,  as  premises  are  located  partly  in  a  resi¬ 
dence  and  partly  in  a  business  district,  as  established 
by  the  Zoning  Resolution  of  the  City  of  New  York, 
where  such  occupancy  is  prohibited  by  Section  4,  Article 
2,  of  said  resolution.” 
id 

Whereas,  the  premises  consist  of  an  irregular  shaped 
ot  of  ground  having  a  frontage  of  92  ft.  4  in.  on  East 
ordham  road,  85  ft.  on  Arthur  avenue  and  a  distance  of 
)8.03  ft.  along  the  west  lot  line,  occupied  as  a  gasoline 
•rvice  station.  The  south  part  of  the  plot  extends  into 
te  residence  use  district  for  a  distance  of  8  ft.  while  the 
imainder  is  in  the  business  use  district.  It  is  proposed  to 
;e  the  vacant  part  of  the  gasoline  service  station  for  a 
rm  of  years  for  the  parking  and  storage  of  more  than 
/e  (5)  motor  vehicles. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
:reby  amend  the  resolution  adopted  on  October  16,  1934, 
i  amended  March  26,  1935  and  January  21,  1936,  so  that 

>  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
under  section  21  and  that  the  application  be  and  it 
hereby  is  granted,  permitting  the  site  under  appeal  to 
be  occupied  and  maintained  as  a  gasoline  service  station, 
on  condition  that  all  of  the  buildings  now  existing  on 
the  site  shall  be  removed  and  the  plot  leveled  substan¬ 
tially  to  the  grade  of  East  Fordham  road ;  that  the 
accessory  buildings  and  walls  may  be  constructed  of 
common  brick  with  cast  stone  trimmings ;  the  brick 
to  be  stuccoed  with  cement  and  painted;  that  the  build¬ 
ings  may  be  located  as  indicated  on  plans  filed,  marked 
“received  March  20,  1935”;  on  condition  that  there  shall 
be  erected  on  the  interior  lot  lines  a  wall  not  less  than 
8  ft.  in  height  and  constructed  of  face  brick  or  glazed 
terra  cotta,  except  that  this  wall  may  start  at  a  height 
of  4  ft.  at  the  East  Fordham  road  building  line  and 
Arthur  avenue  building  line  and  be  graduated  at  the 
rate  of  one  foot  in  four  to  the  8  ft  height  and  if  con¬ 
structed  of  brick  that  this  wall  may  be  partially  or 
entirely  painted;  that  there  may  be  erected  near  the 
intersection  of  East  Fordham  road  and  Arthur  avenue 
within  the  building  line  a  post  standard  to  carry  an 
illuminated  sign  advertising  the  brand  of  gasoline  on 
sale ;  that  where  the  walls  of  accessory  buildings  are 
located  on  the  lot  line,  as  shown,  the  lot  line  wall  re¬ 
quired  may  be  incorporated  as  part  thereof  on  condition 
that  there  are  no  openings  from  this  accessory  building 
opening  upon  adjoining  property;  that  the  plot,  where 
not  occupied  as  accessory  buildings,  may  be  either 
cement  paved  or  paved  with  Colprovia;  that  such  gaso¬ 


line  pumps  as  are  erected  shall  be  not  less  than  15  ft. 
from  the  street  building  line  and  not  nearer  than  10 
ft.  from  any  part  of  an  accessory  building;  that  there 
shall  not  be  any  excavation  under  any  portion  of  the 
accessory  buildings  except  for  the  lubricating  pits; 
that  no  open  flame  shall  be  permitted  on  the  property 
other  than  in  the  heating  boiler;  that  there  shall  be 
no  portable  gasoline  pumps  used  on  or  from  the  prop¬ 
erty;  that  advertising  signs  shall  be  confined  to  the 
illuminated  globes  of  the  gasoline  pumps  and  to  a 
permanent  flat  i  sign  attached  to  the  accessory  building, 
eliminating  all  roof  signs  and  all  temporary  signs  of 
every  nature;  that  if  doors  are  installed  in  front  of 
the  lubricating  pit  section,  a  ventilating  system  shall  be 
installed  to  ventilate  the  greasing  pits,  with  a  spark- 
proof  motor  and  vents,  terminating  above  the  roof ;  that 
no  automobile  repairing  shall  be  permitted  on  the 
premises;  that  transient  parking  of  motor  vehicles  may 
be  permitted  tozvard  the  west  and  south  of  the  prem¬ 
ises  zvhere  indicated  on  revised  plans  marked  ‘Received 
August  14,  1941’  provided  the  motor  vehicles  are  of  the 
pleasure  car  type  and  capable  of  operation;  that 
the  fruit  and  candystand  shall  be  removed  and  the 
premises  shall  be  occupied  for  no  other  use  than  as 
permitted  by  this  resolution,  ■  as  amended;  there  shall 
be  erected  along  the  building  line  of  Arthur  avenue  and 
East  Fordham  road  a  concrete  curb  not  less  than  12 
in.  in  height  and  for  a  distance  of  5  ft.  along  either 
street  building  line  from  the  intersection  of  Arthur 
avenue  and  East  Fordham  road;  that  entrances  to  the 
premises  shall  not  exceed  two  curb  cuts  on  East  Ford¬ 
ham  road  and  Arthur  avenue,  no  curb  cut  to  exceed  30 
ft.  in  width,  and  no  openings  of  any  curb  cut  to  be 
nearer  than  5  ft.  to  the  corner  formed  by  the  intersec¬ 
tion  of  East  Fordham  road  and  Arthur  avenue,  nor 
nearer  than  3  ft.  to  the  interior  lot  line  of  adjoining 
properties  as  extended;  that  all  permits  shall  be  ob¬ 
tained  and  all  zvork  completed  within  three  months  from 
the  date  of  this  amended  resolution.” 


219-41-BZ. 

APPLICANT — Henry  C.  Brucker,  for  City  Bank  Farmers 
Trust  Company  (as  trustee),  owner. 

SUBJECT — Application  (re  decision  of  the  borough  su¬ 
perintendent)  under  section  7c  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  an  unrestricted  use  district,  the 
alteration  and  conversion  of  occupancy  of  an  exist¬ 
ing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 676  St.  Nicholas  avenue  and 
1590-1612  Gates  avenue,  southwest  corner  (Block 
No.  3444,  Lot  No.  1),  Ridgewood,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Henry  C.  Brucker  and  George  A. 
Franz. 

For  Opposition :  None. 

ACTTON  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chariman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative : .  q 

THE  RESOLUTION— 

(219-41-BZ) 

Whereas,  Henry  C.  Brucker,  for  City  Bank  Farmers 
Trust  Company  (as  trustee),  owner,  filed  March  17,  1941, 
an  application  under  section  7c  of  the  building  zone  resolu¬ 
tion,  to  permit  partly  in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  the  alteration  and  conversion  of 
occupancy  of  an  existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles;  premises  676  "St.  Nicholas 
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avenue  and  1590-1612  Gates  avenue,  southwest  corner 
(Block  No.  3444,  Lot  No.  1),  Ridgewood,  Borough  of 

Queens;  and  . 

Whereas,  a  public  hearing  was  held  on  tins  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  10,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Palmetto  street  and  St.  Nich¬ 
olas  avenue  are  each  in  unrestricted  and  business  use  dis¬ 
tricts  and  Gates  avenue  is  in  a  business,1  unrestricted  and 

residence  use  district;  and  . 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  275-1941  dated  March  18,  1941,  reads : 

“1.  The  extension  of  the  public  garage  located 
within  an  unrestricted  district  into  a  business  district 
is  contrary  to  Art.  II,  Sec.  4  (suF  15)  Building  zone 
resolution.  Not  further  considered.” 

and  # 

Whereas,  the  existing  building  is  of  Class  3  construction, 
fronting  287  ft.  6  in.  on  Gates  avenue  and  50  ft.  on  St. 
Nicholas  avenue,  and  one  story  in  height.  The  St.  Nicholas 
avenue  frontage  of  the  building  (for  a  depth  of  100  feet) 
is  in  the  unrestricted  use  district,  and  the  remainder  of  the 
building  is  in  the  business  use  district.  The  St.  Nicholas 
avenue  section  of  the  building  is  occupied  as  a  garage  for 
more  than  five  (5)  motor  vehicles;  the  central  section  as  a 
5-car  garage  and  the  southerly  section  for  light  manufac¬ 
turing.  It  is  proposed  to  occupy  the  entire  building  as  a 
garage  for  more  than  five  (5)  motor  vehicles ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  extension  of  the  existing  garage  for 
more  than  five  (5)  cars  in  the  unrestricted  district  to  the 
balance  of  the  building  to  a  total  depth  along  Gates  avenue 
of  275  ft.  for  the  garage  portion  and  with  a  total  depth  of 
287  ft.  6  in.,  including  the  boiler-room  section  to  the  south, 
on  condition  that  fire-proof  self-closing  doors  shall  be  con¬ 
structed  and  maintained  on  the  existing  brick  subdividing 
walls;  that  such  walls  shall  extend  to  the  roof;  that  the 
ceilings  throughout  where  not  now  fireproof  shall  be  fire 
retarded  in  accordance  with  the  rules  of  the  Board ;  that 
in  all  other  respects  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto; 
that  no  additional  gasoline  storage  system  shall  be  installed 
in  the  building ;  that  any  signs  attached  to  the  building  shall 
be  of  the  permanent  type  attached  to  the  cornice  over  the 
entrance  and  not  extending  over  the  building  line;  that  no 
openings  in  the  building  to  the  adjoining  building  shall  be 
constructed;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


544-41-BZ. 

APPLICANT — Henry  G.  Harrington,  for  Estate  of  Helen 
Walters,  owner  (Maurice  Bass,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 513-515  Bergen  street,  north 
side,  320  ft.  east  of  Sixth  avenue  and  520-528  Dean 
street  (Block  No.  1136,  Lot  Nos.  24,  78  and  77), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 


For  Opposition :  F.  Larkin,  A.  L.  Anderson,  V.  H.  ) 
Tacobson,  Helen  Nahlen,  Albert  (  reasman,.  J.  t 
Berger,  Leone  Pecararo  and  Gaetano  Guggino. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT—  % 

Affirmative:  . , .  0  I 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION— 

(544-41-BZ) 

Whereas,  Henry  G.  Harrington,  for  Estate  of  Helen 
Walters,  owner  (Maurice  Bass,  lessee),  filed  on  June  16, 
1941,  an  application  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises 
513-515  Bergen  street,  north  side,  320  ft.  east  of  Sixth 
avenue  and  520-528  Dean  street  (Block  No.  1136,  Lot  Nos. 
24,  78  and  77),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  10,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Dean  street,  Carlton  avenue  and 
Sixth  avenue  are  each  in  business  and  unrestricted  use 
districts,  Bergen  street  is  in  a  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  641-1941  dated  June  6,  1941,  reads: 

“1.  Proposed  parking  and  storage  of  more  than  5 
cars  within  a  business  use  district  is  contrary  to  Art. 
2,  Sect.  4a-l5  of  the  Zone  Resolution.” 
and  _  .  [ 

Whereas,  the  premises  consist  of  an  irregular  plot  of 
ground  having  a  frontage  of  40  ft.  on  Bergen  street,  99  ft. 
9  in.  on  Dean  street  and  a  distance  of  220  ft.  along  the 
westerly  lot  line.  Upon  the  central  portion  of  the  plot 
there  are  three  3-storv  brick  vacant  buildings  which  are 
to  be  removed,  and  also  a  two-story  brick  dwelling  23  ft. 
by  20  ft.  in  area.  It  is  proposed  to  use  the  plot  for  a 
temporary  period  of  not  more  than  two  (2)  years,  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
and  also  to  use  the  1st  story  of  the  2-story  brick  dwelling 
as  an  office  used  in  conjunction  with  the  proposed  parking 
and  storage  of  motor  vehicle  use;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h,  of  the  building 
zone  resolution,  and 

Whereas,  the  buildings  on  the  premises  have  not  been 
removed, 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  641-41,  Objection  No.  1,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


7 14-41-BZ. 

APPLICANT — Wood  Dolson  Company,  Incorporated,  for 
Seamen’s  Bank  for  Savings,  owner  (Chris  Mpazakis 
and  John  Mpazakis,  lessees). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  of  a  store 
located  in  a  multiple  dwelling  to  a  restaurant. 
PREMISES  AFFECTED— 401  West  118th  street  and  80 
Morningside  drive,  northwest  corner  (Block  No. 
1962,  Lot  No.  18),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  R.  M.  Ollinger  and  Joseph  G. 
Jaffe. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks 
and  Leonard  I.  Silberman. 
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ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

#  (714-41-BZ) 

Whereas,  Wood  Dolson  Company,  Incorporated,  for 
Seamen’s  Bank  for  Savings,  owner,  filed  August  5,  1941, 
an  application  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  alteration  and 
conversion  of  occupancy  of  a  store  located  in  a  multiple 
dwelling  to  a  restaurant ;  premises  401  West  1 18th  street 
and  80  Morningside  drive,  northwest  corner  (Block  No. 
1962,  Lot  No.  18),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  10,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build- 
ing_  zone  resolution  show  that  Morningside  drive  is  in  a 
residence  use  district;  Amsterdam  avenue  is  in  a  business 
use  district;  West  118th  street  and  West  119th  street  are 
each  in  residence  and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  3757-1940,  dated  July  7,  1941,  reads: 

“Change  of  use  from  store  to  restaurant  in  residence 
district  is  contrary  to  provisions  of  Sections  3  &  6, 
Bldg.  Zone  Resolution.” 
and 

Whereas,  the  existing  building  is  of  Class  3  construc¬ 
tion,  90  ft.  frontage  on  West  118th  street  and  90  ft.  on 
Morningside  drive  and  six  stories  and  basement  in  height. 
It  is  proposed  to  alter  and  to  convert  the  occupancy  of  a 
store  located  in  the  northerly  part  of  the  basement  story 
of  an  existing  new  law  tenement,  Class  A  multiple  dwelling, 
to  a  restaurant ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship; 
and 

Whereas,  in  the  opinion  of  the  Board  the  spaces  in  the 
basement  for  business  use  were  established  at  the  time  of 
the  construction  of  the  building  in  1908  and  have  been  there¬ 
after  continued. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  21 
thereof,  to  permit  the  premises  known  as  Store  2  to  be 
occupied  as  a  restaurant  as  proposed  with  the  entrance 
thereto  through  the  passageway  on  Morningside  drive  and 
across  the  interior  court  of  the  building,  on  condition  that 
the  business  use  shall  not  be  further  extended  throughout 
the  building  beyond  the  areas  of  the  existing  stores  known 
as  1  and  2;  that  no  signs  shall  be  erected  on  the  premises 
other  than  those  now  existing;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution ;  that  existing  awnings  in 
front  of  store  occupanies  shall  be  removed. 


1055-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Louis  W.  Alpher, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  building 


zone  resolution,  to  permit  upon  a  plot  located  partly 
in  an  unrestricted  use  district  and  partly  in  a  busi- 
•  ness  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  office  and  storage  of  lumber, 
and  also  the  use  of  the  remainder  of  the  plot  as  a 
•lumber  yard. 

PREMISES  AFFECTED — 498-500  Atlantic  avenue,  south 
side,  225  ft.  west  of  Third  avenue  (Block  No.  185, 
Lot  No.  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  L.  W.  Alpher. 
For  Opposition :  Manual  K.  Brodey  and  Leon 
Kaufman. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(1055-41-BZ) 

Whereas,  Lama  and  Proskauer,  for  Louis  W.  Alpher, 
owner,  filed  on  December  5,  1941,  an  application  under  sec¬ 
tions  7c  and  21  of  the  building  zone  resolution,  to  permit 
upon  a  plot  located  partly  in  an  unrestricted  use  district  and 
partly  in  a  business  use  district,  the  erection  and  maintenance 
of  a  building  to  be  used  as  office  and  storage  of  lumber,  and 
also  the  use  of  the  remainder  of  the  plot  as  a  lumber  yard ; 
premises  498-500  Atlantic  avenue,  south  side,  225  ft.  west  of 
Third  avenue  (Block  No.  185,  Lot  No.  16),  Borough  of 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
b}'  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  10,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Atlantic  avenue  and  Nevins 
street  are  in  business  use  districts ;  Pacific  street  and  Third 
avenue  are  each  in  unrestricted  and  business  use  districts; 
and  ^ 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  2206-1941,  dated  December  4,  1941, 
reads : 

“Proposed  use  of  premises  for  lumber  yard  and  the 
erection  of  a  new  building  for  office  and  storage  of 
lumber  in  a  business  use  district  (extending  into  an 
unrestricted  use  district)  is  prohibited  by  Art.  IT,  Sec. 
4a  (31)  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  50  ft.  and  a  depth  of  105  ft.  The  rear  part 
of  the  plot  extends  into  the  unrestricted  use  district  for  a 
distance  of  25  ft.,  and  the  remainder  of  the  plot  (having 
a  depth  of  80  ft.)  is  in  the  business  use  district.  It  is  pro¬ 
posed  to  erect  upon  the  plot  a  two- (2)  story,  Class  3  build¬ 
ing,  50  ft.  by  60  ft.  in  area,  to  be  used  as  an  office  and  for 
lumber  storage,  and  also  to  use  the  remainder  of  the  plot 
as  a  lumber  yard;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  extension  of  the  open  lumber  yard 
within  the  business  district  as  indicated  on  plans  filed  with 
this  application,  on  condition  that  in  the  balance  of  the 
business  district  there  shall  be  constructed  the  proposed 
Class  3  one  story  and  balcony  building  for  the  storage  of 
finished  lumber ;  that  the  open  space  in  the  rear  of  proposed 
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building  in  the  business  district  and  the  open  space  in  the 
unrestricted  district  shall  be  used  solely  for  the  storage  of 
timber  of  large  dimensions,  stacked  not  over  8  ft.  in  height; 
that  there  shall  be  constructed  on  the  interior  and  rear  lot 
lines  where  the  proposed  building  walls  do  not  occur  a 
masonry  fence  not  less  than  8  ft.  in  height;  that  there  shall 
be  no  openings  in  the  side  walls  of  this  fence  or  the  building 
to  adjoining  properties  to  the  south  east  or  west,  that  the 
opening  in  the  rear  wall  of  the  proposed  building  to  the 
lumber  storage  yard  shall  be  of  the  type  as  approved  foi 
three  hours;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  such  fire  fighting  appliances  shall  be 
installed  as  the  fire  commissioner  shall  direct;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 


817-41-A. 

APPLICANT— Frank  C.  Keller,  for  Ludwig  Rohrmann, 


owner.  ,  ,  ,  . 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  , 

PREMISES  AFFECTED— 85-03  164th  street,  southeast 
corner  of  85th  avenue  (Block  No.  9847,  Lot  No. 
26),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

APTTON  OF  BOARD— Appeal  withdraw 


of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  ® 


Adjourned,  12:45  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


499-31-BZ. 

APPLICANT — Austin  W.  Magee,  for  Ernest  Reiss,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
maintenance  of  a  gasoline  service  station  for  a 
temporary  period. 

PREMISES  AFFECTED— 262-18  (formerly  262-10.)  Hill¬ 
side  avenue,  southwest  corner  of  263rd  street  (Block 
No.  4528,  Lot  Nos.  31,  32  and  33),  Floral  Park, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Austin  W.  Magee. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(499-31-BZ) 

Whereas,  this  application  affecting  premises  262-18  Hill¬ 
side  avenue  (formerly  262-10)  southwest  corner  of  263rd 
street  (Block  No.  4528,  Lot  Nos.  31,  32  and  33),  Floral 
Park,  Borough  of  Queens,  was  granted  by  the  Board,  April 
1,  1932,  resolution  amended  January  14,  1936,  September 
15,  1936  and  February  23,  1938  and  February  20,  1940,  and 
owner  requested  an  extension  of  the  temporary  period. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
April  1,  1932,  as  amended  by  resolution  adopted  Tanuary  14, 
1936,  September  15,  1936,  February  23,  1938  and  February 
20,  1940  be  and  it  hereby  is  amended,  only  so  far  as  it  has 
reference  to  the  period  of  this  permit,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“c/ranted  under  section  7f  for  a  temporary  period  of  two 
3rears  from  the  date  of  this  amended  resolution  on  con¬ 
dition  that  in  all  other  respects  the  resolution  adopted 
on  April  1,  1932,  as  amended  September  15,  1936,  and 
February  23,  1938,  shall  be  complied  with.” 


REGULAR  MEETING 


TUESDAY  AFTERNOON,  FEBRUARY  10,  1942. 

Present :  Chairman  Murdock,  Commissoners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 


564-41-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Hannah  Mayr- 


sohn,  owner. 

SUBJECT— Application  for  consideration— reopening,  ap¬ 
proval  of  plans  and  extension  of  time  to  complete 
— re  Application  (decision  of  the  borough  super¬ 
intendent)  previously  granted  on  condition,  under 
section  7c  of  the  building  zone  resolution,  permit¬ 
ting  partly  in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district,  the  reconstruction  and  extension 
of  an  existing  gasoline  service  station. 

PREMISES  AFFECTED— 521-531  Coney  Island  avenue 
and  41-51  Hinckley  place,  northeast  corner  (Block 
No.  5113,  Lot  No.  24),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD— Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 


OPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  . 
Negative :  . 


4 

0 
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328-35-BZ. 

APPLICANT — Cadwalader,  Wickersham  and  Taft,  for 
Grace  H.  Smyth,  Marguerite  A.  Carroll,  Raymond 
A.  Carroll  and  Charles  A.  Carroll,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  for  a  temporary  period. 

PREMISES  AFFECTED — 922  Westchester  avenue,  918 
Rogers  place,  -  southeast  corner  and  909-923  East 
163rd  street  (Block  No.  2697,  Lot  No.  35),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  A.  Sullivan. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 


(328-35-BZ) 

Whereas,  this  application,  affecting  premises  922  West¬ 
chester  avenue,  918  Rogers  place,  southeast  corner,  and 
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900-923  East  163rd  street  (Block  No.  2697,  Lot  No.  35), 
Borough  of  The  Bronx,  was  granted  by  the  Board  for 
a  temporary  period  March  31,  1936,  resolution  amended 
April  28,  1936,  September  14,  1937,  and  March  15,  1938, 
permit  extended  February  20,  1940  and  applicant  requests 
a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  31,  1936  as 
thereafter  amended,  only  so  far  as  it  has  reference  to  the 
term  of  the  permit,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  so  as  to 
permit  *  *  *” 


72-36-BZ. 

APPLICANT — William  D:  Tucker,  for  Estate  of  Thomas 
Snell,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7c  of  the  building  zone 
resolution,  permitting  the  extension,  from  a  retail 
use  district  into  a  residence  use  district,  of  a  busi¬ 
ness  use  (store)  on  part  of  the  first  story  of  a 
residence  building  for  a  temporary  period. 
PREMISES  AFFECTED — 322-332  Lexington  avenue  and 
130  East  39th  street,  southwest  corner  (Block  No. 
894,  Lot  No.  71),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  D.  Tucker  and  W.  H. 
Wright. 

For  Opposition :  John  P.  Fox. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  permit  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(72-36-BZ) 

Whereas,  this  application,  under  section  7c  of  the  build¬ 
ing  zone  resolution  to  permit  the  extension  from  a  retail 
use  district  into  a  residence  use  district  of  a  business  use 
(store)  on  part  of  the  first  story  of  a  residence  building; 
premises  322-332  Lexington  avenue  and  130  East  39th 
street,  southwest  corner  (Block  No.  894,  Lot  No.  71),  Bor- 
ough  of  Manhattan,  was  granted  by  the  Board  January  12, 
1937,  on  certain  conditions,  for  a  temporary  period  of  five 
(5)  years;  and 

Whereas,  William  D.  Tucker,  for  Estate  of  Thomas 
Snell,  owner,  requested  an  extension  of  the  permit  and  also 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  12,  1937, 
so  that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
tinder  section  7-C  thereof  for  a  term  of  five  (5)  years 
from  the  date  of  this  amended  resolution  to  permit  that 
portion  of  the  street  floor  toward  the  southerly  portion 
of  the  building  within  the  district  zoned  for  residential 
use  and  the  cellar  space  beneath  to  be  used  for  business 
purposes  as  a  retail  grocery  store,  on  condition  that  the 
construction  within  and  enclosing  the  space  to  be  used 
for  business  purposes  is  made  to  comply  with  the  re¬ 
quirements  of  the  .multiple  dwelling  law,  building  code 


and  all  other  laws,  rules  and  regulations  applicable 
thereto  and  for  the  use  and  occupancy  herein  permit¬ 
ted;  that  the  store  front  shall  not  be  further  altered 
except  that  the  door  to  chute  to  cellar  shall  be  removed 
and  replaced  by  materials  similar  to  adjoining  portion 
of  the  base  below  the  show  window ;  that  signs  shall 
be  restricted  to  the  existing  flat  unilluminated  sign  over 
the  show  window  and  to  lettering  neatly  painted  on  glass 
show  windows  and  doors  excluding  all  illuminated  signs 
on  the  exterior  or  visible  from  the  street  through  the 
show  windows  and  all  signs  of  a  temporary  nature ; 
that  display  of  delicatessen  products  shall  be  limited  to 
a  six  foot  counter  and  sale  of  such  products  shall  be 
incidental  to  the  general  business  of  a  retail  grocery; 
that  proper  mechanical  ventilation  shall  be  installed  in 
rear  room  where  products  are  prepared  and  where  an 
open  flame  is  maintained  and  mechanical  refrigeration 
is  employed;  that  retail  deliveries  shall  be  made  with¬ 
out  the  use  of  hand  push  carts;  that  deliveries  of  sup¬ 
plies  shall  be  made  through  the  store  door  or  through 
the  service  entrance  of  the  building  and  shall  be  lim¬ 
ited  to  not  over  one  hour  during  the  morning  of  each 
business  day;  that  automobiles  of  anyone  connected 
with  the  business  shall  not  be  permitted  to  be  parked 
within  the  block  on  Lexington  avenue;  that  the  existing 
certificate  of  occupancy  shall  he  revised  to  include  all 
the  permitted  uses  in  the  building,  including  the  store 
use  as  provided  under  this  resolution;  that  there  shall 
he  installed  throughout  the  cellar  and  the  rear  of  the 
street  floor  sprinkler  heads  fed  from  the  house  service 
of  the  building  in  accordance  with  a  plan  to  he  filed 
with  the  Board  for  approval  by  the  Chairman 


413-37-BZ. 

APPLICANT — Edward  Berger  (lessee),  for  Estate  of 
Samuel  A.  Potter,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district,  for  a  temporary  period  of  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 50-10  Roosevelt  avenue,  50-07 
Queens  boulevard,  44-20  51st  street  and  44-05  50th 
street  (Block  No.  505,  Lot  Nos.  6,  12  and  part  of 
Lot  No.  21),  Sunnyside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Edward  Berger. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . ' .  o 

THE  RESOLUTION— 

(413-37-BZ) 

Whereas,  Jacob  Berger  (lessee),  for  Estate  of  Samuel 
A.  Potter,  owner,  filed  August  23,  1937,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  50-10  Roosevelt  avenue,  50-07  Queens 
boulevard,  44-20  51st  street  and  44-05  50th  street  (Block 
No.  505,  Lot  Nos.  6,  12  and  part  of  Lot  No.  21),  Sunny- 
side,  Borough  of  Queens ;  and 

Whereas,  this  application  was  granted  by  the  Board 
March  11,  1938,  for  a  temporary  period  of  two  (2)  years, 
on  certain  conditions,  permit  extended  February  20,  1940,' 
and  applicant  requested  an  extension  of  the  temporary 
period. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  11,  1938  as 
amended  February  20,  1940  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“granted  under  section  7h  thereof  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution.” 


517-39-BZ. 

APPLICANT — Thomas  I.  Sheridan,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (S)  motor 
vehicles. 

PREMISES  AFFECTED— 33-02  to  33-16  Astoria  boule¬ 
vard,  southwest  corner  of  34th  street  and  25-01 
33rd  avenue  (Block  No.  631,  Lot  Nos.  19-26  in¬ 
clusive  and  Lot  No.  30),  Astoria,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Thomas  I.  Sheridan. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(517-39-BZ)  ‘ 

Whereas,  this  application,  to  permit  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  use  of  a  plot  of 
ground  for  a  gasoline  service  station,  lubritorium  and  auto 
laundry  and,  also,  for  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  for  a  temporary  period  of  not  more 
than  two  (2)  years,  affecting  premises  33-02  to  33-16  As¬ 
toria  boulevard,  south  side,  from  33rd  street  to  34th  street, 
and  southwest  corner  of  34th  street  and  Astoria  boulevard, 
and  25-01  33rd  street  (Block  No.  631,  Lot  Nos.  19  to  26, 
inclusive,  and  30),  Astoria,  Borough  of  Queens,  was  granted 
by  the  Board  February  6,  1940,  on  certain  conditions,  and 
applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  6,  1940 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  under  section  7h  for  a  term  of  two  (2)  years 
to  permit  that  portion  of  the  premises  within  the  area 
zoned  for  business  use  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  *  *  *” 


1051-39-BZ. 

APPLICANT — Anthony  M.  Maoriello,  for  Joseph  Villano 
and  Sabbatina  Villano,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7f  of  the  building  zone 
resolution,  permitting  in  a  residence  use  district,  for 
a  period  of  two  (2)  years,  the  maintenance  of  ten 
(10)  individual  garages  not  an  accessory  use  to  a 
dwelling  on  the  same  plot. 

PREMISES  AFFECTED — 2415  Wallace  avenue,  west 
side,  100.08  ft.  north  of  Waring  avenue  (Block- 
No.  4432,  Lot  Nos.  49,  50  and  51),  Borough  of 
The  Bronx. 


APPEARANCES— 

For  Applicant :  Anthony  M.  Maorillo  and  Sab- 
batino  Villano. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(1051-39-BZ) 

Whereas,  this  application,  to  permit  in  a  residence  use  , 
district  the  maintenance  of  ten  (10)  individual  garages,  not 
an  accessory  use  to  a  dwelling  on  the  same  plot,  premises 
2415  Wallace  avenue,  100.08  ft.  north  of  Waring  avenue 
(Block  No.  4432,  Lot  Nos.  49,  50  and  51),  Borotigh  of  The 
Bronx,  was  granted  by  the  Board  February  14,  1940,  on 
certain  conditions,  under  section  7f  of  the  building  zone 
resolution,  for  a  temporary  period  of  two  (2)  years,  and  i 
owners  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolution  adopted  on  February  14,  1940 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit 

jfc 


79-41 -BZ. 

APPLICANT — Benjamin  Mintz,  for  Matilda  D.  Plotkin 
and  I.  Joseph  Geduld,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (de¬ 
cision  of  the  borough  superintendent)  under  section 
21  of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  the  alteration  of  two  (2) 
buildings,  so  that  the  two  (2)  restaurants  now  lo¬ 
cated  therein  are  changed  to  one  (1)  restaurant 
with  new  store  fronts  and  entrances  located  more 
than  twenty-five  (25)  ft.  from  the  business  corner. 
PREMISES  AFFECTED — 1128-1132  Eastern  parkway 
(1128-1130  displayed),  south  side,  20  ft.  east  of 
Utica  avenue  (Block  No.  1397,  Lot  Nos.  6  and  7), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benj.  Mintz. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(79-41-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district 
the  alteration  of  two  buildings  so  that  the  two  restaurants 
now  located  therein  are  changed  to  one  restaurant  with  new 
store  fronts  and  entrances  located  more  than  twenty-five 
(25)  ft.  from  the  business  corner,  premises  1128-1132  (1128- 
1130  displayed)  Eastern  parkway,  south  side,  20  ft.  east  of 
Utica  avenue  (Block  No.  1397,  Lot  Nos.  6  and  7),  Borough 
of  Brooklyn,  was  granted  by  the  Board  March  25,  1941,  on 
certain  conditions ;  and 

Whereas,  Benjamin  Mintz,  for  Matilda  D.  Plotkin  and 
I.  Joseph  Geduld,  owners,  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work ;  and 

Whereas,  the  applicant  stated  that  there  were  no  notices 
of  appeal  on  file  for  review  of  the  decision  of  Mr.  Justice 
Kleinfeld  in  the  Appellate  Division,- Second  Department. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  25,  1941  only 
so  far  as  it  has  reference  to  obtaining  permit  and  comple¬ 
tion  of  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read  : 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  in  accordance  with  the  plans  approved  under 
this  resolution,  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

824-41 -A. 

APPLICANT — Cafiero  and  Lacerenza,  for  Richbrook 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 3  Doyers  street,  south  side,  81 
ft.  9  in.  west  of  Chatham  square  (Block  No.  162, 
Lot  No.  33),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  J.  Molinari. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  24,  1942  at 
2  P.  M.  on  request  of  applicant. 


11 16-41 -A. 

APPLICANT — Bernhardt  T.  Berman,  for  Lucj'  Taub, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 218  Ninth  avenue,  east  side,  60 
ft.  north  of  West  23rd  street  (Block  No.  747,  Lot 
No.  4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Bernhardt  T.  Berman. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1942 
at  2  P.  M.  for  further  consideration  by  the  Board. 


1057-41-A. 

APPLICANT — Martha  Moch,  adjoining  property  owner. 
OWNER  OF  PREMISES— Merdy  H.  L.  Crary  (John 
Birdsall,  lessee). 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  re  Revocation  of  Certificate  of  Occupancv 
No.  Q9980-40. 

PREMISES  AFFECTED — 195-15  Northern  boulevard, 
north  side,  between  194th  street  and  196th  street 
(Block  No.  5371,  Lot  No.  1),  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Martha  Moch,  John  F.  Finn,  'Wini¬ 
fred  S.  Bowen,  S.  P.  Moch  and  others. 

For  Opposition:  None. 

For  Administration:  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings,  and  William  Sauer  and 
William  Hawksby,  Dept,  of  Health. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(1057-41-A) 

Whereas,  Martha  Moch,  adjoining  property  owner,  filed 
on  December  8,  1941,  an  appeal  from  a  decision  of  the 
borough  superintendent  for  revocation  of  Certificate  of  Oc¬ 
cupancy  No.  Q9980  affecting  premises  195-15  Northern  bou¬ 


levard,  north  side,  between  194th  and  196th  streets  (Block 
No.  5371,  Lot  No.  1),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  18,  1941  (Complaint  No.  3669/40),  reads: 
“Receipt  is  acknowledged  of  your  letter  of  Septem¬ 
ber  22nd,  1941  addressed  to  Hon.  Mayor  F.  H.  La 
Guardia,  which  has  been  forwarded  to  this  office  for 
attention.  This  letter  supplements  my  letter  to  you 
dated  October  8th,  1941  in  answer  thereto. 

Evidently  when  you  called  at  this  office  a  few  days 
before  October  8th,  I  did  not  make  it  sufficiently  plain 
to  you  why  this  Department  could  not  revoke  a  Cer¬ 
tificate  of  Occupancy  issued  for  the  above  premises. 

Please  be  advised  that  Chapter  26,  Section  646,  Para¬ 
graph  ‘g’  of  the  New  York  City  Charter  reads  as 
follows : — 

Every  Certificate  of  Occupancy  shall,  unless  and 
until  set  aside  or  vacated  by  the  Board  of  Standards 
and  Appeals  or  a  court  of  competent  jurisdiction,  be 
and  remain  binding  and  conclusive  upon  all  agencies 
and  officers  of  the  City,  *  *  * 

Under  the  circumstances,  therefore,  this  Department 
cannot  revoke  the  Certificate  of  Occupancy.  Should 
you  desire  to  proceed  in  this  matter  before  the  Board 
of  Standards  and  Appeals,  this  Department  will  deny 
your  request  for  the  revocation  of  the  Certificate  of 
Occupancy  which  would  be  a  basis  for  action  before  the 
Board. 

This  same  information  was  contained  in  our  letter 
of  March  4th,  1941  to  Mr.  John  F.  Finn,  42-15  Utopia 
Parkway,  Flushing.  Thus  far,  to  our  knowledge,  no 
action  has  ever  been  instituted  to  have  this  Certificate 
of  Occupancy  revoked.” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  26,  1941  refusing  to  revoke  Certificate  of 
Occupancy  No.  Q9980  reads : 

“You  recently  requested  this  Department  verbally  to 
revoke  the  Certificate  of  Occupancy  No.  Q9980,  issued 
by  this  Department  for  the  above  premises.  Please  be 
advised  that  as  this  Department  has  no  authority  to 
revoke  Certificates  of  Occupancy  once  issued,  we  must 
deny  your  request.” 

and 

Whereas,  Certificate  of  Occupancy  No.  Q9980  was 
issued  by  the  borough  superintendent  on  February  15,  1940, 
on  Misc.  Applic.  517-40  to  permit  the  building  in  question, 
of  frame  construction,  occupancy  classification — stable,  lo¬ 
cated  in  a  business  and  residence  use  G  area  district,  to  be 
used  on  the  first  story  as  a  stable  for  more  than  five  horses; 
and 

Whereas,  the  applicant  now  before  this  Board  states  that 
the  building  in  question  is  two  stories  in  height,  approxi¬ 
mately  40  ft.  by  40  ft.  in  area,  of  Class  4  construction,  lo¬ 
cated  on  a  plot  3  acres  in  area,  erected  about  100  years  ago 
and  occupied  since  February  15,  1940  as  a  stable  for  17 
horses,  riding  academy  and  trading  in  horses;  and 

Whereas,  the  lessee  was  convicted  in  Magistrates  Court 
on  September  25,  1941  for  violation  of  Section  58  of  the 
Sanitary  Code;  and 

Whereas,  the  applicant  contends  that  the  stable  is  located 
in  a  residence  use  district  and  that  no  horses  have  been 
housed  in  the  building  for  over  40  years ;  and 

Whereas,  a  communication  has  been  filed  by  the  Auburn- 
dale  Improvement  Association,  Inc.,  reading  as  follows : 

“This  Association  went  on  record  against  this  stable 
at  Northern  Boulevard  and  195th  Street,  Flushing,  and 
voted  after  Court  decisions  and  Board  of  Review  of  the 
Board  of  Health  to  bring  to  Board  of  Standards  and 
Appeals. 

In  1899,  Mr.  Samuel  Willets,  had  a  farm  and  kept 
his  horses  in  this  stable  for  his  OWN  USE  and  he 
lived  in  the  house  on  premises. 

In  1901,  he  sold  84  acres  of  this  land  to  the  New 
England  Development  Company  .for  them  to  erect 
homes,  and  Mr.  Willets  moved  to  Westbury,  L.  I. 
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Mr.  Quintard  lived  in  the  house  from  1907  to  1923, 
and  then  Mrs.  Crary  bought  the  house  and  lived  there 
until  1932.  She  then  moved  to  Westport,  near  Lake 
Champlain,  N.  Y.,  and  she  rented  the  house  to  the 
Lutheran  Church,  until  1940,  when  they  erected  their 
own  church. 

In  all  this  time  of  40  years  no  horses  were  kept  in 
this  stable  and  there  has  been  some  350  homes  erected 
on  property  in  that  time,  from  $10,000  to  $35,000  each. 
Some  50  feet  away  from  stable. 

Mr.  Willets  used  stable  for  his  private  use.  The 
Building  Department  issued  permit  for  business  pur¬ 
poses  on  residential  property,  in  February  1940.  North¬ 
ern  Boulevard  is  business  100  feet  North,  the  stable  is 
300  feet  North  of  Northern  Boulevard,  on  residential 
property,  and  in  the  bed  of  street.  This  permit  of  oc¬ 
cupancy  cannot  be  legal,  and  for  Trading,  Buying  and 
Selling  Horses. 

We  ask  your  Board  to  set  aside  or  vacate  the  Cer¬ 
tificate  of  Occupancy  issued  by  the  Housing  &  Build¬ 
ing  Department.” 

and 

Whereas,  the  Board  found  that  the  stable  in  a  residence 
use  district,  originally  constructed  as  a  building  for  stabling 
horses  accessory  to  a  private  residence  and  a  farm,  has  not 
been  occupied  continuously  since  1916  for  business  purposes 
to  justify  issuance  of  the  Certificate  of  Occupancy  in  ques¬ 
tion;  that  the  Certificate  of  Occupancy  should  be  revoked; 
and 

Whereas,  the  remedy  afforded  the  owner  is  to  apply  to 
the  Board  for  a  zoning  variance  for  consideration  on  its 
merits. 

Resolved,  that  the  appeal  be  and  it  hereby  is  granted,  re¬ 
voking  Certificate  of  Occupancy  No.  Q9980-40. 


1089-41- A 

APPLICANT — World  Camera  Exchange,  for  Intercounty 
Properties  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 550-554  Eighth  avenue  and  265- 
269  West  37th  street,  northeast  corner  (Block  No. 
787,  part  of  Lot  No.  8  and  Lot  Nos.  1  to  10),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Angela  Mousouris  and  E.  Ellis. 
For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 

THE  RESOLUTION— 

(1089-41 -A) 

Whereas,  World  Camera  Exchange,  for  Intercounty 
Properties  Corporation,  owner,  filed  on  December  17,  1941 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner;  premises  550-554  Eighth  avenue  and  265-269  West 
37th  street,  northeast  corner  (Block  No.  787,  part  of  Lot 
No.  8  and  Lot  Nos.  1  to  10),  Borough  of  Manhattan; 

Whereas,  Order  No.  26415-LC  issued  by  the  fire  commis¬ 
sioner  May  23,  1941,  reads: 

“You  Are  Hereby  Ordered  and  Required  to: 

1 — Discontinue  the  maintenance  or  operation  of  a 
still  film  laboratory  on  the  above  mentioned  premises. 

Reason  :  Building  is  not  equipped  with  an  approved 
system  of  automatic  sprinklers.  Sec.  Cl 9- 11 7.0- A. 5, 
Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  the  decision  of 
the  fire  commissioner  dated  December  8,  1941  ;  and 
Whereas,  the  applicant  states  that  the  building  is  23 
stories  (277  ft.)  in  height;  100  ft.  by  98  ft.  9  in.  in  area; 


of  Class  1  construction;  equipped  with  a  standpipe  and 
sprinkler  system ;  located  in  a  business  use  district ;  erected 
in  1926 ;  and  presently  occupied :  cellar,  photography,  3  per¬ 
sons ;  1st  floor,  photography,  3  persfins;  2nd  to  23rd  floors, 
coat  manufacturing  and  showrooms,  15%  manufacturing 
throughout  the  building;  115  persons  on  each  floor;  and 

Whereas,  the  applicant  contends  that  the  store  is  used 
for  retail  photography  and  is  separated  from  the  balance  of 
the  building  by  incombustible  materials  and  is  equipped  with 
sprinkler  heads;  that  there  are  10  heads  in  tiie  basement 
and  8  heads  on  the  first  floor  store;  that  the  photographic 
work  done  on  the  premises  consists  of  printing  and  develop¬ 
ing  of  amateur  roll  films;  that  all  machinery  used  is  of 
metal  and  the  developing  tanks  are  ceramic ;  and 

Whereas,  a  report  of  an  inspector  of  the  Division  of 
Fire  Prevention  of  the  Fire  Department  on  file  in  the 
combustible  folder  of  the  Fire  Department  indicates  that 
the  sprinkler  system  supplying  the  building  is  a  split  system 
with  the  following  sources :  two  7,500  gallon  pressure 
tanks,  one  10,000  gallon  gravity  tank,  two  6,000  gallon  grav¬ 
ity  tanks.  The  pressure  and  gravity  tanks  feed  the  system 
from  the  12th  floor  up  and  the  gravity  tanks  feed  the 
system  from  the  11th  floor  down  so  that  the  building  below 
the  11th  floor  is  deemed  to  be  equipped  with  a  one  source 
system. 

Resolved,  that  the  Order  No.  26415-LC  of  the  fire  com¬ 
missioner,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  not  more  than 
a  total  length  of  100  feet,  of  nitrocellulose  film  shall  be 
processed  per  day;  that  such  film  shall  be  stored  in  a  metal 
container ;  that  all  other  film  shall  be  of  the  nitro-cellulose 
type;  that  such  portable  fire-fighting  appliances  shall  be 
installed  as  the  fire  commissioner  shall  direct;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  rules,  laws  and  regulations  applicable  thereto,  and  that 
the  sprinkler  system  shall  be  maintained  to  the  satisfaction 
of  the  fire  commissioner. 


1 1 10-41-A. 

APPLICANT — Seelig  and  Finkelstein,  for  Case  Whitney, 
Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 92-16  Whitney  avenue,  south¬ 
east  corner  of  Benham  street  (Block  No.  1564, 
Lot  No.  4),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Harry  Finkelstein. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative:  .  0 

THE  RESOLUTION— 

(11 10-41-A) 

Whereas,  Seelig  and  Finkelstein,  for  Case  Whitney,  Inc., 
owner,  filed  on  December  29,  1941  an  appeal  from  the 
decision  of  the  borough  superintendent,  premises  92-16 
Whitney  avenue,  southeast  corner  of  Benham  street,  (Block 
1564,  Lot  No.  4),  Elmhurst,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  2797/41  dated  December  2,  1941,  reads: 

“1.  Any  roof  covering  should  be  of  incombustible 
material  in  compliance  with  sec.  10.1.16  of  the  Building 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6  stories 
(63  i ft.)  in  height,  150  ft.  by  90  ft.  in  area;  of  Class  3 
construction;  located  in  a  residence  use  B  area  district; 
erected  in  1940;  and  occupied  as  Class  A  Multiple  dwelling; 
and 
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Whereas,  a  violation  was  issued  June  30,  1941  by  the 
Division  of  Housing  for  violation  of  Section  300  and  Sub¬ 
division  2  of  Section  302  of  Multiple  Dwelling  Law  for 
erecting  wood  platform  on  the  roof  at  rear ;  and 

Whereas,  Certificate  of  Occupancy  Q-14167,  issued  Sep¬ 
tember  19,  1940,  permitted  the  existing  use  of  the  building; 
and 

Whereas,  the  applicant  contends  that  it  is  customary 
for  the  tenants  of  this  type  of  building  to  use  the  roof  as 
a  solarium;  that  in  order  to  protect  the  roof  covering  from 
being  damaged  and  to  keep  the  tenants  from  roaming  over 
the  entire  roof,  a  wood  platform  about  2500  sq.  ft.  in  area 
lias  been  laid  down  on  the  roof ;  that  the  roof  surfacing  is 
of  incombustible  material  and  the  platform  is  merely  a 
protection  for  the  roof  surfacing;  that  in  view  of  these 
facts,  it  is  requested  that  the  Board  permit  the  existing 
platform  to  remain ;  and 

Whereas,  it  appeared  that  the  wood  platform  has  been 
installed  without  permit  therefor. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  No.  2797-41,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  within  one  year  the  platform 
shall  either  be  removed  or  covered  with  an  approved  in¬ 
combustible  traffic  surfacing  in  a  manner  satisfactory  to  the 
borough  superintendent. 


58-42-A. 

APPLICANT — William  A.  Kienhle,  for  Corn  Exchange 
Bank  Trust  Compam',  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 79  Hamilton  avenue,  northeast 
corner  of  Summit  street  (Block  No.  352,  Lot  No. 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  A.  Kienhle. 

For  Administration :  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(58-42-A) 

W  hereas,  William  A.  Kienhle,  for  Corn  Exchange  Bank 
Trust  Company,  owner,  filed  January  16,  1942,  an  appeal 
from  a  decision  of  the  borough  superintendent,  premises 
79  Hamilton  avenue,  northeast  corner  of  Summit  street 
(Block  No.  352,  Lot  No.  1),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  5474-41,  dated  January  13,  1942,  reads : 
“Construction. 

Proposed  modification  of  approved  plans  constitutes 
a  deviation  from  reconsideration  granted  by  Assistant 
Chief  Engineer,  Mr.  Becker,  on  Objections  #2  and  #3, 
covering  requirements  of  Sections  6.4.1.11  Building 
Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (23.5  ft.)  in  height;  29.8  ft.  by  46.25  ft.  in  area;  of 
Class  3  construction ;  in  an  unrestricted  use  district ;  erected 
more  than  50  years  ago ;  and  occupied :  cellar,  boiler-room 
and  storage;  first  floor,  bank;  second  floor,  vacant;  third 
floor.  _  vacant ;  fourth  floor,  vacant.  It  is  proposed  to  be 
occupied :  cellar,  same ;  first  floor,  same ;  second  floor,  office 
lor  bank,  6  persons ;  and 

Whereas,  Alt.  Appl.  5474-41,  was  filed  December  22, 
1941,  to  demolish  the  third  and  fourth  floors  and  to  occupy 
the  cellar  as  boiler-room  and  storage;  first  floor  as  bank, 
7  persons;  second  floor  office  in  connection  with  the  bank, 

6  persons;  and 


Whereas,  on  December  11,  1941,  the  following  objections 
were  issued  on  Alt.  Appl.  #5474-41. 

”2.  Stairs  to  comply  with  Section  6.4.1.8.1  as  to  en¬ 
closure. 

3.  Stairs  to  comply  with  Section  6.1.11  as  regards 
extension  to  street  and  to  roof.” 

and 

Whereas,  on  January  7,  1942,  the  following  amendment 
was  filed  with  the  borough  superintendent : 

“Re:  Objection  #3 — 

Reconsideration  requested  to  allow  stairs  as  now 
shown  on  plans ;  based  on  following : — 

(a)  Occupancy  of  entire  areas  of  both  first  and  sec¬ 
ond  floors  is  by  one  tenant. 

(b)  Rear  stairs  to  run  through  from  first  floor  to 
roof  and  be  entirely  enclosed  with  fire  retarded  parti¬ 
tions,  etc. 

(c)  Very  few  persons  on  2nd  floor. 

(d)  Two  exits  to  two  different  streets  from  1st 
floor. 

(e)  Front  stairs  from  public  ^pace  of  bank  to  man¬ 
agers  office  on  2nd  floor  must  be  under  complete  control 
and  protection  of  armed  floor  officers  stationed  in  pub¬ 
lic  space;  and  cannot  extend  direct  to  street. 

(f)  Front  stairs  as  now  shown  with  enclosure  and 
door  opens  near  to  and  on  a  direct  line  with  main  first 
floor  exit.” 

and 

Whereas,  there  appears  on  such  amendment  the  following 
endorsement :  “3.  O.K.  to  accept  by  authority  of  the  Super¬ 
intendent.  S.  Becker,  1/8/42.” ;  and 

Whereas,  the  plan  referred  to  in  such  amendment  indi¬ 
cated  a  stairway  at  the  rear  extending  from  cellar  to  roof 
enclosed  in  one  hour  partitions  with  one  hour  doors  and 
the  stairway  in  question  running  from  first  floor  front  at 
the  interior  to  the  second  floor,  enclosed  in  one  hour  parti¬ 
tions  with  one  hour  doors ;  and 

Whereas  on  January  13,  1942,  an  amendment  was  filed 
with  the  borough  superintendent,  as  follows : 

“Request  reconsideration  of  the  enclosure  around  the 
stairs  from  the  first  to  second  floor  at  the  front  of  the 
public  space  and  ask  that  you  permit  leaving  the  stairs 
open  on  the  first  and  second  floor,  and  omit  the  enclos- 
sure  walls  and  doors. 

The  stairs  in  question  are  used  only  by  the  customers 
who  wish  to  see  the  manager  on  the  second  floor.  The 
interviews  are  short  and  the  traffic  on  the  stairs  is 
exceedingly  light.  The  number  of  occupants  on  the 
second  floor  will  never  be  more  than  6  and  the  stairs 
at  the  rear  which  is  enclosed  and  extends  from  the  1st 
floor  to  the  second  and  from  the  second  to  the  roof  is 
a  sufficient  means  of  egress  for  the  employees. 

The  stairs  if  open  would  be  wider  and  the  treads 
wider.  In  all  other  branches  of  the  bank  throughout 
the  city,  where  the  manager’s  office  is  on  the  second 
floor,  the  stairs  are  open. 

Revised  plan  showing  layout  of  open  stairs  is  filed 
herewith.” 

and 

Whereas,  said  amendment  showed  an  open  stairway  run¬ 
ning  from  the  interior  of  the  first  floor  to  the  second  story ; 
and 

Whereas,  on  such  amendment  the  decision  appealed  from 
was  issued ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
previously  occupied  on  the  first  floor  by  the  bank;  that  on 
account  of  violations  it  was  necessary  in  1936  to  vacate  the 
upper  floors  and  remove  the  building  from  the  tenement 
house  classification;  that  the  bank  will  occupy  the  altered 
building  on  the  first  and  second  floors ;  that  legal  stairs  will 
be  provided  from  cellar  to  roof  at  the  rear;  that  it  is  pro¬ 
posed  to  provide  an  open  stairway  at  the  Summit  street 
side  for  customers  who  desire  to  interview  the  manager  on 
the  second  floor  and  that  the  first  floor  has  two  exits,  one 
to  Hamilton  avenue  and  one  to  Summit  street;  that  both 
exits  are  close  to  the  stairs  in  question;  that  the  number 
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of  employees  on  the  second  floor  will  never  exceed  six ; 
that  the  Building  Department  requires  that  the  front  stairs 
be  enclosed  on  the  first  and  second  floor  and  the  Board  is 
requested  to  permit  the  stairs  to  be  left  open ;  that  the 
proposed  open  stairs  will  harmonize  with  the  design  of  the 
banking  room  and  be  visible  to  the  customers  who  wish  to 
use  same. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  5474-41,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  only  so  long  as 
the  building  is  occupied  as  proposed  as  a  branch  bank  and 
the  occupancy  of  the  second  floor  at  no  time  exceeds  ten 
(10)  persons,  including  patrons;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  and  the  building  shall 
not  be  increased  in  area  or  height  above  the  present  two- 
story  height. 


66-42-A. 

APPLICANT — De  Pace  and  Juster,  for  Anthony 

D’Angelo,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1245  Choctaw  place,  north 
side,  100  ft.  west  of  Seminole  avenue  (Block  No. 
4278,  Lot  No.  20),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Samuel  Juster  and  Anthony 
D’Angelo. 

For  Administration:  'I.  C.  E.  Theide,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  •  4 
Negative :  .  0 

THE  RESOLUTION— 

(66-42-A) 

Whereas,  De  Pace  and  Juster,  for  Anthony  D’Angelo, 
owner,  filed  on  January  19,  1942  an  appeal  from  the  decision 
of  the  borough  superintendent,  premises  1245  Choctaw 
nlace.  north  side,  100  ft.  west  of  SeWno'e  avenue  ( Block 
No.  4278,  Lot  No.  20),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  869/41.  dated  Tanuarv  10.  1942.  reads  : 

“4.  Frame  construction  inside  fire  limits  prohibited 
by  Sec.  4.1.2. 

Note  :  Porches  and  entrance.” 
and 

Whereas,  the  applicant  states  that  the  proposed  building- 
will  be  2j4  stories  (30  ft.)  in  height;  45  ft.  4  in.  by  33  ft. 
4  in.  in  area  at  first  floor  and  34  ft.  10  in.  by  33  ft.  4  in. 
in  area  at  second  floor ;  of  Class  3  construction ;  located  in 
a  residence  use  C  area  district ;  and  occupied  as  *a  1  family 
dwelling  with  1  car  accessory  garage;  the  attic  story  to  be 
vacant;  and 

Whereas,  the  applicant  contends  that  the  only  frame 
construction  involved  consists  of  the  rear  wood  open  porch 
and  steps,  front  entrance  feature  and  side  open  porch;  that 
this  work  is  of  ornamental  character,  typical  of  Colonial 
design  and  decoration ;  that  the  building  will  be  constructed 
of  brick  exterior  walls  and  be  used  as  a  1  family  dwelling 
and  is  not  required  to  be  fireproof  under  the  Code;  and 
Whereas,  an  examination  of  N.  B.  Applic.  869/41  filed 
with  the  borough  superintendent  indicates  that  the  proposed 
dwelling  will  be  located  on  a  lot  50  ft.  by  84  ft.  in  area  and 
will  be  set  back  from  the  Choctaw  place  building  line  a 
distance  of  15  ft.  into  which  set-back  front  entrance  and 
steps  and  bay  windows  will  project  for  approximately  10  ft. 
A  side  yard  will  be  provided  along  the  easterly  lot  line  a 
distance  of  11  ft.  2  in.  in  width  which  will  be  occupied  by 
the  garage  on  the  basement  story  and  an  open  porch  at  the 
first  story  level  to  within  8  in.  of  the  side  lot  line.  The 


main  building  will  be  set  back  from  the  easterly  lot  line  a 
distance  of  11  ft.  2  in.  A  side  yard  will  be  provided  along 
the  westerly  lot  line  4  ft.  in  width  into  which  a  chimney 
breast  will  project.  The  rear  yard  will  be  35  ft.  8  in.  in 
depth,  except  for  the  projection  of  the  rear  frame  porch 
for  a  distance  of  6  ft.  with  3  ft.  steps  leading  thereto. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.  B.  Applic.  No.  869-41,  Objection  No.  4,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  as  to  the  wood  construction  on  the  open  porch  to 
the  north,  on  condition  that  no  building  or  structure  is 
placed  on  the  adjoining  lot  to  the  north  within  a  distance 
of  20  feet  from  the  common  lot  line;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


70-42-A. 

APPLICANT — Anna  Bruno,  adjoining  property  owner. 
OWNER  OF  PREMISES — Larenceville  Realty  Company, 
Incorporated. 

LESSEE  OF  PREMISES— Bulova  Watch  Company. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Permit  No.  N.  B. 

.  6190-41. 

PREMISES  AFFECTED — 62-10  Woodside  avenue,  east 
side  of  62nd  street,  200  ft.  south  of  Woodside 
avenue  (Block  No.  1337,  Lot  No.  27)  Woodside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Henry  S.  Salomon  and  Joseph 
Bruno. 

For  Opposition :  George  Cohen  and  William  Ketr. 
For  Administration :  Aaron  Halpem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(70-42-A) 

Whereas,  Anna  Bruno,  adjoining  property  owner,  filed 
oil  January  20,  1942  an  appeal  from  the  decision  of  the 
borough  superintendent  refusing  to  revoke  N.  B.  Permit 
6190-41 ;  premises  62-10  Woodside  avenue,  east  side  of  62nd 
street,  200  ft.  south  of  Woodside  avenue  (Block  No.  1337, 
Lot  No.  27),  Woodside,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  23,  1941,  refusing  to  revoke  permit  to 
build,  reads  : 

“Receipt  is  acknowledged  of  your  letter  of  December 
20th  regarding  the  above  application.  Please  be  ad¬ 
vised  that  after  a  study  of  your  letter  and  the  con¬ 
templated  construction  I  do  not  feel  that  the  Depart¬ 
ment  has  been  in  error  either  in  the  approval  of  the 
plans  or  the  issuance  of  the  Permit  to  Build.  I  must 
therefore  refuse  your  request  to  revoke  the  Permit  lo 
Build,  as  you  request.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  in  height;  approximately  30  ft.  by  100  ft.  in  area; 
located  in  a  residence  use  B  area  district;  and  proposed  to 
be  occupied  as  rest  and  recreation  room  in  conjunction  with 
the  adjoining  factory  building;  and 
Whereas,  the  applicant  contends  that  the  Bulova  Watch 
Co.,  as  lessee,  proposes  to  erect  in  a  residence  district  a 
building  to  be  used  in  conjunction  with  its  adjoining  factory 
building;  that  the  granting  of  a  permit  by  the  Building 
Department  for  the  erection  of  a  building  for  the  use  in 
question  is  in  violation  of  the  zoning  restrictions ;  that  at 
the  time  the  application  for  permit  to  build  was  made  to 
the  Building  Department  it  was  rejected  by  the  Examiner 


154 


MINUTES 


tid  subsequently  approved  by  the  borough  superintendent 
pon  information  furnished  by  the  lessee  that  the  building 
as  of  a  temporary  nature  and  that  under  a  lease  with 
le  owner  the  lessee  was  required  to  remove  the  building 
t  the  termination  of  the  lease ;  that  it  is  proposed,  how- 
ver,  to  erect  a  permanent  building ;  that  it  is  alleged  by 
le  lessee  that  the  building  is  to  be  used  as  a  recreation  or 
est  room  for  its  employees,  from  which  it  can  readily  be 
ten  that  it  will  be  used  solely  for  business  purposes  and 
1  conjunction  with  the  main  factory  building;  that  in  view 
f  these  facts  it  is  respectfully  requested  that  the  permit 
■>  build  be  revoked ;  and 

Whereas,  this  appeal  was  the  subject  of  a  report  of  a 
ommittee  of  the  Board,  which  report  reads : 

REPORT  OF  COMMITTEE. 

February  8,  1942. 

Re:  Cal.  No.  70-42-A. 

Premises  E.  S.  of  62nd  street,  200  ft.  south  of 
Woodside  avenue,  Woodside,  Queens. 

This  is  an  appeal  brought  by  an  adjoining  owner, 
located  at  40-23 — 62nd  street,  whose  residential  building 
it  is  claimed  would  be  affected,  to  revoke  a  permit  to 
build,  issued  upon  approval  of  plans  filed  on  November 
19,  1941,  with  the  Borough  Superintendent  of  the  De¬ 
partment  of  Housing  and  Buildings  for  the  Borough 
of  Queens,  under  N.  B.  Application  No.  6190  of  1941. 

The  plans  and  application  were  approved  on  Decem¬ 
ber  4,  1941,  and  Permit  No.  6583  of  1941  was  issued  on 
the  same  day.  A  violation  was  issued  on  November 
28,  1941,  No.  3230  of  1941,  for  proceeding  to  erect 
building  without  approval  or  permit. 

The  premises  are  part  of  a  large  plot,  known  as 
Block  No.  1337,  Lot  No.  27,  on  the  south  side  of  Wood- 
side  avenue,  and  between  63rd  and  62nd  streets.  The 
plot  is  irregular,  having  a  depth  along  63rd  street  of 
approximately  104  ft.  and  along  62nd  street  approxi¬ 
mately  215  ft.  The  frontage  along  Woodside  avenue  is 
zoned  for  business  use  for  a  depth  of  100  ft.  Along 
the  frontage  of  Woodside  avenue  is  a  factory  building, 
4  stories  in  height  and  with  an  overall  depth  as  indi¬ 
cated  on  records  filed  with  the  Board  under  Cal.  No. 
367-37-A  of  under  100  ft.  This  factory  is  occupied  by 
the  American  Standard  Watch  Company,  or  the 
Bullova  Watch  Company,  under  a  lease  from  the 
owners,  Lawrenceville  Realty  Company. 

Beyond  the  business  area,  100  ft.  deep,  and  to  the 
south  along  62nd  street,  the  area  is  zoned  for  residence 
use,  B  area.  In  the  residential  area  it  is  proposed  to 
erect  a  structure  termed  a  “garden  shelter”,  2  stories  in 
height,  for  an  occupancy  of  200  females.  The  location 
is  at  the  extreme  southerly  portion  of  Lot  No.  27  and  is 
placed  so  as  to  be  along  the  southerly  lot  line  and  the 
easterly  lot  line  with  no  side  yard  to  the  south  nor  rear 
yard  to  the  east,  except  for  a  space  of  6"  along  each 
line.  The  building  is  described  as  having  the  following 
dimensions:  30  ft.  front,  56  ft.  deep,  32  ft.  in  height 
above  curb  and  with  an  area  at  street  level  of  1856 
sq.  ft.  The  plans  filed  agree  substantially  with  these 
dimensions  except  as  to  depth,  which  is  shown  64  ft. 
instead  of  56  ft.  The  construction  is  Class  III  with 
masonry  enclosing  walls,  a  basement  floor  partly  out  of 
grade  and  a  first  floor  with  a  gable  roof  supported  by 
trusses.  The  open  floor  area  on  each  floor  contains 
approximately  1.500  sq.  ft.,  with  a  large  fireplace  at  the 
cast  end  on  each  floor  and  an  interior  connecting  stair. 

The  plans  upon  examination  on  November  28th,  1941, 
brought  an  objection  from  the  Plan  Examiner,  reading: 
“The  erection  of  a  business  building  in  a  residence  dis¬ 
trict  is  contrary  to  Article  II,  Section  3,  of  the  Build¬ 
ing  Zone  Resolution.  Not  further  considered.”  On 
December  1st,  the  architect  requested  reconsideration, 
filing  a  letter  dated  December  1st,  written  by  the  Bul¬ 
lova  Watch  Company,  setting  forth  inter  alia  that  “this 
building  is  intended  for  the  use  of  the  girl  employees 
at  our  plant  and  its  purpose  is  to  provide  a  quiet,  con¬ 


genial  atmosphere  where  these  girls  may  relax  at  in¬ 
tervals  during  the  day  as  a  relief  from  fatigue  caused 
by  the  very  exacting  nature  of  the  work  *  *  *.”  “It 
is  our  understanding  with  the  owner  *  *  *  that  the 
entire  building  will  be  demolished  at  the  termination  of 
our  lease  *  * 

Upon  the  representations  made,  the  Borough  Su¬ 
perintendent  overruled  the  Examiner,  stating  in  Memo, 
of  December  1,  1941 : — “I  feel  that  this  may  be  accepted 
as  appropriate  for  residence  district  with  proper  re¬ 
quirement  for  yards,  etc.,  under  Zoning  Resolution,  also 
with  understanding  that  building  is  of  temporary  nature 
and  is  to  be  demolished  at  end  of  lease.” 

At  the  hearing  it  was  stated  that  the  present  lease  ex¬ 
pires  within  ten  years. 

In  the  opinion  of  the  Committee,  the  Borough  Super¬ 
intendent  was  without  power  to  permit  this  building  as 
a  temporary  building  under  any  provision  of  the  Build¬ 
ing  Code  within  a  residence  district.  Section  C26-543.0 
— Miscellaneous  Wood  Frame  Structures — could  not  be 
relied  upon  to  permit  a  building  of  this  type  and  use  as 
proposed,  even  if  constructed  of  frame.  This  building  is 
Class  III  construction  with  masonry  walls  and  not  of 
a  temporary  nature.  The  statement  that  the  building 
would  be  removed  at  the  end  of  the  lease  should  not 
have  been  relied  upon.  There  appears  to  have  been  no 
statement  in  the  Department’s  record  as  to  the  term  of 
the  lease. 

This  permit  cannot  be  justified  as  a  proper  one  to 
issue  in  compliance  with  the  Zoning  Resolution.  As 
stated  by  #the  lessee,  the  building  is  intended  as  an 
adjunct  of  the  factory  adjoining  on  the  same  lot  with 
the  business  use  district.  The  purpose  is  commendable 
but  the  building  and  use  are  none  the  less  an  extension 
of  the  business  use  into  the  more  restricted  district. 
The  use  is  not  a  club  within  the  meaning  and  intent  of 
Article  II,  Section  3,  Subdivision  2  of  the  Zoning  Reso¬ 
lution. 

The  application  should  have  been  denied  by  the  Bor¬ 
ough  Superintendent  and  an  application  presented  to 
this  Board  for  a  zoning  variance  for  consideration  on 
its  merits. 

The  Committee  recommends  that  the  appeal  be  granted 
and  the  permit  set  aside  without  prejudice  to  the  sub¬ 
mission  to  this  Board  of  an  application  for  a  zoning 
variance,  based  on  a  new  determination  of  the  Borough 
Superintendent  that  the  proposed  building  and  use  are 
contrary  to  Article  II,  Section  3,  of  the  Zoning  Reso¬ 
lution. 

( Sgd. )  HARRIS  H.  MURDOCK, 

Chairman, 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 

JOHN  E.  GUNN, 

Committee. 

and 

Whereas,  this  report  recommended  that  this  appeal  should 
be  granted. 

Resolved,  that  the  appeal  be  and  it  hereby  is  granted,  re¬ 
voking  N.  B.  Permit  No.  6190-41. 


72-42-A. 

APPLICANT — Lauritz  Lauritzen,  for  William  F.  Doughty, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 51-53  Dupont  street,  north 
side,  45  ft.  east  of  Franklin  street  (Block  No. 
2487,  Lot  Nos.  80  and  81),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant :  Lauritz  Lauritzen. 

For  Administration:  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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MINUTES 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(72-42- A) 

Whereas,  Lauritz  Lauritzen,  for  William  F.  Doughty, 
owner,  filed  on  January  21,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent;  premises  51-53  Dupont 
street,  north  side,  45  ft.  east  of  Franklin  street  (Block 
No.  2487,  Lot  Nos.  80  and  81),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  3347-41  dated  January  15,  1942,  reads: 

“2.  A  high  temperature  chimney  in  accordance  with 
Section  11.3.8  is  required.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (16  ft.)  in  height;  33  ft.  4  in.  by  97  ft.  4  in.  in  area; 
of  Class  3  construction;  located  in  an  unrestricted  use  dis¬ 
trict;  erected  in  1928;  and  used  for  a  garage  from  1929 
to  1940 ;  and  since  1940  for  storage  of  metals,  5  persons.  It 
is  proposed  to  be  used  for  the  storage  and  smelting  of 
non-ferrous  metals,  5  persons;  and 

Whereas,  the  applicant  further  states  that  it  is  proposed 
to  install  an  oscillating  type  smelting  furnace  vented 
through  a  small  opening  in  the  charging  door  on  the  top 
of  the  furnace;  that  due  to  the  fact  that  the  vent  travels 
through  an  arc  of  several  feet  and  that  it  is  also  part  of 
the  charging  door,  it  is  impossible  to  operate  the  furnace 
with  the  chimney  and  that  the  installation*  of  a  chimney 
would  defeat  the  purpose  of  smelting;  and 

Whereas,  the  applicant  contends  that  several  of  these 
smelting  furnaces  have  been  installed  without  flues  in  the 
City  of  New  York;  that  in  lieu  of  connecting  to  flue  as 
required,  it  is  proposed  to  install  a  hood  over  the  smelter 
leading  to  outer  air  to  carry  escaping  fumes. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Building  Notice  No.  3347-41,  Objection  No.  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  flue  shall  be  installed  and 
maintained  substantially  as  shown  and  that  on  the  ceiling 
around  the  opening,  for  a  distance  of  at  least  3  feet  in  all 
directions,  shall  be  protected  with  fire-retarding  installed 
in  a  manner  satisfactory  to  the  borough  superintendent ; 
that  no  additional  furnace  other  than  the  one  proposed  shall 
be  installed;  that  the  present  gasoline  storage" system  shall 
be  purged  and  tested  by  the  fire  commissioner  and  the 
thread  on  the  fill  pipe  changed  in  compliance  with  the 
requirements  for  fuel  oil,  so  that  the  entire  system  com¬ 
plies  with  the  Oil  Burner  Rules  of  the  Board  for  the  pro¬ 
posed  use ;  that  the  gasoline  service  pump  shall  be  removed ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto 
and  that  the  present  certificate  of  occupancy  shall  be  can¬ 
celled  and  a  new  certificate  issue  for  the  proposed  use. 


606-32-A. 

APPLICANT — Castle  Hill  Estate,  Incorporated,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — Castle  Hill  avenue  and  Pugs- 
ley’s  Creek  (Block  No.  None),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  H.  S.  Sayers,  Jr.,  Geo.  W.  Scheide- 
mann  and  Edward  Booth. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 


THE  RESOLUTION— 

(606-32-A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises  Castle  Hill  avenue 
and  Pugsley’s  Creek,  Borough  of  The  Bronx,  was  granted 
by  the  Board  April  25,  1933,  on  certain  conditions,  and 
applicant  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  25,  1933,  sc 
that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  order  and  decision  of  the  fire 
commissioner  be  and  they  hereby  are  modified  and  the 
appeal  be  and  it  hereby  is  granted,  as  to  Order  No. 
68490-LC,  to  permit  the  installation  and  operation  of 
the  chlorine  system  as  indicated  on  the  plans  filed  with 
this  appeal,  marked  ‘Received  December  8,  1932,’ 
which  plans  being  the  plot  plan  and  other  detail  plans, 
on  condition  that  at  no  time  shall  there  be  more  than 
two  100-pound  tanks  of  chlorine  and  not  more  than  one 
100-pound  tank  of  ammonia  on  the  premises;  that  these 
tanks  shall  be  installed  in  a  building  constructed  of 
fireproof  material  with  an  open  sprinkler  head  on  the 
ceiling  controlled  by  a  valve  outside  of  the  building 
properly  marked ;  that  the  operator  in  charge  shall 
obtain  and  carry  a  certificate  of  fitness  issued  by  the 
fire  commissioner;  that  the  equipment  and  reservoir 
shall  be  surrounded  with  woven  wire  fence,  not  less 
than  9  ft.  in  height,  constructed  and  located  as  shown 
on  the  plans  attached  and  filed  with  this  appeal ;  that  the 
gates  in  the  fence  shall  be  kept  locked;  that  the  tanks 
shall  be  kept  fully  submerged  in  water  at  all  times,  and 
granted  only  so  long  as  conditions  remains  unchanged 
and  the  equipment  complies  with  the  rules  of  the  fire 
department  in  all  other  respects. 

Resolved  further,  that  during  the  emergency,  the 
amount  of  chlorine  may  be  increased  to  five  (5)  IOC 
pound  tanks  on  condition  that  the  requirements  of  this 
resolution  shall  be  complied  with  in  all  other  respects; 
that  the  submerging  tanks  shall  be  enlarged  as  may  be 
necessary  to  accommodate  the  additional  tanks ;  that  nc 
chlorine  shall  be  kept  on  the  premises  except  during 
the  time  that  the  pool  is  in  operation.” 


348-34-A. 

APPLICANT — Samuel  Rosenblum,  for  The  Mantrose  Cor 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  anc 
extension-  of  permit — re  Appeal  from  an  order  oi 
the  fire  commissioner. 

PREMISES  AFFECTED— 136  41st  street,  south  side,  24( 
ft.  east  of  First  avenue  (Block  No.  716,  Lot  No 
20),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  1 
Negative:  .  ( 

THE  RESOLUTION— 

(348-34-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  com 
missioner,  affecting  premises  136  41st  street,  south  side,  24( 
ft.  east  of  First  avenue  (Block  No.  716,  Lot  No.  6),  Bor 
ough  of  Brooklyn,  was  granted  by  the  Board  June  18,  1935 
on  certain  conditions,  the  resolution  amended  November  19 
1935,  December  1,  1936,  January  11,  1938,  January  17,  1939 
January  30,  1940  and  February  4,  1941,  and  applicant  re 
quested  a  further  extension  of  permit. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  the  resolution  adopted  on  June  18,  1935,  as 
ist  amended  February  4,  1941  so  that  as  amended,  this  por- 
on  of  the  resolution  shall  read : 

“that  this  modification  may  continue  for  one  year  from 
the  date  of  this  amended  resolution." 


VARIATION  OF  THE  LABOR  LAW. 

34-41-S. 

APPLICANT — John  Crescimanno,  owner. 

UBJECT — Application  reopened  and  restored  to  calendar, 
December  9,  1941 — re  Variation  of  the  labor  law 
as  cited  in  an  order  and  a  decision  of  the  fire  com¬ 
missioner  (previously  dismissed  for  lack  of  prose¬ 
cution). 

'REMISES  AFFECTED— 238-240  Melrose  street,  south 
side,  100  ft.  east  of  Central  avenue  (Block  No. 
3164,  Lot  No.  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  John  Crescimano  and  Charles  G. 
La  Bella. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

.CTION  OF  BOARD — Application  granted  on  condition. 
'HE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

'HE  RESOLUTION— 

( 1 34-41-S ) 

Whereas,  this  application  for  a  variation  from  the  re- 
uirements  of  the  Labor  Law  as  cited  in  an  order  and  deci- 
on  of  the  fire  commissioner,  premises  238-240  Melrose 
reet,  south  side,  100  ft.  east  of  Central  avenue  (Block 
ro.  3164,  Lot  No.  10)  Borough  of  Brooklyn,  was  dismissed 
y  the  Board  April  1,  1941,  due  to  the  rescindment  of  the 
rder;  and 

Whereas,  John  Crescimanno,  owner,  requested  reopening 
f  the  appeal  and  consideration  by  the  Board  in  view  of  a 
ew  order  of  the  fire  commissioner;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
oard  December  9,  1941,  subject  to  usual  procedure;  and 
Whereas,  Order  No.  6944-LF  issued  by  the  fire  com- 
issioner  July  28,  1941,  reads : 

“1.  Arrange  iron  bars  on  all  windows  of  1st  floor  so 
as  to  be  readily  movable  or  removable  from  both  sides 
in  such  a  manner  as  to  afford  the  free  and  unobstructed 
use  of  such  windows  for  the  purpose  of  egress  as  per 
Section  272  of  Labor  Law.” 
id 

Whereas,  the  decision  of  the  fire  commissioner  dated 
ovember  6,  1941  reads : 

“We  are  in  receipt  of  your  communication  of  October 
28,  1941,  wherein  you  request  that  item  #1  of  order 
#6944-LF  be  rescinded. 

“You  are  advised  that  your  request  must  be  denied 
for  the  reason  that  this  item  has  been  issued  under  a 
mandatory  provision  of  the  State  Labor  Law  and  the 
Fire  Commissioner  is  without  authority  to  make  any 
modification  of  this  statute.” 
id 

Whereas,  the  applicant  states  that  the  building,  is  4 
ories  (44  ft.  6  in.)  in  height;  45  ft.  by  96  ft.  in  area,  of 
lass  3  construction;  erected  in  1915;  and  occupied  for  the 
anufacture  of  clothing,  15  persons  on  the  first  floor,  18  on 
ie  2nd,  25  on  the  3rd  and  28  on  the  4th.  No  certificate 
occupancy  has  been  issued.  An  interior  alarm  has  been 
stalled.  The  building  is  provided  with  2  interior  stair- 
ays,  one  in  the  front  and  one  in  the  rear.  These  stairs 
ffend  to  roof  bulkhead,  lead  direct  to  the  street  and  are 


4  ft.  8  in.  wide,  of  iron  structure,  with  slate  treads  and 
enclosed  with  brick  and  also  equipped  with  fireproof  doors. 
There  are  24  windows  affected  on  the  first  floor.  This 
floor  is  provided  with  2  exits  opening  at  the  street  level  in 
front  of  the  premises  and  a  fire  tower  exit  at  the  rear 
which  leads  to  open  passageway  5  ft.  wide  leading  to  the 
street;  and 

Whereas,  the  applicant  contends  that  compliance  with 
the  order  of  the  fire  commissioner  will  not  bring  about 
the  result  contemplated  by  Section  272  of  the  Labor  Law; 
that  the  windows  on  the  rear  wall  of  the  first  floor  have 
vertical  iron  bars  on  the  inside  as  indicated  on  plans  filed 
with  this  application ;  that  these  windows  are  glazed  with 
plate  glass  with  wire  mesh  and  are  constructed  in  such  a 
manner  as  to  afford  light  and  ventilation;  that  the  only 
portions  of  the  windows  which  are  opened  are  approxi¬ 
mately  18  in.  by  18  in.  in  area;  that  since  these  openings 
are  too  small  for  ingress  or  egress,  the  removal  of  the 
bars  would  serve  no  purpose ;  that  as  to  the  removal  of  the 
vertical  iron  bars  on  the  inside  of  the  store  front  and  the 
windows  along  the  same  wall,  it  is  felt  that  the  removal 
of  such  bars  should  not  be  required  under  Section  272  as 
there^  are  2  exits  in  the  front  of  the  premises  which  afford 
sufficient  means  of  egress  in  the  event  of  fire,  especially 
due  to  the  fact  that  there  are  only  15  persons  employed 
on  this  floor ;  that  the  four  front  windows  on  the  north 
wall  should  not  be  made  to  comply  in  view  of  the  fact  that 
this  area  is  served  by  2  interior  stairs ;  that  the  windows 
on  the  south  side  of  the  premises  are  blocked  up  from  the 
outside  by  the  adjoining  building  and  even  if  these  bars 
were  removed  no  egress  could  be  had  from  these  windows ; 
that  6  windows  on  the  fii'st  floor  will  be  made  to  complv 
with  the  order  of  the  fire  commissioner;  that  should  the 
applicant  be  compelled  to  remove  the  bars  other  than  the 
6  which  it  is  proposed  to  remove,  he  would  be  unable  to 
obtain  a  tenant  for  the  first  floor  because  of  the  possibility 
of  theft ;  that  a  similar  order  was  previously  issued  by  the 
Fire  Department  and  the  tenant  of  the  first  floor  vacated 
the  premises ;  that  the  new  tenant  has  indicated  that  he  will 
vacate  the  first  floor  if  the  applicant  is  compelled  to  comply 
with  the  order. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  an  order  of  the  fire  commissioner,  No 
6944LF,  Objection  No.  1,  and  that  the  application  be  and 
it  hereby  is  < granted  on  condition  that  all  exits  as  shown 
shall  be  continued ;  that  the  bars  on  the  first  floor  windows 
of  the  west  wall  opening  upon  adjoining  premises  shall  be 
removed  on  the  six  (6)  windows  toward  the  rear  in  such 
wall;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

88-35-SA. 

APPLICANT— The  Ivraissl  Company,  Incorporated,  for 
The  Trumbull  Electric  Manufacturing  Company 
owner. 

SUBJECT— Kraissl-Trumbull  Fuel  Oil  Pump  Model  No 
522,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  dismissed 
for  lack  of  prosecution. 

THE  VOTE  Tp  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  4 

Negative :  .  q 

THE  RESOLUTION— 

(88-35-SA) 

Whereas,  Walter  Webber,  for  the  Trumbull  Electric 

Manufacturing  Company,  owner,  filed  on  April  1,  1935  an 
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application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  appliance  known  as  the  Kraissel-Trumbull 
Fuel  Oil  Pump,  Model  No.  522,  for  domestic  oil  burners; 
and 

Whereas,  this  application  was  placed  on  the  reserve  cal¬ 
endar  and  referred  to  the  engineer  of  the  board  for  test  and 
report,  October  8,  1935 ;  and 

Whereas,  the  applicant  failed  to  answer  communications 
from  the  Board  relating  to  an  inspection  and  test  of  this 
appliance. 

Resolved,  that  the  application  for  approval  be  and  it  here¬ 
by  is  dismissed  for  lack  of  prosecution. 


786-39-SA. 

APPLICANT — Peerless  Manufacturing  Corporation,  owner. 
SLTBTECT — Peerless  Gas-Fired  Floor  Furnace,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD  —  Application  for  approval  dis¬ 
missed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(786-39-SA) 

Whereas,  Peerless  Manufacturing  Corporation,  owner, 
filed  on  June  14,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Peerless  Gas-Fired  Floor  Furnace;  and 

Whereas,  the  applicant  failed  to  answer  communications 
from  the  Board. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


814-41-SA. 

APPLICANT— H.  C.  Little  Burner  Company,  Incorporated, 
owner. 

SUBIECT — H.  C.  Little  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Applicant:  W.  R.  McCurdy. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(814-41-SA) 

Whereas,  H.  C.  Little  Burner  Company,  Incorporated, 
owner,  filed  on  September  21,  1941,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  known  as  the  H.  C.  Little  Oil  Burner ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OE  COMMITTEE  ON  TESTS 

January  26,  1942. 

Re:  Cal.  No.  814-41-SA. 

Subject:  H.  C.  LITTLE  OIL  BURNER,  APPROV¬ 
AL  OF. 

The  H.  C.  Little  Burner  Co.,  Inc.  of  San  Rafael, 
California,  filed  September  21,  1941  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 


the  H.  C.  Little  Oil  Burner  under  the  provisions  ol 
C-19-57  of  the  Administrative  Code  and  the  Oil  Burnei 
Rules  of  the  Board  of  Standards  and  Appeals. 

This  is  a  natural  draft  domestic  oil  burner  suitabk 
for  installation  in  hot  water  or  steam  boilers  or  warn 
qir  furnaces.  It  is  of  the  vaporizing  pot  type.  Tin 
burner  unit  itself  consists  of  an  oblong  steel  chambei 
at  the  combustion  end  of  which  are  located  two  con¬ 
centric  cast  steel  discs.  The  oil  is  supplied  to  the 
burner  by  means  of  gravity  flow  and  the  level  of  tin 
oil  in  the  burner  is  maintained  by  a  constant  level  valve 
As  the  oil  vaporizes  it  is  mixed  with  the  air  admittec 
to  the  burner  through  the  primary  air  orifices  in  the 
burner  body.  Combustion  of  the  prepared  gases  is  thus 
formed  by  means  of  secondary  air  admitted  between  the 
burner  rings  at  the  upper  rear  end  of  the  burner. 

CONTROLS :  The  supply  of  oil  to  the  burner  is 
controlled  by  means  of  a  Detroit  lubricator  type  om 
constant  level  valve  with  an  anti-flooding  device,  as  this 
valve  has  been  approved  for  this  use.  A  Minneapolis 
Honeywell  pressuretrol  or  acquastat  is  used  depending 
upon  whether  the  system  is  for  steam  or  hot  water 
This  also  has  been  approved  by  the  Board  in  many  in¬ 
stallations.  No  flame  control  is  necessary  due  to  the 
fact  that  in  case  of  lack  of  ignition  the  constant  levc 
valve  will  trip  and  shut  off  the  supply  of  oil. 

IGNITION  :  Ignition  is  by  means  of  the  hot  wire 
type  and  is  controlled  by  means  of  a  general  electric  oi 
other  approved  type  transformer. 

The  burner  was  tested  by  the  Committee  of  the  Boare 
and  the  representative  of  the  Division  of  Combustible* 
of  the  Fire  Department  in  operation  and  its  was  found 
that  the  controls  all  functioned  as  designed.  The  burner 
was  then  shut  down  and  the  ignition  tested.  This  alsc 
was  found  to  function  property.  There  were  no  flare- 
backs  due  to  faulty  ignition  and  the  flame  was  free  ant 
clear  of  smoke  and  soot.  The  burner  has  been  approver 
by  the  Underwriters’  Laboratories,  Misc.  Petroleun 
#989,  August  15,  1941. 

As  a  result  of  the  inspection  and  test  it  is  recom¬ 
mended  that  the  H.  C.  Little  Oil  Burner  be  approved 
for  domestic  installations  with  fuel  oil  not  heavier  thar 
number  three  U.  S.  Department  of  Commerce  standards 
when  installed  in  accordance  with  this  report  and  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals,  provided  the  burner  has  a  label  permanent! \ 
affixed  reading :  “Approved  by  the  Board  of  Standard^ 
and  Appeals  for  use  in  New  York  City  under  Cal.  No 
814-41-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE. 

Commissioner 


CHARLES  M.  BLUM, 

Commissioner 


LESLIE  V.  HUBER, 

Chief  Engineer. 

CHAS.  E.  TOHNSON, 

Inspector,  Fire  Prevention  Div. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  appli¬ 
ance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  H.  C.  Little  Oil 
Burner,  on  condition  that  the  appliance  be  manufactured, 
installed,  and  labelled,  stamped  or  tagged  in  accordance  with 
the  above  report. 


1 047-41 -SA. 

APPLICANT — Irving  M.  Fenichel,  for  U.  S.  Hoffman 
Machinery  Corporation  owner. 

SUBJECT — Hoffman  140F  Safety  Dry  Cleaning  Units, 
approval  of. 
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APPEARANCES— 

For  Applicant :  Irving  M.  Fenichel. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  . .  0 

THE  RESOLUTION— 

(1047-41-SA) 

Whereas,  Irving  M.  Fenichel,  for  U.  S.  Hoffman 
Machinery  Corporation,  owner,  filed  on  December  3,  1941, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as  the  Hoffman  140F 
Safety'  Dry'  Cleaning  Units;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

December  18,  1941. 

Re:  Cal.  No.  1047-41-SA. 

Subject :  HOFFMAN  140F  SAFETY  DRY  CLEAN¬ 
ING  UNITS,  APPROVAL  OF. 

U.  S.  Hoffman  Machinery  Corporation  filed  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Hoffman  140F  Safety'  Dry  Cleaning- 
Units,  Models  Al,  A2,  Bl,  B2,  Ml,  M2  and  Ml-U, 
M2-U,  under  the  provision  of  Title  C  Fire  Prevention 
Code,  Part  1,  Art.  1,  Administrative  Code. 

DESCRIPTION  OF  UNITS 

The  Hoffman  140F  Safety'  Dry  Cleaning  Unit  con¬ 
sists  of : 

THE  WASHER 

The  washer  has  an  outer  welded  steel  shell  housing, 
claimed  to  be  leak  proof  and  provided  with  cover  doors, 
hinged  on  top,  and  placed  so  as  to  be  well  above  the 
fixed  liquid  level  and  which,  except  the  cylinder,  is 
constructed  in  its  entirety  of  metal.  Contained  within 
the  aforementioned  steel  shell  housing  is  a  cylinder 
within  which  the  wearing  apparel  or  other  textile 
fabrics  are  dry  cleaned  by  agitation  in  a  bath  of  clean¬ 
ing  solvent.  The  cylinder  rotates  in  reversing  clock 
wise  and  counter  clock  wise  directions  and  is  constructed 
of  Maple,  30"  in  diameter  by  40"  or  48"  in  lengths  and 
has  a  capacity  of  about  40  lbs.  of  wearing  apparel  or 
other  textile  fabrics.  It  is  rotated  by  a  belt  drive  for 
Models  “Al”,  “A2”,  “Bl”,  “B2”  and  by  direct  motor 
drive  for  Models  “Ml”,  “M2”  and  “M-1U”  and 
“M-2U”. 

The  units  are  equipped  with  automatic  mechanical 
controlling  devices  to  prevent  the  rise  of  liquid  above 
the  fixed  liquid  level  (about  8  or  9  inches  in  depth), 
and  with  cover  door  latching  device  so  designed  as  to 
prevent  escape  of  solvent  while  the  cylinder  is  in 
operation  and  the  said  cover  is  closed,  and  with  sight 
glasses,  installed  in  the  solvent  lines  connected  to  the 
washer,  so  that  the  operator  can  determine,  by  the 
color  of  the  solvent  passing  through  the  sight  glass, 
whether  the  articles  in  the  washer  have  been  sufficiently 
dry  cleaned,  thereby  eliminating  the  necessity  of  open¬ 
ing  the  washer  during  its  operation,  for  the  purpose  of 
such  determination. 

THE  EXTRACTOR 

Hie  extractor  is  used  for  the  purpose  of  extracting 
solvent,  from  wearing  apparel  or  other  textile  fabrics, 
bv  centrifugal  force  after  such  wearing  apparel  or  other 
textile  fabrics  have  been  dry  cleaned  in  the  washer 
and  transferred  to  the  revolving  extractor  basket 


within  the  outer  shell  of  the  extractor.  It  is  designed 
of  sturdy  construction  and  securely  anchored  to  fioor 
and  has  an  outer  casing  which  is  constructed  of  cast 
iron,  is  made  leak  proof  and  houses  a  rotation  basket, 
and  is  provided  with  a  cast  aluminum  lid  or  cover, 
perforated  to  permit  ventilation,  which  must  be  fully 
closed  before  power  can  be  applied  and  which  cannot 
be  lifted  or  opened  until  the  rotation  of  the  basket 
has  been  completely  stopped.  It  is  supplied  with  an 
extractor  basket,  either  20"  or  26"  in  diameter  which 
is  held  in  place  by  a  revolving  vertical  shaft  or  spindel 
constructed  in  the  following  manner : 

Bottom — One  piece’  machined  steel  casting,  tinned 
copper  covered. 

Side  walls — heavy  perforated  tinned  copper,  rein¬ 
forced  with  metal  bands  at  close  spacing  and 
riveted  to  the  bottom. 

Top — is  made  of  a  non-ferrous  metal,  curbed  to  pre¬ 
vent  escape  of  liquid  over  top,  is  reinforced  with 
a  spun  and  soldered  steel  ring  and  is  riveted  to 
side  walls. 

The  operating  features  are  as  follows : 
capacities  :  when  20"  diameter — 25  lbs. 

when  26"  diameter — 50  lbs. 
depth  of  :  when  20"  diameter — 11  inches 
when  26"  diameter — 12  inches 
rotates  :  when  20"  diameter — at  1500  r.p.m. 

when  26"  diameter — at  1350  r.p.m. 

Each  unit  is  equipped  with  drain  through  which  the 
extractor  solvent  flows  by  gravity  to  the  extractor 
drain  tank.  The  units  are  belt  driven  for  Models 
“Al”,  “A2”,  “Bl”  and  “B2”  and  direct  motor  driven 
for  Models  “Ml”,  “M2”  and  “M-1U”  and  “M-2U”. 

THE  1 UMBLER  (Safety  Dry  Cleaning  Tumbler) 

The  tumbler  is  used  for  the  purpose  of  removing, 
by  air  drying,  the  solvent  remaining  in  the  apparel  after 
centrifugal  extraction  and  handles  a  maximum  load 
of  up  to  40  lbs.  of  wearing  apparel  or  other  textile 
fabrics.  The  tumbler  is  provided  with  a  cylinder,  into 
which  the  wearing  apparel  or  other  textile  fabrics 
are  placed  for  air  drying  which  is  enclosed,  for  three- 
quarter  of  its  periphery,  by  a  steel  shell  which  is  welded 
to  interior  of,  14  gauge  galvanized  steel,  tumbler 
housing  and  perforated  to  permit  the  passage  of  air 
through  it.  Each  tumbler  has  a  diameter  of  36"  and 
is  30"  in  length  and  rotates  clockwise  and  counter 
clockwise,  at  the  rate  of  40  r.p.m.,  reversing  its  rota¬ 
tion  at  the  rate  of  six  times  per  minute.  They  are 
provided  with  hinged  doors  at  front  of  tumbler  hous¬ 
ing  which  doors  must  be  tightly  closed  before  the 
tumbler  operation  can  be  started.  An  air  intake  opening 
on  top  of  outer  shell  and  each  tumbler  has  two  banks  of 
steel  pipe  coils,  contained  in  a  10  gauge  metal  en¬ 
closure,  at  rear  of  outer  shell  with  an  exhaust  fan, 
enclosed  in  sheet  steel  housing,  at  rear  and  bottom  of 
tumbler.  The  fan  operates  at  3450  r.p.m.  and  causes 
a  down  draft  suction,  through  the  tumbler,  at  the  rate 
of  1145  c.f.rrr.,  the  air  at  room  temperature  entering 
at  the  air  inlet  and  traveling  through  the  heating  coils, 
then  through  the  perforated  cylinder  to  the  fan,  and 
then  through  a  10"  metal  duct,  connected  to  the  fan 
and  extended  to  the  outer  air.  The  clothes  in  the 
cylinder  being  thereby  dried  by  the  heated  air  flow. 
Each  tumbler  is  provided  with  overload  and  low  voltage 
protection  for  all  starters  and  is  designed  to  operate  in 
either  single  cycle  or  three  cycle  operation  as  follows : 
The  Single  Cycle  O  peration :  is  employed  with  drying 
of  fine  and  delicate  textile  fabrics  such  as  silks  and 
similar  sensitive  materials,  the  temperature  within  the 
tumbler,  during  the  entire  period  of  this  operation, 
being  automatically  maintained  at  not  over  125  °F. 

The  Three  Cycle  Operation:  is  employed  in  connec¬ 
tion  with  drying  of  woolens  and  similar  textile  fabrics. 
The  first  cycle  of  this  operation  continues  for  a 
period  of  10  minutes,  during  which  time  the  tem¬ 
perature  in  the  cylinder  is  automatically  controlled 
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so  as  not  to  exceed  126.5  °F.  During  this  period 
practically  all  of  the  solvent  is  removed  from  the 
articles  being  dried  except  some  relatively  faint  traces 
which  require  higher  temperatures  and  which  are 
removed  during 

The  second  cycle  when  the  temperature  of  the  in¬ 
terior  of  the  tumbler  is  brought  above  the  flash  point 
of  the  solvent,  by  the  functioning  of  the  motor  con¬ 
trolled  valve  in  the  steam  line,  which  admits  a  greater 
supply  of  steam  to  the  heating  coils,  for  a  prede¬ 
termined  period  of  between  10  and  20  minutes.  At  the 
termination  of  this  period,  the  steam  supply  to  the 
heating  coils  is  automatically  reduced  and  the  tumbler 
operation  enters 

The  third  cycle  or  cooling  off  period,  the  termination 
of  which  occurs  when  the  temperature  in  the  cylinder 
has  cooled  to  125  °F  (or  lower)  at  which  time  the 
tumbler  doors  may  be  opened  and  the  dried  load  may 
be  removed. 

Each  unit  is  equipped  with  an  automatic  electric 
selector  switch  for  use  in  connection  with  the  setting 
of  the  operation  of  the  tumbler  for  either  the  single 
or  three  cycle  operation  and  is  also  provided  with  an 
automatic  electric  timing  device  with  which  the  length 
of  run  of  the  first  two  cycles  and  the  transition  from 
one  period  to  another,  during  the  three  cycle  operation, 
is  accomplished.  If  the  operation  is  interrupted,  at  any 
time,  it  becomes  necessary  to  start  the  complete  three 
cycle  operation  over  again.  An  electrical  interlock  is 
provided,  the  operation  of  which  is  controlled  by  the 
operation  of  the  fan.  In  the  event  of  failure  of  electric 
current  and  subsequent  interruption  of  the  operation  of 
the  fan,  this  interlocking  device  keeps  the  doors  of  the 
tumbler  locked  so  that  it  cannot  be  opened  until  the 
interior  of  the  cylinder  has  been  cooled  to  a  temper¬ 
ature  below  that  of  the  flash  point  of  the  solvent.  The 
operation  of  the  fan  normally  prevents  the  escape  of 
vapors  from  the  tumbler  housing  and  therefore  pre¬ 
vents  the  escape  of  vapors  from  the  tumbler  in  the 
event  that  operation  of  the  fan  is  interfered  with.  A 
“Light  Signal  System”  is  furnished  which,  during  the 
aforementioned  “three  cycle  operation”  serves  to  keep 
the  operator  informed  as  to  the  cycle  in  which  the 
tumbler  is  operating  by  means  of  colored  electric  lights, 
mounted  on  the  back  of  the  tumbler.  These  lights 
operate  automatically  and  indicate  by : 

a  red  light  that  the  operation  of  the  tumbler  is  in 
the  first  stage,  by 

a  yellow  light  when  the  tumbler  isv  in  the  second 
stage,  and  by 

the  extinguishment  of  all  lights  when  the  tumbler 
operation  is  in  the  third  or  cooling-off  stage  and 
by 

a  green  light  when  the  temperature  in  the  cylinder 
is  cooled  off  to  126.5°  F.  or  lower,  at  which  time 
the  doors  of  the  said  tumbler  are  opened  and  the 
articles  which  have  been  dried  are  removed. 

A  positive  temperature  control  is  provided  to  prevent 
the  rise  of  temperature  in  the  cylinder  above  126.5°  F. 
at  any  period  of  operation,  at  any  time,  except  during 
the  second  cycle  of  the  “three  cycle  operation”.  Such 
control  of  temperature  is  accomplished  through  an  auto¬ 
matic  reduction  of  the  steam  supply  to  the  heating 
coils,  in  the  tumbler,  by  a  thermol  sensitive  element  in 
the  air  stream.  A  steam  jet  is  provided  extending  to 
the  interior  of  the  tumbler  housing,  connected  to  the 
steam  supply  line,  and  used  for  the  purpose  of  flooding 
the  entire  interior  of  the  tumbler  with  steam  in  the 
event  of  an  electric  failure,  which  would  stop  the 
operation  of  the  exhaust  fan  during  the  second  cycle 
of  the  “three  cycle  operation”  when  the^  temperature 
of  the  interior  of  the  tumbler  is  above  125°  F.  Steam 
is  admitted  through  the  steam  jet  to  the  interior  of  the 
tumbler,  at  such  times,  by  the  action  of  .  a  weighted 
quick  opening  valve.  A  steam  whistle  is  furnished 
which  functions  and  is  controlled  automatically  the  same 
as  the  aforementioned  steam  jet  and  which  is  used 


for  the  purpose  of  warning  the  operator  of  the  unit 
that  the  electric  power  has  been  discontinued.  The 
whistle  will  continue  to  sound  until  the  operator  has 
shut  off  the  steam  supply  to  the  tumbler  thereby  re¬ 
ducing  the  temperature  in  the  tumbler.  A  motor  con¬ 
trolled  valve  is  provided  in  the  pipe  line  supplying  steam 
to  the  heating  coils,  the  action  of  which  is  controlled 
by  a  thermo  sensitive  element  in  the  air  stream  and 
which  serves  to  control  the  temperature  of  the  air 
passing  through  the  cylinder  by  regulating  the  supply 
of  steam,  as  required  to  automatically  keep  the  said 
air  at  the  predetermined  temperature. 

TANKS 

Solvent  tanks,  also  known  as  treating  tanks,  still  feed 
tanks  and  distilled  solvent  tanks,  having  a  135  gallon 
capacity,  of  cylindrical  construction  with  cone  bottoms 
and  set  upright  on  steel  legs,  of  welded  steel  construc¬ 
tion  and  designed  to  withstand  hydrostatic  pressure  of 
40  lbs.  per  sq.  inch.  The  units  are  27)4  inches  in 
diameter  with  48  inch  long  cylinder  and  60)4  inches 
high  overall,  (14  gauge  shell  and  cone  bottom  and  10 
uauge  top)  and  provided  with  dial  tvne  liquid  level 
gauge  for  observation  by  operator.  The  tanks  are 
vented  to  outer  air,  with  vent  pipes  having  return 
bends  and  are  equipped  with  overflow  piping  connection 
to  auxiliary  tank. 

These  tanks  are  used  in  connection  with  Models  A1 
and  “Bl”  for  the  purpose  of  chemical  purification  of 
solvent  by  removing  soluble  impurities  not  removed 
from  the  said  solvent  Alteration.  One  tank  being  used 
for  the  purpose  of  holding  solvent  during  the  purifica¬ 
tion  period  while  the  other  tank  is  simultaneously  used 
for  the  purpose  of  supplying  solvent,  which  has  been 
previously  treated,  to  the  washer  for  immediate  use. 
They  are  used  in  connection  with  “all  other  models” 
in  such  manner  that  one  tank  is  used  for  the  purpose 
of  holding  solvent  to  be  fed  to  the  still  for  distillation 
while  the  other  tank,  which  has  been  supplied  with  dis¬ 
tilled  solvent,  is  simultaneously  used  for  feeding  such 
distilled  solvent  to  the  washer  for  immediate  use. 

Extractor  Drain  Tank 

This  tank  is  used  principally  for  the  purpose  of  re¬ 
ceiving  the  extracted  solvent  from  the  centrifugal  ex¬ 
tractor.  It  is  cylindrical  in  shape  approximately  48" 
long  by  18"  in  diameter,  with  a  capacity  of  approx¬ 
imately  35  gallons,  and  is  located  at  rear  of  extractor. 
Each  tank  "is  constructed  of  welded  steel  construction 
and  built  to  withstand  hydrostatic  pressure  of  40  lbs. 
per  sq.  inch.  A  liquid  level  gauge  is  provided  for 
observation  by  the  operator  of  the  unit,  (dial  type 
liquid  level  gauge)  and  each  tank  is  vented  to  the 
outer  air  with  vent  pipe  having  return  bend  and  is 
equipped  with  an  overflow  line  connected  to  the  auxiliary 
tank. 

PRESSURE  FILTER 

A  pressure  filter  is  used  for  the  purpose  of  removing 
insoluble  matter  from  the  solvent  while  the  washing 
operation  is  in  progress  and  is  of  a  cylindrical  shape 
of  11  gauge  welded  steel  construction,  built  to  with¬ 
stand  a  hydrostatic  pressure  of  70  lbs.  per  sq.  inch 
when  the  covers  are  clamped  in  place  and  operates  at 
pressures  ranging  from  8  to  10  lbs.  per  sq.  inch.  .  Sol¬ 
vent  is  supplied  from  the  washer  by  a  pump  which  is 
equipped  with  a  pressure  relief  valve  set  to  limit  the 
pressure  to  35  lbs.  per  sq.  inch.  The  filter  is  47  inches 
high,  either  20  or  22  inches  in  diameter  and  set  on 
steel’  legs  either  22  or  25  inches  high  and  equipped  with 
leak  proof  lid  or  cover  on  top,  held  tightly  in  place 
with  six  hand  wheels  and  only  removed  for  the  purpose 
of  cleaning  filtering  screens  when  the  filter  is  not  in 
operation.  Each  unit  is  equipped  with  cleanout  door 
at  the  bottom  which  is  held  tightly  in  place,  by  bolts, 
so  as  to  be  absolutely  leak  proof. 
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VACUUM  STILL  ASSEMBLY  (Included  with 
Models:  “A2”,  “B2”,  “Ml”,  “M2”,  “M-1U” 
and  “M-2U”). 

A  vacuum  still  is  used  in  addition  to  pressure  Altera¬ 
tion,  for  the  purpose  of  maintaining  solvent  in  suitable 
condition  for  proper  results  in  the  event  that  chemical 
clarification  is  not  employed  and  operates  independently 
of  the  washer  under  vacuum  of  28"-  to  29"  of  mercury. 

The  assembly  consists  of  an  upright  tank,  constructed 
of  3/16"  welded  steel  plate,  18"  in  diameter,  by  60" 
high,  set  on  metal  legs.  Tank  has  been  tested  to  with¬ 
stand  hydrostatic  pressure  up  to  400  lbs.  per  sq.  inch. 
A  calandria  for  holding  the  solvent  being  provided  in 
the  said  tank  and  the  said  tank  having  welded  to  it ; 
a  preheater  chamber,  which  is  equipped  with  copper 
clad,  seamless,  steel  tubes  and  which  has  welded  to  it; 
a  condensing  tank,  which  is  equipped  with  admirality 
bronze  cold  water  pipes  and  baffle  plates,  arranged  to 
cause  a  zig-zag  flow  of  vapors  or  condensed  solvent ;  a 
vacuum  pump,  a  constant  level  valve,  float  actuated,  to 
regulate  and  maintain  a  fixed  maximum  quantity  of 
solvent  in  the  still ;  a  leak-proof  gauge  glass,  protected 
by  metal  and  safety  glass  enclosure  and  by  ball  checks 
in  the  gauge  valve  which  closes  and  prevents  entrance 
of  air  to  the  interior  of  the  still ;  sight  glasses,  having 
pyrex  glass  cylinder  clamped  between  bronze  heads  and 
with  joints  made  up  with  sheet  packing  gaskets.  Sight 
glasses  are  tested  to  withstand  a  hydrostatic  pressure  in 
excess  of  350  lbs.  per  sq.  inch;  a  strainer  in  the  suction 
line  between  the  still  feed  tank  and  the  still,  used  for 
the  purpose  of  preventing  the  passage  of  dirt;  a  vac¬ 
uum  breaker  at  the  side  of  the  still  and  piped  to  the 
outer  air  by  vent  line.  The  assembly  is  equipped  with 
a  steam  pressure  regulator  for  reducing  the  steam  fed 
to  the  still  to  the  normal  operating  pressure  which  is 
generally  less  than  one  lb.  absolute,  except  during  clean¬ 
ing  out  process  when  the  pressure  is  temporarily  in¬ 
creased  to  about  50  lbs.  per  sq.  inch.  The  still  has  a 
solvent  distillation  capacity  of  75  gallons  per  hour  and 
therefore,  sufficient  to  supply  a  normal  full  day  opera¬ 
tion  of  the  unit.  Each  unit  is  completely  piped,  with 
steel  piping,  for  interconnection  of  all  parts  and  for 
the  flow  of  solvent,  supply  of  steam  and  water  and 
so  that  the  solvent  is  never  exposed  in  connection  with 
or  during  any  part  of  the  reclamation  process. 

RAG  FILTER  (Included  with  Models  “Al”  and  “Bl”) 

Rag  filters  are  used  for  the  purpose  of  removing 
foreign  particles  from  the  solvent  being  fed  to  the 
washer  from  the  treating  tanks  and  is  so  located  and 
connected  that  the  solvent  flows,  by  gravity,  from  the 
treating  tanks  to  the  rag  filter,  and  then,  by  gravity, 
to  the  washer  which  is  partly  filled  with  rags  which 
are  used  as  a  filtering  medium  and  which  are  held  in 
place  by  a  perforated  metal  plate  which  rests  on  the 
rags.  It  is  constructed  of  16  gauge  welded  steel  with 
cone  bottom  and  welded  inlet  and  out  flanges  and  sup¬ 
ported  on  steel  tee  iron  legs  and  provided  with  loose 
fitting  type  cover  of  16  gauge  steel  not  under  pressure. 

MOISTURE  SEPARATOR  (Is  included  in  Models 
“A2”,  “B2”,  “Ml”,  “M2”,  “M-1U”  and  “M2U”) 

The  moisture  separator  is  so  connected  that  solvent 
passes  through  the  piping  from  the  still  to  and  through 
separator  to  the  distilled  solvent  and  is  used  for  the 
purpose  of  removing  moisture  from  the  said  solvent  by 
pumping  it  through  rags.  The  separator  is  constructed 
of  16  gauge  steel  and  built  to  withstand  a  hydrostatic 
pressure  of  40  lbs.  per  sq.  inch  and  equipped  with  cast 
iron  cover,  provided  with  gasket  and  kept  clamped  in 
place  as  to  make  the  moisture  separator  absolutely  leak 
proof. 

Button  Trap  (Included  in  all  Models) 

A  button  trap  is  used  for  the  purpose  of  removing 
from  the  solvent  buttons  or  other  materials  which  have 


become  separated  from  the  articles  being  cleaned  in  the 
washer  and  thereby  preventing  the  passage  of  such  but¬ 
tons  and  other  materials  to  the  pump,  and  so  located  as 
to  receive  the  solvent  from  the  washer  by  gravity,  the 
said  solvent  being  drawn  by  vacuum  from  the  said  trap 
to  the  circulating  pump ;  cylindrical  in  shape  about  9)4 
inches  in  diameter  and  30  inches  high ;  constructed  of 
16  gauge  welded  steel  except  that  the  lid  or  cover  is  of 
12  gauge  steel;  equipped  with  perforated  metal  strainer 
on  the  inside  of  the  outer  shell,  said  strainer  being  full 
height  of  the  trap;  equipped  with  loosely  fitted  lid  as  a 
cover ;  not  under  pressure. 

SOLVENT 

Solvent  characteristics  for  use  with  the  equipment  are : 

Not  less  than 
59.0  C.  (138.2  F.) 
181.0  to  198.0  C. 
(357.8  to  388.4  F.) 
Not  less  than 
234.0  C.  (453.2  F.) 
Not  less  than  0.83 
percent  by  volume 
of  air  at  an  initial 
temperature  of 
150.0  C.  (302.0  F.) 
The  cleaning  mate¬ 
rial  shall  not  heat 
spontaneously  to  a 
dangerous  extent. 

Solvent  storage  and  consumption  is  stored  or  kept  in 
total  quantities  of  not  over  270  gallons  for  each  Hoff¬ 
man  140  F.  safety  dry  cleaning  unit  and  when  used  in 
the  said  units  will  require  replacement  of  only  2.75  gal¬ 
lons  for  every  100  lbs.  (dry  weight)  of  wearing  apparel 
or  other  textile  fabrics  cleaned. 

Wiring — All  wiring  is  standard.  All  piping,  extrac¬ 
tors,  tumblers,  tanks  and  stills  are  electrically  grounded. 

All  the  foregoing  apparatus  has  been  approved  by  the 
Underwriters’  Laboratories,  Certificate  No.  MH28301 
and  MH2684. 

This  apparatus  was  inspected  and  tested  by  the  Com¬ 
mittee  on  Tests  and  by  the  representative  of  the  Divi¬ 
sion  of  Combustibles  of  the  Fire  Department  at  a  com¬ 
mercial  laundry  in  White  Plains,  New  York,  and  found 
to  conform  to  the  specifications  and  operating  conditions 
herein  set  forth. 

On  the  basis  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  Hoffman  140  F  Safety  Dry  Cleaning 
Units  be  approved  for  voluntary  use  in  New  York  City 
provided  that  the  system  is  constructed  and  installed  in 
accordance  with  the  specifications  of  the  report;  that 
the  solvent  used  have  a  flash  point  of  not  less  than 
138.20  F. ;  that  the  apparatus  be  installed  and  maintained 
with  a  clear  open  space  of  not  less  than  3  ft.  in  width 
in  all  directions  around  the  system  except  on  a  side  ad¬ 
jacent  to  a  wall;  that  for  a  distance  of  not  less  than 
4  ft.  unless  adjacent  to  a  wall  beyond  the  projected  area 
of  all  the  equipment  there  shall  be  provided  an  incom¬ 
bustible  floor  over  any  existing  combustible  floor  and 
all  combustible  partitions  within  5  ft.  of  the  equipment 
shall  be  fire-retarded  in  accordance  with  the  Rules  of 
the  Board;  that  there  shall  be  provided  in  the  ceiling 
over  the  extractor  and  tumbler  a  standard  sprinkler 
head  connected  to  the  house  water  supply  by  a  one  inch 
supply  line ;  that  each  unit  containing  solvent  shall  have 
in  white  letters  on  a  red  background  in  a  location  vis¬ 
ible  to  the  operator,  a  label  reading  as  follows:  1st  line 
— “Caution”  ;  thereafter  the  following  wording — “Sol¬ 
vent  used  shall  not  have  a  flash  point  of  less  than  138.2° 
F.”;  that  an  interlocking  device  shall  be  provided  be¬ 
tween  the  exhaust  fan  and  drying  tumbler  operating 
mechanism  so  as  to  shut  down  the  tumbler  in  case  of 
fan  failure;  that  the  operator  of  the  equipment  shall 
have  a  certificate  of  fitness  issued  by  the  Fire  Commis¬ 
sioner;  that  the  system  shall  be  installed  only  in  build- 


Flash  Point  (Tag.  closed  tester) 
Distillation  Range 
Ignition  T emperature 
Lower  Limit  of  Explosive  Range 

Spontaneous  Heating 
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ings  of  Class  1,  2  or  3  construction;  that  the  manufac¬ 
turer  of  the  equipment  shall  make  an  inspection  of  all 
equipment  at  least  twice  a  year  to  determine  whether 
specifications  are  being  lived  up  to ;  that  the  quick  open¬ 
ing  valve  control  for  steam  smothering  line  shall  be 
located  in  a  remote  place;  that  the  system  shall  have 
a  label  reading:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal.  No. 
1047-41-SA”  and  that  the  equipment  be  installed  as  a 
complete  unit,  and  no  part  thereof  shall  be  separately 
installed  in  any  other  system. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ap¬ 
pliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
•  hereby  approve  the  appliance  known  as  the  Hoffman  140  F 
Safety  Dr}'  Cleaning  Units,  on  condition  that  the  appliance 
be  manufactured,  installed,  and  labelled,  stamped  or  tagged 
in  accordance  with  the  above  report. 


1091-41-SA. 

APPLICANT — J.  J.  Gloster,  for  Vend-O-Matic  Company, 
owner  (Eagle  Automatic  Sales  Corporation,  Agent). 
SUBJECT — Vendrink  Beverage  Dispensing  Machine,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  J.  J.  Gloster. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. ...  4 

Negative:  .  0 

THE  RESOLUTION— 

(1091-41-SA) 

Whereas,  J.  J.  Gloster,  for  Vend-O-Matic  Company, 
owner,  filed  on  December  19,  1941,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  known  as  the  Vendrink  Beverage  Dispensing  Machine; 
and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

February  2,  1942. 

Cal.  No.  1091-41-SA. 

Subject:  Vendrink  Beverage  Dispensing  Machine,  ap¬ 
proval  of. 

The  Vend-O-Matic  Co.,  owner,  filed  December  19, 
1941,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  the 
Vendrink  Beverage  Dispensing  Machine. 

The  machine  is  a  self-contained  and  fully  automatic 
dispensing  unit.  It  is  76  inches  high,  20  inches  deep  and 
30  inches  wide.  It  is  mounted  on  ball  bearing  casters 
and  can  be  easily  moved. 

The  unit  houses  one  horsepower  refrigerator  mo¬ 
tor,  one  horsepower  motor  for  the  pump  and  one 
1/40  horsepower  motor  to  operate  a  mechanical  cam 
which  dispenses  a  standard  sanitary  drinking  cup  and 
lxA  ounces  of  syrup  plus  carbonated  water  from  a  bev¬ 


erage  dispensing  valve.  This  is  accomplished  by  vary¬ 
ing  the  current  in  a  100  ohm  variable  resistor  and 
rheostat. 

There  is  a  control  panel  which  controls  the  operation 
of  the  entire  unit  and  consists  of  four  switches  operat¬ 
ing  a  light  within  the  machine,  pump,  refrigeration  and 
dispensing  motor  respectively  and  are  properly  fused 
with  tamper  resistance  fuses.  Armored  cable  and  flex¬ 
ible  conduit  are  employed  as  the  wiring  method. 

This  machine  is  of  the  portable  type  and  current  is 
supplied  to  same  by  means  of  a  three-conductor  heavy 
duty  rubber  jacketed  flexible  cord,  which  is  equipped 
with  a  three-prong  plug,  the  third  wire  being  employed 
as  the  ground  wire  for  the  steel  frame-work  of  the 
machine.  The  unit  operates  on  110  volts,  60  cycle 
A.  C.,  10  amperes,  which  means  that  the  total  current 
load  of  the  system  is  less  than  10  amperes,  110  volts. 

Machine  is  equipped  with  a  Kelvinator  refrigeration 
unit  which  incorporates  the  conventional  compressed 
type  of  refrigeration.  Refrigerator  operates  with  a  % 
horsepower  motor.  It  is  thermostatically  controlled  by 
the  temperature  of  water  in  a  cooling  bath,  maintained 
at  40  degrees  fahrenheit.  Immersed  in  this  cooling  bath 
is  a  3J4  gallon  water  coil  to  which  the  thermostatic  bulb 
is  attached.  The  principle  of  the  refrigeration  is  such 
that  it  creates  an  ice  pack  around  the  refrigeration  coil, 
also  within  the  cooling  bath,  thereby  allowing  the  re¬ 
frigeration  unit  to  operate  at  a  minimum  electrical  cost. 

Also  immersed  in  the  cooling  bath  is  a  stainless  steel 
syrup  receptacle,  3J4  gallon  capacity.  From  the  syrup 
tank  the  syrup  travels  through  a  strainer,  and  goes  di¬ 
rectly  to  the  dispensing  valve.  All  syrup  in  this  ma¬ 
chine  is  under  refrigeration  at  all  times. 

A  carbonator  is  also  immersed  in  the  cooling  bath. 
This  is  made  of  a  silver  brass  casting  which  develops 
instantaneous  carbonation.  CO2  enters  the  carbonator 
through  an  elbow  at  the  top.  Water  enters  the  car¬ 
bonator  through  a  stainless  steel  strainer  and  forces  a 
diaphragm  upward,  which  opens  a  gas  valve  allowing 
the  CO2  to  enter.  The  water  and  gas  are  forced  down¬ 
ward  inside  the  cage  and  outside  the  cage  gas  tube, 
forming  the  water  into  a  tubular  shape.  Both  gas  and 
water  travel  downward  at  high  velocity  through  the 
mixing  tube  and  pass  the  round  side  base  in  the  baffle 
causing  any  free  gas  that  has  accumulated  inside  ffie 
body  of  the  carbonator  to  be  drawn  toward  the  center 
of  a  float.  Still  traveling  at  high  velocity  the  gas  and 
water  pass  downward  to  the  bottom  of  the  float  center, 
then  upward  in  the  same  tube  and  out  the  side  openings 
of  the  baffle  into  the  carbonator  base.  The  violent 
churning  action  created  in  the  float  center  tube  by  the 
jet  striking  the  bottom  and  working  upward  against  the 
incoming  jet,  does  the  actual  carbonating. 

The  cooling  bath  contains  the  following  equipment: 

1.  Refrigeration  coil 

2.  Water  coil 

3.  Thermostatic  control 

4.  Syrup  tank 

5.  Carbonator 

Installed  within  the  machine  is  a  20  pound  CO2  tank, 
manufactured  by  Liquid  Carbonic  Co.  which  is  approved 
and  standard  throughout  the  City,  to  which  is  attached 
a  pressure  regulator  set  at  85  pounds.  The  size  of  this 
tank  is  sufficient  to  carbonate  approximately  4000  drinks. 

Equipment  in  this  machine  also  includes  an  equalizer 
tank.  This  receptacle  is  made  of  brass,  tinned,  and  is 
a  part  of  the  pumping  equipment.  Its  purpose  is  to  sup¬ 
ply  a  resilient  cushion  between  the  pump  and  the  car¬ 
bonator  so  that  a  smooth  flow  of  carbonated  water  can 
be  obtained  at  all  times  and  so  that  several  cups  can  be 
drawn  between  pump  cycles.  Water  enters  the  equal¬ 
izer  tank  through  a  tee  on  the  bottom  of  the  tank. 
When  a  sufficient  supply  of  water  has  entered  the  tank 
to  raise  a  float  therein,  the  float  valve  opens  allowing 
CO2  from  the  supply  tank  to  enter  the  equalizer  tank. 
When  sufficient  gas  has  entered  to  build  the  pressure  on 
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the  pump  switch  (situated  on  top  of  the  equalizer  tank) 
to  its  cut  out  point,  the  pump  will  stop.  When  water  is 
drawn  at  the  dispensing  valve  the  water  level  in  the 
equalizer  tank  lowers  which  closes  the  gas  valve  and 
prevents  the  entrance  of  gas  to  the  tank.  The  gas  in 
the  tank  then  expands  forcing  out  the  water  until  the 
pressure  is  reduced  to  the  cut  in  point  of  the  switch. 
When  this  point  is  reached,  the  pump  will  start,  causing 
water  to  be  forced  into  the  equalizer  tank  so  as  to 
maintain  the  necessary  pressure  and  flow. 

Above  mentioned  pressure  switch  is  electrically  oper¬ 
ated  and  automatically  cuts  in  at  60  pounds  pressure  and 
cuts  out  at  75  pounds  pressure. 

The  resilient  cushion  in  the  equalizer  tank,  as  men¬ 
tioned  above  is  CO2  gas  and  is  supplied  from  the  same 
tank  of  gas  which  supplies  the  carbonator.  The  gas 
which  enters  the  equalizer  tank  is  not  wasted,  but  is 
graduall}'  absorbed  by  the  water  in  the  tank  and  sup¬ 
plied  to  the  carbonator. 

Attached  to  the  equalizer  tank  is  a  safety  spring  pres¬ 
sure  relief  valve  which  is  set  to  blow  at  120  lbs.  pressure. 

Situated  at  the  bottom  of  the  equalizer  tank  is  a 
check  valve  which  permits  water  to  be  pumped  into  the 
tank  and  to  the  water  coil  in  the  cooling  bath,  retaining 
the  same  under  pressure,  but  prevents  the  same  from 
returning  back  to  the  pump. 

The  function  of  the  pump  and  equalizer  tank  is  to 
furnish  the  necessary  pressure  to  the  carbonator.  The 
actual  mixing  of  the  gas  and  water  to  make  the  car¬ 
bonated  water  is  done  by  the  carbonator  only. 

The  machine  requires  no  external  water  connections, 
as  it  contains  a  13  gallon  capacity  water  storage  tank, 
equipped  with  a  filter.  Machine  also  is  equipped  with  a 
large  receptacle  for  any  drippings  from  dispensed 
drinks  and  also  used  for  disposal  of  used  cups,  a  slot  on 
the  door  of  machine  being  provided  for  this  purpose. 
Both  water  tank  and  waste  receptacles  are  easily  re¬ 
moved  for  cleaning  and  sanitization. 

The  automatic  serving  of  the  drink  is  controlled  by 
first  inserting  a  coin  through  a  slot  in  the  door,  which 
is  subjected  to  various  tests  by  a  slug  rejector.  If  a 
good  coin  is  selected  the  coin  falls  physically  upon  a 
switch  which  creates  an  impulse  in  another  solenoid  op¬ 
erated  switch.  This  action  causes  the  1/40  horsepower 
motor  to  start,  actuating  a  series  of  gears  which  in  turn 
cause  the  rotating  of  a  cam.  This  cam  first  presses 
against  a  release  arm  which  first  dispenses  a  cup.  As 
the  cam  rotates  it  presses  down  on  the  valve  actuating 
lever  allowing  both  syrup  and  carbonated  water  to  flow. 
As  the  cam  revolves  through  one  half  of  a  revolution, 
it  reaches  the  low  point  on  the  cam  thereby  allowing  the 
valve  to  close.  As  the  fin  on  the  cam  rotates  to  its  sec¬ 
ond  half,  it  reaches  a  high  spot  which  automatically 
raises  a  rod  attached  to  the  solenoid  switch  thereby  com¬ 
pleting  its  operation  and  cutting  off  the  circuit.  The 
cam  is  so  adjusted  that  the  dispensing  of  the  drink  is 
correctly  timed.  The  cup  drops  on  a  drain  plate  and  is 
settled  in  place  prior  to  the  time  that  the  actual  dispens¬ 
ing  takes  place.  The  valve  used  on  the  Stewart-Mc- 
Guire  “Vendrink”  machine  is  an  automatic  mixing 
faucet  and  the  syrup  and  carbonated  water  are  mixed 
in  a  blocked  tin  nozzle.  The  actuated  action  is  explained 
above,  the  amount  of  water  dispensed  being  governed 
by  an  orifice  in  the  rear  of  the  valve,  the  water  pres¬ 
sure,  and  the  cam  operation  mechanism.  With  the  water 
pressure  of  60  to  75  pounds  maintained  by  the  water 
pump  approximately  five  fluid  ounces  of  water  will  be 
dispensed. 

This  appliance  was  inspected  and  tested  by  the  repre¬ 
sentative  of  the  Committee  on  Tests  and  of  the  division 
of  combustibles  of  the  Fire  Department  on  January  19, 
1942.  Present  at  the  test  was  the  applicant  and  repre¬ 
sentative  of  the  agent. 

On  the  basis  of  this  inspection  and  test  it  is  recom¬ 
mended  that  the  Vendrink  beverage  dispensing  machine 
be  approved  for  use  in  New  York  City  under  the  pro¬ 


vision  of  C26-96F  when  installed  in  accordance  with  the 
report  and  the  provisions  of  the  Administrative  Code  as 
supplemented,  provided  that  the  device  bear  a  label  per¬ 
manently  affixed  in  an  easily  visible  and  accessible  loca¬ 
tion  reading — 

Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  #1091-41-SA  and 
for  use  under  the  provisions  of  the  Rules  as  adopted  by 
the  Fire  Commissioner  dated  June  23,  1941  Circular  #3. 

It  is  further  recommended  that  each  unit  be  serviced 
at  least  once  a  year  and  that  a  record  card  of  inspection 
be  affixed  to  each  unit  showing  such  dates  of  inspection 
and  the  name  of  the  inspector. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ap¬ 
pliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Vendrink  Bev¬ 
erage  Dispensing  Machine,  on  condition  that  the  appliance 
be  manufactured,  installed,  and  labelled,  stamped  or  tagged 
in  accordance  with  the  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL 
127-40-SM. 

APPLICANT — General  Ceramics  Company,  owner. 
SUBJECT — Ensign  GB-825  Closet  Combination,  approval 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


128-40-SM. 

APPLICANT — General  Ceramics  Co.,  owner. 

SUBJECT — Commander  GB-835  Closet  Combination,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


711-40-SM. 

APPLICANT — The  Goodyear  Tire  and  Rubber  Company, 
Inc.,  owner. 

SUBJECT — Goodyear  Rubber  Flooring,  approval  of 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  for  approval  dismissed 
without  prejudice  to  later  reopening. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  Q 
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THE  RESOLUTION— 

(711-40-SM) 

Whereas,  the  Goodyear  Tire  and  Rubber  Company, 
owner,  filed  on  June  28,1940,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  material  known 
as  Goodyear  Rubber  Flooring ;  and 

Whereas,  the  applicant  advised  the  Board  that  due  to 
the  critical  rubber  shortage  at  this  time  they  were  not 
ready  to  prosecute  the  application  for  approval. 

Resolved,  that  the  application  for  approval  be  and  it 
hereby  is  dismissed  for  lack  of  prosecution  without  prejudice 
to  later  reopening  and  consideration  by  the  Board. 


996-38-SM. 

APPLICANT— Wood  Conversion  Company,  owner. 
SUBJECT — Nu-Wood  Insulating  Fiber  Board,  approval  of. 
APPEARANCES— 

For  Applicant :  G.  J.  Marsh. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION— 

(996-38-SM) 

Whereas,  Wood  Conversion  Company,  owner,  filed  on 
November  7,  1938,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Nu-Wood  Insulating  Fiber  Board;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

January  27,  1942. 

Cal.  No.  996-38-SM 

Subject:  Nu-Wood  Insulating  Fiber  Board, 
approval  of. 

The  Wood  Conversion  Company  of  Cloquet,  Minne¬ 
sota,  filed  an  application  on  November  7,  1938,  with 
the  Board  of  Standards  and  Appeals  for  the  approval 
of  Nu-Wood  Insulating  Fiber  Board  under  the  require¬ 
ments  of  the  Fiber  Board  Insulation  Rules  of  the  Board 
of  Standards  and  Appeals. 

Nu-Wood  structural  insulation  board  is  manufac¬ 
tured  by  the  applicant  at  their  plant  located  at  Cloquet, 
Minnesota.  This  board  is  manufactured  from  wood 
fiber  produced  by  chemically  cooking  chipped  wood 
under  pressure  and  subsequently  defibering  the  chips 
in  attrition  mills.  The  chips  are  cut  from  pulp  wood 
stock  made  up  from  controlled  proportions  of  two  wood 
species.  The  chips  are  graded  to  size  and  the  accepted 
chips  are  delivered  to  rotary  digesters.  Predetermined 
quantities  of  water  and  neutral  sodium  sulfite  are  added 
and  the  wood  is  cooked  under  steam  pressure  according 
to  a  fixed  time  temperature  schedule  automatically  con¬ 
trolled  by  control  instruments.  Following  completion 
of  the  cooking  cycle  the  pressure  is  relieved  and  the 
digester  contents  are  dumped  into  a  pit  where  fresh 
clean  water  washes  the  cooked  chips  free  from  residual 
cooking  liquor  and  materials  dissolved  from  the  wood 
during  the  cooking  operation.  The  cooked  and  washed 
chips  are  fed  with  water  and  steam  to  batteries  of 
attrition  mills  and  defibered  to  finished  fiber  stock  for 
forming  into  board.  The  attrition  mills  consist  of  two 
discs  with  spurred  surfaces  rotating  in  opposite  direc¬ 
tions  at  high  speed  which  reduce  the  chips  between 
them.  The  fineness  of  the  fiber  is  controlled  by  the 
clearances  set  between  the  faces  of  the  discs,  water 


content,  and  feeding  rate.  The  several  grinders  ar 
set  so  as  to  produce  a  composite  stock  varying  i: 
particle  size  from  coarse  to  fine  in  optimum  proportion: 
and  an  optimum  degree  of  refinement  with  respect  t 
gelatinization  for  board  strength.  ’1  he  fiber  stock  i 
washed  again  to  remove  any  remaining  dissolved  matt 
rial.  A  sizing  emulsion  is  added  to  the  stock  and  se 
with  alum  to  provide  water  resistance  to  the  finishe 
board. 

A  Fourdrinier  forming  machine  is  used  to  produc 
a  wet  mat  which  is  pressed  to  thickness  and  cut  t 
an  eight  foot  width  and  lengths  up  to  twenty  fee 
The  mat  is  dried  in  a  combination  roller  and  heate 
plate  dryer,  after  which  the  board  is  cut  to  size  an 
finished  as  required.  For  boards  used  as  interior  finis 
a  decorative  coating  is  applied  prior  to  drying  an 
dried  integral  with  the  board. 

PROCESS  CONTROL  AND  CONTROL  TESTS : 

Pulp  Wood :  Proportioning  of  wood  species 

Diameter 
Age  after  cutting 
Chips  :  Grading  to  size 

Moisture  content 

Cooking  :  Proportioning  of  ingredients 

Quality  of  cooking  chemical 
Time/temperature  schedule 
Fiber  Stock  :  Particle  size  distribution 

Freeness  (rate  of  water  drainage) 
Consistency  (%  of  fibre  in 
water/ fibre  mixture) 

T  emperature 

Wet  Mat:  '%  dry  fiber  content 

Thickness 
Color 

Forming  Water :  Temperature 

Dissolved  materials 

PHYSICAL  TESTS  AND  GRADING  OF  FD 
ISHED  PRODUCTS: 

Control  tests  are  made  at  regular  intervals  to  mail 
tain  properties  of  the  board  within  the  limitatioi 
of  the  tolerances  set  by  the  manufacturer.  The 
control  tests  include  measurements  of  : 

1.  Weight 

2.  Thickness 

3.  Density 

4.  Strength 

5.  Water  absorption 

6.  Moisture  content 

7.  Color 

Inspection  of  the  surface  is  made  for  each  unit  < 
beard  produced. 

The  finished  product  is  produced  in  a  sterile  com 
tion.  Constituents  of  the  wood  most  likely 
support  rot-producing  fungi  are  substantially  r 
moved  in  the  cooking  operation  and  the  temper 
tures  the  material  is  subjected  to  in  processing 
sufficiently  high  to  destroy  any  fungi  present. 
This  material  is  manufactured  for  uses,  sizes,  thic 
nesses  and  joints  as  follows : 

Building  Board— Square  Edges  : 

Width :  4  feet,  0  inches 

Length:  6  feet,  7  feet,  8  feet,  9  feet,  10  fe< 

and  12  feet 

Thickness  :  inch  and  1  inch 

Sheathing  Board  —  Edges  Ship  Lapped  on  Loi 
Side,  Square  on  Short  Side : 

Width :  2  feet,  0  inches 

Length :  8  feet,  0  inches 

Thickness :  25/32  inch 

Sheathing  Board — Edges  Square  and  Seal  Coate 
Width :  4  feet,  0  inches 

Length :  8  feet,  9  feet,  and  12  feet 

Thickness :  25/32  inch  and  inch 
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Plaster  Base — “V”  Joint  on  Long  Edge,  Square 
Edge  on  Short  Side : 

Width :  16  inches 

Length :  48  inches 

Thickness :  J4  inch  and  1  inch 
Tile — Tongue  and  Groove  Joint  with'Beveled  Edges 
and  Beading  on  Long  Edges  of  Finished 
Surfaces : 

Width :  8  inches,  12  inches,  16  inches,  and  24 

inches 

Length :  8  inches,  12  inches,  16  inches,  24 

inches,  32  inches,  and  48  inches 

Thickness :  J4  inch  and  1  inch 
Plank  —  Tongue  and  Groove  Joint  with  Beveled 
Edges  and  Beading  on  Long  Edges  of  Fin¬ 
ished  Surfaces : 

Width:  8  inches,  10  inches,  12  inches,  and  16 

inches 

Length:  6  feet,  8  feet,  10  feet,  and  12  feet 

Thickness :  J4  inch 

Roof  Insulation — Edges  Scfuare  and  Off-Set : 
Width :  23)4  inches 

Length  :  47  inches 

Thickness:  Yz  inch,  1  inch,  1 *4  inches,  and  2 
inches 

Building  Board  has  a  rough  textured  surfa'  e  on  one 
side  and  a  fine  screen  impression  on  the  reverse  side,  is 
tinted  yellow-red  on  the  rough  surface  and  natural 
brown  on  the  reverse  9ide.  Plaster  base  and  roof  in¬ 
sulation  have  the  same  appearance  as  the  building  board 
except  the  tint  on  one  surface  may  be  absent.  The 
sheathing  board  is  laminated  two  ply  with  a  bitumastic 
coating  on  both  surfaces  and  all  edges.  Tile  and  plank 
are  finished  in  five  colors,  one  is  white  and  high  in 
brightness  for  ceiling  application,  and  the  other  four 
colors  are  a  harmonizing  group  in  the  yellow-red  range 
of  color. 

Tests  of  materials  were  made  at  the  plant  of  the 
Wood  Conversion  Company  for  conformance  with  the 
requirements  of  Rule  1  of  the  Board  Rules  on  Uses  of 
Insulating  Fiber  Board,  with  results  as  follows : 


BUILDING  BOARD  TEST 
in.  x  4  ft.  x  8  ft. 

(other  than  sheathing) 

Specification 

Requirements 

Thermal  Conductivity— B.T.U. 
per  hour  per  sq.  ft.  per  de- 

Test 

Results 

gree  F.  per  inch  thickness. . 
Thermal  Conductivity — B.T.U. 
per  hour  per  sq.  ft.  per  de- 

0.36  max. 

.328 

gree  F . 

Transverse  Strength — pounds 

Q.72  max. 

.765 

— lengthwise  . 

Transverse  Strength — pounds 

14  min. 

16.5 

— crosswise  . 

Minimum  deflection  at  ultimate 

12  min. 

15.5 

load — inches  . 

Maximum  deflection  at  ulti- 

0.25  min. 

.60 

mate  load — inches  . 

Tensile  Strength — pounds  per 

0.85  max. 

.62 

sq.  inch  . 

175  min. 

198.0 

Water  Absorption — percent  .  . 

5  max. 

2.99 

Linear  Expansion — percent  . . 

0.50  max. 

.266 

Nail  Holding  Strength  #.... 

*60# 

98.8 

:  for  uses  other  than  sheathing  this  requirement  same 
as  for  Miscellaneous  uses  under  the  rules. 


SHEATHING  BOARD  TEST 
25/32  in.  x  4  'ft.  x  8  ft. 

Specification  Test 

Requirements  Results 

Thermal  Conductivity — B.T.U. 
per  hour  per  sq.  ft.  per  de¬ 
gree  F.  per  inch  thickness..  0.36  max.  .401 


Thermal  Conductivity — B.T.U. 
per  hour  per  sq.  ft.  per  de¬ 
gree  F.  irrespective  of  thick¬ 
ness  . 

0.72  max. 

.514 

Transverse  S  t  r  e  n  g  t  h — lbs. 
lengthwise  . 

21.75  min. 

35. 

Transverse  S  t  r  e  n  g  t  h— lbs. 
crosswise  . 

18.75  min. 

39. 

Minimum  deflection  at  ulti¬ 
mate  load — inches  . 

0.25  min. 

.6 

Minimum  deflection  at  ulti¬ 
mate  load — inches . 

0.85  max. 

.6 

Tensile  Strength — pounds  per 

sq.  in .  175  min.  187.0 

Water  Absorption — percent  ..  5  max.  1.46 

Linear  Expansion — percent  ..  0.50  max.  .16 

Nail  Holding  Strength  #....  100#  113.5 

(See  Columbia  Report 
#2478  racking  test) 


PLASTER  BASE  TEST 
54  in.  x  18  in.  x  48  in. 


Thermal  Conductivity — B.T.U. 
per  hour  per  sq.  ft.  per  de- 

Specification 

Requirements 

Test 

Results 

gree  F.  per  inch  thickness.  . 
Thermal  Conductivity — B.T.U. 
per  hour  per  sq.  ft.  per  de¬ 
gree  F.  irrespective  of  thick- 

0.36  max. 

.328 

ness  . 

Transverse  Strength — pounds 

0.72  max. 

.765 

— lengthwise  . 

Transverse  Strength — pounds 

14  min. 

14.00 

— crosswise  . 

Minimum  deflection  at  ulti- 

12  min. 

16.5 

mate  load — inches  . 

Maximum  deflection  at  ulti- 

0.25  min. 

5.2 

mate  load — inches  . 

Tensile  Strength — pounds  per 

0.85  max. 

.56 

sq.  inch  . 

1 75  min. 

186.0 

Water  Absorption — percent  . . 

5  max. 

2.99 

Linear  Expansion — percent 

0.50  max. 

.266 

Nail  Holding  Strength  #  ...  . 
Bond  Strength  #  per  sq.  ft. 

70# 

110 

of  Bonded  surface  .  700#  Uncoated  952 

Starch  coated 
surface  1335. 

ROOF  INSULATION  TEST 

54  in.  x  22  in.  x  47  in. 

Specification  Test 

Requirements  Results 

Thermal  Conductivity — B.T.U. 
per  hour  per  sq.  ft.  per  de- 

gree  F.  per  inch  thickness.. 
Thermal  Conductivity — B.T.U. 
per  hour  per  sq.  ft.  per  de¬ 
gree  F.  irrespective  of  thick- 

0.36  max. 

.328 

ness  . 

Transverse  Strength — pounds 

0.72 

.765 

— lengthwise  . 

T  ransverse  Strength — pounds 

7  min. 

18.5 

— crosswise  . 

Minimum  deflection  at  ulti- 

7  min. 

17.0 

mate  load — inches  . 

Maximum  deflection  at  ulti- 

0.25  min. 

.52 

mate  load — inches  . 

Tensile  Strength — pounds  per 

1.25  max. 

.68 

sq.  in . 

100  min. 

260 

Water  Absorption — percent  . 

10  max. 

2.99 

Linear  Expansion — percent 

.266 

Nail  Holding  Strength  #.... 

60# 

93.3 

The  Committee  also  investigated  the  methods  of  anal¬ 
ysis,  control  and  check  tests  as  practiced  by  the  appli- 
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cant  and  were  satisfied  with  these  precautions.  The 
products  manufactured  were  uniform  and  suitable  for 
the  purpose. 

On  the  basis  of  the  foregoing  tests  meeting  the 
requirements  of  Rule  1,  the  committee  recommends  the 
approval  of  Nu-Wood  Insulating  Fiber  Board  in  sizes 
and  thicknesses  as  specified  herein  for  use  in  accordance 
with  the  requirements  of  Rule  2  of  the  Insulating  Fibre 
Board  Rules  of  the  Board  of  Standards  and  Appeals 
when  installed  in  accordance  with  the  requirements 
thereof  and  such  additional  requirements  as  the  manu¬ 
facturer  may  recommend  and  that  the  use  of  each 
class  of  board  shall  be  limited  to  the  uses  prescribed 
herein.  When  used  for  sheathing,  full  length  and 
width  boards  shall  be  used;  over  doorways  and  oyer 
and  under  windows  vertical  and  horizontal  2  in.  x  4  ins. 
shall  be  provided  so  as  to  afford  nailing  bases  along 
all  edges  of  the  board  so  used.  This  material  is 
shipped  in  packages  and  cartons  and  it  is  recommended 
that  each  container  be  marked,  tagged  or  labelled  as 
follows,  with  the  use  of  each  type  of  board  indicated 
and  in  addition  shall  bear  the  following  inscription, 
“Approved  for  use  in  New  York  City  by  the  Board 
of  Standards  and  Appeals  under  Cal.  No.  996-38-SM 
when  installed  under  requirements  of  the  Insulating 
Fibre  Board  Rules  of  the  Board  of  Standards  and 
Appeals.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  mate- 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Nu-Wood  Insulating 
Fiber’  Board,  on  condition  that  the  material  be  manufac¬ 
tured,  installed  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  above  report. 


673-41 -SM. 

APPLICANT— Richards-Wilcox  Manufacturing  Company, 
owner. 

SUBJECT— Richards-Wilcox  Fye-R  Ward  Fire  Door  and 
Sliding  Fire  Door  Hardware,  approval  of. 
APPEARANCES— 

For  Applicant:  Robt.  J.  Duncanson. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

Note — The  resolution  of  the  Board  relative  to  the  approval 
of  the  Richards-Wilcox  Fye-R  Ward  Fire  Door  and 
Sliding  Fire  Door  Hardware  will  be  printed  in  the 
subsequent  issue  of  the  Bulletin  after  receipt  of  a 
drawing  capable  of  reproduction  as  Fig.  1  in  such 
resolution. 


883-41-SM. 

APPLICANT— Multiplex  Manufacturing  Company,  owner. 
SUBJECT— Crispin  Air  and  Vacuum  Valves,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.,  j 
Negative :  . 

THE  RESOLUTION— 

(883-41-SM) 

Wherea-s,  Multiplex.  Manufacturing  Company,  owner,  file 
on  October  14,  1941,  an  application  with  the  Board  c 
Standards  and  Appeals  for  approval  of  the  material  know 
as  Crispin  Air  and  Vacuum  Valves;  and 
Whereas,  this  material  was  submitted  to  the  CommitU 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads:  | 

REPORT  OF  COMMITTEE  ON  TESTS 

January  23,  1942. 

Re:  Cal.  No.  883-41-SM 

Subject:  Crispin  Air  and  Vacuum  Valves,  approval  of 

The  Multiplex  Manufacturing  Company,  owner,  file 
on  October  14,  1941  an  application  with  the  Board  c 
Standards  and  Appeals  for  approval  of  the  Crispin  A: 
and  Vacuum  Valves  under  the  provision  of  C2( 
1 277.0, h,  Administrative  Building  Code. 

These  valves  are  made  in  1",  2",  3",  4",  6"  and  8 
sizes.  The  details  of  construction  and  the  mechanic; 
principle  of  the  two  units  (1"  and  2"  size)  tested  coi 
sisted  of  a  pot-shaped  cast  iron  bowl  which  was  tappe 
into  the  water  supply  lines  by  means  of  a  tee.  Withi 
the  bowl  a  brass  ball  float  closed  an  air  port  at  the  to 
of  the  unit  under  internal  hydrostatic  pressure.  Und( 
negative  pressures  the  float  drops  to  a  three  pronge 
cradle  on  the  inside  of  the  casting,  thus  permitting  th 
admission  of  air  for  the  relief  of  a  vacuum  in  the  pip> 
The  manufacturer’s  contention  that  a  2"  vacuum  breakc 
would  effectually  relieve  a  vacuum  and  prevent  siphon 
action  in  a  4"  pipe  was  not  substantiated  in  a  test  unde 
a  27j4"  Hg.  vacuum.  Both  the  1"  unit  and  the  2"  size 
however,  successfully  withstood  the  27j4  Hg.  vacuum  o 
the  1"  and  2"  size  lines  respectively  and  also  withstoo 
five  minute  duration  tests,  the  equivalent  of  23"  Hi 
vacuum  without  drawing  simulated  contaminated  wate 
back  into  the  supply  riser.  Both  units  also  successfull 
operated  under  5  pounds  residual,  effectually  closing  th 
air  ports.  In  the  opinion  of  the  Committee,  the  airporl 
should  be  equipped  with  drainage  facilities  in  that  whe 
momentarily  upon  the  seating  of  the  float,  a  slight  watt 
escapement  would  occur. 

The  test  was  conducted  at  the  vacuum  bench  of  th 
Department  of  Water  Supply,  Gas  &  Electricity,  3 
Vandewater  St.,  New  York  City,  on  June  27  and  Jun 
30,  1941.  Present  at  the  test  were  representatives  of  th 
Board  of  Standards  and  Appeals,  Department  of  Wate 
Supply,  Gas  and  Electricity  and  the  manufacturer. 

The  4"  vacuum  breaker  was  also  furnished  for  th 
test  but  it  was  too  large  for  the  test  bench  equipmen 
The  sample,  however,  was  taken  apart  and  compare 
with  like  parts  of  the  smaller  sizes  and  found  to  b 
identical  in  design  and  similar  in  the  shape  of  part 
leading  the  Committee  to  conclude  that  it  would  func 
tion  in  a  manner  similar  to  the  smaller  sizes.  On  th 
basis  of  this  test  it  is  recommended  that  the  Multiple 
Vacuum  breaker  in  sizes  1",  2"  and  4"  only  be  approve 
for  use  in  New  York  City  under  the  provisions  of  Set 
C26-1277.0,h,  Administrative  Building  Code,  provide 
that  units  installed  be  the  full  size  of  the  pipe  they  ar 
designed  to  protect  from  siphonic  action,  that  they  b 
constructed  and  installed  in  accordance  with  this  repoi 
and  the  requirements  of  the  Administrative  Code  an 
that  the  unit  have  a  label  permanently  affixed  reading 
“Approved  for  use  in  New  York  City  under  Cal.  Nc 
883-41-SM”  or  in  lieu  thereof  a  stamp  reading,  withi 
a  circle,  around  the  periphery  thereof,  at  the  top,  “B.  £ 
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MINUTES 


&  A.,”  at  the  bottom,  “N.  Y.  C.”  in  the  center,  “Cal.  No. 
883-41-SM”  “Approved.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

nd 

Whereas,  this  report  recommended  approval  of  this  ma- 

;rial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  approve  the  material  known  as  Crispin  Air  and  Vac- 
um  Valves,  on  condition  that  the  material  be  manufactured, 
istalled  and  labelled,  stamped  or  tagged  in  accordance  with 
bove  report. 


.djourned,  ,3  :50  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
ad  Appeals  held  on  February  3,  1942,  as  they  appeared  in 
ulletin  No.  6,  Vol.  27,  are  hereby  corrected  to  read  as 
allows : 

HE  RESOLUTION— 

(772-41-BZ) 

Whereas,  this  application,  under  section  7c  of  the  build- 
ig  zone  resolution,  to  permit  the  extension  of  an  existing 
.undry  building  from  a  local  retail  use  district  into  a  resi¬ 
lence  use  district,  premises  427  Ralph  avenue  and  1815- 
B7  Bergen  street,  northeast  corner  (Block  No.  1445,  Lot 
os.  1,  67  and  68),  Borough  of  Brooklyn,  was  granted  by 


*  Correction — The  word  “no”  changed  to  “in”  and  the 
ord  “lavatory”  changed  to  “factory”  in  line  37  of  resolu- 

on. 


the  Board  December  2,  1941  on  certain  conditions,  resolution 
amended  January  13,  1942  and  applicant  requested  a  further 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  2,  1941, 
.so  that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7c  thereof,  to  permit  the  extension  into 
the  more  restricted  district,  as  proposed,  on  condition 
that  such  extension  shall  not  exceed  one  story  in  height 
and  shall  comply  in  all  other  respects  with  the  require¬ 
ments  of  the  Zoning  Resolution  as  to  height  and  area, 
except  that  the  rear  yard  shall  be  not  less  than  15  feet 
in  depth  and  that  such  rear  yard  shall  be  cement  paved 
and  drained  and  proper  fences  erected  on  the  side  and 
rear  lot  lines;  that  the  proposed  extension  may  be  con¬ 
nected  with  the  existing  laundry  building  within  the 
retail  business  district,  provided  such  building  is  not 
increased  in  height  and  area;  that  the  proposed  build¬ 
ing,  in  conjunction  with  the  corner  building  remodelled 
substantially  as  proposed  may  be  used  as  an  extension 
of  the  existing  laundry  for  which  a  certificate  of  occu¬ 
pancy  has  been  issued,  on  condition  that  the  street  ele¬ 
vation  and  layout  shall  be  substantially  as  indicated  on 
plans  filed  with_  this  application  except  that  there  may 
be  constructed  in  the  cellar  under  the  proposed  exten¬ 
sion  herein  permitted  a  space  to  be  occupied  by  toilet 
rooms  in  connection  with  the  first  story  factory  use, 
that  the  present  heating  system  in  the  corner  building 
shall  be  altered  for  the  burning  of  oil  in  place  of  coal 
and  that  such  equipment  shall  comply  with  all  laws 
relating  to  same  and  maintained  to  the  satisfaction  of 
all  departments  having  jurisdiction;  that  there  shall  be 
installed  throughout  the  existing  corner  building  and 
the  proposed  extension,  a  mechanically  operated  ven¬ 
tilating  svstem,  exhausting  through  a  proner  sized  flue 
above  the  roof  of  the  firehouse  on  the  adjoining  lot  to 
the  north ;  that  there  shall  be  no  openings  in  the  exterior 
exposure  walls  of  the  proposed  extension;  that  sky¬ 
lights  may  be  constructed,  substantially  as  indicated ; 
that  any  additional  quarters  now  occupied  by  this 
laundry  within  the  general  area  shall  be  discontinued 
and  the  laundry  work  concentrated  at  this  location ;  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  action.” 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  entitled 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven- 
nce  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
id  to  all  lawyers,  architects  and  engineers  representing 
vners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep- 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
taring  is  provided  in  the  publication  in  this  Bulletin  of 
e  calendars  of  the  Board,  each  case  being  set  down  by 
ilendar  Number  and  the  premises  under  the  date  of  the 

■aring. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
aring  can  be  entertained  in  view  of  this  publication  and 
the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank- 
appeal  or  application  forms. 
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RULES 


RULES  FOR  THE  TESTING  AND  USE  OF  BLENDED  CEMENTS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  AUGUST  2,  1940.  EFFEC¬ 
TIVE  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK 


CITY  CHARTER, 

(584-39-SR) 

Authority: 

Pursuant  to  the  Authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C26-189.0,  Administrative  Build¬ 
ing  Code  (2.2. 1.1),  and  C26-312.0,  paragraph  c,  subdivision 
2,  Administrative  Building  Code  (7. 1.1. 7. 3)  reading: 
“Nothing  herein  contained  shall  be  construed  to  prohibit 
the  use  of  cements  of  other  types  which  are  approved  by 
the  board  and  are  used  in  accordance  with  rules  of  the 
board  governing  their  use.” 

1.0  Scope. 

1.1  The  intent  of  these  rules  is  to  nrovide  a  basis 
for  the  use  of  blended  cements  other  than  Portland 
Cement.  Subject  to  the  restrictions  in  the  approval 
of  the  Board  as  to  each  brand,  such  blended  cements 
may  be  used  as  substitutes  for  Portland  Cement  on 
an  equivalent  weight  basis  where  Portland  Cement 
is  permitted. 

2.0  Blended  Cements. 

2.1  Blended  cements  shall  include  an  intimately 
interground  mixture  of  approved  Portland  Cement 
with  natural  or  artificial  products  composed  of  silica 
and  alumina,  which  shall  be  mixed  with  Portland 
Cement  in  limited  proportions,  (except  as  may  be  other¬ 
wise  provided  for  in  the  Administrative  Code)  and 
which  will  react  in  the  presence  of  water  to  form  a 
hydraulic  cement. 

2.2  Admixtures  to  Portland  Cement  shall  have  a 
previous  record  of  satisfactory  experience. 

2.3  These  rules  shall  not  be  applicable  to  harmless 
materials  used  as  coloring,  waterproofing,  plaster- 
cizing,  and  freezing  preventatives  when  used  as  admix¬ 
tures  to  Portland  Cement  in  quantities  not  in  excess 
of  1%. 

3.0  Manufacture  and  quality  of  Blended  Cements. 

3.1  A  flow  sheet  in  duplicate  showing  the  process 
of  manufacture  and  blending  shall  be  filed  with  the 
Board  as  part  of  any  application  for  approval  which 
shall  include  the  origin  and  the  amount  of  materials 
used  and  proof  as  to  quality  and  uniformity. 

4.0  Available  supply  of  raw  materials. 

4.1  Evidence  shall  be  filed  with  the  Board  showing 
the  potential  supply  of  raw  material  available  to  the 
manufacture. 

5.0  Fineness. 

5.1  The  specific  surface  shall  be  not  less  than  1800 
sq.  cm.  per  gram,  as  determined  by  methods  of  test 
described  in  A.S.T.M.  specifications  C115-38T. 

5.2  The  residue  shall  not  exceed  15%  by  weight  on 
a  No.  325  standard  sieve. 

6.0  Soundness. 

6.1  A  pat  of  neat  cement  of  normal  consistency  shall 
be  subjected  to  tests  for  soundness  by  the  methods 


AUGUST  26,  1940. 

outlined  in  A.S.T.M.  specifications  C 77-36,  and  when 
so  tested  it  shall  show  no  signs  of  distortion,  crack¬ 
ing,  checking  or  disintegration  when  subjected  to  the 
steam  test,  nor  shall  the  expansion  of  the  pat  be 
greater  than  5mm,  when  molded  in  Le  Chatelier  tongs 
and  stored  in  a  standard  moist  closet  for  24  hours. 

6.2  In  addition  to  these  requirements,  the  expansion 
of  three  1"  x  1"  x  10"  bars  of  neat  cement  of  normal 
consistency  when  subjected  to  the  Autoclave  test, 
A.S.T.M.  tentative  method,  shall  not  have  an  expan¬ 
sion  in  excess  of  0.75%. 

7.0  Time  of  set. 

7.1  Time  of  setting  shall  be  determined  by  test  de¬ 
scribed  in  A.S.T.M.  Specification  C77-36,  and  the 
mortar  so  tested  shall  not  develop  initial  set  in  less 
than  one  hour  and  final  set  in  more  than  10  hours, 
as  tested  with  Vicat  or  Gillmore  needle. 


8.0  Compressive  strength  for  normal  blended  cements. 

8.1  The  average  compressive  strength  of  five  2-inch 
mortar  cubes  composed  of  one  part  of  blended  cement 
and  2.75  parts  graded  Ottawa  sand  by  weight  shall  be 
not  less  than  the  following: 


Age  at  Test 

*Compressive 

Storage  of  Cubes  Strength 

7  days  1 

28  days  1 

day  in  moist  air,  6  2200  lbs.  sq.  in. 
days  in  water 

day  in  moist  air,  27  3500  lbs.  sq.  in. 
days  in  water 

*When  tested 

in  accordance  with  Fed.  Spec.  SS-C-158. 

8.2  Tensile  Strength. 

The  average  tensile  strength  in  lbs.  sq.  in.  of  not  less 
that  5  mortar  briquets  composed  of  one  part  cement 
and  3  parts  of  Ottawa  sand,  by  weight,  shall  be  equal 
to  or  greater  than  the  following: 

Age  at  Test 

Tensile 

Strength 

Storage  of  Briquets  Lbs.  Sq.  In. 

3  days 

7  days 

28  days 

1  day  in  moist  air,  2  days  175 

in  water 

1  day  in  moist  air,  6  days  275 

in  water 

1  day  in  moist  air,  27  days  350 

in  water 

The  average  tensile  strength  of  the  mortar  at  7 
and  28  days  shall  be  higher  than  that  at  3  and  7  days, 
respectively. 


9.0  Blended  cements  having  other  properties. 

9.1  When  approval  of  the  board  is  requested  for 
the  use  of  Blended  Cements  having  high  early  strength, 
sulfate  resistance  or  low  heat  of  hydration,  applica¬ 
tion  shall  be  made  to  the  board  for  additional  tests 
to  develop  these  properties. 
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41- A,  18-42-A,  23-42-A,  43-42-A,  98-42-A,  99-42-A,  54- 
40-A,  755-41-A,  919-41-A,  1009-41-A,  97-42-S,  1084-39- 
SM,  908-40-SM  and  1093-41-SM. 

moking  in  Factories,  Rules  for. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  February  17,  1942. 

Cal.  No.  Department  Premises  Affected 

123- 42-S . .244-248  West  27th  street,  south 

side,  150  ft.  east  of  Eighth 
avenue  (Block  No.  776,  Lot 
No.  65),  Borough  of  Man¬ 
hattan.  Alt.  80-42. 

124- 42-A . H.B.Bx..  .814-838  Westchester  avenue  and 

793-811  Prospect  avenue, 

southwest  corner  (Block  No. 
2676,  Lot  No.  49),  Borough 

of  The  Bronx.  Decision. 

125- 42-A. . . F.D . 625  Greenwich  street,  east  side, 

200  ft.  south  of  Morton  street 
(Block  No.  602,  Lot  No.  56), 
Borough  of  Manhattan. 
28279-L.  C.,  28432-L.  C.  and 
Decisions. 

126- 42-A. . . F.D . 350-358  West  34th  street,  south 

side,  49  ft.  east  of  Ninth  ave¬ 
nue  and  351-359  West  33rd 
street  (Block  No.  757,  Lot 

No.  66),  Borough  of  Man¬ 
hattan.  13141-L.  F. 

127- 42- A. . . H.B.Q _ 109-15  14th  avenue,  north  side, 

200  ft.  west  of  111th  street 
(Block  No.  4031,  Lot  Nos.  1 
and  25),  College  Point,  Bor¬ 
ough  of  Queens  (Under  sec¬ 
tion  35,  General  City  Law  re 
bed  of  mapped  street). 

N.  B.  129-42. 

128- 42- A. . . H.B.B _ 933-939  Fulton  street,  northeast 

corner  of  Waverly  avenue 
(Block  No.  1978,  Lot  Nos.  1 
and  45),  Borough  of  Brook¬ 
lyn.  Alt.  3513-41. 

129- 42-A . H.B.Q. . .  .32-14  Northern  boulevard,  south¬ 

east  corner  of  Honeywell 
street  (Block  No.  214,  Lot 
No.  210),  Long  Island  City, 
Borough  of  Queens. 

6466-L.  F.  and  Decision. 

130- 42-SM . Masco  Fireproof  Specification 

Plaster,  manufactured  by 
Munn  and  Steele,  Incorpo¬ 
rated.  Material. 

131- 42-A . F.D . Transportation  of  light  fuel  oil 

in  Tank  Trucks  (capacity  of 
tank  not  in  accordance  with 
Fire  Department  Specifica¬ 
tions  covering  Tank  Trucks) 
in  New  York  City. 

Decision. 


132-42-BZ . H.B.Q.. .  .37-36  83rd  street,  west  side,  24( 

ft.  south  of  37th  avenue 
(Block  No.  1470,  Lot  No 
24),  Jackson  Heights,  Bor 
ough  of  Queens. 

Misc.  313-42 


133-42-A . H.B.M...  .705-713  Fifth  avenue  and  3-! 

East  55th  street,  northeas 
corner  (Block  No.  1291,  Lo 
Nos.  1-5,  inclusive),  Borougl 
of  Manhattan. 

B.  N.  3145-41  and  Decision 


134-42-S . H.B.M. . .  110-114  West  End  avenue,  eas 

side,  25  ft.  1J4  in.  south  o 
West  65th  street  (Block  No 
1156,  Lot  No.  63),  Borougl 
of  Manhattan.  Alt.  157-42 


135-42-BZ. .....  H.B.Q _ 60-15  Little  Neck  parkway 

northeast  corner  of  61st  ave 
nue  (Block  No.  8400,  Lot  Nc 
146),  Little  Neck,  Borougl 
of  Queens.  N.  B.  175-42 


136-42- A . H.B.Q _ 60-15  Little  Neck  parkway 

northeast  corner  of  61st  ave 
nue  (Block  No.  8400,  Lot  Nc 
146),  Little  Neck,  Borougl 
of  Queens.  N.  B.  175-42 


137-42-A . H.B.Bx..  .  1662  Hering  avenue,  east  side 

27.07  ft.  south  of  Van  Nes 
avenue  (Block  No.  4113,  Lc 
No.  65),  Borough  of  Th 
Bronx. 

Amendment  to  Alt.  1130-41 


Restored  to  Calendar. 

27-40-BZ . H.B.Q. ..  .144-25  North  Conduit  avenue 

north  side,  215  ft.  west  o 
135th  avenue  and  144-40  135t 
avenue  (Block  No.  2873,  Lc 
No.  18),  South  Ozone  Pari 
Borough  of  Queens. 

Alt.  33-42 


Q1Q-41-A . H.B.B _ 2228-2238  Church  avenue,  sout 

side,  213  ft.  8 §4  in.  east  o 
Flatbush  avenue  (Block  N< 
5103,  Lot  No.  36),  Boroug 
of  Brooklyn. 

Alt.  43974' 


DESIGNATIONS:  H.B — Department  of  Housing  and  Building* 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn:  H.B.M.- 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — D( 
partment  of  Housing  and  Buildings,  Queens:  H.B.B. — Departmer 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  c 
Housing  and  Buildings,  Bronx;  11.  D. — Health  Department,  an 
F.D _ Fire  Department. 
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RULES 


lentleil  Cements,  Rules  for  Testing 


ertificates  of  Occupancy,  approved 

form  . 

Dncrete  Flat  Slabs,  Rules . 

jncrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of 


Last  I’ublic.-i  t  ion  in  Bulletin 


re  JJnu  ku 
re-resistive, 


Flameproof  Mate- 


.  Feb. 

17, 

1942- 

-Vol. 

27, 

No. 

7 

11, 

1941- 

—Vol. 

26, 

No. 

45 

25, 

1941- 

-Vol. 

26, 

No. 

47 

duly 

13, 

1937- 

-Vol. 

22, 

No. 

28 

(une 

24, 

1941- 

-Vol. 

26, 

No. 

25 

.  Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

.  Mar. 

3, 

1936- 

-Vol. 

21, 

No. 

9 

.  1  une 

15, 

1937- 

-Vol. 

22, 

No. 

24 

.  Dec. 

2, 

1941- 

-Vol. 

26, 

No. 

48 

.  Sept. 

2, 

1941- 

-Vol. 

26, 

No. 

35 

Jan. 

20, 

1942- 

-Vol. 

27, 

No. 

3 

Jan. 

6, 

1942- 

-Vol. 

27, 

No. 

1 

.  Dec. 

16, 

1941- 

-Vol. 

26, 

No. 

50 

.  Apr. 

13, 

1937- 

-Vol. 

22, 

No. 

15 

.Jan. 

21, 

1919- 

-Vol. 

4, 

No. 

3 

May 

20, 

1941- 

-Vol. 

26, 

No. 

20 

7, 

1925- 

-Vol. 

10, 

No. 

14 

dune 

5, 

1928- 

-Vol. 

13, 

No. 

23 

re  Retarding  Rules  for  Garages, 
etc . 


.ision  Welding  and  Gas  Cutting 
Rules 


lsulating  Fibre  Board  Rules . Nov.  25,  1941 — Vol.  26,  No.  47A 

il  Burner  Rules  . Jan.  13,  1942 — Vol.  27,  No.  2 

pening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan.  6,  1942 — Vol.  27,  No.  1 

aint.  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Nov.  25,  1941 — Vol.  26,  No.  47A 

atform  Trucks,  Specifications  for.  Nov.  24,  1936 — -Vol.  21,  No.  47 

umbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

utnbing  Rules  (Prevention  of  Con¬ 


tamination  of  Water  Supply) .  .  Nov. 

ocedure,  Rules  of . Sept. 

ifrigerating  Systems,  Extract  A.C.  Aug. 
noking  in  Factories,  Rules  for.... Feb. 

trinkler  Rules  . J  une 

andpipe  Fireline  Rules  . June 

ructural  Alterations,  Reporting.  ..  I  une 

ank  Trucks,  Fuel  Oil,  etc . Nov. 

ank  Trucks,  Gasoline,  etc . Nov. 

'ire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  .  . .  Apr. 


25,  1941 — 

7,  1937 
26,  1941 
24,  1941 
29,  1937 

8,  1937 
7,  1932 

24,  1936 
24,  1936 


Vol.  26,  No.  47A 
—Vol.  22,  No.  36 
Vol.  26,  No.  34 
Vol.  27,  No.  8 
—Vol.  22,  No.  26 
—Vol.  22,  No.  23 
Vol.  17,  No.  23 
Vol.  21,  No.  47 
Vol.  21,  No.  47 


10,  1923— Vol.  8,  No.  15 


resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants  on  behalf  of  Henrietta  Grum, 
owner,  to  permit  in  a  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  183-193  Bush- 
wick  avenue  and  223-231  Scholes  street, 
northeast  corner  (Block  No.  3037,  part 
of  Lot  No.  1),  Borough  of  Brooklyn. 

cal.  no.  13-42-BZ — Application,  January  6,  1942,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  William  Katz,  lessee  and  applicant 
on  behalf  of  Morris  Ginsberg,  owner, 
to  permit  in  a  restricted'  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  27-29  East  60th 
street,  northeast  corner  of  Madison 
avenue  (Block  No.  1375,  Lot  No.  21), 
Borough  of  Manhattan. 

cal.  no.  828-41 -BZ — Application,  September  26,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant  on  behalf 
of  Central  James  Corporation,  owner, 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  19-06  Cornaga  avenue, 
northeast  corner  of  Beach  19th  street 
(Block  No.  48,  Lot  No.  1),  Far  Rock- 
away,  Borough  of  Queens. 


LIST  OF  APPROVED  APPLIANCES 

iti-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

refine  Hose  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

lel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941— Vol.  26,  No.  47A 

iel  Oil  Pipe  Terminals  . Nov.  25,  1941— Vol.  26,  No.  47A 

tel  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No.  47A 

lel  Oil  Pumps . Nov.  25,  1941— Vol.  26,  No.  47A 

is  Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

:int,  Varnish  and  Lacquer  Spray- 

ing  Equipment  . Nov.  25,  1941— Vol.  26,  No.  47A 

inge  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

icuum  Breakers  . Nov.  25,  1941— Vol.  26,  No.  47A 


FEBRUARY  24,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  .the  Board  of  Stand- 
ds  and  Appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  morning,  February  c- 
,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
anhatlan,  ot.  the  following  matters: 

■L.  no.  700-41-BZ — Application,  July  29,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants  on 
behalf  of  Rudolph  P.  Bolter  and  Her¬ 
man  Schierloh,  owners,  to  permit  in  a 
business  use  district  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  c-’ 
five  (5)  motor  vehicles;  premises  9317- 
9333  Third  avenue  and  301-311  94th 
street,  northeast  corner  (Block  No. 

6107,  Lot  Nos.  1,  5  and  67),  Borough 
of  Brooklyn. 

L.  no.  701-41-BZ — Application,  July  29,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 


l.  no.  65-27-BZ — Application  of  Gerard  M.  Bloomfield, 
applicant  on  behalf  of  Treeverse  Realty 
Corporation,  owner,  reopened  July  22, 
1941,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence 
use  district,  the  maintenance  of  signs 
on  a  business  building;  this  business 
building  was  previously  granted  by  the 
Board ;  the  resolution,  granting  this 
variation  restricted  signs  to  the  plate 
glass  show  windows  of  the  store 
fronts;  premises  1761,  1767,  1771  and 
1773  University  avenue,  southwest  cor¬ 
ner  of  West  Tremont  avenue  and  west 
side  of  University  avenue,  15  ft.,  40  ft., 
and  66  ft.  south  of  West  Tremont  ave¬ 
nue  (Block  No.  2878,  Lot  No.  200  and 
part  of  Lot  No.  170),  Borough  of  The 
Bronx. 

% 

l.  no.  418-41 -BZ — Application,  May  6,  1942,  under  section 
21  of  the  building  zone  resolution,  of 
Jane  Grillo,  applicant  and  owner  (An¬ 
thony  Polizzi,  lessee),  to  permit  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1480-1484  Coney  Is¬ 
land  avenue,  west  side,  440  ft.  north  of 
Avenue  L  (Block  No.  6536,  part  of 
Lot  No.  20),  Borough  of  Brooklyn. 

no.  910-41-BZ — Application,  October  24,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion  of  William  A.  Eckert,  applicant 
on  behalf  of  Jamaica  Savings  Bank, 
owner  (Nunley  Parking  Company,  In¬ 
corporated,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
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(5)  motor  vehicles;  premises  90-11  to 
90-17  161st  street,  east  side,  324  ft. 
north  of  Jamaica  avenue  (Block  No. 
9760,  Lot  Nos.  18  and  20),  Jamaica, 
Borough  of  Queens. 

cal.  no.  950-4Q-BZ — Application,  October  1,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ernst  C.  Wal- 
deck,  owner,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy 
of  the  basement  and  first  story  of  a 
residence  building  to  an  undertaking 
establishment ;  7610  Fourth  avenue, 

west  side,  59  ft.  south  of  76th  street 
(Block  No.  5950,  Lot  No.  47),  Bor¬ 
ough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

32-42- A — 7610  Fourth  avenue,  west  side,  59  ft.  south  of 
76th  street  (Block  No.  5950,  Lot  No.  47), 
Borough  of  Brooklyn. 

HARRIS  M.  MURDOCK,  Chairman. 


FEBRUARY  24,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

337- 41-A — 212-220  Concord  street,  southwest  corner  of 

Prince  street  (Building  A)  ;  (Block  No. 
122,  Lot  No.  9),  Borough  of  Brooklyn 
(reopened  and  restored  to  calendar,  De¬ 
cember  9,  1941 ;  previously  dismissed  for 
lack  of  prosecution). 

338- 41-A — 30-38  Prince  street,  west  side,  274  ft. -south  of 

Concord  street  (Buildings  C  and  D)  ; 
(Block  No.  122,  Lot  No.  9),  Borough  of 
Brooklyn  (reopened  for  reconsideration. 
December  9,  1941;  previously  denied). 

824-41-A — 3  Doyers  street,  south  side,  81  ft.  9  in.  west  of 
Chatham  square  (Block  No.  162,  Lot  No. 
33),  Borough  of  Manhattan. 

17-42-A — 16  Clermont  avenue,  west  side,  150  ft.  south  of 
Flushing  avenue  (Block  No.  2032,  Lot 
No.  34),  Borough  of  Brooklyn. 

8-42- A — 263-265  West  124th  street,  north  side,  150  ft. 

east  of  Eighth  avenue  (Block  No.  1930, 
Lot  No.  57),  Borough  of  Manhattan. 

1 1 14-41  -A — 405-415  Jackson  street,  367-385  Vandervort  ave¬ 
nue,  northwest  corner  and  412-422  Withers 
street,  southwest  corner  of  Vandervort 
avenue  (Block  No.  2878,  Lot  No.  18), 
Borough  of  Brooklyn. 

61-42- A — 135-60  108th  street,  1100  ft.  north  of  North  Con¬ 
duit  avenue  and  100  ft.  east  of  Long  Island 
Railroad  (Block  No.  11562,  Lot  No.  7, 
Block  No.  11564,  Lot  No.  1  and  Block  No. 
11539,  Lot  No.  1)  ;  (Aqueduct  Race 
Track),  Aqueduct,  Borough  of  Queens. 

44-42-A — 26-25  97th  street,  southeast  corner  of  Astoria 
boulevard  (Block  No.  1377,  Lot  Nos.  16 
and  66),  East  Elmhurst,  Borough  of 
Queens. 

Appliance  and  Materials  for  Approval. 

771-41-SA — Jackson  Oil  Burner. 

727-41-SM — Totrust  (Rust  Preventative  Paint). 

798-41-SM — American  Radiator  and  Standard  Sanitary 
Corporation  HK  15755  Vacuum  Breaker. 


FEBRUARY  26,  1942,  10  A.  M. 

Rules 

784-41-SR — Proposed  Rules  for  Erection,  Alteration,  R 
pair,  Excavation  for  and  Demolition 
Buildings. 

(For  Copy  of  Proposed  Rules,  see  Bulletin  of  Decemb 
30,  1941,  Vol.  26,  No.  52.) 


MARCH  3,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stan 
ards  and  Appeals  of  a  public  hearing  under  the  provisio 
of  the  building  zone  resolution,  Tuesday  morning ,  Mar 
3,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Buildirj 
Manhattan,  on  the  following  matters : 

cal.  no.  530-41-BZ — Application,  June  10,  1941,  under  se 
tions  7F  and  21  of  the  building  zo 
resolution,  of  Ferdinand  Savignar) 
applicant,  on  behalf  of  Anna  Sea 
digno,  owner,  to  permit  in  a  businc 
use  district,  for  a  term  of  years,  t 
erection  and  maintenance  of  a  gasoil 
service  station ;  the  'accessory  build! 
having  exits  and  entrances  thereto  1 
cated  more  than  twenty-five  (25)  fej 
from  the  business  street;  premia 
85-42  57th  avenue  and  57-02  V 
Horn  street,  southeast  corner  (Bio 
No.  2882,  Lot  Nos.  10  and  11),  Eli 
hurst,  Borough  of  Queens. 

cal.  no.  503-41-BZ — Application,  June  2,  1941,  under  sectio 
7f  and  21  of  the  building  zone  resol 
tion,  of  Lama  and  Proskauer,  applican 
on  behalf  of  Harry  D.  Pease,  owner, 
permit  in  a  retail  use  district,  for  a  tei 
of  years,  the  parking  and  storage 
•  more  than  five  (5)  motor  vehicle 

premises  314-322  West  43rd  street,  sou 
side,  200  ft.  west  of  Eighth  aven 
(Block  No.  1033,  Lot  Nos.  41,  42  a 
43),  Borough  of  Manhattan. 

cal.  no.  367-41-BZ — Application,  April  24,  1941,  under  sc 
tions  7f  and  21  of  the  building  zo 
resolution,  of  Henry  Nordheim,  a 
plicant,  on  behalf  of  Ismet  Sarac 
owner,  to  permit  partly  in  a  businc 
use  and  partly  in  an  unrestricted  u 
district,  for  a  temporary  period  of  r 
more  than  two  (2)  years,  the  parki 
and  storage  of  more  than  five  ( 
motor  vehicles;  premises  1979  Was 
ington  avenue,  west  side,  162  ft.  nor 
of  East  178th  street  (Block  No.  30. 
Lot  No.  42),  Borough  of  The  Bror 

cal.  no.  370-41 -BZ — Application,  April  25,  1941,  under  sc 
tion  7h  of  the  building  zone  resolutic 
of  Albert  Homer  Swanke,  applicant, 
behalf  of  Louis  H.  Pink,  Superintende 
of  Insurance,  State  of  New  York, 
Liquidator  of  Lawyers  Title  and  Gua 
anty  Company,  owner,  to  permit  in 
business  use  district,  for  a  tempora 
period  of  not  more  than  two  (2)  yea 
the  parking  and  storage  of  more  tb 
five  (5)  motor  vehicles;  premises  44 
445  Myrtle  avenue  and  143-155  Waver 
avenue,  northeast  corner  (Block  E 
1889,  Lot  No.  96),  Borough  of  Broo 
lyn. 
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l.  no.  1307-39-BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 
rated,  lessee),  reopened  November  25, 

1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot  in  question)  ;  CA! 
premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  Nos.  48  to  53, 
inclusive),  Borough  of  Manhattan. 

i-  no.  86-29-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Max  C.  Meyer, 
owner,  reopened  April  15,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  two-story  build¬ 
ing  to  be  occupied  for  business  purposes 
(store)  on  the  first  story  and  dwelling 
use  above  (previously  acted  upon  by  the 
Board)  ;  premises  241-247  Underhill  CA1 
avenue  and  268  Lincoln  place,  southeast 
corner  (Block  No.  1179,  Lot  No.  1), 
Borough  of  Brooklyn. 

L.  no.  1050-41-BZ — Application,  December  5,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  John  G.  Schuhmann,  applicant, 
on  behalf  of  Queensboro  Investment 
Company  and  Frank  Hardart,  owners 
(Anthony  B.  Colucci,  lessee),  to  per¬ 
mit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  tern-  CAI 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises 
74-11  37th  avenue,  north  side,  from 
74th  to  75th  streets  (Block  No.  1274, 

Lot.  Nos.  11,  35  and  45),  Jackson 
Heights,  Borough  of  Queens. 

L.  no.  7-42-BZ — Application,  January  2,  1942,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lawrence  M.  Rothman, 
applicant,  on  behalf  of  Course  Realty 
Corporation,  owner,  to  permit  in  a  resi-  C/U 
dence  use  district,  the  alteration  and 
extension  of  an  existing  store  located 
in  the  first  story  of  an  existing  Class  A 
multiple  dwelling;  premises  1815  Grand 
Concourse,  northwest  corner  of  inter¬ 
section  of  Henwood  place  and  Morris 
avenue  (Block  No.  2826,  Lot  No.  72), 
Borough  of  The  Bronx. 

L  no.  1069-41-BZ — Application,  December  9,  1941,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Paul  Friedman,  applicant,  on  cm 
behalf  of. Florence  S.  Bartova,  owner 
(Lafayette  Wet  Wash  Laundry,  lessee), 
to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy 
of  the  2nd  and  3rd  stories  of  an  exist¬ 
ing  building  to  factory  use;  premises 
242  Kosciusko  street,  south  side,  100 
ft.  east  of  Tompkins  avenue  (Block  No. 

1786,  Lot  No.  7),  Borough  of  Brook¬ 
lyn. 

i-  no.  851-41-BZ — Application,  October  2,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abraham  Margules,  applicant, 


on  behalf  of  Orloff  Apartments,  In¬ 
corporated,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  maintenance  of  a 
non-flashing  business  sign  which  ex¬ 
tends  more  than  18  inches  beyond  the 
building  line;  premises  228  West  238th 
street,  south  side,  100  ft.  east  of  Broad¬ 
way  (Block  No.  3270,  Lot  No.  49), 
Borough  of  The  Bronx. 

l.  no.  1-42-BZ — Application,  January  2,  1942,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Interborough  Leasing  Corpo¬ 
ration,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  62-28  to  62-36 
Junction  boulevard,  93-26  to  93-56  62nd 
road,  southwest  corner  and  98-19  to 
98-27  62nd  drive  (Block  No.  2078,  Lot 
Nos.  29  and  37),  Forest  Hills,  Borough 
of  Queens. 

..  no.  640-41-BZ — Application,  July  10,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Tillie  Resnick, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  a  gasoline  service 
station;  premises  1568-1574  McDonald 
avenue,  west  side,  90  ft.  north  of  60th 
street  (Block  No.  6563,  Lot  Nos.  36 
and  39),  Borough  of  Brooklyn. 

..  no.  344-32-BZ — Application  of  Max  Siegel,  applicant, 
on  behalf  of  Harold  Swain,  owner,  re¬ 
opened  November  18,  1941,  under  sec¬ 
tion  7 i  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the 
change  of  occupancy  of  a  motor  ve¬ 
hicle  repair  shop,  previously  granted  by 
the  Board  for  minor  adjustments  and 
prohibiting  fender  work,  so  as  to  in¬ 
clude  fender  work;  premises  1472  Je¬ 
rome  avenue,  east  side,  50  ft.  north  of 
East  171st  street  (Block  No.  2844,  part 
of  Lot  No.  1),  Borough  of  The  Bronx. 

..  no.  626-41 -BZ— Application,  July  3,  1941,  under  sec¬ 
tion  7a  of  the  building  zone  resolution, 
of  Aymar  Embury  II,  applicant,  on  be¬ 
half  of  Metropolitan  Jockey  Club, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  the  parking  of  more  than  three 
(3)  motor  vehicles;  premises  165-10 
Baisley  boulevard,  southeast  corner  of 
New  York  avenue  (boulevard)  ;  (Block 
No.  3300,  Lot  No.  2),  Jamaica,  Bor¬ 
ough  of  Queens. 

no.  413-39-BZ — Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritorv,  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  15  Orenn  avenue,  south  side.  100 
ft  west  of  FI  at  bush  avenue  (Block  No. 
5024.  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 
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Appeals  from  Administrative  Decisions. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

466-41-A— 165-10  Baisley  boulevard,  southeast  corner  of 
New  York  avenue  (boulevard)  ;  (Block 
No.  3300,  Lot  No.  2),  Jamaica,  Borough 
of  Queens  (under  section  35,  General  City 
Law — re  bed  of  mapped  street). 

1 107- 41 -A — 242  Kosciusko  street,  south  side,  100  ft.  east  of 

Tompkins  avenue  (Block  No.  1786,  Lot  No. 
7),  Borough  of  Brooklyn. 

1 108- 41 -S — 242  Kosciusko  street,  south  side,  100  ft.  east  of 

Tompkins  avenue  (Block  No.  1786,  Lot  No. 
7),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  3,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

881-40-A— 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353,  Lot 
No.  13),  Borough  of  Brooklyn. 

1000-41-A — 148-150  Washington  street  and  145  Cedar  street. 

northwest  corner  (Block  No.  56,  Lot  No. 
15),  Borough  of  Manhattan. 

127-42-A — 109-15  14th  avenue,  north  side,  200  ft.  west  of 
111th  street  (Block  No.  4031,  Lot  Nos.  1 
and  25),  College  Point,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street). 

1098-41-A — 2050-2066  White  Plains  road,  northeast  corner 
of  Bronxdale  avenue  and  southeast  corner 
of  Brady  avenue  and  White  Plains  road 
(Block  No.  4284,  Lot  Nos.  5,  11,  13  and 
15),  Borough  of  The  Bronx. 


cal.  no.  960-41-BZ — Application,  November  7,  1941,  und 
section  7i  of  the  building  zone  resol; 
tion,  of  Abraham  H.  Horwitz,  app1 
cant,  on  behalf  of  Agnes  I.  01  van 
owner  (Charles  Di  Bella,  lessee), 
permit  in  a  business  use  district,  tll 
conversion  of  occupancy  of  a  buildiil 
to  a  motor  vehicle  repair  shop ;  prerj 
ises  3962  Tenth  avenue,  west  side,  87 
ft.  north  of  West  211th  street  (Blo< 
No.  2229,  part  of  Lot  No.  32),  Borouj 
of  Manhattan. 

cal.  no.  668-41-BZ — Application,  July  17,  1941,  under  se 
tions  7h  and  21  of  the  building  zoi 
resolution,  of  Lama  and  Proskauer,  a 
plicants,  on  behalf  of  Henrietta  Grin 
owner,  S.  Barone,  lessee,  to  permit  . 
a  business  use  district,  for  a  tempora 
period  of  not  more  than  two  (2)  yeai 
the  parking  and  storage  of  more  th; 
five  (5)  motor  vehicles;  premises  64 
665  Herkimer  street,  north  side,  250  : 
east  of  Schenectady  avenue  (Block  N 
1701,  Lot  Nos.  53,  57  and  58),  Borouj 
of  Brooklyn. 

cal.  no.  1000-40-BZ — Application,  October  15,  1940,  und 
section  21  of  the  building  zone  resol 
tion,  of  Oscar  Goldschlag,  applicant,  < 
behalf  of  Eckert  Realty  Corporatic 
owner,  to  permit  in  a  residence  u 
district,  the  alteration  and  conversii 
of  occupancy  of  part  of  the  first  sto 
of  an  existing  multiple  dwelling  to  but 
ness  use  (stores)  ;  premises  2337  Grai 
Concourse  and  164  Field  place,  sout 
west  corner  (Block  No.  3164,  Lot  N 
19),  Borough  of  The  Bronx. 

cal.  no.  1079-41-BZ — Application,  December  16,  1941,  und 
sections  7h  and  21  of  the  building  zo; 
resolution,  Henry  Nordheim,  applicai 
on  behalf  of  Charlotte  M.  Smart 
owner,  to  permit  in  a  residence  use  di 
trict,  for  a  temporary  period  of  n 
more  than  two  (2)  years,  the  parkii 
and  storage  of  more  than  five  (! 
motor  vehicles;  premises  2414  Prospe 
avenue,  east  side,  100  ft.  north  of  Fa 
187th  street  (Block  No.  3115,  Lot  N 
5),  Borough  of  The  Bronx. 


MARCH  10,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
10,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  747-41 -BZ — Application,  August  28,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  C.  Sommerfeld,  applicant, 
on  behalf  of  K  and  FT  Warehou^ 
Holding  Corporation,  owner,  to  permit 
in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  (5) 
motor  vehicles;  premises  516-520  West 
181st  street,  south  side,  25  ft.  east  of 
Audubon  avenue  and  309  Audubon  ave¬ 
nue  east  side,  100  ft.  south  of  West 
181st  street  (Block  No.  2152,  Lot  No. 
67),  Borough  of  Manhattan. 


cal.  no.  649-40-BZ — Application  of  LeRoy  A.  Perry,  app 
cant,  on  behalf  of  45  West  38th  Stre 
Corporation,  owner,  reopened  and  r 
stored  to  calendar  April  1,  1941,  und 
section  21  of  the  building  zone  resol 
tion,  to  permit  in  a  retail  use  distrii 
the  extension  of  a  factory  occupanc 
in  an  existing  building,  in  excess  of  tl 
allowable  area  (previously  withdrawn 
premises  45-47  West  38th  street,  nor 
side,  2!£0  ft.  east  of  Sixth  aveni 
(Block  *No.  840,  Lot  No.  16),  Borouj 
of  Manhattan. 

cal.  no.  702-41 -BZ — Application,  July  30,  1941,  under  se 
tions  7h  and  21  of  the  building  zo 
resolution,  of  Lama  and  Proskauer,  a 
plicants,  on  behalf  of  Henry  C.  Citrc 
Henrietta  Grum  and  Brooklyn  Trv 
Company,  owners  (Care}'  McCartl 
and  Timothy  Gallagher,  lessees),  to  pc 
mit  in  a  business  use  district,  for 
temporary  period  of  not  more  than  tv 
(2)  years,  the  parking  and  storage  ■ 
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more  than  five  (5)  motor  vehicles; 
premises  989-995  Myrtle  avenue,  north 
side,  150  ft.  east  of  Throop  avenue 
(Block  No.  1749,  Lot  Nos.  55  to  58, 
inclusive),  Borough  of  Brooklyn. 

cai..  no.  4 19-21 -BZ — Application  of  Henry  G.  Harrington, 
applicant,  on  behalf  of  Josephine  Ober, 
owner  (Alvin  Service  Station  Corpora¬ 
tion,  lessee),  reopened  February  11, 
1941,  under  section  7e  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  inclusion  of  a  motor 
vehicle  repair  shop  use  in  a  garage  for 
more  than  five  (5)  motor  vehicles;  the 
garage  was  previously  granted  by  the 
Board ;  premises  465  Sterling  place, 
north  side,  78  ft.  3  in.  east  of  Washing¬ 
ton  avenue  (Block  No.  1167,  Lot  No. 
78),  Borough  of  Brooklyn. 

cal.  no.  1070-41-BZ — Application,  December  9,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Paul  Friedman,  applicant,  on 
behalf  of  George  I.  Laird,  owner,  to 
permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  3010-3012  Fulton  street  and 
233-241  Linwood  street,  southeast  corner 
(Block  No.  3956,  Lot  No.  43),  Borough 
of  Brooklyn. 

cal.  no.  209-41-BZ — Application,  March  12,  1941,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Leonard  A.  Swarthe,  ap¬ 
plicant,  on  behalf  of  Dora  Blumenson, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  two  (2) 
illuminated  business  signs  and,  also,  the 
illumination  and  maintenance  of  a  third 
(3rd)  business  sign;  premises  2235- 
2237  Grand  Concourse,  west  side,  42.9 
ft.  north  of  East  182nd  street  (Block 
No.  3163,  Lot  No.  38),  Borough  of  The 
Bronx. 

cal.  no.  570-41-BZ — Application,  June  23,  1941,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Berlin,  Berlin  and  Albert,  applicants, 
on  behalf  of  Gar  Holding  Company,  In¬ 
corporated,  owner  (George  Hofbauer, 
lessee),  to  permit  for  a  term  of  years, 
in  an  unrestricted  use  district,  the  con¬ 
version  of  occupancy  of  a  building  to 
a  garage  for  more  than  five  (5)  motor 
vehicles ;  the  said  garage  being  on  the 
same  street  and  within  the  same  inter¬ 
secting  streets  on  which  portion  there 
exists  an  exit  from  or  an  entrance  to 
a  public  school;  premises  369-375  (379 
displayed)  Suydam  street,  northwest 
side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

1 17-41-A — 369-375  (379  displayed)  Suydam  street,  north¬ 
west  side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  10,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

36-42- A— 721-723  First  avenue,  west  side,  in  roadway  of 
East  41st  street  (between  Block  Nos.  1333 
and  1334,  Lot  No.  none),  Borough  of  Man¬ 
hattan  (under  section  35,  General  City  Law 
— re  bed  of  mapped  street). 

109-42-A — 3255  Richmond  terrace,  north  side,  100  ft.  west 
of  South  avenue  (Block  No.  100,  Lot  No. 
27),  Mariners  Harbor,  Borough  of  Rich¬ 
mond  (under  section  35,  General  City  Law 
■ — re  bed  of  mapped  street). 


MARCH  17,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
17,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  463-41-BZ — Application,  May  20,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Gulf  Oil  Corporation,  owner, 
to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  occupied  as  a  gasoline  ser¬ 
vice  station,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  618-628  Jamaica  avenue  and 
1  Hale  avenue,  southeast  corner  (Block 
No.  3905,  Lot  Nos.  3  and  5),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  24,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
24,  1942,  at  10 'o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  159-36-BZ — Application  of  Alurion  Realty  Corpo- 
ation,  owner,  and  Public  Service  Inter¬ 
state  Transportation  Co.,  lessee,  re¬ 
opened  February  18,  1941,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  retail  one  (1)  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245- 
259  West  41st  street,  north  side,  100  ft. 
east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  FEBRUARY  17,  1942 

Present:  Chairman  Murdock,  Commissioner  Blum  and 
Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  February  10,  1942  and  luesday  after¬ 
noon,  February  10,  1942,  were  approved  as  printed  in  Bulle¬ 
tin  No.  7,  Vol.  27. 


BUILDING  ZONE  CASES. 

950-40-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Ernst  C.  Wal- 
deck,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7f  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  district, 
the  conversion  of  occupancy  of  the  basement  and 
first  story  of  a  residence  building  to  an  undertaking 
establishment. 

PREMISES  AFFECTED — 7610  Fourth  avenue,  west  side, 
59  ft.  south  of  76th  street  (Block  No.  5950,  Lot 
No.  47),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Ernst  C. 
Waldeck. 

For  Opposition:  None. 

For  Administration :  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  24,  1942 
at  10  A.  M.  so  as  to  obtain  records  from  Building 
Dept.,  and  for  further  consideration  by  the  Board. 


463-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Gulf  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  building  zone 
resolution,  to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence  use  district, 
occupied  as  a  gasoline  service  station,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 618-628  Jamaica  avenue  and  1 
Hale  avenue,  southeast  corner  (Block  No.  3905, 
Lot  Nos.  3  and  5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  Vincent  R.  Sileo,  Lena  Misar, 
Isaphine  T.  Clark,  Elizabeth  Fortenbach,  Mrs. 
W.  Mayer,  William  Clark,  Jr.,  Mrs.  E.  Nehr- 
bass,  Mrs.  H.  Hummel  and  Mary  Piekut. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1942  at 
10  A.  M.  for  inspection  by  a  committee  of  the 
Board  and  for  further  consideration  by  the  Board. 


570-41-BZ. 

APPLICANT — Berlin,  Berlin  and  Albert,  for  Gar  Holding 
Company,  Incorporated,  owner  (George  Hofbauer, 
lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7g  of  the  building  zone 
resolution,  to  permit  for  a  term  of  years,  in  an 
unrestricted  use  district,  the  conversion  of  occu¬ 
pancy  of  a  building  to  a  garage  for  more  than  five 
(5)  motor  vehicles;  the  said  garage  being  on  the 
same  street  and  within  the  same  intersecting  streets 
on  which  portion  there  exists  an  exit  from  or  an 
entrance  to  a  public  school. 


PREMISES  AFFECTED— 369-375  (379  displayed)  Suy- 
dam  street,  northwest  side,  117  ft.  11  in.  west  of 
Wyckoff  avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Paul  Friedman. 

For  Administration :  Willard  J.  Carmel,  Dep’t  of 
Investigation. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1942  at 
10  A.  M.  at  recjuest  of  applicant. 


668-41 -BZ. 

APPLICANT — Lama  and  Proskauer,  for  Henrietta  Grum, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 647-655  Herkimer  street,  north 
side,  250  ft.  east  of  Schenectady  avenue  (Block- 
No.  1701,  Lot  Nos.  53,  57  and  58),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 
Applicant  to  send  out  notices. 


960-41-BZ. 

APPLICANT — Abraham  N.  Horwitz,  for  Agnes  I.  01- 
vany,  owner  (Charles  Di  Bella,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7i  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED— 3962  Tenth  avenue,  west  side, 
87.5  ft.  north  of  West  211th  street  (Block  No. 
2229,  part  of  Lot  No.  32).  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Abraham  N.  Horwitz  and  Charles 
Di  Bella. 

For  Opposition :  G.  Goldman,  Dep’t  of  Education. 
ACTION  OF  BOARD — Laid  over  to  March  10,  1942  at 
10  A.  M.  for  inspection  by  a  committee  of  the 
Board,  and  for  decision  by  the  Board,  without 
further  argument. 


1050-41-BZ. 

APPLICANT — John  G.  Schuhmann,  for  Queensboro  In¬ 
vestment  Company  and  Frank  Hardart,  owners 
(Anthonv  B.  Colucci,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 74-11  37th  avenue,  north  side, 
from  74th  street  to  75th  street  (Block  No.  1274, 
Lot  Nos.  11,  35  and  45)  Jackson  Heights,  Borough 
of  Oueens. 

APPEARANCES— 

For  Applicant:  John  G.  Schuhmann,  Teresa  E. 
Colucci,  Anthony  B.  Colucci,  James  Sinisi  and 
A.  E.  MacDougall. 

For  Opposition:  Toseph  Leav,  Walter  Lubarsky, 
Margaret  McElwain,  Mary  Nedell,  Harland 
Dixon,  N.  Spinella,  C.  Grandierra,  Tas.  T.  Cot¬ 
ter,  Edna  B.  Davidson  and  Mary  Berendes. 
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ACTION  OF  BOARD — Laid  over  to  March  3,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 


169-40-BZ. 

APPLICANT — David  J.  Lewis,  for  Louis  Leavitt,  owner. 
SURJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 224-14  Hempstead  avenue, 
southwest  corner  of  225th  street  (Block  No.  11159, 
part  of  Lot  No.  43),  Queens  Village,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  David  J.  Lewis  and  Alfred  A. 

Lama. 

For  Opposition :  Mrs.  Paul  Langerfeld,  and  Harold 


Klorfein,  Dept,  of  Parks. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Grief  Gunn  .  3 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(469-40-BZ) 

Whereas,  David  J.  Lewis,  for  Louis  Leavitt,  owner,  filed 
May  3,  1940,  an  application  under  section  21  of  the  building 
done  resolution,  to  permit  in  a  business  use  district,  the  erec- 
ion  and  maintenance  of  a  gasoline  service  station,  premises 
124-14  Hempstead  avenue,  southwest  corner  of  225th  street 
(Block  No.  11159,  part  of  Lot  No.  43),  Queens  Village, 
Borough  of  Queens  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
ry  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
ng,  February  17,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Hempstead  avenue  is  in  busi¬ 
ness  and  residence  use '  districts ;  103rd  avenue  is  in  a 
residence  use  district ;  225th  street  and  223rd  street  are  each 
in  residence  and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  2533-1940,  dated  April  18,  1940, 
reads : 

“The  erection  of  a  gasoline  selling  station  and  erection 
of  an  auto  laundry  lubritorium  and  sales  office  in  a 
business  district  is  contrary  to  Art.  2,  Section  4  of  the 
Building  Zone  Resolution.” 
ind 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
i  frontage  of  100  ft.  on  Hempstead  avenue  and  83.2  ft.  on 
125th  street.  It  is  proposed  to  erect  upon  the  plot  a  one- 
dory  building  44  ft.  by  43  ft.  irregular  in  area,  to  be  used 
is  auto  laundry,  lubritorium  and  office,  and  also  to  install 
he  necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
ind 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
uibstantiate  a  basis  of  appeal  under  section  21  of  the  build- 
ng  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
>n  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship;  and 

Whereas,  the  Board  is  precluded,  under  the  provisions  of 
;ection  21-A,  effective  June  28,  1940,  from  granting  a 
•ariance  to  permit  a  gasoline  service  station  because  of  the 
adjacent  parkway. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
n  acting  on  N.  B.  Application  No.  4533-40,  be  and  it  hereby 
s  affirmed  and  that  the  application  be  and  it  hereby  is 
lenied. 


77  8-41-BZ. 

APPLICANT — Albert  Homer  Swanke,  for  Louis  H.  Pink, 
Superintendent  of  Insurance,  State  of  New  York, 
as  Liquidator  of  the  Bond  and  Mortgage  Guarantee 
Company,  owner  (Louis  Pimpinelli,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  Jor  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 119-125  Fourth  place,  north 
side,  145  ft.  west  of  Smith  street  (Block  No.  467, 
Lot  No.  39),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Samuel  S.  Block. 

For  Opposition :  Thomas  Piluso,  Frank  A.  Sileo, 
Filippa  Venezia,  Nora  Dwyer,  Pauline  S.  Bus- 
kirk,  Susan  R.  Magee,  Mrs.  Henry  Hester, 


Lina  Stawitz,  Jacob  Gibel  and  G.  Imperato. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  .Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(778-41-BZ) 

Whereas,  Albert  Homer  Swanke,  for  Louis  H.  Pink, 
Superintendent  of  Insurance,  State  of  New  York,  as  Liqui¬ 
dator  of  the  Bond  and  Mortgage  Guarantee  Company, 
owner,  filed  September  12,  1941,  an  application  under  sec¬ 
tions  7h  and  21  of  the  building  zone  resolution,  to  permit  in 
a  residence  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  119-125  Fourth  place, 
north  side,  145  ft.  west  of  Smith  street  (Block  No.  467,  Lot 
No.  39),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  17,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fourth  place  and  Third  place 
are  each  in  residence,  business  and  unrestricted  use  districts ; 
Court  street  is  in  business  use  district ;  Smith  street  is  in  an 
unrestricted  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  2347-1941,  dated  August  18,  1941, 
reads : 

“Proposed  parking  and  storage  of  automobiles  within 
a  residential  use  district  is  not  permitted  Art.  II,  Sec.  3 
of  Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  80  ft.  and  with  a  depth  of  200  ft.  It  is 
proposed  to  use  the  site  for  a  temporary  period  of  not  more 
than  two  (2)  years,  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h,  for  the  use  of  the 
plot  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  failed 
to  substantiate  a  basis  of  appeal  under  section  21  of  the 
building  zone  resolution  and  was,  therefore,  not  entitled  to 
relief  on  the  grounds  of  practical  difficulty  and  unnecessary 
hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
in  acting  on  B.  N.  Application  No.  2347-41,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is 
denied. 
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838-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Joseph  Rosen¬ 
baum,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
use  of  a  plot  of  ground  for  the  storage  and  sale  of 
lumber  and  building  materials  and  also  the  erection 
and  maintenance  of  accessory  buildings. 
PREMISES  AFFECTED— 1434-1462  Linden  boulevard, 
south  side,  11  ft.  9J4  in.  east  of  Rockaway  avenue 
(Block  No.  3644,  Lot  No.  26),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Hyman  E. 
Kamen. 

For  Opposition:  None. 

For  Administration :  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative :  .  0 

Absent:  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(838-41-BZ) 

'Whereas,  Lama  and  Proskauer,  for  Joseph  Rosenbaum, 
owner,  filed  September  29,  1941  an  application  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  use  of  a  plot  of  ground  for  the  storage  and 
sale  of  lumber  and  building  materials,  and  also  the  erection 
and  maintenance  of  accessory  buildings ;  premises :  1434-1462 
Linden  boulevard  south  side,  1 1  ft.  9j4  in.  east  of  Rockaway 
avenue  (Block  No.  3644,  Lot  No.  26),  Borough  of  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  17,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Linden  boulevard  is  in  business 
and  residence  use  districts ;  Rockaway  avenue  is  in  business, 
unrestricted  and  residence  use  districts ;  Thatford  street  is 
in  a  business  use  district ;  and 
W hereas,  the  decision  of  the  borough-  superintendent  on 
Application  Nos.  1773  and  1774 — 1941,  dated  September  10, 
1941,  reads : 

“Proposed  occupancy  of  premises  located  in  a  busi¬ 
ness  zone  for  the  storage  and  sale  of  lumber  is  contrary 
to  Article  II,  Section  4a (31)  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  250  ft.  4  in.  on  Linden  boulevard  and  87  ft. 
8  in.  on  Rockaway  avenue.  It  is  proposed  to  erect  upon  the 
plot  a  one-story,  Class  3  office  building,  26  ft.  by  12  ft.  in 
area,  a  one-story,  Class  4  lumber  shed,  40  ft.  by  22  ft.  in 
area,  and  to  use  the  remainder  of  the  plot  for  the  storage 
and  sale  of  lumber  and  building  materials ;  and 

Whereas,  the  representative  of  the  borough  superinten¬ 
dent  stated  that  at  the  hearing  of  February  17,  1942  that 
Building  Notice  Application  No.  1428  has  been  approved 
under  date  of  February  16,  1942  for  the  existing  occupancy 
of  the  lot,  namely  Block  3644,  Lots  26  and  29,  for  the 
storage  and  sales  of  building  materials  with  the  sale  and 
storage  of  lumber  incidental  thereto,  and  that  a  certificate 
of  occupancy  will  be  issued  for  this  use;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7c  of  the 
building  zone  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  make  a  variation  in  the  application  of  the  use  dis 
trict  regulations  of  the  building  zone  resolution,  and  tha 
the  application  be  and  it  hereby  is  granted  under  section  7 
thereof,  to  permit  the  extension  of  the  existing  legally  per 
mitted  use  including  the  storage  and  sale  of  lumber  and  th 
erection  of  the  proposed  office  building  and  lumber  storag 
shed  as  indicated  on  plans  filed  with  this  application  market 
“Received  September  29,  1941”,  on  condition  that  the  use  o 
such  buildings  shall  be  in  accordance  with  the  legally  per 
mitted  use  and  that  such  buildings  shall  comply  in  all  re 
spects  with  all  laws,  rules  and  regulations  applicable  thereto 
other  than  as  modified  under  Cal.  No.  33-42-A ;  that  al 
permits  shall  be  obtained  and  all  work  completed  within  on. 
(1)  year  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

11 7-41 -A. 

APPLICANT— William  B.  Herlands,  Dept.  Investigation 
Citv  of  New  York. 

OWNER  OF  PREMISES— Garage  Holding  Co.,  Inc. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings  re  Revocation  of  C.  of  C 
No.  28871/24,  Permit  No.  18153-23  and  Alt.  23071 
23. 

PREMISES  AFFECTED— 369-375  Suydam  street,  nortl 
side,  117  ft.  11  in.  west  of  Wyckoff  avenue  (Bloc! 
No.  3210,  Lot  No.  41),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Willard  J.  Carmel. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1942  a 
10  A.  M.  at  request  of  applicant. 


32-42-A. 

APPLICANT — Lama  and  Proskauer,  for  Ernst  C.  Wal 
deck,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super 
intendent. 

PREMISES  AFFECTED— 7610  Fourth  avenue,  west  side 
59  ft.  south  of  76th  street  (Block  No.  5950,  Lo 
No.  47),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Ernst  C 
Waldeck. 

For  Administration :  Dewey  Rothkrug,  Dep’t  o 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  24,  1942  a 
10  A.  M.  in  connection  with  Cal.  No.  950-40-BZ. 


33-42-A. 

APPLICANT — Lama  and  Proskauer,  for  Joseph  Rosen¬ 
baum,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super 
intendent. 

PREMISES  AFFECTED— 1434-1462  Linden  boulevard 
south  side,  11  ft.  9J4  in.  east  of  Rockaway  avenui 
(Block  No.  3644,  Lot  No.  26),  Borough  of  Brook 
lyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Hyman  E 
Kamen. 

For  Administration :  Dewey  Rothkrug,  Dep’t  o' 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn . 

Negative :  .  ( 

Absent:  Commissioner  Savage .  j 
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THE  RESOLUTION—  240-38-BZ. 


(33-42- A) 

W  hereas,  Lama  and  Proskauer,  for  Joseph  Rosenbaum, 
owner,  filed  on  January  10,  1942  an  appeal  from  a  decision 
of  the  borough  superintendent;  premises  1434-1462  Linden 
ooulevard,  south  side,  11  ft.  9 y2  in.  east  of  Rockaway  avenue 
(Block  No.  3644,  Lot  No.  26),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  No.  1773/41,  dated  January  5,  1942,  reads: 

“2.  Proposed  frame  shed  20  ft.  high  and  only  2'  -0" 
from  bldg,  line  is  contrary  to  Section  8.7.2.64  Bldg. 
Code.” 
ind 

Whereas,  the  applicant  states  that  the  building  is  20  ft. 
n  height ;  40  ft.  by  22  ft.  in  area ;  of  Class  4  construction ; 
ocated  on  a  plot  250  ft.  4p2  in.  by  100  ft.  in  area;  in  a 
msiness  use  A  area  district ;  and  occupied :  first  floor, 
.torage  and  sales  of  lumber  and  building  materials ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
low  used  for  storage  of  building  materials,  lumber  and 
nachinery ;  that  it  is  intended  to  use  the  plot  for  the 
torage  and  sales  of  lumber  and  building  materials  by  erect- 
ng  thereon  a  one-story  office  building  12  ft.  by  26  ft.  in  area 
ind  a  lumber  shed  40  ft.  by  22  ft.  in  area'  and  20  ft.  in 
‘eight ;  that  in  view  of  the  fact  that  the  proposed  lumber 
bed  will  be  used  as  an  open  rack  for  lumber  and  is  located 
-  ft.  off  the  rear  lot  line,  it  is  requested  that  the  appeal  be 
.ranted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
cting  on  N.  B.  Applic.  No.  1773-41,  Objection  No.  2,  be 
nd  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
»  granted  on  condition  that  the  proposed  frame  shed  shall 
omply  with  all  requirements  of  the  Administrative  Build- 
lg  Code,  including  section  C26-541.0  (8.7.2.6.1)  except  that 
he  shed  may  be  20  ft.  in  height ;  that  the  use  of  such  shed 
hall  be  as  proposed  in  accordance  with  the  certificate  of 
ccupancy  to  be  issued  and  in  accordance  with  the  resolution 
f  the  board  adopted  under  Cal.  No.  838-41 -BZ. 


.djourned,  12  :35  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  17,  1942. 

Present:  Chairman  Murdock,  Commissioner  Blum  and 
I'eputv  Chief  Gunn. 


BUILDING  ZONE  CASES 

M0-BZ. 


PPLICANT — Paul  Friedman,  for  Frank  Derasmo,  owner. 

UBJECT — Application  for  consideration — reopening — re 
Application  (decision  of  the  borough  superinten¬ 
dent)  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  residence  use  district,  the 
erection  of  an  accessory  building  on  an  existing 
gasoline  service  station;  previously  dismissed  for 
lack  of  prosecution. 

(REMISES  AFFECTED — 144-25  North  Conduit  avenue, 
north  side,  215  ft.  west  of  135th  avenue  and  144-40 
135th  avenue  (Block  No.  2873,  Lot  No.  18),  South 
Ozone  Park,  Borough  of  Queens. 

PPEARANCES — 

For  Applicant:  Paul  Friedman. 

CTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

NE  VOTE  TO  REOPEN— 


Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn . 

Negative:  . 

Absent:  Commissioner  Savage  . 


3 

0 
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APPLICANT — H.  L.  Brandt,  for  Avonzel  Corporation, 
owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  for  a  temporary  period  of 
not  more  than  two  (2)  years. 

1  REMISES  AFFECTED — 2418-2430  Amsterdam  avenue 
and  501-503  West  180th  street,  northwest  corner 
(Block  No.  2152,  part  of  Lot  Nos.  82,  83,  84  and 
85),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn,  on  written 
request. 

THE  VOTE  TO  WITHDRAWN — 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative :  .  q 

Absent :  Commissioner  Savage  . .  1 


713-41-BZ. 

APPLICANT — William  Shary,  for  Dolorita  Wallace, 
owner. 

SUBJECT  Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7h  and  21  of  the 
building  zone  resolution,  to  permit  partly  in  a  resi¬ 
dence  use  and  partly  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

T  REMISES  AFFECTED — 1006  East  176th  street  and  1872 
Longfellow  avenue,  southeast  corner  (Block  No. 
3011,  Lot  No.  30),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  None. 

ACT  ION  OF  BOARD — Application  withdrawn,  on  written 
request. 

THE  VOTE  TO  WITHDRAW — 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  .  q 

Absent :  Commissioner  Savage  .  1 


748-39-BZ. 

APPLICANT — Cornelius  G.  De  Loca,  for  George  A.  Tib- 
bals  and  Samuel  G.  Tibbals,  owners  (Louis  Kurfist 
and  Joseph  Greenspan,  lessees). 

SUBJEC  T — Application  for  consideration — reopening  and 
rehearing — re  Application  (decision  of  the  borough 
superintendent)  previously  denied,  under  section  7h 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not 
metre  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 37-02  to  37-20  73rd  street  and 
72-02  to  72-30  37th  avenue,  southwest  corner  (Block 
No.  1283,  Lot  No.  1),  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Cornelius  G.  De  Loca,  Hugh  Berger 
and  A.  S.  Hall. 

For  Opposition  :  James  J.  Cotter. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  o 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Absent:  Commissioner  Savage  .  1 
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384-40-BZ. 

APPLICANT— Herman  Kroh,  for  Federation  Bank  and 
Trust  Company,  owner  (Morris  Goldstein  and 
Louis  Morgenstein,  lessees). 

SUBJECT — Application  for  consideration— reopening  and 
rehearing  on  new  facts — re  Application  (decision  of 
the  acting  borough  superintendent)  under  section 
7h  of  the  building  zone  resolution,  to  permit  in  a 
retail  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (previously 
denied). 

PREMISES  AFFECTED— 443-451  West  34th  street,  north 
side,  187.6  ft.  east  of  Tenth  avenue  (Block  No. 
732,  Lot  Nos.  11  to  15,  inclusive),  Borough  of 
Manhattan. 

APPEARANCES—  _ 

For  Applicant :  Herman  Kron  and  Bernard  F. 
Stern. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  . •••••••  0 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Absent:  Commissioner  Savage  .  1 


104-41-BZ. 

APPLICANT — Potters  Brothers,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  building  zone 
resolution,  permitting  in  a  residence  use  district  the 
erection  and  maintenance  of  a  factory  building; 
also  the  area  of  the  proposed  factory  building  above 
18  ft.  above  the  curb  level  in  excess  of  the  limita¬ 
tions  set  by  the  building  zone  resolution. 

PREMISES  AFFECTED— 150-22  Tahoe  street,  west  side, 
170.14  ft.  south  of  Albert  road  and  150-25  Centre- 
ville  street  (Block  No.  11556,  Lot  Nos.  23  and  57), 
Ozone  Park,  Borough  of  Queens. 

APPEARANCES—  o  TT  „ 

For  Applicant:  Arthur  Potters  and  A.  S.  Hall. 
For  Opposition :  Lewis  Greenberg  and  Helen 
Williams. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn  as  to 
amendment  of  resolution;  application  reopened  and 


time  extended.  __ 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE- 

.  OPEN—  k  .  . 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative :  .  ® 

Absent :  Commissioner  Savage  . •  •  •  •  •  1 

TFIE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative :  .  !. 

Absent:  Commissioner  Savage  .  1 


THE  RESOLUTION— 


(104-41-BZ) 

Whereas,  this  application,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  factory  building 
(also  the  area  of  the  proposed  factory  building  above  18  ft. 
above  the  curb  level  is  in  excess  of  the  limitations  set  by  the 
building  zone  resolution),  premises  1 50-22  Tahoe  street, 
west  side,  170.14  ft.  south  of  Albert  road  and  150-25  Centre- 
ville  street  (Block  No.  11556,  Lot  Nos.  23  and  57)  Ozone 
Park,  Borough  of  Queens,  was  granted  by  the  Board  April 
29,  1941,  on  certain  conditions,  under  section  7c  of  the  build¬ 
ing  zone  resolution ;  and 


Whereas,  the  owners  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  29,  1941,  only 
so  far  as  it  has  reference  to  the  time  in  which  to  complete 
the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  three  (3)  months  from  the  date  of  this 
amended  resolution.” 


DISMISSALS  FOR  LACK  OF  PROSECUTION. 

Whereas,  the  following  cases  were  filed  for  variances  of 
the  building  zone  resolution: 

236-40- BZ. 

APPLICANT— A.  F.  Newman,  for  Katherine  Doherty, 
owner. 

SUBJECT— Application  (re  decision  of  the  borough 
superintendent)  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance  of  a 
stoop  within  a  required  side  yard. 

PREMISES  AFFECTED— 223-23  106th  avenue,  north 
side,  220  ft.  east  of  223rd  street  (Block  No. 
11172,  Lot  No.  37),  Queens  Village,  Borough 
of  Queens. 

487-40-BZ. 

APPLICANT— Lillian  Wolz,  owner  (Sarah  Weinreib, 
lessee) . 

SUBJECT— Application  (re  decision  of  the  borough 
superintendent)  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence 
use  district,  the  maintenance  of  a  business  use 
(beauty  parlor)  in  part  of  an  existing  multiple 
dwelling. 

PREMISES  AFFECTED— 2733  Morris  avenue,  south¬ 
west  corner  of  East  196th  street  (Block  No. 
3317,  Lot  No.  36),  Borough  of  The  Bronx. 

506-40-BZ. 

APPLICANT— James  M.  Brooks,  for  Gerd  H.  Sem- 
ken  and  Meta  E.  Kedenburg,  owners  (Semken 
Coal  Company,  Incorporated,  lessee). 

SUBJECT— Application  (re  decision  of  the  borough 
superintendent)  under  sections  7a  and  21  of  the 
building  zone  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  coal  yard  and 
coal  pockets. 

PREMISES  AFFECTED— South  side  of  Circumfer¬ 
ential  parkway,  146  ft.  east  of  Bay  parkway 
(Block  No.  6491,  Lot  Nos.  13  and  55),  Bor¬ 
ough  of  Brooklyn. 

732-40-BZ. 

APPLICANT — C.  Dale  Badgeley,  for  Pietro  Dellaccio, 
owner.  ■ 

SLTBJECT — Application  (re  decision  of  the  borough 
superintendent)  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — 3723  Bronxwood  avenue 
southwest  corner  of  East  217th  street  (Block 
No.  4675,  Lot  No.  83),  Borough  of  The  Bronx 

1017-40-BZ. 

APPLICANT — S.  Walter  Katz,  for  J.  Clarence  Davies 
Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  bor 
ough  superintendent)  under  section  21  of  th< 
building  zone  resolution,  to  permit  in  a  resi 
dence  use  district,  the  parking  of  more  thai 
five  (5)  motor  vehicles. 
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PREMISES  AFFECTED — South  side  of  Graham 
square,  336.22  ft.  west  of  Lawrence  avenue 
(Block  No.  2527,  Lot  Nos.  122  to  130),  Bor¬ 
ough  of  The  Bronx. 

1233-40-BZ. 

APPLICANT — Harry  Pargament,  Incorporated,  for 
One  Continental  Avenue,  Incorporated,  owner 
(Kent  Stores,  Incorporated,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent)  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use 
district,  the  maintenance  of  a  business  sign — 
the  area  of  which  exceeds  the  limit  permissible 
under  the  building  zone  resolution. 

PREMISES  AFFECTED — 107-52  Queens  boulevard, 
south  side,  30  ft.  west  of  71st  avenue  (Block 
No.  3239,  Lot  No.  11),  Forest  Hills,  Borough 
of  Queens. 


30-41-BZ. 

APPLICANT — Henry  Nordheim,  for  Estate  of  Fanny 
Levy,  owner  (Paul  Rangwirtz,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent)  under  sections  7f  and  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles 
upon  an  existing  gasoline  service  station. 

PREMISES  AFFECTED — 1990  Jerome  avenue  and  2 
East  179th  street,  southeast  corner  (Block  No. 
2854,  Lot  No.  14),  Borough  of  The  Bronx. 

187-41-BZ. 

APPLICANT — Saul  Goldsmith,  for  Estate  of  Aaron 
S.  Robbins,  owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent)  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use 
district,  on  a  plot  occupied,  in  part,  as  a  gaso¬ 
line  service  station,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 47-67  Empire  boulevard 
and  1021-1037  Franklin  avenue,  northeast  corner 
(Block  No.  1306,  Lot  No.  1),  Borough  of 
Brooklyn. 

604-41-BZ. 

APPLICANT — Arthur  Bailey  (lessee),  for  Estate  of 
Michael  del  Papa,  owner. 

SUBJECT— Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent)  under  section  7h  of  the 
building  zone  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  an  unrestricted  use 
district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1327  Sedgwick  avenue, 
northwest  corner  of  Depot  place  (Block  No. 
2541,  Lot  No.  9),  Borough  of  The  Bronx. 

THE  VOTE  Tp  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

Whereas,  the  papers  in  the  foregoing  subject  cases  were 
not  completed  by  the  applicants,  although  duly  notified  to  do 

so;  and 

Whereas,  at  the  hearing  there  were  no  appearances  made 
on  behalf  of  the  applicants. 

Resolved,  that  the  applications  be  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 


122-31-BZ. 


APPLICANT — Nathan  Slewett,  for  Andrew  N.  Miller, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service 
station  for  a  temporary  period. 

PREMISES  AFFECTED — 141-09  Lincoln  avenue,  north¬ 
west  corner  of  142nd  street  (Block  No.  1122,  Lot 
No.  134),  South  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Nathan  Slewett. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  .  q 

Absent:  Commissioner  Savage  . 1 


THE  RESOLUTION— 

(122-31-BZ) 

Whereas,  this  application,  affecting  premises  141-09  Lin¬ 
coln  avenue,  northwest  corner  of  142nd  street  (Block  No. 
1122,  Lot  No.  134),  South  Jamaica,  Borough  of  Queens, 
was  granted  by  the  Board  October  8,  1931,  for  a  temporary 
period  of  two  years,  on  certain  conditions ;  conditions  mod¬ 
ified  March  29,  1932,  period  extended  September  26,  1933, 
March  31,  1936,  and  March  5,  1940,  and  owner  requests  a 
further  extension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  March  29,  1932, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit' 
so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“Granted  under  section  7f  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion.” 


127-35-BZ. 

APPLICANT — Jack  Z.  Cohen,  for  Joseph  Angelone, 


UW11C1  . 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  under  section  7h  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two,  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 115-117  Truxton  street,  north 
side,  220  ft.  east  of  Sackman  street  (Block  No. 
1544,  Lot  No.  45),  Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  q 

Absent:  Commissioner  Savage  . 1 


THE  RESOLUTION— 

(127-35-BZ) 

Whereeas,  this  application  affecting  premises  115-117 
Truxton  street,  north  side,  220  ft.  east  of  Sackman  street 
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(Block  No.  1544,  Lot  No.  45),  Borough  of  Brooklyn,  to 
permit  in  a  business  use  district  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  was  granted  by  the  Board 
February  25,  1936,  for  a  temporary  period  of  two  years 
on  certain  conditions,  permit  extended  February  8,  1938  and 
February  6,  1940,  and  applicant  requested  a  further  exten¬ 
sion  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  25,  1936, 
as  last  amended  by  resolution  adopted  on  February  6,  1940, 
only  so  far  as  it  has  reference  to  the  extension  of  the 
permit,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  under  section  7h  of  the  building  zone  resolu¬ 
tion  for  a  term  of  two  (2)  years  from  the  date  of  this 
amended  resolution,  to  permit  *  *  *” 


314-36-BZ. 

APPLICANT— Margaret  Farrell  (lessee),  for  Estate  of 
Margaret  Rowan,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  sections  7h  and  21  of  the  build¬ 
ing  zone  resolution,  permitting  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a 
temporary  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 619-623  East  163rd  street, 
north  side,  60  ft.  west  of  Cauldwell  avenue  and 
606-608  Teasdale  place  (Block  No.  2621,  Lot  Nos. 
29,  30,  31,  18  and  20),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Raymond  O’Connor  and  Domenick 
Farrell. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative :  .  0 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION— 

(314-36-BZ) 

Whereas,  this  application,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  619-623  East  163rd  street,  north  side,  60  ft.  west 
of  Cauldwell  avenue,  and  606-608  Teasdale  place  (Block 
No.  2621,  Lot  Nos.  29,  30,  31,  18  and  20),  Borough  of  The 
Bronx,  was  granted  by  the  Board  February  23,  1938,  on  cer¬ 
tain  conditions  for  a  temporary  period  of  two  (2)  years, 
permit  extended  February  20,  1940;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  23,  1938, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  under  section  7h  for  a  temporary  term  of , two 
(2)  years  from  the  date  of  this  amended  resolution.” 


279-37-BZ. 

APPLICANT— Bertram  J.  Barrett,  for  Estate  of  A.  and 
W.  H.  Tackson,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 


years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 41-10  28th  avenue,  south  side, 
75  ft.  east  of  41st  street  (Block  No.  664,  Lot  No. 
20),  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  D.  J.  Barrett. 

ACTJON  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative :  . .  •  •  0 

Absent:  Commissioner  Savage  . .  1 


THE  RESOLUTION— 

(279-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  mbre  than  two  (2)  years  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  41-10  28th  avenue,  south  side,  75  ft.  east  of 
41st  street  (Block  No.  664,  Lot  No.  20),  Astoria,  Borough 
of  Queens,  was  granted  by  the  Board  February  8,  1938,  on 
certain  conditions,  permit  extended  February  14,  1940,  and 
applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  8,  1938, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  *” 


559-37-BZ. 

APPLICANT — Fellman  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 5020-5036  Broadway,  3996-4010 
Tenth  avenue,  501-517  West  213th  street  and  500- 
518  West  214th  street  (Block  No.  2231,  Lot  Nos.  1, 
5.  13  and  17),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Goldberg. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock.  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative :  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(559-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  5020-5036  Broadway,  3996-4010  Tenth  avenue,  501- 
517  West  213th  street  and  500-518  West  214th  street  (Block- 
No.  2231,  Lot  Nos.  1,  5,  13  and  17),  Borough  of  Manhattan, 
was  granted  by  the  Board  April  12,  1938,  on  certain  condi¬ 
tions,  permit  extended  February  20,  1940,  and  applicant  re¬ 
quested  a  further  extension  of  the  permit. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lerebv  amend  the  resolution  adopted  on  April  12,  1938,  only 
io  far  as  it  has  reference  to  the  term  of  the  permit,  so 
hat  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  under  section  7 h  for  a  temporary  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution.” 


162-41-BZ. 

APPLICANT — James  Whitford,  for  Fred  Ihnken,  Jr., 
Delia  Cahill  and  Dorothy  Ihnken,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  application  under  sec¬ 
tion  7c  of  the  building  zone  resolution  permitting  in 
a  business  use  district  the  reconstruction  and  exten¬ 
sion  of  an  existing  gasoline  service  station. 

’REMISES  AFFECTED — 36  Tompkins  (Rosebank)  ave¬ 
nue  and  116  Tompkins  street,  southwest  corner 
(Block  No.  549,  Lot  Nos.  17  and  18),  Stapleton, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  Whitford,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative :  .  I) 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(362-41-BZ) 

Whereas,  this  application,  under  section  7c  of  the  building 
:one  resolution,  to  permit  in  a  business  use  district  the  re- 
:onstruction  and  extension  in  area  of  an  existing  gasoline 
■ervice  station;  premises  36  Tompkins  avenue  (Rosebank) 
and  116  Tompkins  street,  southwest  corner  (Block  No.  549, 
-ot  Nos.  17  and  18),  Stapleton,  Borough  of  Richmond,  was 
granted  by  the  Board  June  24,  1941,  on  certain  conditions, 
and  applicant  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lerebv  amend  the  resolution  adopted  on  June  24,  1941,  by 
adding  thereto: 

“that  in  lieu  of  the  four  existing  tanks  hereinbefore 
referred  to,  not  more  than  four  (4)  1,000  gallon  tanks 
may  be  installed,  in  accordance  with  the  resolution 
adopted  by  the  Board  under  Cal.  No.  43-42 -M  on  Feb¬ 
ruary  17,  1942.” 


'75-41-BZ. 

APPLICANT — Joseph  Goldman,  lessee,  for  Central  Han¬ 
over  Bank  and  Trust  Company,  owner. 

•UBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  under  section  7h 
of  the  building  zone  resolution,  permitting  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

’REMISES  AFFECTED — 44-02  Queens  boulevard  and 
45-01  44th  street,  southeast  corner  (Block  No. 
166,  part  of  Lot  No.  20),  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Goldman. 

ACTION  OF'  BOARD — -Application  reopened  and  resolu¬ 
tion  amended. 

'HE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative :  . 0 

Absent :  Commissioner  Savage .  1 


THE  RESOLUTION— 

(375-41-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  premises 
44-02  Queens  boulevard  and  45-01  44th  street,  southeast  cor¬ 
ner  (Block  No.  166,  part  of  Lot  No.  20),  Long  Island  City, 
Borough  of  Queens,  was  granted  by  the  Board  October 
21,  1941,  on  certain  conditions,  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  21,  1941, 
only  so  far  as  it  has  reference  to  the  requirements  for  the 
fence  on  the  building  line  of  44th  street,  so  that  as  amended 
the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7h  thereof,  for  a  term  of  two  (2)  years, 
to  permit  the  premises  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  that  the  plot  shall  be  graded  and  shall  be 
surfaced  with  clean  gravel,  steam  cinders  or  other 
suitable  material  properly  rolled  and  treated  with  an 
asphalt  binder  to  render  a  reasonably  impervious  sur¬ 
face  and  to  provide  surface  drainage;  that  proper  re¬ 
taining  walls  or  barricades  shall  be  constructed  along 
44th  street  for  protection;  that  the  existing  sign  frame¬ 
work  along  Queens  boulevard  and  the  existing  shed 
shall  be  removed;  that  during  the  term  of  this  permit 
the  premises  shall  be  occupied  for  no  other  use  than 
the  parking  and  storage  herein  permitted ;  that  no  build¬ 
ings  shall  be  erected  thereon,  except  there  may  be  one 
building  solely  for  office  and  shelter  for  the  attendant, 
which  may  be  erected  near  the'  entrance  from  44th 
street,  provided  such  building  does  not  exceed  one 
story  in  height  or  150  sq.  ft.  in  area  and  which  may 
be  of  frame ;  that  on  the  interior  lot  lines  where 
walls  of  adjoining  buildings  do  not  occur  there  shall 
be  erected  a  substantial  woven  wire  fence  of  the  chain 
link  type  with  steel  anchored  posts  not  less  than  6  ft. 
in  height  and  a  similar  fence  shall  be  erected  along 
the  street  building  line  of  44th  street  and  Queens 
boulevard,  except  for  an  entrance  from  44th  street  not 
exceeding  20  feet  in  width  with  a  curb  cut  opposite 
of  similar  width,  except  that  from  such  opening  south¬ 
erly  the  fence  on  the  building  line  herein  required  may 
be  omitted,  provided  the  existing  substantial  fence  and 
barricade  at  the  top  of  the  bank  and  approximately 
five  (5)  feet  from  the  building  line  is  maintained; 
that  proper  aisles  shall  be  maintained  at  all  times  for 
easy  entrance  and  egress ;  that  such  portable  fire-fighting- 
appliances  shall  be  maintained  as  the  fire  commissioner 
shall  direct ;  that  any  lighting  shall  be  on  post  standards 
not  more  than  10  ft.  in  height,  fitted  with  metallic 
reflectors  so  arranged  as  to  reflect  towards  the  center 
of  the  premises  and  away  from  adjoining  occupancies; 
that  no  signs  shall  be  erected  except  there  may  be 
a  sign  at  the  entrance  on  44th  street  attached  to  the 
fence  advertising  the  parking  and  storage  use  and  the 
rates  charged  provided  such  sign  does  not  exceed  15 
sq.  ft.  in  area  and  is  not  illuminated;  that  such  sign 
shall  not  extend  beyond  the  building  line;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
1000-41-A. 

APPLICANT — Robert  Gottlieb,  for  The  New  York  Sav¬ 
ings  Bank,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 148-150  Washington  street  and 
145  Cedar  street  (Block  No.  56,  Lot  No.  15), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  Gottlieb. 

ACTION  OF  BOARD— Laid  over  to  March  3,  1942,  at  2 
P.  M.,  for  further  consideration  by  the  Board. 


17-42- A. 

APPLICANT — M.  Maurice  Graham,  lessee,  for  Sclafani 
Brothers,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 16  Clermont  avenue,  west  side, 
150  ft.  south  of  Flushing  avenue  (Block  No.  2032, 
Lot  No.  34),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  M.  Maurice  Graham. 

ACTION  OF  BOARD— Laid  over  to  February  24,  1942 
at  2  P.  M.  on  r.equest  of  applicant. 


3-42- A. 

APPLICANT — Judson  E.  Schnall,  for  Admirable  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 57  Avenue  D  and  750  East 
Fifth  street,  southwest  corner  (Block  No.  374,  Lot 
Nos.  34  and  35),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Judson  E.  Schnall,  B.  August  and 
Wm.  Weiss. 

ACTION  OF  BOARD — Appeal  withdrawn.  Applicant  to 
file  building  zone  application. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  0 

Absent :  Commissioner  Savage  . 1 


82-38-A. 

APPLICANT — J.  Arthur  Kennedy  and  Son,  Incorporated, 
owner. 

SUBJECT — Appeal  reopened  November  18,  1941 — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 60-64  Commerce  street,  east 
side.  175  ft.  north  of  Richards  street  and  53-57 
Seabring  street  (Block  No.  511,  Lot  Nos.  16,  18, 
36,  37  and  38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Dewey  Rothkrug,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  Tp  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  0 

Absent:  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(82-38-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  60-64  Commerce  street, 
north  side,  175  ft.  west  of  Richards  street  and  240  ft.  east 
of  Van  Brunt  street,  and  53-57  Seabring  street  (Block  No. 


511,  Lot  Nos.  16,  18,  36,  37  and  38),  Borough  of  Brooklyn, 
was  granted  by  the  Board  February  23,  1938,  on  certain 
conditions  and  the  applicant  requested  reopening  of  the  ap¬ 
peal  and  amendment  of  the  resolution,  due  to  an  objection 
on  B.  N.  application  No.  2018-41 ;  and 

Whereas,  on  November  18,  1941,  this  appeal  was  re¬ 
opened  by  vote  of  the  Board,  subject  to  usual  procedure ;  and 
Whereas,  the  applicant  was  notified  that  a  hearing  would 
be  held  on  February  17,  1942 ;  and 
Whereas,  at  the  hearing  there  was  no  appearance  made 
on  behalf  of  the  applicant. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


854-41- A 

APPLICANT — E.  A.  Laboratories,  Incorporated,  lessee,  for 
Aufiero  Realty  Corporation,  owner. 

SUBJECT — Appeal  reopened  January  20,  1942  re  Appeal 
from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner;  previously  dismissed  for  lack  of  prosecu¬ 
tion. 

PREMISES  AFFECTED— 698-704  Myrtle  avenue  and  144- 
156  Spencer  street,  southwest  corner  (Block  No. 
1750,  Lot  Nos.  24  and  30),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  B.  G.  Edelman  and  L.  M.  Ferrari. 
For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative :  0 

Absent :  Commissioner  Savage  .  1 


J'HE  RESOLUTION— 

(854-41- A) 

Whereas,  E.  A.  Laboratories,  Inc.,  lessee,  for  Aufiero 
Realty  Corporation,  owner,  filed  September  26,  1941  an  ap¬ 
peal  from  an  order  of  the  fire  commissioner  affecting  prem¬ 
ises  698-704  Myrtle  avenue  and  144-156  Spencer  street, 
southwest  corner  (Block  No.  1750,  Lot  Nos.  24  and  30), 
Borough  of  Brooklyn ;  and 

Whereas,  Order  No.  87561-LC,  issued  by  the  fire  com¬ 
missioner  May  21,  1941  and  repeated  in  a  decision  of  the 
fire  commissioner  dated  September  2,  1941,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  Paints,  etc.,  shows  that 
the  following  must  be  done  before  the  permit  requested 
by  you  can  be  issued : 

5.  Discontinue  the  maintenance  of  any  open  flames 
within  floor  area  where  spray  coating  is  carried  on,  or 
separate  said  open  flames  or  sparking  device  by  parti¬ 
tions  constructed  of  fireproof  or  fire-resisting  material. 
Rule  6.1.8,  Spray  Rules.  (This  refers  to  2nd,  3rd,  5th 
stories.)”  t 

and 

Whereas,  the  applicant  states  that  the  building  is  6  stories 
(78  ft.)  in  height,  100  ft.  by  292  ft.  2  in.  in  area,  of  class 
1  construction,  equipped  with  a  standpipe  and  a  sprinkler 
system,  located  in  an  unrestricted  business  use  district, 
erected  1919  and  1926  and  occupied  as  follows:  cellar,  boiler 
room  and  storage,  1  person ;  first  floor,  metal  stamping  and 
press  room,  50  persons,  second  floor,  office,  shipping  and 
motor  winding,  80  persons ;  third  floor,  heater  assembly  and 
painting,  100  persons;  fourth  floor,  die  casting  and  horn 
assembly,  100  persons;  fifth  floor,  horn  assembly,  plating 
and  polishing,  100  persons,  sixth  floor,  storage,  4  persons. 
No  change  in  use  or  occupancy  is  proposed;  and 

Whereas,  the  applicant  contends  that  to  compel  compli¬ 
ance  with  the  portion  of  the  order  appealed  from  would 
result  in  a  hardship  and  unnecessary  expense  to  the  appli¬ 
cant  ;  that  the  present  use  does  not  constitute  a  hazard ;  that 
there  are  small  spray  booths  on  the  second  story  in  one 
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building  and  small  Bunsen  burners  in  the  other  building; 
that  the  distance  between  the  spray  booths  in  one  building 
and  the  Bunsen  burners  in  the  other  building  is  more  than 
200  ft.;  that  fumes  from  the  spray  booths  are  withdrawn 
by  approved  exhaust  fans  and  ducts ;  that  the  gas  flames 
are  fully  protected  by  means  of  fire  resisting  bricks  and 
are  kept  wholly  confined  by  exhaust  ducts ;  that  it  is  physi¬ 
cally  impossible  for  any  fumes  from  the  spray  booths  to 
come  in  contact  with  the  open  flames;  that  on  the  fifth 
floor  at  No.  144-156  Spencer  street  there  are  several  Bunsen 
burners  fully  protected  in  the  same  manner;  that  there  is 
a  spray  room  located  within  65  ft.  of  these  Bunsen  burners; 
that  the  spray  room  is  fully  enclosed  by  partitions  running 
from  floor  to  ceiling  and  there  are  two  small  spray  booths  lo¬ 
cated  within  the  spray  room.  These  booths  are  of  the  approved 
type,  equipped  with  exhaust  ducts;  that  on  the  third  floor 
of  698-704  Myrtle  avenue  the  following  equipment  is  main¬ 
tained  :  one  Gehnrich  Japanning  oven,  one  drying  oven,  one 
gas  boiler  used  for  heating  cleaning  tanks;  that  these  steps 
have  been  taken  to  comply  with  the  fire  commissioner’s 
order  relative  to  the  gas  fired  boiler  in  question ;  that  in 
view  of  these  facts,  the  applicant  requests  that  Item  5  of 
the  order  be  rescinded;  and 

Whereas,  this  appeal  was  dismissed  for  lack  of  prose¬ 
cution  by  the  Board  on  December  16,  1941  for  failure  of 
applicant  to  appear ;  and 

Whereas,  on  January  20,  1942  the  appeal  was  reopened 
and  restored  to  the  calendar,  subj  ect  to  usual  procedure ; 

and 

Whereas,  the  Fire  Department  has  been  duly  notified  of 
this  hearing. 

Resolved,  that  the  decision  of  the  fire  commissioner  on 
Order  No.  87561-LC  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
order  in  so  far  as  it  applies  to  the  2nd  floor  shall  be  com¬ 
plied  with ;  that  in  so  far  as  it  applies  to  the  5th  floor,  the 
spraying  shall  be  restricted  to  the  existing  room  to  be  en¬ 
closed  within  partitions  of  incombustible  material  from  floor 
to  ceiling;  that  as  to  the  3rd  floor,  the  open  flame  shall 
be  restricted  to  the  flame  within  the  Gehnrich  type  ovens ; 
that  all  paints  shall  be  stored  on  the  roof  except  the  paint 
necessary  for  use  in  spraying,  which  shall  be  in  a  metal 
container  filled  by  means  of  safety  cans ;  that  the  mechani¬ 
cal  ventilation  system  shall  be  maintained ;  that  the  sprinkler 
system,  standpipe  system  and  other  fire-fighting  equipment 
shall  be  maintained  in  accordance  with  the  requirements  and 
to  the  satisfaction  of  the  fire  commissioner;  that  all  spray 
booths  shall  comply  with  the  requirements  therefor ;  that 
in  all  other  respects,  the  order  shall  be  complied  with  and 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


1058-41-A. 

APPLICANT — Joseph  Blumenkranz,  for  Joseph  Biumen- 
kranz  and  Rose  Blumenkranz,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 6009  Independence  avenue,  lot 
on  Right-of-Way  off  Independence  avenue,  189.17 
ft.  south  of  West  261st  street  and  157.21  ft.  west 
of  west  side  of  Independence  avenue  (Block  No. 
3426,  part  of  Lot  No.  608),  Borough  of  The  Bronx, 
(Under  section  36,  General  City  Law  re  proposed 
erection  of  building  not  fronting  on  a  legally 
mapped  street). 

APPEARANCES— 

For  Applicant :  Joseph  Blumenkranz  and  Matthew 
Ury. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  . . . . .  1 
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THE  RESOLUTION— 

(1058-41-A) 

Whereas,  Joseph  Blumenkranz,  for  Joseph  Blumenkranz 
and  Rose  Blumenkranz,  owners,  filed  on  December  8,  1941 
an  application  for  permission  to  erect  a  building  on  a  lot 
which  does  not  face  on  a  mapped  street,  pursuant  to  the 
power  vested  in  the'  Board  under  section  36  of  the  General 
City  Law  and  cited  in  a  decision  of  the  borough  super¬ 
intendent  affecting  premises :  6009  Independence  avenue, 
located  on  a  right-of-way  situated  189.17  ft.  south  of  West 
261st  street  and  157.61  ft.  west  of  Independence  avenue 
(Block  No.  3426,  part  of  Lot  No.  608),  Borough  of  The 
Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  No.  830-41  dated  November  26,  1941  reads : 

“1.  Proposed  structure  must  be  erected  on  a  lot 
which  fronts  on  a  legally  mapped  street.  Sec.  36 
General  City  Law.” 

and 

Whereas,  the  applicant  states  that  the  proposed  build¬ 
ing  will  be  2  stories  (20  ft.)  in  height,  41  ft.  by  16  ft.  in 
area,  of  class  4  construction,  located  on  a  lot  55  ft.  by 
125  ft.  in  area  in  a  residence  use  district  and  occupied  as 
follows:  cellar— garage  and  boiler  room;  1st  and  2nd 
stories — dwelling,  1  family  combined;  and 

Whereas,  the  applicant  contends  that  the  lot  in  question 
is  one  of  a  group  of  inside  lots  which  have  permanent 
access  to  a  legally  mapped  street  by  a  common  20  ft. 
right-of-way;  that  the  topography  of  the  block  is  such  that 
a  reasonably  graded  street  could  not  be  cut  across  it,  due 
to  the  unusually  great  difference  in  grades  of  the  streets 
forming  the  easterly  and  westerly  boundaries  of  the  block; 
that  in  about  330  ft.  there  is.  a  difference  in  elevation  of 
64  ft. ;  that  the  premises  can  be  used  for  residential  pur¬ 
poses  only,  since  it  is  located  in  a  residence  F  district. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  830-41,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  under  the  authority  granted  the  Board  under 
section  36  of  the  General  City  Law  on  condition  that  access 
to  the  premises  by  means  of  20  ft.  right-of-way  leading  to 
Independence  avenue  shall  be  maintained  at  all  times  and 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


1080-41 -A. 

APPLICANT — James  E.  Casale,  for  Frances  M.  Dear, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1100  East  177th  street,  south 
east  corner  of  Devoe  avenue  (Block  No.  3904,  Lot 
No.  30),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  F.  R.  Samet,  Tex  O’Rourke,  H. 
Bernard  Kaye  and  J.  G.  Casale. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative:  . 0 

Absent:  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(1080-41-A) 

Whereas,  James  E.  Casale,  for  Frances  M.  Dear,  owner, 
filed  on  December  11,  1941  an  appeal  from  the  decision  of 
the  borough  superintendent;  premises  1100  East  177th  street, 
southeast  comer  of  Devoe  avenue  (Block  No.  3904,  Lot 
No.  30),  Borough  of  The  Bronx;  and 
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Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1152-41,  dated  December  5,  1941,  reads: 

“1.  Enclosure  wall  at  south  end  of  structure  is  of 
frame  construction  which  is  contrary  to  Secs.  4.1.2  and 
12.2.  The  frame  enclosure  wall  was  temporarily  ap¬ 
proved  in  1928  for  a  period  of  one  year. 

2.  All  wood  construction  on  stands  is  unlawful. 
10.9.1  and  12.2.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (30  ft.)  in  height,  296  ft.  by  492  ft.  in  area,  of  Class  4 
construction ;  located  in  business  and  unrestricted  use  dis¬ 
tricts  ;  erected  in  1927 ;  and  occupied :  first  floor,  amuse¬ 
ments,  4,820  persons ;  second  floor,  grandstand,  7470  persons ; 
no  change  in  use  or  occupancy  is  proposed;  and 
Whereas,  Violation  No.  3345  was  issued  November  26, 
1941  for  erecting  wood  frame  grandstands  against  the  outer 
walls  of  the  building  contrary  to  law ;  and 
Whereas,  Certificate  of  Occupancy  No.  718  was  issued 
May  11,  1929  permitting  the  use  of  the  building  as  a  public 
building  for  amusements  on  the  first  story ;  and 
Whereas,  the  applicant  contends  that  the  present  owners 
came  into  possession  in  December,  1940  and  the  premises 
were  leased;  that  during  the  term  of  said  lease  the  owners 
had  no  control  over  the  operation  of  the  said  premises ; 
that  this  lessee  was  dispossessed  September  4,  1941  and  the 
owners  then  came  into  full  possession  and  management  of 
the  premises ;  that  since  the  owners  became  the  actual  pos¬ 
sessors  of  the  premises  work  was  done  consisting  of  rein¬ 
forcing  wooden  trusses  supporting  approximately  30%  of 
the  grandstand  seats ;  that  six  additional  stairways  were 
built  from  the  grandstands;  that  only  Objections  1  and  2 
of  the  borough  superintendent  are  appealed  from ;  that 
Objections  3  to  10,  inclusive,  will  be  complied  with;  that  the 
enclosure  wall  complained  of  is  approximately  30  ft.  in 
length  and  was  erected  of  frame  construction,  covered  on 
both  sides  with  sheet  iron  and  is  believed  to  be  as  incom¬ 
bustible  as  the  outer  walls  of  the  structure;.  that  this 
enclosure  wall  was  built  of  this  type  of  construction  for  the 
reason  that  at  that  time  it  was  proposed  to  add  a  stage  to 
the  auditorium  and  demolish  the  enclosure  wall  in  question 
and  use  this  opening  as  a  proscenium  arch ;  that  it  is 
requested  that  the  present  construction  which  in  the  opinion 
of  the  applicant  is  safe  be  permitted  to  remain  so  that  the 
owner  can  take  advantage  of  this  construction  in  the  event 
that  it  is  decided  to  add  a  stage  to  the  building;  that  as  to 
Objection  No.  2  relating  to  the  wood  construction  of  the 
grandstands,  the  wooden  stands  are  approximately  30%  and 
the  remaining  70%  is  supported  by  steel  trusses;  that  the 
alterations  as  completed  have  made  the  wood  construction 
entirely  safe  and  additional  exits  have  been  provided  by 
means  of  the  six  additional  stairways;  that  to  compel  the 
owners  to  remove  this  construction  and  to  replace  it  with 
steel  would  amount  to  compelling  them  to  cease  the  occu¬ 
pancy  and  use  of  the  premises ;  that  the  present  priority 
regulations  would  make  it  impossible  to  secure  the  necessary 
steel  for  this  work ;  that  assuming  steel  could  be  obtained 
the  present  cost  of  materials  and  labor  would  make  it 
prohibitive ;  and 

Whereas,  this  appeal  was  the  subject  of  a  report  of  a 
committee  of  the  Board,  which  report  reads : 

REPORT  OF  COMMITTEE 

February  13,  1942. 

Re:  Cal.  No.  1080-41 -A. 

Premises:  1100  East  177th  street,  SEC.,  Devoe  avenue. 

The  Coliseum — Starlight  Park,  The  Bronx. 

This  appeal  is  taken  from  decisions  rendered  by  the 
Borough  Superintendent  in  connection  with  Alteration 
Application  1152  and  reading  as  follows: 

“1.  Enclosure  wall  at  south  end  of  structure  is  of 
frame  construction  which  is  contrary  to  sec¬ 
tions  4.1.2  and  12.2.  The  frame  enclosure  wall 
was  temporarily  approved  in  1928  for  a  period 
of  one  year. 


2.  All  wood  construction  on  stands  is  unlawful. 

10.9.1  and  12.2.” 

While  there  are  other  objections  of  the  Borough 
Superintendent,  none  other  than  the  two  above  quoted 
are  appealed  and  it  is  assumed  that  all  other  objections 
will  be  satisfactorily  complied  with. 

No  other  matters  in  connection  with  the  construction 
or  occupancy  of  this  Coliseum  have  previously  been 
before  the  Board  for  review.  Objection  No.  1  deals 
with  a  section  of  the  southerly  wall  which  was  not  con¬ 
structed  in  masonry  but  was  filled  in  with  wood  studs 
and  sheathing  and  covered  on  the  outside  with  gal¬ 
vanized  iron  and  is  now  covered  on  the  inside  with 
Celotex.  This  space  extends  from  about  ten  feet  from 
the  floor  to  the  roof  and  is  about  eighty  feet  in  width 
and  was  left  for  a  possible  future  proscenium  opening. 

Objection  No.  2  deals  with  the  wood  construction  of 
seatings  on  stands.  Certain  of  these  have  apparently 
existed  since  the  building  was  erected.  Such  stands 
have  steel  truss  frame-work  to  which  is  applied  stepped 
floorings,  serving  both  for  seating  and  for  aisles.  In 
addition,  similarly  constructed  stands  have  been  con¬ 
structed  wholly  of  wood  and  these  latter  have  recently 
been  strengthened  with  additional  uprights  and  bracing. 

A  digest  of  the  record  in  the  Department  of  Housing 
and  Buildings  made  from  the  applications  and  plans 
sent  to  the  Board  on  January  30,  1942  is  on  file  with 
this  appeal.  It  shows  that  this  building,  formerly 
erected  in  the  Philadelphia  Exposition,  was  re-erected 
in  its  present  location  in  1927  and  was  generally 
approved  for  construction  and  arrangement  by  the 
Building  Superintendent  and  the  Division  of  Public 
Assembly  of  the  Fire  Department  without  delay.  A 
letter  from  the  Borough  Superintendent  in  1938  stated 
that  “this  building  complies  with  all  the  requirements  of 
the  law.  .  .  .”  After  that  date  questions  arose  as  to 
construction  of  additional  wood  seatings,  and  temporary 
permits  were  issued  from  time  to  time  until  the  filing 
of  this  appeal. 

The  total  seatings  were  at  the  time  of  erection  shown 
as  17,166.  Later,  due  to  rearrangement  to  accommodate 
an  obround  track,  the  total  seatings  were  reduced  to 
12,163  but  when  the  seatings  on  the  stands  only  are 
used,  i.e.  when  midget  auto  races  or  indoor  track  meets 
are  held,  this  total  is  reduced  b)r  several  thousand. 

The  fire-fighting  equipment  consists  of  a  ten-thousand 
gallon  roof  gravity  tank  and  a  thirty-thousand  gallon 
buried  tank  with  a  thousand  gallon  per  minute  electric 
pump.  There  are  eight  hose  outlets  and  five  Siamese 
inlets.  Portable  extinguishing  equipment  is  maintained 
as  well  as  an  interior  fire  alarm  service  with  connection 
to  fire  headquarters.  The  employees  are  assigned  to 
special  protective  duties  during  shows  and  a  member  of 
the  uniformed  force  of  the  Division  of  Public  Assembly 
of  the  Fire  Department  is  present  during  all  such  times. 

The  oil-fired  heating  equipment  is  in  an  attached 
building  to  the  south  separated  by  fireproof  walls.  The 
Coliseum  is  heated  by  a  forced  draft  hot-air  system. 

The  premises  were  inspected  by  a  Committee  of  the 
Board  on  February  3,  1942,  while  a  boxing  match  was 
in  progress.  The  attendance  was  3832  persons.  Chief 
O’Donohue  and  Lieut.  Paul  of  the  Division  of  Public 
Assembly  were  present  and  expressed  satisfaction  with 
the  operating  and  housekeeping  conditions  from  a  fire 
safety  standpoint. 

In  the  opinion  of  the  committee,  a  temporary  cer¬ 
tificate  of  occupancy  for  two  years  should  be  issued 
after  the  following  conditions  are  met,  i.e.,  the  wood 
stands  should  be  examined  by  the  Department  of  Hous¬ 
ing  and  Buildings  for  structural  safety.  The  Committee 
recommends  that  horizontal  ribbons  should  be  added 
about  midway  of  the  height  of  the  wood  uprights, 
allowing  necessary  height  clearance  for  exit  passages ; 
existing  windows  above  the  metal  doors  from  the  large 
room  at  the  east  opening  into  the  Coliseum  should  be 
blocked  up  with  masonry;  that  all  materials  of  every 
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nature  should  be  removed  from  under  all  stands  and 
such  space  kept  clear  at  all  times  and  thoroughly 
cleaned  of  rubbish  after  each  performance;  that  such 
additional  portable  fire-fighting  equipment  shall  be  fur¬ 
nished  and  maintained  as  the  Division  of  Public  Assem¬ 
bly  of  the  Fire  Department  shall  require ;  that  the 
present  fire  alarm  system,  standpipe  system,  fire-fighting 
equipment  and  watchmen  shall  be  maintained  to  the 
satisfaction  of  the  Division  of  Public  Assembly;  that 
no  additional  incombustible  structures  shall  be  main¬ 
tained,  other  than  those  now  used,  including  the  present 
wood  and  wood-and-steel  stands,  portable  hard-wood 
individual  seatings,  wood  racing  track,  boxing  ring  and 
the  present  enclosing  wall  at  proposed  proscenium  open¬ 
ing  in  the  southerly  exterior  wall ;  that  all  existing 
exits  shall  be  maintained ;  that  the  building  shall  not 
be  increased  in  height  or  area  nor  substantially  altered. 

In  the  opinion  of  the  Committee,  the  present  wood 
stands  and  iron-and-wood  stands  should,  as  soon  as 
practicable,  be  entirely  replaced  by  stands  of  fireproof 
construction.  It  is  noted  that  the  City  Treasurer  re¬ 
ports  unpaid  taxes  totalling  $172,938.90  and  that  accord¬ 
ing  to  agreement  made  in  March,  1941,  $2500.  per 
month  is  to  be  paid  to  him  on  account.  He  reports  no 
payments  made  since  September,  1941. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman, 

CHARLES  M.  BLUM, 

Commissioner, 

JOHN  E.  GUNN, 

Deputy  Chief, 
Committee. 

and 

Whereas,  this  report  recommended  that  this  appeal 
should  be  granted  on  certain  conditions. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  No.  1152  Objections  1  and  2  of 
December  5,  1941,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  in  accordance  with  the 
recommendations  of  the  report  of  the  committee  dated 
February  13,  1942,  on  condition  that  such  variance  shall 
continue  for  a  term  of  two  (2)  years  from  the  date  of  this 
action;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  month  from  the  date  of  this  resolution. 


1109-41 -A 

i  APPLICANT — Francis  S.  Swales,  for  Matthew  Ury  and 
Anna  C.  Ury,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — Lot  on  right-of-wa3'  off  Inde¬ 
pendence  avenue,  189.17  ft.  south  of  West  261st 
street  and  100  ft.  west  of  west  side  of  Independence 
avenue  (Block  No.  3426,  part  of  Lot  No.  608), 
Borough  of  The  Bronx  (Under  section  36,  Genera! 
City  Law  re  proposed  erection  of  a  building  not 
fronting  on  a  legally  mapped  street). 
APPEARANCES— 

For  Applicant:  Joseph  Blumenkranz  and  Matthew 
Ury. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

N  egative :  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(1109-41-A) 

Whereas,  Francis  S.  Swales,  for  Matthew  and  Anna  Ury, 
owners,  filed  on  December  26,  1941  an  application  for  per¬ 
mission  to  erect  a  building  on  a  lot  which  does  not  front 


on  a  legally  mapped  street  pursuant  to  power  vested  in 
the  Board  under  section  36  of  the  General  City  Law  as 
cited  in  a  decision  of  the  borough  superintendent  affecting 
premises  6005  Independence  avenue  situated  on  a  right-of- 
way  located  189.17  ft.  south  of  West  261st  street  and  100 
ft.  west  of  Independence  avenue  (Block  No.  3426,  part  of 
Lot  No.  608),  Borough  of  The  Bronx.;  and 
W hereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  ^Apphc.  No.  841-41  dated  December  12,  1941  reads: 

“1.  Property  should  face  a  mapped  street,  or 
arrangement  should  be  acceptable  to  the  Board  of 
Standards  and  Appeals,  Section  36,  General  City  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
2  stories  and  basement  (32  ft.)  in  height,  36  ft.  by  36  ft.  in 
area,  of  class  4  construction,  located  on  a  lot  57.61  ft.  by 
105.08  ft.  in  area  in  a  residence  use  district  and  occupied 
as  a  one  family  dwelling;  and 

Whereas,  the  applicant  contends  that  the  lot  in  question 
is  one  of  a  group  of  inside  lots  which  have  permanent  access 
to  a  legally  mapped  street  by  a  common  20  ft.  right-of- 
way;  that  the  topography  of  the  block  is  such  that  a  rea¬ 
sonably  graded  street  could  not  be  cut  across  it  due  to 
the  unusually  great  difference  in  grades  of  the  streets 
forming  the  easterly  and  westerly  boundaries  of  the  block: 
that  in  about  330  ft.  there  is  a  difference  in  elevation  of 
64  ft. ;  that  the  premises  can  be  used  for  residental  pur¬ 
poses  only  since  it  is  located  in  a  residence  F  district. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  841-41,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  under  the  authority  granted  the  Board  under  section 
36  of  the  General  City  Law  on  condition  that  access  to  the 
premises  by  means  of  20  ft.  right-of-way  leading  to  Inde¬ 
pendence  avenue  shall  be  maintained  at  all  times  and  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


1116-41-A. 

APPLICANT — Bernhardt  T.  Berman,  for  Lucy  Taub, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 218  Ninth  avenue,  east  side,  60 
ft.  north  of  West  23rd  street  (Block  No.  747,  Lot 


No.  4),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Bernhardt  T.  Berman. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(1116-41-A) 

Whereas,  Bernhai-dt  T.  Berman,  for  Lucy  Taub,  owner, 
filed  on  December  31,  1941  an  appeal  from  a  decision  of 
the  borough  superintendent  affecting  premises  218  9th  ave¬ 
nue,  east  side,  60  ft.  north  of  West  23rd  street  (Block  No. 
747,  Lot  No.  4),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1780-41,  dated  August  18,  1941,  reads: 
“A-l.  New  plan  herewith  filed  showing  arrangement 
to  comply  with  Sec.  248,  Multiple  Dwelling  Law.” 

and 

Whereas,  this  amendment  was  disapproved  by  the  bor¬ 
ough  superintendent  on  September  16,  1941  with  the  fol¬ 
lowing  objections  among  others : 

“A-8.  Party  wall  balcony  fire  escape  at  rear  to  ad¬ 
joining  building  not  acceptable. 
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A-10.  Egress  through  hall  to  bath  room  from  rooms 
at  front  not  acceptable. 

A-ll.  Show  sprinkler  system  and  laundry  installed.” 

and  . 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  4,  1941  reads : 

“A-8.  Repeat,  reconsideration  denied. 

A-10.  Repeat,  reconsideration  denied. 

A-ll.  Repeat,  reconsideration  denied.” 
and  ..... 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  (43  ft.  6  in.)  in  height,  20  ft.  by  54  ft.  in  area,  of 
class  3  construction,  erected  in  1872,  located  in  a  retail  use 
district,  and  occupied  as  follows :  cellar — ordinary  use ; 
1st  floor— store;  2nd  floor— 1  family  and  3  boarders;  3rd 
floor — 1  family  and  3  boarders ;  3rd  floor — 1  family  and  3 
boarders;  4th  floor — 1  family  and  3  boarders;  proposed  to 
be  occupied:  cellar — same;  1st  floor — same;  2nd  floor — 
single  room  occupancy — 5  persons  ;  3rd  floor — single  room 
occupancy — 5  persons ;  4th  floor — single  room  occupancy 
5  persons ;  and 

Whereas,  violation  issued  February  7,  1940  by  the  Divi¬ 
sion  of  Housing  and  Buildings  reads  as  follows: 

“In  violation  of  Sections  82  and  248  of  the  Multiple 
Dwelling  Law  the  following  apartments  are  being  oc¬ 
cupied  for  single  room  occupancy :  2,  3,  4th  stories 

apartments. 

In  accordance  with  the  provisions  of  Sec.  82  of  the 
Multiple  Dwelling  Law,  you  are  hereby  ordered  to  dis¬ 
continue  the  unlawful  occupancy,  use  and  letting  of  the 
above  mentioned  apartments  for  Single  Room  Occu¬ 
pancy  or  make  said  apartments  conform  to  all  the  re¬ 
quirements  of  Sec.  248  of  the  Multiple  Dwelling  Law. 

and 

Whereas,  the  proposed  work  consists  of  changing  the 
occupancy  of  the  2nd,  3rd  and  4th  floors  from  one  family 
with  3  boarders  on  each  floor  to  single  room  occupancies 
under  section  248  of  the  Multiple  Dwelling  Law;  and 

Whereas,  the  applicant  contends  as  to  Objection  A-8 
that  the  party  wall  balcony  fire  escape  is  existing  and  is 
a  legal  secondary  means  of  egress  under  Sec.  231,  subdiv. 
4  of  the  Multiple  Dwelling  Law;  that  under  Alteration 
1352-38,  the  Department  of  Housing  and  Buildings  accepted 
this  fire  escape  as  a  legal  means  of  egress  for  the  occupants 
of  the  entire  floor;  that  a  new  legal  fire  escape  will  be 
erected  at  the  front  of  the  building;  that  the  condition  is 
being  improved  by  providing  a  separate  secondary  means 
of  egress  for  the  occupants  of  the  front  portion  of  the 
building  and  for  those  at  the  rear;  and 

Whereas,  the  applicant  contends  as  to  Obj.  No.  A-10 
that  although  the  occupancy  is  being  changed  under  section 
248,  the  building  is  still  classified  as  a  class  A  multiple 
dwelling  and  section  250  applies ;  that  Sec.  250  permits  pas¬ 
sage  through  the  public  hall  to  the  bath  room;  that  no 
question  was  raised  under  Alt.  1352-38  where  the  occupancy 
on  each  floor  was  1  family  and  3  boarders;  that  only  the 
front  small  bed  room  on  each  floor  is  affected ;  that  the 
large  front  room  and  the  center  room  will  be  occupied  con¬ 
junctively  and  entrance  to  the  bath  room  is  through  the 
foyer ;  and 

Whereas,  the  applicant  contends  as  to  Obj.  No.  A-ll 
that  Sec.  248,  subdiv.  3,  requires  that  each  hall  or  passage 
zvithin  each  apartment  shall  be  equipped  with  a  sprinkler 
system  which  shall  be  extended  to  have  at  least  1  sprinkler 
in  every  room ;  that  a  hall  or  passage  zvithin  an  apartment 
which  leads  to  a  secondary  means  of  egress  must  be  spin- 
klered  so  as  to  have  at  least  1  sprinkler  head  in  each  room ; 
that  if  there  is  no  required  hall  or  passage  within  the  apart¬ 
ment,  the  sprinkler  system  cannot  be  extended;  that  the 
intent  of  the  law  is  to  require  sprinklers  in  each  room  when¬ 
ever  there  is  a  required  hall  or  passage  within  the  apartment 
leading  to  the  secondary  means  of  egress  but  where  there 
is  no  hall  or  passage  within  the  apartment,  no  sprinkler  can 
be  provided  for  same;  that  in  this  case  no  sprinkler  is 
required  for  the  rooms ;  and 

Whereas,  the  applicant  contends  as  to  Obj.  No.  A-ll 
relative  to  the  laundry  that  Sec.  248,  subdiv.  13,  requires 


that  when  the  number  of  occupants  of  a  building  used  for 
single  room  occupancy  .exceeds  10  persons  there  shall  be 
a  laundry  tube  provided  and  facilities  for  drying  clothes; 
that  each  bath  room  on  each  floor  will  have  facilities  for 
drying  clothes;  that  there  is  a  laundry  tub  in  the  present 
rear  kitchen  on  each  floor  for  the  use  of  the  occupants 
of  the  rear  living  room  and  kitchen ;  that  this  leaves  on 
each  floor  the  two  occupants  of  the  large  front  and  center 
rooms  and  the  single  occupant  of  the  small  front  room,  a 
total  of  3  occupants  per  floor  or  9  persons  in  the  building 
without  laundry  facilities  and  thus  the  number  of  persons 
without  laundry  facilities  is  less  than  10;  that  in  view  of 
the  fact  that  the  number  of  persons  without  laundry  facili¬ 
ties  will  4>e  less  than  10,  the  applicant  respectfully  contends 
that  no  additional  laundry  facilities  are  needed;  and 

Whereas,  the  Board  deemed  that  there  had  been  no  in¬ 
correct  interpretation  of  the  law  as  to  the  decisions  appealed 
from. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1780-41,  Objection  Nos.  A-8,  A-10  and 
A-ll,  dated  September  16,  1941  and  December  4,  1941,  be 
and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 


18-42-A. 

APPLICANT — William  Sharv,  for  City  Bank  and  Farmers 
Trust  Company,  and  Florence  Diamond  D’Olier, 
trustees,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 250  West  80th  street,  south 
side,  181.6  ft.  west  of  Broadway  (Block  No.  1227, 
Lot  No.  59),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  William  Shary,  E.  J.  Kordulo  and 
Fred  Wyckoff. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  . 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(18-42-A) 

Whereas,  William  Shary,  for  City  Bank  and  Farmers 
Trust  Company  and  Florence  Diamond  D’Olier,  trustees, 
owners,  filed  on  October  27,  1941  an  appeal  from  the  deci¬ 
sion  of  the  borough  superintendent;  premises  250  West  80th 
street,  south  side,  181.6  ft.  west  of  Broadway  (Block  No. 
1227,  Lot  No.  59),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  954/41,  dated  October  22,  1941,  reads: 

“9.  Proposed  use  of  cellar  as  a  garage  for  more  than 
five  motor  vehicles  is  an  extension  of  a  non-conforming 
use  and  is  contrary  to  Art.  II,  Section  6  of  Zoning 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
(35  ft.)  in  height;  25  ft.  by  90  ft.  in  area;  of  Class  3  con¬ 
struction;  erected  in  1902;  located  in  an  unrestricted  use 
B  area  district ;  and  occupied  since  prior  to  1910  as  follows : 
cellar,  boiler-room  and  dead  storage  of  motor  vehicles;  1st 
floor,  garage  for  more  than  5  motor  vehicles,  3  persons; 
2nd  floor,  garage  for  more  than  5  motor  vehicles,  3  persons; 
3rd  floor,  dead  storage  of  motor  vehicles,  3  persons.  It  is 
proposed  to  be  occupied :  cellar,  boiler-room  and  garage  for 
more  than  5  motor  vehicles ;  1st  floor,  garage  for  more  than 
5  motor  vehicles,  3  persons ;  2nd  floor,  to  remain  vacant ; 
3rd  floor  to  remain  vacant;  and 
Whereas,  the  applicant  requests  an  interpretation  of  Sec¬ 
tion  6  of  the  building  zone  resolution,  as  the  use  of  the 
building  for  a  garage  is  not  being  changed  or  extended  but 
will  be  reduced  and  dead  storage  use  in  the  building  will  be 
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liminated ;  that  in  view  of  the  existing  and  proposed  condi- 
ons  the  interpretation  by  the  borough  superintendent  of  the 
uilding  zone  resolution  is  in  error;  that  the  garage  has 
xisted  since  prior  to  1919;  that  Building  Department  Alt. 
vpplic.  No.  969  of  1910  gives  the  occupancy  of  the  building 
s  a  garage;  that  the  cellar  ceiling  is  not  fire-retarded  and 
lie  third  floor  beams  are  of  insufficient  strength  to  support 

concrete  floor  in  addition  to  the  live  load ;  that  due  to  the 
xcessive  cost  of  rehabilitating  the  present  elevator  it  is 
■roposed  to  discontinue  the  use  of  the  2nd  and  3rd  floors 
nd  maintain  the  garage  on  the  first  floor  and  cellar,  access 
o  cellar  to  be  from  cellar  of  adjoining  building,  248  West 
Oth  street;  and 

Whereas,  in  the  opinion  of  the  Board  the  records  in  the 
Building  Department  from  1902  to  date  and  the  records  in 
he  Fire  Department  indicate  that  the  building  throughout 
nay  legally  be  occupied  as  a  garage  for  more  than  five  (5) 
notor  vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent 
m  Alt.  Applic.  No.  954-41,  Objection  No.  9,  be  and  it  hereby 
s  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
m  condition  that  the  building  throughout  or  such  parts  as 
ire  to  be  continued  as  a  public  garage  shall  comply  with  all 
he  requirements  therefor;  that  the  proposed  door  opening 
o  connect  the  cellar  of  this  building  to  the  cellar  of  the 
egal  garage  adjoining  to  the  east  may  be  constructed,  pro¬ 
dded  such  opening  complies  with  all  the  requirements  of  the 
Building  Code  therefor. 


J3-42-A. 

APPLICANT — David  Gutman,  for  County  Trust  Company, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 21-03  51st  avenue,  northeast 
corner  of  21st  street  (Block  No.  70,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens, 
\PPEARANCES — 

For  Applicant :  David  Gutman. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

\CTION  OF  BOARD — Appeal  granted,  on  condition. 
rHE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative:  . 0 

Absent :  Commissioner  Savage  .  1 


rHE  RESOLUTION— 

(23-42- A) 

Whereas,  David  Gutman,  for  County  Trust  Company, 
owner,  filed  on  January  9,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent;  premises  21-03  51st  ave¬ 
nue,  northeast  comer  of  21st  street  (Block  No.  70,  Lot 
No.  1),  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  2926-41,  dated  December  9,  1941,  reconsidera¬ 
tion  of  which  was  denied  December  16,  1941,  reads : 

“1.  The  proposed  storage  and  use  of  spraying- 
materials  within  a  building  having  a  storage  garage' 
occupancy,  is  contrary  to  the  provisions  of  C19.65.0 
subdivisions  2-3-4  of  the  Administrative  Code. 

2.  The  proposed  storage  of  spraying  material  in 
excess  of  200  gals,  is  contrary  to  Rule  6.2,  Board  of 
Standards  and  Appeals,  governing  the  storage  and  use 
of  spraying  materials  and  equipment.” 
and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories,  (35  ft.)  in  height;  200  ft.  by  100  ft.  in  area;  of 
Class  1  construction ;  equipped  with  a  sprinkler  system ; 
located  in  an  unrestricted  use  district;  erected  in  1913;  and 
occupied:  1st  floor,  warehouse  and  storage  garage,  18  per¬ 


sons  ;  2nd  floor,  warehouse  and  storage,  26  persons ;  3d 
floor,  warehouse,  storage  and  repair  shop,  16  persons;  for 
which  Certificate  of  Occupancy  No.  Q22562  was  issued 
October  23,  1941 ;  and 

Whereas,  the  applicant  contends  that  the  building  is  used 
by  one  lessee  as  a  warehouse ;  that  no  manufacturing  is 
done  on  the  premises  but  there  is  a  repair  shop  on  the 
3d  floor  where  damaged  parts  of  kitchen  equipment,  such 
as  refrigerators,  washing  machines  and  kitchen  furniture 
are  repaired  and  repainted ;  that  the  spraying  is  done  in 
a  fireproof  room,  mechanically  ventilated,  approved  by  the 
borough  superintendent ;  that  paint  is  stored  in  a  fireproof 
room  which  it  is  proposed  to  ventilate  as  shown  on  diagram 
filed  with  this  appeal,  marked  “January  9,  1942”;  that  at 
the  time  application  for  Certificate  of  Occupancy  No. 
Q22562,  issued  on  Alteration  1413-41,  it  was  known  by  the 
applicant  that  the  storage  of  300  gallons  of  paint  was 
necessary,  but  the  application  was  amended  to  show  only 
the  storage  of  20  gallons  of  spray  material,  in  order  to 
secure  the  certificate  of  occupancy;  that  since  a  certificate 
of  occupancy  was  issued  and  amendment  thereto  made,  such 
application  could  not  be  made  and  therefore  the  application 
now  in  question  was  filed  to  secure  an  objection  from  the 
borough  superintendent,  upon  which  to  base  the  appeal ; 
that  the  borough  superintendent’s  objection  is  based  on  the 
fact  there  was  a  storage  garage  with  two  buried  tanks  in 
the  building;  that  as  a  practical  matter,  this  garage  is 
actually  a  separate  building  in  many  cases  100  ft.  from  the 
distant  from  the  paint  vault  in  a  horizontal  direction  and 
25  ft.  in  a  vertical  direction;  and 

Whereas,  an  examination  of  plans  filed  with  the  borough 
superintendent  under  Alt.  Applic.  1413-41  indicates  that 
the  storage  garage  in  question  is  located  on  the  first  floor 
at  the  easterly  end  of  the  building  and  is  separated  by  an 
8-inch  brick  wall  from  the  balance  of  the  first  story  with 
one  opening  therein,  protected  by  a  self-closing  fireproof 
door  6  ft.  by  7  ft.  in  area. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  2926-41,  Objection  Nos.  1  and  2,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  storage  and  spray¬ 
ing  of  paint  materials  shall  be  confined  to  the  third  floor 
and  that  the  garage  on  the  first  floor  shall  be  separated 
from  the  balance  of  the  first  floor  by  a  fireproof  wall  from 
floor  to  ceiling  with  no  openings  therein  except  one  pro¬ 
tected  with  an  approved  Underwriters’  type  of  tin-clad, 
self-closing  door;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


43-42-A. 

APPLICANT — James  Whitford,  for  Fred  Ihnken,  Jr., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 36  Tompkins  avenue  and  116 
Tompkins  street,  southwest  comer  (Block  No.  549, 
Lot  Nos.  17  and  18),  Stapleton,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  James  Whitford,  Jr. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

N  egative :  .  0 

Absent:  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(43-42-A) 

Whereas,  James  Whitford,  for  Fred  Ihnken,  Jr.,  owner, 
filed  on  January  14,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent;  premises  36  Tompkins  avenue  and 
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116  Tompkins  street,  southwest  corner  (Block  No.  549,  Lot 
Nos.  17  and  18),  Stapleton,  Borough  of  Richmond;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  10-42,  dated  January  13,  1942,  reads: 

“1.  Contrary  to  C19-690,  Adm.  Code  to  install  buried 
gasoline  tanks  having  a  capacity  greater  than  550  gallons 
to  each  tank.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  100.08  ft.  by  64.77  ft.  in  area;  located  in  a  business 
use  district ;  upon  which  there  exists  a  one-story  building, 
14  ft.  in  height  and  59  ft.  2  in.  by  29  ft.  8  in.  in  area; 
erected  in  1941 ;  and  occupied  as  a  gasoline  service  station 
pursuant  to  permission  granted  by  the  Board  under  Cal.  No. 
362-41 -BZ;  and 

Whereas,  it  is  proposed  to  replace  the  existing  four  550 
gallon  gasoline  storage  tanks  with  four  new  1,000  gallon 
gasoline  tanks;  and 

Whereas,  the  applicant  contends  that  the  existing  tanks 
are  old  and  leaking  and  the  owner  proposed  to  install  new 
tanks  in  order  to  take  care  of  the  requirements  of  his 
customers ;  that  due  to  the  present  emergency  and  shortage 
of  metal,  the  owner  would  have  difficulty  in  building  up  the 
required  capacity  with  new  550  gallon  tanks  but  he  has  an 
excellent  opportunity  to  purchase  four  1,000  gallon  tanks ; 
that  in  view  of  these  facts,  it  is  respectfully  requested  that 
the  Board  permit  the  replacement  of  the  four  existing  550 
gallon  tanks  with  four  new  1,000  gallon  tanks  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Misc.  Applic.  No.  10-42,  Objection  No.  1,  be  and  jt 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  tanks  shall  in  all  other  respects 
meet  all  requirements  of  the  Administrative  Code  therefor 
and  as  to  thickness  of  metal  and  construction  shall  meet  the 
requirements  of  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals  for  fuel  oil  tank  of  similar  capacity. 


98-42-A. 

APPLICANT— Clayton  G.  Shirkey,  for  Harbor  Inn  Op¬ 
erating  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 116-02  Beach  Channel  drive, 
northwest  corner  of  Beach  116th  street  (Block  No. 
661,  Lot  No.  10),  Rockaway  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Clayton  G.  Shirkey  and  W.  F. 
Brunner. 

For  Administration :  Aaron  Halpern,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(98-42-A) 


3.  All  walls  within  area  separating  non  fire-proof 
construction  from  frame  to  be  of  masonry  construc¬ 
tion.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2)4 
stories  (27  ft.)  in  height;  69  ft.  by  137  ft.  in  area  at  1st 
floor  and  29  ft.  by  100  ft.  in  area  at  2nd  floor;  of  class  4 
construction;  erected  in  1906;  located  in  an  unrestricted  use 
district;  and  occupied  since  1938  as  follows:  1st  floor, 
lunch-stand  and  cabaret,  300  persons;  2nd  floor,  vacant; 
3rd  floor,  vacant.  It  is  proposed  to  be  occupied:  1st  floor, 
lunch-stand,  cabaret  and  bowling  alleys,  225  persons ;  2nd 
floor,  caretaker’s  apartment,  4  persons ;  attic,  vacant ;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to 
extend  the  existing  frame  building  20  ft.  at  side  and  rear 
in  class  3  construction  and  to  erect  a  fire  wall  across  the 
building  separating  the  existing  front  portion  of  the  build¬ 
ing  used  as  a  lunch  stand  and  cabaret  from  the  rear  portion 
to  be  used  as  bowling  alleys.  The  existing  frame  wall  at 
the  westerly  side  of  the  building  which  will  remain  will  be 
brick  filled  and  fire  retarded  with  metal  lath  and  cement 
plaster  and  the  entire  first  floor  ceiling  will  be  fire  retarded; 
and 

Whereas,  the  applicant  contends  that  the  building  was 
originally  erected  as  a  hotel  and  dining-room  with  seating 
capacity  of  about  500  persons  and  is  no  longer  a  paying- 
proposition  ;  that  it  is  proposed  therefore  to  convert  the 
dwelling  to  a  use  that  would  provide  a  return  sufficient  to 
carry  the  property ;  that  in  view  of  the  fact  that  the  exten¬ 
sion  will  be  of  class  3  construction  and  the  exterior  walls 
on  three  sides  will  be  of  masonry  enclosing  the  bowling 
alleys  use  and  the  remaining  wall  will  be  brick  filled  and 
fire-retarded  and  the  fact  that  the  building  is  separated  from 
any  other  structure  and  is  surrounded  on  3  sides  with  open 
spaces,  it  is  requested  that  the  building  be  permitted  to  be 
extended  and  used  as  proposed;  that  as  to  the  extension 
of  the  fire  wall  above  the  roof,  it  is  requested  that  the 
wall  in  question  be  permitted  to  terminate  at  the  under  side 
of  roof  beams  for  aesthetic  reasons;  that  Objection  3  of 
the  borough  superintendent’s  decision  refers  to  the  west  wall 
and  it  is  requested  that  the  Board  accept  this  condition 
as  proposed  to  be  brick  filled  and  fire  retarded  in  view  of 
the  fact  that  there  are  no  exposures  to  this  wall  from 
adjoining  buildings. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  3288-41,  Objection"  Nos.  1,  2  and  3,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  construction  shall 
be  substantially  as  proposed  and  as  indicated  on  plans  filed 
with  the  borough  superintendent  stamped  “Received  Janu¬ 
ary  29,  1942”  except  that  in  the  event  the  owner  desires  to 
omit  the  brick  filling  on  the  west  wall  and  surface  the 
exterior  of  such  wall  with  asbestos  shingles  such  substitu¬ 
tion  may  be  permitted;  that  the  attic  shall  be  left  vacant; 
that  the  number  of  occupants  of  the  second  story  front 
shall  at  no  time  exceed  6;  that  the  second  story  rear  space 
over  the  bowling  alley  to  the  north  shall  remain  vacant 
but  an  access  door  thereto  may  be  constructed  in  the  fire 
wall  provided  such  door  is  a  duly  approved  fireproof  three- 
hour  door ;  that  the  building  shall  not  be  increased  in  height 
or  area  and  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


Whereas,  Clayton  G.  Shirkey,  for  Harbor  Inn  Operating  99-42-A. 

Company,  owner,  filed  on  February  2,  1942  an  appeal  from  APPLICANT — Samuel  Rosenblum  for  Kerman  Realty 
a  decision  of  the  borough  superintendent;  affecting  prem-  Company,  owner. 

ises  116-02  Beach  Channel  drive,  northwdst  corner  of  Beach  SUBJECT— Appeal  from  a  decision  re  an  order  of  the 

116th  street  (Block  No.  661,  Lot  No.  10),  Rockaway  fire  commissioner. 

Beach,  Borough  of  Queens;  and  PREMISES  AFFECTED — 14-38  33rd  avenue  and  33-09 

.Whereas,  the  decision  of  the  borough  superintendent  14th  street,  southeast  corner  of  33rd  road  (Block 

on  Alt.  Applic.  No.  3288-41  dated  January  30,  1942,  reads:  No.  528,  part  of  Lot  No.  1),  Long  Island  City. 

“1.  Area  of  building  exceeds  the  allowable  under  Borough  of  Queens, 

the  tabular  limits.  Sec.  4.2.1  B.C.  APPEARANCES —  , 

2.  Proposed  fire  wall  must  extend  continuously  from  For  Applicant :  Samuel  Rosenblum. 

foundation  to  3'  0"  above  roof.  For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
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\CTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  .  0 

Absent:  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(99-42- A) 

Whereas,  Samuel  Rosenblum,  for  Kerman  Realty  Com¬ 
pany,  owner,  filed  February  21,  1942  an  appeal  from  an  order 
of  the  fire  commissioner;  premises  14-38  33rd  avenue  and 
33-09  14th  street,  southeast  corner  of  33rd  road  (Block  No. 
528,  part  of  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens ;  and 

Whereas,  Order  No.  87913-LC,  issued  by  the  fire  com¬ 
missioner  June  16,  1941,  and  repeated  in  a  decision  of  the 
fire  commissioner  dated  January  2,  1942,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  manufacture  ammunitions, 
shows  that  the  following  must  be  done  before  the 
permit  requested  by  you  can  be  issued. 

3.  Remove  all  primers  from  the  premises  and  dis¬ 
continue  the  loading  of  ammunition  by  power  ma¬ 
chinery.  C19-37.0  Administrative  Code. 

4.  Discontinue  the  storage  of  primers  that  have  the 
anvils  attached  as  this  is  a  violation  of  Section  C19-38 
which  states  that  only  primers  without  anvils  may  be 
stored.  09-11,  Administrative  Code.” 

and 

Whereas,  tbe  applicant  states  that  the  building  is  one 
story  (14  ft.)  in  height;  42  ft.  3  in.  by  50  ft.  4  in.  in  area; 
on  a  plot  179.24  ft.  by  595.35  ft.  in  area;  located  in  an 
unrestricted  use  district ;  of  Class  3  construction ;  occupied 
for  the  assembling  of  primers  and  caps  for  ammunition, 
20  persons ;  and 

Whereas,  a  plan  filed  with  this  appeal  marked  “Received 
February  2,  1942,”  indicated  that  the  building  in  question  is 
located  on  a  portion  of  a  plot  75  ft.  front  on  33rd  road  and 
179.24  ft.  on  14th  avenue,  with  the  nearest  exposure  being  a 
two  story  rug  renovating  plant  on  tbe  same  lot  and  located 
approximately  20  ft.  south  of  the  building  in  question ;  and 

Whereas,  Certificate  of  Occupancy  No.  Q-2448,  issued 
January  20,  1942,  and  Misc.  Application  9428-41,  permits  the 
use  of  the  building  for  manufacturing  with  a  total  occupancy 
of  20  persons ;  and 

Whereas,  the  applicant  contends  that  the  premises  con¬ 
sists  of  a  small  one-story  structure  accessible  on  all  sides, 
and  also  equipped  with  fire  buckets  as  required  by  the  Divi¬ 
sion  of  Combustibles  of  the  Fire  Department;  that  the  plant 
is  operating  under  contract  with  the  Ordnance  Department ; 
that  it  is  one  of  the  intermediate  steps  in  the  manufacture 
of  ammunition ;  that  upon  completion  of  this  intermediate 
step,  which  consists  of  placing  a  small  cap  in  the  shell  by 
hand  pressure,  the  materials  are  shipped  from  these  premises 
every  other  day  or  as  soon  as  50,000  units  are  completed ; 
that  none  of  these  caps  can  be  fired  without  the  use  of 
force;  that  no  power  fhachinery  is  used;  that  the  amount  of 
caps  stored  is  less  than  the  quantities  of  completely  loaded 
cartridges,  shells  or  primers,  which  could  be  stored ;  that  in 
view  of  the  fact  that  the  building  is  used  in  connection  with 
the  present  national  emergency,  is  completely  isolated  and  is 
under  the  supervision  of  an  inspector  from  the  Ordnance 
Department  at  all  times  during  the  operation,  it  is  re¬ 
quested  that  the  Board  grant  permission  to  continue  the 
present  use. 

Resolved,  that  the  decision  of  the  fire  commissioner  on 
Order  No.  87913-LC,  Ohj.  No.  3,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  g ranted  on  condi¬ 
tion  that  no  ammunition  shall  be  loaded  on  the  premises  by 
power  machinery;  as  to  Obj.  No.  4,  that  there  shall  be  no 
loading  of  primers  on  the  premises  and  that  the  only  ex¬ 
plosive  on  the  premises  shall  be  tbe  primers  as  received 

from  the  Remington-Arms  Company;  that  assembled 


primers  and  anvils  shall  be  stored  in  boxes  and  removed 
from  the  premises  within  48  hours,  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  general  operation  of  the  premises 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner  ;  that  the  existing  permit  for  the  garage  use  shall  be 
rescinded;  that  this  permit  shall  be  for  a  term  of  one  (1) 
year  from  the  date  of  this  resolution. 


54-40- A. 

APPLICANT— T.  J.  Hughes,  for  Bethlehem  Steel  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 175  Mersereau  avenue,  south¬ 
east  corner  of  Davidson  street  (Block  No.  1242, 
Lot  No.  5),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  T.  J.  Hughes. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative :  0 

Absent  :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(54-40- A) 

Whereas,  on  February  25,  1941,  the  Board  granted  a 
variation  of  the  Building  Code  so  as  to  permit  the  ex¬ 
tension  in  area,  42  ft.  by  51  ft.  in  area,  one  story  in 
height,  in  addition  to  the  building  as  originally  permitted 
to  be  erected  by  resolution  of  the  Board  dated  February  6, 
1 940 ;  and 

Whereas,  it  is  now  proposed  to  erect  a  one-story  ex¬ 
tension,  42  ft.  by  51  ft.  in  area  and  a  one-story  lean-to 
20  ft.  by  21  ft.  in  area  at  the  south  of  the  extension 
previously  permitted  bj'  the  Board ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  398-41  dated  January  15,  1942,  reads: 

“The  proposed  alteration  together  with  the  existing 
structure  exceeds  the  tabular  limits.  (C26-254.0) .” 

and 

Whereas,  the  applicant  contends  that  the  building  and 
extension  will  be  used  for  the  same  purpose  provided  for 
in  the  original  resolution ;  that  the  additional  area  is  re¬ 
quired  for  National  defense  purposes  and  the  construction 
of  the  proposed  extension  will  be  similar  to  the  existing 
construction  as  permitted  by  the  Board ;  and 

Whereas,  Anderson  place  which  is  shown  as  50  feet  in 
width  on  a  tentative  map  adopted  by  the  Board  of  Estimate 
February  16,  1928,  parallels  the  northerly  line  of  the  right- 
of-way  of  the  Staten  Island  Rapid  Transit  Company  and 
occupies  a  portion  of  the  premises  upon  which  the  proposed 
extensions  will  be  erected ;  that  although  Anderson  place 
is  shown  as  a  street  on  the  zoning  maps  and  on  the  city 
map,  no  official  action  was  ever  taken  to  place  same  on  the 
final  city  map  as  a  street  and  therefore  there  can  be  no 
question  as  to  the  legality  of  the  proposed  extensions  in 
the  bed  of  such  tentative  street. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  6,  1940, 
so  that  as  amended  the  resolution  shall  read : 

“Resolved  that  the  decision  of  the  borough  superin¬ 
tendent  on  Alt.  Applic.  No.  3-1940,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is 
(/ranted,  to  permit  the  proposed  extension,  and  to  per¬ 
mit  such  extension  to  be  constructed  not  less  than  2 
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ft.  from  the  lot  line  of  Mersereau  avenue,  on  condition, 
that  the  construction  shall  be  as  proposed,  of  incom¬ 
bustible  material ;  that  the  standpipe  system  shall  be 
continued  throughout  the  proposed  extension,  in  ac¬ 
cordance  with  the  requirements  of  the  Building  Code 
therefor;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct ; 
and  granted  only  so  long  as  the  building  is  occupied 
as  proposed,  as  a  foundry  building,  by  the  owner  or  its 
subsidiaries  or  successors  in  the  same  line  of  business. 

“Resolved  further,  that  in  the  event  the  owner  desires 
ro  further  extend  the  building  as  indicated  on  revised 
plans  marked  ‘Received,  February  20,  1941’  by  the  ad¬ 
dition  of  an  extension  approximately  42  by  51  ft.  and 
one  story  in  height,  such  extension  may  be  permitted 
and  the  walls  separating  such  space  as  extended  and 
the  main  first  floor  of  the  building  may  be  removed, 
on  condition  that  the  extension  shall  be  constructed 
substantially  as  proposed,  and  that  in  all  other  respects 
the  requirements  of  the  resolution  adopted  by  the 
Board  on  February  6,  1940,  shall  be  complied  with  .  .  .” 

Resolved  further,  that  in  the  event  the  owner  desires  to 
extend  the  structure  herein  permitted  by  the  addition  of  a 
one-story  extension,  42  ft.  by  51  ft.  in  area  and  an  addi¬ 
tional  lean-to  structure  20  ft.  by  21  ft.  in  area  toward  the 
south,  as  indicated  on  plans  marked  “Received  February 
1 1,  1942"  and  as  shown  on  Alt,  Applic.  398-41  filed  with 
the  borough  superintendent,  such  additions  may  be  per¬ 
mitted  even  though  (  they  exceed  the  tabular  limits,  pro¬ 
vided  the  construction  of  such  structure  is  substantially  the 
same  as  permitted  by  the  Board  under  this  resolution.’’ 


/56-41-A 

APPLICANT — Robert  A.  Lewis,  for  Max  Ams,  Incor¬ 
porated  and  Greenwich  Savings  Bank,  owner  of 
building  and  Trinity  Operating  Company,  Incorpo¬ 
rated,  owner  of  land  (Max  Ams,  Incorporated, 
lessee  of  370  Greenwich  street). 

SLJBJECT — Application  for  consideration- — reopening  and 
amendment  of  resolution — re  Appeal  from  decisions 
of  the  borough  superintendent. 

PREMISES  AFFECTED — 370-374  Greenwich  street,  west 
side,  50  ft.  norlh  of  Franklin  street  (Block  No.  185, 
Lot  Nos.  34  and  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Robert  A.  Lewis  and  Fred  L.  Lieb- 
man. 

ACTION  Oh'  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AN1)  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(756-41- A) 

Whereas,^  Robert  A.  Lewis,  for  Max  Ams,  Inc.,  and 
Greemv  ch  Savings  Bank  owner  of  buildings  and  Trinity 
Operating  Company,  Incorporated,  owner  of  land  (Max 
Ams,  Incorporated,  lessee  of  370  Greenwich  street),  filed  on 
September  3,  1941,  an  appeal  from  decisions  of  the  borough 
superintendent;  affecting  premises  370-374  Greenwich  street, 
west  side,  50  ft.  north  of  Franklin  street  (Block  No.  185’, 
Lot  Nos.  34  and  36),  Borough  of  Manhattan;  and 

Whereas,  this  appeal  was  granted  on  certain  conditions 
on  November  12,  1941  and  applicant  requested  an  amend¬ 
ment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  November  12,  1941,  * 
so  that  as  amended  the  resolution  shall  read: 


“that  the  existing  marquee  on  each  building  shall  be 
removed  and  new  marquees  may  be  constructed  on  each 
building  for  the  full  length  of  the  old  marquees  but  in 
all  other  respects  complying  with  all  requirements  there- 
tor  as  to  construction;  that  the  marquee  shall  not  ex¬ 
tend  more  than  8  feet  in  width  so  as  to  be  two  feet 
back  from  the  proposed  curb  line  when  reset,  to  provide 
a  sidewalk  of  ten  feet  in  width ;  that  such  marquee 
shall  continue  onl\'  so  long  as  the  buildings  are  occupied 
for  wholesale  grocery  or  provision  business.” 


9 19-41 -A. 

APPLICANT — Seelig  and  Finkelstein,  for  Joan  Building 
Corporation,  owner. 

SLTBJECT — Application  for  consideration — reopening  and 
rehearing  on  a  new  proposal— re  Appeal  from  a 
decision  of  the  borough  superintendent ;  previously 
withdrawn,  after  argument. 

PREMISES  AFFECTED — 2228-2238  Church  avenue,  south 
side,  213  ft.  8)4  in.  east  of  Flatbush  avenue  (Block- 
No.  5103,  Lot  No.  36),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant :  Harry  Finkelstein. 

ACTION  OF  BOARD — Appeal  reopened  and  granted  on 
condition. 

THE  VOTE  TO  REOPEN  AND  GRANT  ON  CON¬ 
DITION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(919-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  premises  2228-2238  Church  avenue  south 
side,  213  ft.  8)4  in.  east  of  Flatbush  avenue  (Block  No. 
5103,  Lot  No.  36),  Borough  of  Brooklyn,  was  withdrawn 
January  13,  1942;  and 

Whereas,  the  applicant  requested  reopening  of  the  appeal 
and  consideration  by  the  Board ;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the 
Board ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  4397-41,  dated  February  5,  1942,  reads: 

“1.  Marquees  for  this  type  of  bldg,  is  contrary  to 
Sec.  2-4-1 -4-8  of  Bldg.  Code.” 

and 

Whereas,  the’  building  is  of  Class  3  construction;  first 
tier  fireproof;  1  story  (14  feet)  in  height;  100  ft.  8)4  in. 
by  133  ft.  8  in.  in  area;  erected  in  1940;  located  in  a  busi¬ 
ness  use  G  area  district ;  and  occupied :  cellar,  bowling 
alleys,  120  persons;  1st  floor,  stores,  50  persons.  It  is  pro¬ 
posed  to  be  occupied:  cellar,  bowling  alleys,  120  persons; 
1st  floor,  stores,  restaurant,  dining  rooms  and  dance  floor 
space  in  connection  with  same  and  catering,  600  persons; 
and 

Whereas,  the  applicant  contends  that  the  building  in  ques¬ 
tion  is  a  structure  of  a  public  nature  and  therefore  the 
marquee  and  ornamental  cornice  proposed  should  be  per¬ 
mitted  ;  that  since  the  use  of  this  building  will  be  mainly 
for  formal  affairs,  banquets,  etc.,  it  is  felt  this  marquee 
is  essential  and  it  would  be,  a  great  hardship  if  it  were 
omitted. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  4397-41,  Objection  No.  i,  dated  February 
5,  1942,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  marquee  shall 
he  constructed  substantially  as  indicated  on  revised  plans 
marked  “Received  February  10,  1942”,  showing  a  marquee 
18  ft.  6  in.  in  width  and  extending  beyond  the  building  line 
for  a  distance  of  8  feet;  that  in  all  other  respects  the 
marquee  shall  comply  with  the  requirements  therefor  and 
that  no  signs  or  advertising  matter  shall  be  installed  or 
displayed  thereon. 
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1009-41-A. 

APPLICANT — James  H.  McDowell,  for  Central  Station 
Signals,  Incorporated,  for  Natalie  C.  Burrell,  owner 
(Britchkv  &  Warach,  lessees). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 4  Great  Jones  street,  north  side, 
98  ft.  west  of  Lafayette  street  (Block  No.  531,  Lot 
No.  15),  Borough  of  Manhattan. 

APPEARANCES — 

For  Applicant:  James  H.  McDowell. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn 

Negative:  . . . 

Absent :  Commissioner  Savage  . . 

THE  RESOLUTION— 

( 1009-41-A) 

Whereas,  James  H.  McDowell,  for  Central  Station  Sig¬ 
nals,  Incorporated,  for  Natalie  C.  Burrell,  owner  (Britchky 
and  Warach,  lessee),  filed  November  18,  1941  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner; 
premises  4  Great  Jones  street,  north  side,  98  ft.  west  of 
Lafayette  street  (Block  No.  531,  Lot  No.  15),  Borough  of 
Manhattan ;  and 

Whereas,  this  appeal  was  granted  on  certain  conditions, 
on  December  16,  1941  and  applicant  requested  an  amend¬ 
ment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  December  16,  1941, 
so  that  as  amended  it  shall  read: 

“(/ranted  on  condition  that  the  equipment  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner  and 
shall  comply  with  such  requirements  as  may  be  imposed 
by  the  Board  when  general  approval  is  given  under  Cal. 
No.  40-42-SA,  except  that  the  manual  alarm  need  not 
he  installed  and  that  the  wire  grille  enclosures  shall  be 
provided  in  the  cellar  around  the  air  compressor  unit 
and  at  the  first  floor  at  the  two  transmitters ;  that  such 
wire  grille  enclosures  mar  be  locked  in  place  without 
openings  therein  arranged  so  as  to  be  openable  for 
servicing  by  the  Central  Station  Signals,  Inc.” 


VARIATION  OF  THE  LABOR  LAW. 

97-42-S. 

APPLICANT — Melvin  E.  Kessler,  for  20th  Century  Prop¬ 
erties,  Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law'  as  cited  in  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED— 35-39  Bond  street,  south  side. 
290  ft.  4 in.  west  of  Bowery  (Block  No.  529, 
Lot  Nos.  28  and  27),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Melvin  E.  Kessler  and  Newton 
Glikal. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(97-42-S) 

Whereas,  Melvin  E.  Kessler,  for  20th  Century  Proper¬ 
ties,  Inc.,  owner,  filed  on  February  2,  1942  an  application 


for  variation  of  the  requirements  of  the  Labor  Law  as  cited 
in  a  decision  of  the  borough  superintendent,  affecting 
premises  35-39  Bond  street,  south  side,  290  ft.  4-Lt  in.  west 
of  Bowery  (Block  No.  529,  Lot  Nos.  28  and  27),  Borough 
of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  4416-41,  dated  January  3,  1942,  reads: 
“1.  Proposed  means  of  egress  from  termination  of 
rear  fire-escape  does  not  conform  with  Section  273 
Sub.  Div.  9  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6 
stories  (70  ft.)  in  height,  75  ft.  x/i  in.  by  90  ft.  in  area, 
of  Class  3  construction,  erected  prior  to  .1900,  located  in  an 
unrestricted  use  district  and  occupied  as  follows :  cellar, 
boiler  room  and  storage,  1st  floor,  store,  3  persons,  2nd 
floor,  manufacturing  ladies’  blouses  and  repair  of  plumbing 
supplies,  14  persons,  3rd  floor,  manufacturing  millinery  and 
d  glassware,  14  persons,  4th  floor,  textile  printing  and  manu¬ 
facturing  lampshades,  14  persons,  5th  floor,  manufacturing 
ladies’  clothing,  14  persons,  6th  floor,  assembly  of  music 
boxes,  14  persons.  No  change  in  use  or  occupancy  is  pro¬ 
posed,  that  the  building  is  equipped  with  interior  alarm 
system  and  fire  drills  are  maintained ;  that  there  are  2 
interior  3  ft.  8  in.  wide  wood  stairways  enclosed  in  fire- 
retarded  partitions  equipped  with  fire-proof  doors  extend¬ 
ing  from  roof  direct  to  street,  and  2  fire  escapes  one  at 
front  and  one  at  rear,  the  rear  fire  escape  extends  to  roof 
and  the  front  fire  escape  extends  to  street;  that  egress 
can  be  had  from  the  rear  fire  escape  through  the  yard  of 
adjoining  premises,  No.  33  Bond  street  and  thence  through 
the  basement  story  of  the  adjoining  building;  that  egress 
from  such  termination  of  the  fire  escape  in  the  rear  yard 
can  also  be  had  by  means  of  the  ladder  to  balcony  of  the 
fire  escape  at  yard  level  of  building  in  the  rear  facing  on 
Bleecker  street ;  that  windows  on  the  course  of  the  ex¬ 
isting  rear  fire  escape  on  the  building  in  question  are  fire¬ 
proof  ;  and 

Whereas,  the  applicant  contends  that  a  fire  wall  extend¬ 
ing  from  cellar  to  above  the  roof  separates  each  floor  into 
two  equal  loft  areas;  that  each  area  connects  to  a  front 
and  rear  fire  escape  and  to  an  independent  stairway;  that 
each  stairway  leads  to  the  roof  and  is  enclosed  in  a  fire- 
retarded  partition;  that  the  rear  fire  escape  extends  to  the 
roof ;  that  permission  has  been  obtained  from  the  owner 
of  33  Bond  street  for  egress  through  the  yard  of  said 
premises  and  thence  through  the  building  to  the  street ; 
that  on  all  floors  of  the  building,  except  two,  there  are 
openings  in  the  fire  wall  equipped  with  double  fireproof,  self¬ 
closing  doors ;  and 

Whereas,  the  records  in  the  Division  of  Fire  Prevention 
indicate  that  the  rear  fire  escape  including  the  exit  from 
the  rear  fire  escape  consisting  of  egress  through  the  yard 
and  building  at  No.  33  Bond  street  has  been  previously 
accepted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  4416-41,  Objection  No.  1.  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  in  all  other  respects  the  build¬ 
ings  and  occupancies  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto  and  only  so  long  as  egress 
from  the  rear  fire  escape  through  the  premises  at  33  Bond 
street  is  maintained  and  a  consent  for  such  egress  from 
the  owner  of  the  premises  at  33  Bond  street  is  filed  with 
the  borough  superintendent. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
1084-39-SM. 

APPLICANT — Mississippi  Glass  Company,  owner. 
SUBJECT — Mississippi  Glass  Company  Glass,  approval  of. 
APPEARANCES— 

For  Applicant :  Edward  H.  Hobbie. 
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ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(1 084-39- SM) 

Whereas,  Mississippi  Glass  Company,  owner,  filed  on 
August  31,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Mississippi  Glass  'Company  Glass ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

February  2,  1942. 

Re:  Cal.  No.  1084-39-SM. 

Subject:  Mississippi  Glass,  approval  of. 

The  Mississippi  Glass  Company  of  New  York,  N.  Y. 
filed  on  August  31,  1939  with  the  Board  of  Standards 
and  Appeals  an  application  for  approval  of  their  glass 
under  the  requirements  of  Sec.  C26-178.0,b  of  the 
Administrative  Building  Code. 

Mississippi  Glass  is  made  in  the  following  types, 
thicknesses  and  maximum  sizes : 


Thickness 

Max.  size 

in  inches 

in  inches 

Misco  Wire  Glass . 

. .  yA 

58  > 

:  132 

Standard  Wire  Glass.  . 

..  M  to  Vs 

60  > 

:  144 

Cathedral  . 

..  Vs 

30  > 

c  90 

Figured  . , 

■  ■  %  to  % 

44  x  120 

Heat  Absorbing . 

■  ■  Vs  to  )4 

60  > 

c  144 

Glare  Reducing  . . 

■  •  Vs  to  y& 

60  x  144 

Corrugated  . 

.  .5/16  to  -jjj 

53  y 

c  132 

Vita  Glass  . 

. .  Ys  to  yA 

60  x  100 

Misco  Wire  Glass  is  plate  glass  in.  thick  in  which 
is  embedded  soft  steel  wire  of  No.  24  A.W.G.  forming 
a  quadrangular  or  diamond  pattern,  resistance  welded 
at  intersections.  Samples  of  various  sizes  were  sub¬ 
jected  to  a  fire  test  at  Underwriters’  Laboratories  in 
Chicago,  Ill.  (Retardant  No.  32)  for  a  one  hour 
period  in  accordance  with  the  Standard  Time  temper¬ 
ature  curve.  On  the  basis  of  that  lest  Misco  Wire 
Glass  was  approved  by  the  Underwriters’  Laboratories 
Inc.,  which  had  previously  approved  Mississippi  Stand¬ 
ard  Wire  Glass  (Retardant  No.  32)  a  glass  reinforced 
with  24  A.W.G.  wire  of  the  woven  hexagonal  mesh  type. 
This  glass  was  used  in  the  test  of  the  Herrmann  & 
Grace  Hollow  Metal  Double  Hung  Fire  Window  ap¬ 
proved  by  the  Board  under  Cal.  No.  1153-40-SM. 

Samples  of  wire  mesh,  100  degree  angle  corrugated 
glass,  each  sample  60  in.  by  27.5  in.  in  size,  weighing 
approximately  6.3  lbs.  p.s.f.,  were  tested  for  flexural 
(transverse)  strength  by  the  Electrical  Testing  Labora¬ 
tories  (Report  No.  146256-A)  with  the  following  re- 


•suits : 

Speci-  Pane 
men  W  eight. 

Thickness,  In. 

Total 
Load  at 
Fracture 

Load, 
Lb.  per 

Bending 
Moment 
per  Foot 
of  Width 

No. 

Lb. 

at  Crests 

at  Valleys 

Lb. 

Sq.  Ft. 

In.-Lb.* 

i 

70 

0.390-0.400 

0.420-0.430 

704 

63.5 

2220 

2 

70 

0.400 

0.435-0.450 

712 

64 

2260 

3 

71 

0.395-0.400 

0.455-0.460 

731 

66 

2320 

4 

74.5 

0.375 

0.510-0.515 

653 

59 

2070 

5 

73 

0.380 

0.480-0.505 

601 

54 

1900 

6 

72.5 

0.360-0.365 

0.490-0.535 

675 

61 

2140 

Averages  72 

0.385 

0.475 

679 

61.3 

2150 

Load  per  ft.  width  x 

span 

Clear  space  between  span,  58  inches 
Net  loaded  area,  11.1  sq.  ft. 

Overall  height  of  glass,  1.1  in. 


Cathedral  Glass  is  thin  rolled  colored  glass  used  in 
churches  and  decorative  panels.  Figured  glass  is  rolled  ! 
sheet  glass  designed  for  use  in  partitions  etc.  where  i 
obscurity  is  desired  and  where  the  admission  of  light  | 
is  necessary.  Heat  absorbing  glass  is  designed  to  re- 1 
duce  the  transmission  of  solar  radiation.  Glare  reduc-  1 
ing  glass  is  acid  treated  to  reduce  the  transmission  of  1 
direct  sunlight  by  thorough  diffusion.  Vita  glass  is  j 
intended  to  permit  the  passage  of  ultra  violet  rays.  All 
these  different  glasses  are  also  manufactured  in  com-  : 
binations.  . 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  the  Mississippi 
Glass  Company’s  wire  glass  of  the  welded  and  mesh 
types  under  the  provisions  of  Sec.  C26-178.0,b  and 
C26- 191.0  for  use  under  the  pertinent  provisions  of  the 
Administrative  Building  Code  and  the  Labor  Law,  sub¬ 
ject  to  the  limitations  therein  contained;  it  further 
recommends  the  approval  of  100  degree  angle  corru-  ! 
gated  wire  glass  for  use  (subject  to  a  safety  factor  of 
4),  in  accordance  with  the  above  test  data,  in  simple 
spans  under  the  pertinent  sections  of  the  Administra¬ 
tive  Building  Code ;  the  committee  also  recommends  the 
approval  of  the  other  types  of  Mississippi  Glass  listed 
herein  for  permissive  use  under  Sec.  C26-178.0,b  of  the 
Administrative  Building  Code.  Each  sheet  glass  mar-  • 
keted  under  this  approval  shall  be  marked  or  labelled 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  1084-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE,  _ 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Mississippi  Glass 
Company  Glass,  on  condit  on  that  the  material  be  manufac¬ 
tured,  installed  and  labelled,  stamped  or  tagged  in  accordance 
with  above  report. 


908-40-SM. 

APPLICANT — Coyne  and  Delany  Company,  for  Eureka 
V.  B.  Corporation,  owner. 

SUBJECT — Application  reopened  January  20,  1942— re 

Coyne  and  Delany  Vacuum  Breaker  for  Flush 
Valves,  No.  50;  previously  approved. 
APPEARANCES— 

For  Applicant  :  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(908-40-SM) 

Whereas,  the  Coyne  &'  Delany  Co.,  owner,  filed  Septem¬ 
ber  11,  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the 
Coyne  &  Delany  Vacuum  Breaker,  No.  50;  and 

Whereas,  this  material  was  approved  by  the  Board  De¬ 
cember  31,  1940;  and 

Whereas,  the  applicant  requested  reopening  of  the  ap¬ 
plication  to  include  approval  of  this  material  as  improved; 
and 
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Whereas,  this  application  was  reopened  January  20,  1942, 
ibject  to  usual  procedure;  and 

Whereas,  the  report  of  the  Committee  on  Tests  of  the 
oard  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

January  28,  1942. 

Re:  Cal.  No.  908-40-SM. 

Subject :  Coyne  and  Delany  Vacuum  Breaker  V.  B.  50, 
amendment  of  resolution  to  include  approval  of 
altered  material. 

Under  date  of  December  31,  1940,  the  Board  of 
Standards  and  Appeals  approved  the  Coyne  and  Delany 
Vacuum  Breaker  No.  50.  Request  has  been  made  for 
approval  of  an  improved  material  under  the  same 
model  number.  This  altered  vacuum  breaker  was  in¬ 
spected  and  tested  at  the  test  bench  of  the  Department 
of  Water  Supply,  Gas  &  Electricity  at  32  Vandewater 
street  January  21,  1942.  Present  at  the  test  were  rep¬ 
resentatives  of  the  Board  of  Standards  and  Appeals, 
the  Department  of  Water  Supply,  Gas  &  Electricity  and 
the  manufacturer  and  representative  of  the  Department 
of  Education  and  of  New  York  University. 

The  mechanical  principle  of  the  unit  tested  is  the 
same  as  that  employed  on  the  original  No.  50  tested 
on  October  19,  1940,  excepting  that  the  rubber  unit  is 
now  cast  in  one  piece  instead  of  in  two  pieces,  as  with 
the  original  model,  and  the  upper  section  of  the  unit  is 
a  solid  flare  for  coupling  seat  with  a  thickness  of  Ya"  , 
as  compared  with  a  split  section  of  Y&'  in  the  original 
unit.  In  the  new  unit  a  nickel  plated  four-arm  brass 
strainer  and  washer  plate  is  provided  to  be  placed  on 
top  of  the  rubber  unit  above  described  and  upon  which 
is  placed  a  coupling  washer. 

This  unit  successfully  withstood  an  HG  vacuum  of 
28)4"  and  a  sustained  vacuum  of  five  minutes,  varying 
from  7  to  23 )4"  HG.  The  tests  were  also  conducted 
to  determine  the  effectiveness  of  the  unit  under  muti¬ 
lated  conditions,  with  the  rubber  unit  circumferentially 
cut  for  1/3  of  its  OD  perimeter,  with  two  additional 
V-shaped  incisions  on  the  remaining  portion  of  the  cir¬ 
cumference.  The  unit,  upon  the  application  of  flow, 
showed  leakage  at  the  airports,  indicating  the  necessity 
for  servicing,  but  under  a  28^"  HG  vacuum  and  a 
sustained  vacuum  varying  from  7  to  25"  HG,  failed 
to  permit  any  simulated  contaminated  water  to  be 
forced  from  the  flooded  water  closet  fixture  into  the 
riser.  The  maximum  rise  of  water  in  the  glass  tube 
observed  under  the  maximum  vacuum  of  28)4"  HG 
was  Ya'  above  the  maximum  overflow  level  of  the 
flooded  water  closet  fixture,  thus  being  safely  within 
the  limit  of  3"  surge  at  this  point  under  test  regulations. 

On  the  basis  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  resolution  of  the  Board  of  December 
31.  1940  be  amended  to  include  the  approval  of  the 
Coyne  and  Delany  Vacuum  Breaker  V.  B.  No.  50  when 
constructed  in  accordance  with  this  report  under  the 
conditions  as  set  forth  in  the  resolution  of  December 
31,  1940. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM, 

Commissioner, 


id 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Whereas,  this  report  recommended  that  the  resolution 
lopted  on  December  31,  1940  be  amended  to  include  ap- 
oval  of  this  material  as  improved. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
:reby  amend  the  resolution  adopted  on  December  31,  1940 
i  accordance  with  above  report. 
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1093-41-SM. 

APPLICANT — American  Radiator  and  Standard  Sanitary 
Corporation,  owner. 

SUBJECT — American  Radiator  and  Standard  Sanitary 
Corporation  Plate  B-1942  Water  Controller  for 
Low  Tank  (for  Water  Closets),  approval  of. 

APPEARANCES— 

For  Applicant :  John  Mulholland. 

ACTION  OF  BOARD — Material  approved  in  accordai  :e 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioner 


^  vuuninooiuuti 

Blum  and  Deputy  Chief  Gunn .  3 

Negative:  . 0 

Absent:  Commissioner  Savage  . 1 


THE  RESOLUTION— 

(1093-41-SM) 

Whereas,  the  American  Radiator  and  Standard  Sanitary 
Corporation,  owner,  filed  on  December  22,  1941,  an  applica¬ 
tion  with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  material  known  as  the  American  Radiator  and  Stand¬ 
ard  Sanitary  Corporation  Plate  B-1942  Water  Controller 
for  Low  Tank  (for  Water  Closets)  ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

January  28,  1942. 

Re:  Cal.  No.  1093-41-SM 

Subject :  American  Radiator  and  Standard  Sanitary 
Corp.  Plate  B-1942  Water  Controller  for  low  tank 
(for  water  closet),  approval  of. 

The  American  Radiator  and  Standard  Sanitary  Corp., 
owner,  filed^  December  22,  1941  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
American  Radiator  and  Standard  Sanitary  Corp.  Plate 
B-1942  Water  Controller  for  Low  Tank  (for  water 
closet)  under  the  provisions  of  C26-1277.0  h,  Admin¬ 
istrative,  Code. 

This  water  controller  (ball  cock  for  low  tank)  was 
inspected  and  tested  January  14,  1942  at  the  test  bench 
of  the  Department  of  Water  Supply,  Gas  &  Electricity 
at  32  Vandewater  street.  Present  at  the  test  were  repre¬ 
sentatives  of  the  Board  of  Standards  and  Appeals,  the 
Department  of  Water  Supply,  Gas  &  Electricity  and 
of  the  manufacturer. 

The  mechanical  principle  employed  is  the  use  of  a 
light  rubber  seated  brass  disc  with  guide  prongs  rising 
against  the  airport  seat  under  internal  hydrostatic 
pressure.  The  airport  is  )4 "  in  diameter  and  facing  on¬ 
wards  from  the  top  casting  of  the  ball  cock.  This 
arrangement  is  on  the  outlet  side  of  the  ball  cock  valve 
seat  and  when  the  flow  ceases  the  disc  drops,  acting 
as  a  deterrent  check,  and  permits  the  entrance  of  air 
to  relieve  any  possible  vacuum.  This  unit  successfully 
withstood  a  28  HC  vacuum  and  sustained  vacuum  for 
five  minutes,  varying  from  10  to  23"  HG. 

On  the  basis  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  American  Radiator  and  Standard  Sani¬ 
tary  Corp.  Plate  B-1942  Water  Controller  for  low 
tank  (ball  cock  for  low  tank)  for  water  closets  be 
approved  for  use  in  New  York  City  under  the  pro¬ 
visions  of  C26- 1277.0  h.  Administrative  Code,  provided 
that  the  unit  be  constructed  and  installed  in  accordance 
with  this  report  and  that  each  unit  be  stamped,  labelled 
or  marked,  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal. 
No.  1093-41-SM”  or  in  lieu  thereof  a  die  or  stamp 
be  made  to  stamp  on  the  unit  bearing  the  following 
inscription,  within  a  circle  around  the  periphery  at  the 
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top  the  word  “Approved’’  along  the  bottom  EhS.  &  A., 
in  the  centre  two  lines,  upper  line  reading  “N.Y.C.”, 
lower  line  reading  “1093-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 


Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  American  Radi¬ 
ator  and  Standard  Sanitary  Corporation  Plate  B-1942  Water 
Controller  for  Low  Tank  (for  Water  Closets),  on  condition 
that  the  material  be  manufactured,  installed  and.  labelled, 
stamped  or  tagged  in  accordance  with  above  report. 


Adjourned,  5  :00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk 


RULES 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such,  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of.  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars 
cigarettes,  or  smoking  tobacco,  when  necessary  for  tin 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro 
vided  especially  for  that  purpose,  separated  fron 
the  rest  of  the  building  by  fireproof  or  fire 
resisting  partitions,  with  all  openings  therein  pro 
tected  by  selfclosing  fire  doors,  and  further,  un 
less  the  building  is  of  fireproof  construction  o 
provided  with  an  approved  automatic  sprinkle 

,  system,  the  floor  and  ceiling  of  such  room  shall  b< 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammabl 
waste  materials  are  deposited  in  fireproof  re 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  followint 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 
Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construe 
tion ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad 
ministrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammabl 
waste  materials  are  deposited  in  fireproof  re 
ceptacles. 


NOTICE 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeal: 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cent 
each — postage  to  be  added  if  the  forms  are  forwarded  b 
mail. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty'  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  February  24,  1942. 

Cal.  No.  Department  Premises  Affected 

138-42-A . H.B.B _ 1510-1512  Rockaway  parkway  and 

9614-9626  Flatlands  avenue, 
southwest  corner  (Block  No. 
8204,  Lot  No.  42),  Borough 
of  Brooklyn. 

Amendment  to  Permit 
No.  704-32. 


1 39-42- SM . Pelton  Surgical  Cuspidor  (dental 

cuspidor),  manufactured  by 
the  Pelton  and  Crane  Com¬ 
pany.  Material. 


140-42-BZ . H.B.Bx..  .2851-2853  Bailey  avenue,  west 

side,  498  ft.  south  of  West 
230th  street  (Block  No.  3264, 
Lot  No.  63),  Borough  of  The 
Bronx.  N.  B.  864-41. 


141-42-SM . “All  Out”  Fire  Extinguisher. 

Appliance. 


142-42-A . H.B.Bx..  .5020  Independence  avenue,  east 

side,  145.95  ft.  south  of  West 
252nd  street  (Block  No.  3419, 
part  of  Lot  No.  520),  Bor¬ 
ough  of  The  Bronx  (Under 
section  35,  General  City  Law 
re  bed  of  mapped  street). 

N.  B.  38-42. 


143-42-BZ . H.B.M...509  East  72nd  street,  north  side, 

173  ft.  east  of  York  avenue 
,  (Block  No.  1484,  Lot  No.  8), 
Borough  of  Manhattan. 
Amendment  to  Alt.  2489-41. 


144-42-BZ . H.B.B _ 669-677  McDonald  avenue,  east 

side,  40  ft.  south  of  Cortelyou 
road  (Block  No.  5385,  Lot 
Nos.  87  and  92),  Borough  of 
Brooklyn. 

N.  B.  1886-42  and 
N.  B.  1887-42. 


145-42- A . H.B.M..  .303-307  Greenwich  street,  north¬ 

east  comer  of  Chambers 
street  (Block  No.  140,  Lot 
No.  15),  Borough  of  Man¬ 
hattan.  Alt.  315-41. 


146-42-SM . Murphy  Cabranette  Venetian 

Blind  (counterbalanced), 
manufactured  by  Dwyer 
Products  Company. 

Material. 


147-42-SA . Staley  Elevator  Hoistway  Door 

Interlock,  Type  RL-2. 

Appliance. 


148-42-A . F.D . 5-19  47th  avenue  (8th  street), 

north  side,  174.93  ft.  east  of 
East  5th  street  (West  ave¬ 
nue)  ;  (Block  No.  28,  Lot 
No.  17),  Long  Island  City, 
Borough  of  Queens. 

90108-L.  C. 


149-42-A . H.B.Bx..  .2047  Westchester  avenue,  north 

side,  311  ft.  6  in.  west  of 
Olmstead  avenue  (Block  No. 
3932,  Lot  No.  18),  Borough 
of  The  Bronx.  Alt.  91-42. 


150-42-S . F.D . 38-04  Woodside  avenue  (53rd 

street),  southwest  corner  of 
Barnett  avenue  (Block  No. 
116,  Lot  No.  21)  (1),  Long 
Island  City,  Borough  of 
Queens.  Decision. 


151-42-BZ . H.B.B _ 1102-1138  Prospect  avenue  and 

141-151  Terrace  place,  block 
bounded  by  11th  avenue, 
Prospect  avenue,  Terrace 
place  and  17th  street  (Block 
No.  5255,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

Alt.  5596-41. 


152-42- A . H.B.Q.... 217-04,  217-08,  217-12,  217-16  and 

217-20  130th  avenue,  south¬ 
east  corner  of  217th  street 
(Block  No.  3495,  part  of  Lot 
No.  40),  Springfield  Gardens, 
Borough  of  Queens. 

N.  B.  148-42,  N.  B.  149-42, 
N.  B.  161-42,  N.  B.  162-42 
and  N.  B.  163-42. 


153-42-A . H.B.Q.. .  .216-18  and  216-20  130th  avenue 

and  130-12  217th  street,  south¬ 
west  corner  (Block  No.  3495, 
part  of  Lot  No.  40),  Spring- 
field  Gardens,  Borough  of 
Queens. 

N.  B.  157-42,  N.  B.  158-42 
and  N.  B.  164-42. 


154-42- A . H.B.Q.... 216-11,  216-15,  216-21,  216-25, 

216-29,  217-03,  217-07,  217-11 
and  217-15  130th  avenue, 

north  side,  100  ft.  east  of 
Springfield  boulevard  (Block 
No.  3495,  part  of  Lot  No.  40), 
Springfield  Gardens,  Borough 
of  Queens. 
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N.  B.  144-42  to  N.  B.  147-42, 
inclusive,  N.  B.  150-42  to 
N.  B.  153-42,  inclusive 
and  N.  B.  165-42. 

■  F.D . 82-84  York  street,  south  side, 

125  ft.  east  of  Adams  street 
(Block  No.  63,  Lot  No.  5), 
Borough  of  Brooklyn. 

90044-L.  C. 


.H.B.Q.. .  .213-17  Northern  boulevard  and 
43-34  Bell  boulevard,  north¬ 
west  corner  (Block  No.  6287, 
Lot  No.  32),  Bayside,  Bor¬ 
ough  of  Queens.  Alt.  70-42. 

F.D . re  Transportation  of  light  fuel 

oil  in  Tank  Truck  (capacity 
of  Tank  not  in  conformity 
with  Fire  Department  spe¬ 
cifications  covering  Tank 
Trucks),  in  New  York  City. 

Decision. 

H.B.B. . . .  1423  Oriental  boulevard,  north¬ 
west  corner  of  Mackenzie 
street  (Block  No.  7517,  Lot 
No.  1252),  Borough  of 
Brooklyn.  B.  N.  3076-41. 


882-41 -S . H.B.B....2-4  Wyckoff  avenue,  southwest 

corner  of  Jefferson  street 
(Block  No.  3176,  Lot  No. 
34),  Borough  of  Brooklyn. 

Alt.  4400-41. 


unn  n  .  V  - ycpai  imeiu  oi  nousmg  and  Buildings; 

H.B.B — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M _ 

Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. _ De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B _ Department 

of  Housing  and  Buildings,  Richmond;  H.B.Bx _ Department  of 

Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
*  .D — k  ire  Department. 


COURT  DECISION 

In  the  matter  of  Darien  Realty  Corporation  (Murdock) — On  February 
11,  1941,  the  Board  under  Calendar  Number  1190-40-A 
revoked  a  certificate  of  occupancy  issued  for  premises  at 
1462^  St.  Johns  place,  Brooklyn,  finding  that  no  lawfully 
required  second  means  of  exit  had  been  provided.  The 
permit  under  which  the  building  had  been  altered  was  not 
revoked.  The  owner  thereafter  complied  with  the  law  by 

•  constructing  a  legal  second  means  of  exit.  Upon  refusal  of 

the  borough  superintendent  to  rescind  the  approval  issued  for 
the  legal  second  means  of  exit,  an  appeal  was  filed  with  the 
Board.  The  Board  found  that  the  reason  for  revoking  the 
certificate  of  occupancy  had  been  obviated  by  construction  of 
a  legal  second  means  of  exit  and  also  confirmed  its  finding 
that  the  laundry  use  was  legally  established  prior  to  the  adop- 
tion  of  an  amendment  to  the  Building  Zone  Resolution  pro¬ 
hibiting  a  wet  wash  laundry  in  a  business  use  district  Upon 
court  review  Mr.  Justice  Norton  sustained  the  Board,  stating 
inter  alia  “By  actual  commencement  of  such  construction  pur¬ 
suant  to  the  permit,  the  owner  thus  acquired  a  vested  right”. 

'  i  • ,  “Th«  revocation  of  the  certificate  in  the  present  case 
only  had  the  effect  of  preventing  actual  use  of  the  premises 
for  the  contemplated  purpose  as  a  wet  wash  laundry  until  the 
specific  requirements  relating  to  means  of  egress  was  complied 
with”  (N.  Y.  Law  Journal  February  14,  1942). 


H.B.M. .  .427-429  West  52nd  street,  north 
side,  399.2  ft.  east  of  10th 
avenue  and  424  West  53rd 
street  (Block  No.  1062,  Lot 
Nos.  17,  18  and  47),  Borough 
of  Manhattan. 

Decision  re  Certificate  of 
Occupancy. 

H.B.B.. .  .3336  Bedford  avenue,  west  side, 
125  ft.  south  of  Avenue  L 
(Block  No.  7642,  Lot  No.  52), 
Borough  of  Brooklyn. 

N. B.  212-41. 


Restored  to  Calendar. 

H.B.B...  .942-958  DeKalb  avenue  and  122- 
126  Lewis  avenue,  southwest 
corner  (Block  No.  1601,  part 
of  Lot  No.  24),  Borough  of 
Brooklyn.  Alt.  87-42. 

H.B.B _ 2301-2323  Beverly  road  and  2360- 

2420  Bedford  avenue,  north¬ 
west  corner  (Block  No.  5133, 
Lot  No.  14),  Borough  of 
Brooklyn. 

Amendment  to  Sprinkler 
Applic.  1065-40. 


RULES 


n.  ,  ,  „  t  „  ,  ,  _  .  Las*  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . . Feb. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Nov. 

Certificates  of  Occupancy,  approved 

form  . Nov. 

Concrete  Flat  Slabs,  Rules . fuly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  Tune 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  . Dec. 

Fire  Alarm  Rules  (Interior) . Sept. 

Fire  Drill  Rules  . Jan. 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Jan. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  May 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . Tune 

Insulating  Fibre  Board  Rules . Nov.  25,  1941 — Vol.  26.  No.  47A 

Oil  Burner  Rules  . Jan.  13,  1942 — Vol.  27,  No.  2 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan.  6,  1942 — Vol.  27,  No.  1 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Platform  Trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  21  No  47 

Plumbing  Rules  . Aug.  3,  1937— Vol.  22,  No.’  31 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) ..  Nov.  25,  1941 — Vol.  26,  No.  47A 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A. C.  Aug.  . . .  “ 

Smoking  in  Factories,  Rules  for.... Feb. 

Sprinkler  Rules  . Tune 

Standpipe  Fireline  Rules  . Tune 

Structural  Alterations,  Reporting. ..  rune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . . .  Apr. 


17,  1942— Vol.  27,  No.  7 

11,  1941— Vol.  26,  No.  45 

25,  1941— Vol.  26,  No.  47 

13,  1937— Vol.  22,  No.  28 


24,  1941— Vol.  26,  No.  25 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 

15,  1937— Vol.  22,  No.  24 
2,  1941— Vol.  26,  No.  48 
2,  1941— Vol.  26,  No.  35 

20,  1942— Vol.  27,  No.  3 

6,  1942— Vol.  27,  No.  1 

16,  1941— Vol.  26,  No.  50 
13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

20,  1941— Vol.  26,  No.  20 

7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13.  No.  23 


26,  1941— Vol.  26,  No.  34 
24,  1941— Vol.  27,  No.  8 
29,  1937— Vol.  22,  No.  26 
8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 


10,  1923— Vol.  8,  No.  15 
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LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  .  --Nov. 

Fireline  Hose  Valves  . ..Nov. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . tiov' 

Fuel  Oil  Pipe  Terminals  . Nov. 

Fuel  Oil  Burners  for  Industrial  Use. Nov. 

Fuel  Oil  Pumps . Nov. 

Gas  Heaters  . Nov. 

Faint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov. 

Range  Oil  Burners  and  Space 

Heaters  . Nov. 

Vacuum  Breakers  . Nov. 


25,  1941— Vol.  26,  No.  47A 
25,  1941 — Vol.  26,  No.  47A 

25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 
25,  1941 — Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 

25,  1941 — Vol.  26,  No.  47A 

25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 


MARCH  3,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
3,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal  no  530-41-BZ— Application,  June  10,  1941,  under  sec¬ 
tions  7F  and  21  of  the  building  zone 
resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Anna  Scar- 
digno,  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  years,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  the  accessory  building 
having  exits  and  entrances  thereto  lo¬ 
cated  more  than  twenty-five  (25)  feet 
from  the  business  street;  premises 
85-42  57th  avenue  and  57-02  Van 
Horn  street,  southeast  corner  (Block 
No.  2882,  Lot  Nos.  10  and  11),  Elm¬ 
hurst,  Borough  of  Queens. 

CAL.  NO.  503-41-BZ— Application,  June  2,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Harry  D.  Pease,  owner,  to 
permit  in  a  retail  use  district,  for  a  term 
of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue 
(Block  No.  1033,  Lot  Nos.  41,  42  and 
43),  Borough  of  Manhattan. 

cal.  no.  367-41-BZ— Application,  April  24,  1941,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Ismet  Sarach. 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  an  unrestricted  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1979  Wash¬ 
ington  avenue,  west  side.  162  ft.  north 
of  East  178th  street  (Block  No.  3035. 
Lot  No.  42),  Borough  of  The  Bronx. 

cal.  no.  370-41-BZ— Application,  April  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Albert  Homer  Swanke,  applicant,  on 
behalf  of  Louis  H.  Pink,  Superintendent 
of  Insurance,  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and  Guar¬ 
anty  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles:  premises  443- 
445  Myrtle  avenue  and  143-155  Waverly 


avenue,  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brook¬ 
lyn. 

cal.  no.  1307-39-BZ— Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 
rated,  lessee),  reopened  November  25, 
1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot  in  question) ; 
premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  Nos.  48  to  53, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  86-29-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Max  C.  Meyer, 
owner,  reopened  April  15,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  two-story  build¬ 
ing  to  be  occupied  for  business  purposes 
(store)  on  the  first  story  and  dwelling 
use  above  (previously  acted  upon  by  the 
Board)  ;  premises  241-247  Underhill 
avenue  and  268  Lincoln  place,  southeast 
corner  (Block  No.  1179,  Lot  No.  1), 
Borough  of  Brooklyn. 

cal  no.  1050-41-BZ— Application,  December  5,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  John  G.  Schuhmann,  applicant, 
on  behalf  of  Queensboro  Investment 
Company  and  Frank  Hardart,  owners 
(Anthony  B.  Colucci,  lessee),  to  per¬ 
mit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises 
74-11  37th  avenue,  north  side,  from 
74th  to  75th  streets  (Block  No.  1274, 
Lot.  Nos.  11,  35  and  45),  Jackson 
Heights,  Borough  of  Queens. 

cal.  no.  7-42-BZ — Application,  January  2,  1942,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lawrence  M.  Rothman, 
applicant,  on  behalf  of  Course  Realty 
Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
extension  of  an  existing  store  located 
in  the  first  story  of  an  existing  Class  A 
multiple  dwelling;  premises  1815  Grand 
Concourse,  northwest  corner  of  inter¬ 
section  of  Henwood  place  and  Morris 
avenue  (Block  No.  2826,  Lot  No.  72), 
Borough  of  The  Bronx. 

cal.  no.  1069-41-BZ — Application,  December  9,  1941,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Paul  Friedman,  applicant,  on 
behalf  of  Florence  S.  Bartova,  owner 
(Lafayette  Wet  Wash  Laundry,  lessee), 
to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy 
of  the  2nd  and  3rd  stories  of  an  exist¬ 
ing  building  to  factory  use;  premises 
242  Kosciusko  street,  south  side,  IOC 
ft.  east  of  Tompkins  avenue  (Block  No 
1786,  Lot  No.  7),  Borough  of  Brook¬ 
lyn. 
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:al.  no.  851-41-BZ — Application,  October  2,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abraham  Margules,  applicant, 
on  behalf  of  Orloff  Apartments,  In¬ 
corporated,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  maintenance  of  a 
non-flashing  business  sign  which  ex¬ 
tends  more  than  18  inches  beyond  the 
building  line;  premises  228  West  238th 
street,  south  side,  100  ft.  east  of  Broad¬ 
way  (Block  No.  3270,  Lot  No.  49), 
Borough  of  The  Bronx. 

;al.  no.  1-42-BZ — Application,  January  2,  1942,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Interborough  Leasing  Corpo¬ 
ration,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  62-28  to  62-36 
Junction  boulevard,  93-26  to  93-56  62nd 
road,  southwest  corner  and  98-19  to 
98-27  62nd  drive  (Block  No.  2078,  Lot 
Nos.  29  and  37),  Forest  Hills,  Borough 
of  Queens. 

;al.  no.  640-41-BZ — Application,  July  10,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Tillie  Resnick, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  a  gasoline  service 
station;  premises  1568-1574  McDonald 
avenue,  west  side,  90  ft.  north  of  60th 
street  (Block  No.  6563,  Lot  Nos.  36 
and  39),  Borough  of  Brooklyn. 

;al.  no.  344-32-BZ — Application  of  Max  Siegel,  applicant, 
on  behalf  of  Harold  Swain,  owner,  re¬ 
opened  November  18,  1941,  under  sec¬ 
tion  7i  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the 
change  of  occupancy  of  a  motor  ve¬ 
hicle  repair  shop,  previously  granted  by 
the  Board  for  minor  adjustments  and 
prohibiting  fender  work,  so  as  to  in¬ 
clude  fender  work;  premises  1472  Je¬ 
rome  avenue,  east  side,  50  ft.  north  of 
East  171st  street  (Block  No.  2844,  part 
of  Lot  No.  1),  Borough  of  The  Bronx. 

:al.  no.  626-41-BZ — Application,  July  3,  1941,  under  sec¬ 
tion  7a  of  the  building  zone  resolution, 
of  Aymar  Embury  II,  applicant,  on  be¬ 
half  of  Metropolitan  Jockey  Club, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  the  parking  of  more  than  three 
(3)  motor  vehicles;  premises  165-10 
Baisley  boulevard,  southeast  corner  of 
New  York  avenue  (boulevard)  ;  (Block 
No.  3300,  Lot  No.  2),  Jamaica,  Bor¬ 
ough  of  Queens. 

cai..  no.  413-39-BZ — Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritory,  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 


ises  15  Ocean  avenue,  south  side,  100 
ft.  west  of  Flatbush  avenue  (Block  No. 
5024,  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 

Appeals  from  Administrative  Decisions. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

466-41-A — 165-10  Baisley  boulevard,  southeast  corner  of 
New  York  avenue  (boulevard)  ;  (Block 
No.  3300,  Lot  No.  2),  Jamaica,  Borough 
of  Queens  (under  section  35,  General  City 
Law — re  bed  of  mapped  street). 

1107- 41-A — 242  Kosciusko  street,  south  side,  100  ft.  east  of 

Tompkins  avenue  (Block  No.  1786,  Lot  No. 
7),  Borough  of  Brooklyn. 

1 108- 41 -S — 242  Kosciusko  street,  south  side,  100  ft.  east  of 

Tompkins  avenue  (Block  No.  1786,  Lot  No. 
7),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  3,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

88 1-40- A — 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353,  Lot 
No.  13),  Borough  of  Brooklyn. 

1000-41-A — 148-150  Washington  street  and  145  Cedar  street, 
northwest  corner  (Block  No.  56,  Lot  No. 
15),  Borough  of  Manhattan. 

150-42- S— 38-04  Woodside  avenue  (formerly  known  as 
38-04  53rd  street),  southwest  corner  of 
Barnett  avenue  (Block  No.  116,  Lot  No. 
21)  (formerly  Lot  No.  1),  Long  Island 
City,  Borough  of  Queens. 

127-42-A — 109-15  14th  avenue,  north  side,  200  ft.  west  of 
111th  street  (Block  No.  4031,  Lot  Nos.  1 
and  25),  College  Point,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street). 

1098-41-A — 2050-2066  White  Plains  road,  northeast  corner 
of  Bronxdale  avenue  and  southeast  corner 
of  Brady  avenue  and  White  Plains  road 
(Block  No.  4284,  Lot  Nos.  5,  11,  13  and 
15),  Borough  of  The  Bronx. 

1061-41-A — 84-86  East  First  street,  north  side,  144  ft.  2  in. 

east  of  First  Avenue  (Block  No.  429,  Lot 
No.  61),  Borough  of  Manhattan. 


MARCH  10,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
10,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cat.,  no.  747-41-BZ — Application,  August  28,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  C.  Sommerfeld,  applicant, 
on  behalf  of  K  and  H  Warehouse 
Holding  Corporation,  owner,  to  permit 
in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  (5) 
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motor  vehicles;  premises  516-520  West 
181st  street,  south  side,  25  ft.  east  of 
Audubon  avenue  and  309  Audubon  ave¬ 
nue  east  side,  100  ft.  south  of  West 
181st  street  (Block  No.  2152,  Lot  No. 
67),  Borough  of  Manhattan. 

cal.  no.  960-41-BZ— Application,  November  7,  1941,  under 
section  7i  of  the  building  zone  resolu¬ 
tion,  of  Abraham  H.  Horwitz,  appli¬ 
cant,  on  behalf  of  Agnes  I.  Olvany, 
owner  (Charles  Di  Bella,  lessee),  to 
permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building 
to  a  motor  vehicle  repair  shop ;  prem¬ 
ises  3962  Tenth  avenue,  west  side,  87.5 
ft.  north  of  West  211th  street  (Block 
No.  2229,  part  of  Lot  No.  32),  Borough 
of  Manhattan. 

cal.  no.  668-41-BZ — Application,  July  17,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Henrietta  Grum, 
owner,  S.  Barone,  lessee,  to  permit  in 
a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises_ 647- 
665  Herkimer  street,  north  side,  250  ft. 
east  of  Schenectady  avenue  (Block  No. 
1701,  Lot  Nos.  53,  57  and  58),  Borough 
of  Brooklyn. 

cal.  no.  1000-40-BZ — Application,  October  15,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Oscar  Goldschlag,  applicant,  on 
behalf  of  Eckert  Realty  Corporation, 
owner,  to  permit  in  a  residence  use 
district,  the  alteration  and  conversion 
of  occupancy  of  part  of  the  first  story 
of  an  existing  multiple  dwelling  to  busi¬ 
ness  use  (stores)  ;  premises  2337  Grand 
Concourse  and  164  Field  place,  south¬ 
west  corner  (Block  No.  3164,  Lot  No. 
19),  Borough  of  The  Bronx. 

cal.  no.  1 079-4 1-BZ — Application,  December  16,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  Henry  Nordheim,  applicant, 
on  behalf  of  Charlotte  M.  Smarto, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a- temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2414  Prospect 
avenue,  east  side,  100  ft.  north  of  East 
187th  street  (Block  No.  3115,  Lot  No. 
5),  Borough  of  The -Bronx. 

cal.  no.  649-40-BZ — Application  of  LeRoy  A.  Perry,  appli¬ 
cant,  on  behalf  of  45  West  38th  Street 
Corporation,  owner,  reopened  and  re¬ 
stored  to  calendar  April  1,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  retail  use  district, 
the  extension  of  a  factory  occupancy, 
in  an  existing  building,  in  excess  of  the 
allowable  area  (previously  withdrawn)  ; 
premises  45-47  West  38th  street,  north 
side,  270  ft.  east  of  Sixth  avenue 
(Block  No.  840,  Lot  No.  16),  Borough 
of  Manhattan. 

cal.  no.  702-41 -BZ— Application,  July  30,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Henry  C.  Citron, 
Henrietta  Grum  and  Brooklyn  Trust 
Company,  owners  (Carey  McCarthy 


and  Timothy  Gallagher,  lessees),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  twc 
(2)  years,  the  parking  and  storage  oi 
more  than  five  (5)  motor  vehicles; 
premises  989-995  Myrtle  avenue,  north 
side,  150  ft.  east  of  Throop  avenue 
(Block  No.  1749,  Lot  Nos.  55  to  58, 
inclusive),  Borough  of  Brooklyn. 

\l,  no.  4 19-2 1-BZ — Application  of  Henry  G.  Harrington, 
applicant,  on  behalf  of  Josephine  Ober, 
owner  (Alvin  Service  Station  Corpora¬ 
tion,  lessee),  reopened  February  11, 
1941,  under  section  7e  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  inclusion  of  a  motor 
vehicle  repair  shop  use  in  a  garage  for 
more  than  five  (5)  motor  vehicles;  the 
garage  was  previously  granted  by  the 
Board;  premises  465  Sterling  place, 
north  side,  78  ft.  3  in.  east  of  Washing¬ 
ton  avenue  (Block  No.  1167,  Lot  No. 
78),  Borough  of  Brooklyn. 

\l.  no.  1070-41-BZ — Application,  December  9,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Paul  Friedman,  applicant,  on 
behalf  of  George  I.  Laird,  owner,  to 
permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  3010-3012  Fulton  street  and 
233-241  Linwood  street,  southeast  corner 
(Block  No.  3956,  Lot  No.  43),  Borough 
of  Brooklyn. 

\l.  no.  209-4 1-BZ — Application,  March  12,  1941,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Leonard  A.  Swarthe,  ap¬ 
plicant,  on  behalf  of  Dora  Blumenson, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  two  (2) 
illuminated  business  signs  and,  also,  the 
illumination  and  maintenance  of  a  third 
(3rd)  business  sign;  premises  2235- 
2237  Grand  Concourse,  west  side,  42.9 
ft.  north  of  East  182nd  street  (Block 
No.  3163,  Lot  No.  38),  Borough  of  The 
Bronx. 

al.  no.  570-41-BZ— Application,  June  23,  1941,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Berlin,  Berlin  and  Albert,  applicants, 
on  behalf  of  Gar  Holding  Company,  In¬ 
corporated,  owner  (George  Hofbauer, 
lessee),  to  permit  for  a  term  of  years, 
in  an  unrestricted  use  district,  the  con¬ 
version  of  occupancy  of  a  building  to 
a  garage  for  more  than  five  (5)  motor 
vehicles ;  the  said  garage  being  on  the 
same  street  and  within  the  same  inter¬ 
secting  streets  on  which  portion  there 
exists  an  exit  from  or  an  entrance  tc 
a  public  school ;  premises  369-375  (379 
displayed)  Suydam  street,  northwest 
side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41) 
Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

117-41-A — 369-375  (379  displayed)  Suydam  street,  north¬ 
west  side,  117  ft.  11  in.  west  of  Wyckofl 
avenue  (Block  No.  3210,  Lot  No.  41) 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  .Chairman 
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MARCH  10,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

337- 41-A — 212-220  Concord  street,  southwest  corner  of 

Prince  street  (Building  A)  ;  (Block  No. 
122,  Lot  No.  9),  Borough  of  Brooklyn 
(reopened  and  restored  to  calendar,  De¬ 
cember  9,  1941 ;  previously  dismissed  for 
lack  of  prosecution). 

338- 41-A — 30-38  Prince  street,  west  side,  274  ft.  south  of 

Concord  street  (Buildings  C  and  D)  ; 
(Block  No.  122,  Lot  No.  9),  Borough  of 
Brooklyn  (reopened  for  reconsideration, 
December  9,  1941;  previously  denied). 

824-41-A — 3  Doyers  street,  south  side,  81  ft.  9  in.  west  of 
Chatham  square  (Block  No.  162,  Lot  No. 
33),  Borough  of  Manhattan. 

36-42- A— 721-723  First  avenue,  west  side,  in  roadway  of 
East  41st  street  (between  Block  Nos.  1333 
and  1334,  Lot  No.  none),  Borough  of  Man¬ 
hattan  (under  section  35,  General  City  Law 
— re  bed  of  mapped  street). 

109-42-A— 3255  Richmond  terrace,  north  side,  100  ft.  west 
of  South  avenue  (Block  No.  100,  Lot  No. 
27),  Mariners  Harbor,  Borough  of  Rich¬ 
mond  (under  section  35,  General  City  Law 
— re  bed  of  mapped  street). 

Appliance  and  Materials  for  Approval. 

777-41-SM — Masonite  Cell-U-Blanket  (Standard  and  Sil- 
versheen) . 

811-41-SA — Hydromatic  Leveling  Device. 

93-42-SM — Proofene  (Flameproofing  Compound). 


MARCH  17,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
17,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  463-41-BZ — Application,  May  20,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Gulf  Oil  Corporation,  owner, 
to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  occupied  as  a  gasoline  ser¬ 
vice  station,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  618-628  Jamaica  avenue  and 
1  Hale  avenue,  southeast  corner  (Block 
No.  3905,  Lot  Nos.  3  and  5),  Borough 
of  Brooklyn. 

cal.  no.  418-41 -BZ — Application,  May  6,  1942,  under  section 
21  of  the  building  zone  resolution,  of 
Jane  Grillo,  applicant  and  owner  (An¬ 
thony  Polizzi,  lessee),  to  permit  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1480-1484  Coney  Is¬ 
land  avenue,  west  side,  440  ft.  north  of 
Avenue  L  (Block  No.  6536,  part  of 
Lot  No.  20),  Borough  of  Brooklyn. 


cal.  no.  1098-24-BZ — Application  of  Frank  V.  Laspia,  ap¬ 
plicant,  on  behalf  of  Harry  Schwartz- 
berg,  owner,  reopened  February  24, 
1937,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  conversion  of  occu¬ 
pancy  of  a  garage  for  more  than  five 
(5)  motor  vehicles  to  a  motor  vehicle 
repair  shop  (the  garage  use  was  pre¬ 
viously  granted  by  the  Board)  ;  prem¬ 
ises  458-466  Leonard  street  and  499-511 
Manhattan  avenue,  southwest  corner 
(Block  No.  2712,  Lot  No.  10),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  282-41-BZ — Application  of  Joseph  J.  Furman, 
applicant,  on  behalf  of  Rolegru  Realty 
Corporation,  owner  ( Crown  Motion 
Picture  Supplies,  lessee),  reopened 
January  20,  1942,  under  section  7c  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  the  conver¬ 
sion  of  occupancy  of  the  2nd  story  of 
an  existing  building  from  residence 
use  to  business  use  (offices)  ;  (previ¬ 
ously  denied)  ;  premises  346  West  44th 
street,  south  side,  225  ft.  east  of  Ninth 
avenue  (Block  No.  1034,  Lot  No.  55), 
Borough  of  Manhattan. 

cal.  no.  1097-41-BZ— Application,  December  22,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Maurice  Courland,  applicant, 
on  behalf  of  Congregation  Magen 
David,  Incorporated,  owner,  to  permit 
in  a  residence  use  and  C  area  district, 
the  erection  and  maintenance  of  an  ex¬ 
tension  to  an  existing  school  building; 
the  proposed  extension  does  not  comply 
with  rear  yard  requirements  of  the 
building  zone  resolution;  premises  2017- 
2025  67th  street,  north  side,  140  ft.  east 
of  20th  avenue  (Block  No.  5563,  Lot 
No.  66),  Borough  of  Brooklyn. 

cal.  no.  407-41-BZ — Application,  May  5,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Jack  Z.  Cohen,  applicant, 
on  behalf  of  Celia  Tack,  owner 
(Sparkling  Coal  Company,  Incorpo¬ 
rated,  lessee)  to  permit  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  the  use  of  a  plot  of  ground 
for  coal  storage;  the  parking  of  five 
(5)  motor  trucks  and,  also,  the  erec¬ 
tion  of  a  scale  and  an  office  building; 
premises  195-205  Malta  street,  east  side, 
95  ft.  north  of  Stanley  avenue  (Block 
No.  '4343,  Lot  No.  42),  Borough  of 
Brooklyn. 

cal.  no.  217-41-BZ — Application,  March  17,  1941,  under  sec¬ 
tions  7a  and  7c  of  the  building  zone 
resolution,  of  Jack  Z.  Cohen,  applicant, 
on  behalf  of  Martin  Walters,  owner, 
to  permit  in  a  business  use  district,  the 
erection  of  a  new  accessory  building  on 
an  existing  gasoline  service  station ; 
premises  60-01  39th  (Stryker)  avenue 
and  38-05  to  38-11  60th  street,  north¬ 
east  corner  (Block  No.  1215,  Lot  No. 
10),  Woodside,  Borough  of  Queens. 

cal.  no.  46-42-BZ — Application,  January  13,  1942,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Starrett  and  Van  Vleck,  appli¬ 
cants,  on  behalf  of  Level  Realtv  Cor¬ 
poration,  owner  (Alexander’s  Depart¬ 
ment  Stores,  Incorporated,  lessee),  to 
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permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  non¬ 
flashing,  illuminated,  business  sign  on 
the  roof  of  an  existing  business  build¬ 
ing;  premises  2501  Grand  Concourse, 
northwest  corner  of  Fordham  road  and 
2508  Creston  avenue  (Block  No.  3167, 
Lot  No.  1),  Borough  of  The  Bronx. 

cal.  no.  1081-41-BZ — Application,  December  16,  1941,  under 
sections  21  and  19h  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Francis  H.  Luce, 
owner,  to  permit  in  a  local  retail  use 
district,  the  conversion  of  occupancy 
of  the  cellar  story  of  a  building  to  a 
bowling  alley ;  the  said  bowling  alley 
having  a  proposed  entrance  located 
more  than  twenty-five  (25)  feet  from 
the  business  street;  premises  102-43  to 
102-55  Queens  boulevard,  northeast 
corner  of  68th  road  (Block  No.  2137, 
Lot  No.  1),  Forest  Hills,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  24,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
24,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 

Manhattan,  on  the  following  matters: 

cal.  no.  159-36-BZ — Application  of  Alurion  Realty  Corpo- 
ation,  owner,  and  Public  Service  Inter¬ 
state  Transportation  Co.,  lessee,  re¬ 
opened  February  18,  1941,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  retail  one  (1)  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245- 
259  West  41st  street,  north  side,  100  ft. 
east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

cal.  no.  13-42-BZ — Application,  January  6,  1942,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  William  Katz,  lessee  and  applicant 
on  behalf  of  Morris  Ginsberg,  owner, 


to  permit  in  a  restricted  retail  use  dis-i 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking; 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  27-29  East  60th! 
street,  northeast  corner  of  Madison! 
avenue  (Block  No.  1375,  Lot  No.  21), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  7,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April ; 
7,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,! 
Manhattan,  on  the  following  matters : 

cal.  no.  701-41-BZ — Application,  July  29,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants  on  behalf  of  Henrietta  Grum, 
owner,  to  permit  in  a  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  183-193  Bush- 
wick  avenue  and  223-231  Scholes  street, 
northeast  corner  (Block  No.  3037,  part 
of  Lot  No.  1),  Borough  of  Brooklyn. 

cal.  no.  950-40-BZ — Application,  October  1,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ernst  C.  Wal- 
deck,  owner,  to  permit  in  a  residence' 
use  district,  the  conversion  of  occupancy 
of  the  basement  and  first  story  of  a 
residence  building  to  an  undertaking 
establishment;  7610  Fourth  avenue, 
west  side,  59  ft.  south  of  76th  street 
(Block  No.  5950,  Lot  No.  47),  Bor¬ 
ough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

32-42-A — 7610  Fourth  avenue,  west  side,  59  ft.  south  of 
76th  street  (Block  No.  5950,  Lot  No.  47), 
Borough  of  Brooklyn. 


HARRIS  M.  MURDOCK,  Chairman. 

MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  FEBRUARY  24,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  February  17,  1942  and  Tuesday  after¬ 
noon,  February  17,  1942,  were  approved  as  printed  in  Bulle¬ 
tin  No.  8,  Volume  27. 


BUILDING  ZONE  CASES. 

950-40-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Ernst  C.  Wal- 
deck,  owner. 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7f  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  conversion  of  occupancy  of  the  basement 
and  first  story  of  a  residence  building  to  an  under¬ 
taking  establishment. 

PREMISES  AFFECTED — 7610  Fourth  avenue,  west  side, 
59  ft.  south  of  76th  street  (Block  No.  5950,  Lot  No. 
47),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Ernst  C. 
Waldeck. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board  pend¬ 
ing  new  decision  from  Building  Dept. 
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U8-41-BZ 

\PPLICANT — Jane  Grillo,  owner. 

■SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 1480-1484  Coney  Island  avenue, 
west  side,  440  ft.  north  of  Avenue  L  (Block  No. 
6536,  part  of  Lot  No.  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  March  17,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board.  No¬ 
tices  to  be  sent  prior  to  March  6,  1942  in  accord-* 
ance  with  regular  requirements. 


701-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Henrietta  Grum, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent),  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
•  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 183-193  Bushwick  avenue  and 
223-231  Scholes  street,  northeast  corner  (Block  No. 
3037,  part  of  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  G.  Goldman,  Dep’t  of  Education, 
Francis  Strong,  Conrad  Hack,  Sophie  M. 
Golden,  Joseph  M.  Dorman,  Vito  Pirrello  and 
Joseph  Landau. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1942  at  10 
A.  M.  for  decision  by  Board  without  further  argu¬ 
ment,  and  also  for  inspection  by  a  committee  of  the 

Board. 


13-42-BZ 

APPLICANT — William  Katz,  for  Morris  Ginsberg,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  restricted  retail  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 27-29  East  60th  street,  north¬ 
east  corner  of  Madison  avenue  (Block  No.  1375, 
Lot  No.  21),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Anson  W.  Van  Ness  and  William 
Katz. 

For  Opposition :  William  C.  Porth,  R.  J.  Stark 
and  Amelia  E.  Shaffer. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1942  at  10 
A.  M.  for  inspection  by  a  committee  of  the  Board, 
and  for  decision  by  the  Board,  without  further  argu¬ 
ment. 


104-37-BZ. 

APPLICANT — Arthur  W.  Renander  for  Adelina  Granello, 
owner  (Nunley  Parking  Company,  Incorporated, 
lessee). 

SLTRJECT — Application  for  consideration — reopening  and 
amendment — re  Application  under  section  7h  of  the 
building  zone  resolution  permitting  in  a  business  use 
district  the  transient  parking  of  more  than  five  (5) 
motor  vehicles  (previously  granted  by  the  Board). 

PREMISES  AFFECTED — 89-37  to  90-07  161st  street,  east 
side  and  89-40  to  89-42  162nd  street,  west  side, 
357.04  ft.  south  of  89th  (Shelton)  avenue  (Block 


No.  835,  Lot  Nos.  25  and  22),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Arthur  W.  Renander. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(104-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles,  premises 
89-37  to  90-07  161st  street,  east  side,  and  89-40  to  89-42 
162nd  street,  west  side,  357.04  ft.  south  of  89th  (Shelton) 
avenue  (Block  No.  835,  Lot  Nos.  22  and  25),  Jamaica, 
Borough  of  Queens,  was  granted  by  the  Board  March  11, 
1941,  under  certain  conditions,  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  11,  1941,  by 
adding  thereto : 

“That  in  viczv  of  the  variance  granted  by  the  Board 
on  February  24,  1942  relating  to  the  adjoining  premises 
to  the  south,  namely  lot  nos.  18  and  20,  under  Cal.  No. 
910-41  -BZ,  and  which  are  to  be  operated  in  conjunction 
with  the  lots  for  which  a  zoning  variance  was  granted 
under  this  application,  Cal.  No.  104-37-BZ,  the  required 
fence  on  the  common  lot  line  of  lot  nos.  22  and  20  may 
be  omitted,  or  if  constructed,  may  be  removed.” 


700-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Rudolph  P.  Bol¬ 
ter  and  Herman  H.  Schierloh,  owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building'  zone 
resolution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 9317-9333  Third  avenue  and 
301-311  94th  street,  northeast  corner  (Block  No. 
6107,  Lot.  Nos.  1,  5  and  67),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION— 

(700-41-BZ) 

Whereas,  Lama  and  Proskauer,  for  Rudolph  P.  Bolter 
and  Herman  H.  Schierloh,  owners,  filed  July  29,  1941,  an 
application  under  section  7h  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  5  motor  vehicles;  premises  9317-9333  Third 
avenue  and  301-311  94th  street,  northeast  corner  (Block  No. 
6107,  Lot  Nos.  1,  5  and  67),  Borough  of  Brooklyn,  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  24,  1942,  after  due  notice  by  publication  in 


205 


MINUTES 


the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Third  avenue  is  in  a  business 
use  district;  94th  street  and  93rd  street  are  each  in  residence 
and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  1561-1941,  dated  July  9,  1941,  reads: 

“Proposed  parking  and  storage  for  more  than  5  cars 
within  a  business  use  district  is  contrary  to  Art.  2,  Sect. 
4a- 15  of  the  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of-  142  ft.  on  Third  avenue  and 
101  ft.  on  94th  street.  A  small  irregular  shaped  area  at  the 
easterly  part  of  the  plot  is  in  the  residence  use  district  while 
the  remainder  of  the  plot  is  in  the  business  use  district.  It 
is  proposed  to  use  the  plot  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
with  a  frontage  of  142  ft.  on  Third  avenue  and  a  depth  of 
approximately  100  ft.  on  94th  street  as  indicated  on  plans 
filed  with  the  application  marked  “Received  July  29,  1941” 
to  be  occupied  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  on  condition  that  the  premises  shall 
be  leveled  substantially  to  the  grade  of  the  surrounding 
streets  and  shall  be  surfaced  with  clean  gravel,  steam  cinders 
or  other  suitable  material  properly  rolled  and  treated  with 
an  asphalt  binder  to  render  a  reasonably  impervious  surface 
and  graded  so  as  to  provide  surface  drainage ;  that  all  exist¬ 
ing  uses  and  structures,  including  all  signs  shall  be  imme¬ 
diately  removed  from  the  premises  and  during  the  term  of 
this  permit  the  premises  shall  be  occupied  for  no  other  use 
than  as  herein  permitted  and  no  buildings  shall  be  erected 
thereon  except  that  there  may  be  erected  a  building  not  over 
100  sq.  ft.  in  area  and  not  over  one  story  in  height  solely  as 
office  and  shelter  for  the  attendant;  that  such  building  may 
be  of  frame  and  shall  be  erected  adjacent  to  the  entrance; 
that  all  existing  fences  on  the  street  building  lines  shall  be 
removed  and  on  the  street  building  lines  there  shall  be 
erected  a  substantial  woven  wire  fence  of  the  chain-link 
type  with  anchored  steel  posts  not  less  than  6  ft.  in  height, 
continuously  with  no  openings  therein  except  one  to  Third 
avenue  for  entrance  and  exit  not  over  15  ft.  in  width  with 
curb  cut  opposite  of  similar  width ;  that  a  similar  fence  shall 
be  erected  on  the  interior  lot  lines  where  walls  of  adjoining 
buildings  do  not  occur  or  where  substantial  board  fences  not 
less  than  6  ft.  in  height  are  existent ;  that  such  wood  fences 
shall  be  kept  in  good  repair  and  shall  be  kept  painted;  that 
no  signs  shall  be  erected  on  the  premises  except  there  may 
be  one  sign  attached  to  the  fence  near  the  entrance  adver¬ 
tising  the  parking  and  storage  use  and  the  rates  charged, 
provided  such  sign  does  not  exceed  15  sq.  ft.  in  area,  does 
not  extend  beyond  the  building  line  and  is  not  illuminated ; 
that  proper  aisles  shall  be  maintained  at  all  times  for  easy 
entrance  and  egress ;  that  such  portable  fire  fighting  appli¬ 
ances  shall  be  furnished  and  maintained  in  accordance  with 
the  requirements  of  the  fire  commissioner;  that  any  lights 
for  general  illumination  shall  be  on  pipe  standards  not  over 
12  ft.  in  height,  fitted  with  metallic  reflectors  so  arranged 
as  to  reflect  toward  the  center  of  the  premises  and  away 
from  the  adjoining  occupancies;  that  no  cars  shall  be  parked 
or  stored  other  than  the  pleasure-car  type  and  only  such 
cars  as  are  capable  of  operation ;  that  the  existing  Certificate 
of  Occupancy  No.  2069  shall  be  replaced  by  a  new  certificate 
of  occupancy  covering  the  occupancy  as  herein  permitted; 


that  all  permits  shall  be  obtained  and  all  work  completed 
within  6  months  from  the  date  of  this  resolution. 


828-41-BZ. 

APPLICANT — Max  Horn,  for  Central  James  Corporation, 
owner. 

SUBJECT — Application  (re. decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 1906  Cornaga  avenue,  north¬ 
east  corner  of  Beach  19th  street  (Block  No.  48, 

*  Lot  No.  1),  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant  :  Mrs.  Max  Horn,  Ernest  P. 

Diana  and  Mortimer  A.  Harriken. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 

THE  RESOLUTION— 

(828-41-BZ) 

Whereas,  Max  Horn,  for  Central  James  Corporation, 
owner,  filed  September  26,  1941,  an  application  under  sec¬ 
tion  7h  of  the  building  zone  resolution,  to  permit  in  a 
business  ,use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1906  Cornaga  avenue, 
northeast  corner  of  Beach  19th  street  (Block  No.  48,  Lot 
No.  1),  Far  Rockaway,  Borough  of  Oueens,  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  24,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  mans  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  19th  street,  Cornaga 
avenue  and  Mott  avenue  are  in  business  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent 
on  Misc.  Application  No.  3607—1941,  dated  September  8, 
1941,  reads : 

“1.  The  storage  or  parking  of  more  than  5  cars  on 
a  lot  located  in  a  business  district  is  contrary  to  Article 
2,  sec.  4,  subsec.  15  of  the  Zoning  Law.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  136  ft.  on  Beach  19th  street  and  135  ft. 
on  Cornaga  avenue.  It  is  proposed  to  use  the  plot  for 
a  temporary  period  of  not  more  than  two  (2)  vears,  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  bv  a  committee  of  the  Board :  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7; 
subdivision  h.  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Anneals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7h  thereof  for  a  term  of  two  (2)  years,  to  permit  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  that  the  plot  shall  be  leveled  substantially  to  the 
grade  of  the  surrounding  streets  and  shall  be  properly  sur¬ 
faced  with  steam  cinders,  clean  gravel  or  other  suitable 
material  properly  rolled  and  treated  with  an  asphalt  binder: 
that  there  shall  be  erected  on  the  street  building  lines  a 
substantial  woven  wire  fence  not  less  than  6  ft.  in  height 
with  no  openings  therein  except  one  to  Cornaga  avenue 
and  one  to  Beach  19th  street  for  entrance  and  exit;  that 
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uch  entrances  shall  not  exceed  25  ft.  in  width  with  curb 
ut  opposite  not  to  exceed  such  width ;  that  on  the  interior 
uilding  lines  where  walls  of  adjoining  buildings  do  not 
xist  there  shall  be  erected  a  similar  fence  or  tight-board 
ence;  that  proper  bumpers  shall  be  installed  against  the 
nterior  lot  lines  for  protection  to  adjoining  buildings  and 
gainst  the  fence  for  protection  to  same  on  the  street  build- 
lg  lines ;  that  during  the  term  of  this  permit  the  premises 
hall  be  occupied  for  no  use  other  than  as  herein  permitted 
nd  no  buildings  shall  be  erected  except  that  there  may  be 
building  not  over  100  sq.  ft.  in  area  and  not  over  one  story 
n  height  erected  near  the  entrance  to  be  used  solely  as  an 
iftice  and  shelter  for  the  attendant ;  that  such  building  may 
e  of  frame;  that  no  signs  shall  be  erected  on  the  premises 
xcept  that  there  may  be  a  sign  attached  to  each  entrance 
dvertising  the  parking  and  storage  use  and  the  free  park- 
rig  use  (luring  the  day  and  the  rates  charged  for  night 
torage  provided  such  signs  do  not  exceed  15  sq.  ft.  each 
i  area  and  do  not  extend  beyond  the  building  lines  and 
re  not  illuminated ;  that  proper  aisles  shall  be  maintained 
t  all  times  for  easy  entrance  and  egress;  that  such  portable 
ire-fighting  appliances  shall  be  furnished  and  maintained 
s  the  fire  commissioner  shall  direct ;  that  only  cars  of  the 
ileasure  car  type  shall  be  so  parked  or  stored  and  only 
hose  capable  of  operation ;  that  all  permits  shall  be  ob- 
ained  and  all  work  completed  within  six  (6)  months  from 
he  date  of  this  resolution;  that  upon  completion  of  the 
sork  in  accordance  with  this  resolution,  a  photograph  shall 
e  furnished  showing  the  completed  condition. 


10-41-BZ. 

APPLICANT — William  A.  Eckert,  for  Jamaica  Savings 
Bank,  owner  (Nunley  Parking  Company,  Incorpo¬ 
rated,  lessee). 

1UBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7 h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  j'ears, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

’REMISES  AFFECTED— 90-11  to  90-17  161st  street,  east 
side,  324  ft.  north  of  Jamaica  avenue  (Block  No. 
9760,  Lot  Nos.  18  and  20),  Jamaica,  Borough  of 
Queens. 

VPPEARANCES— 

For  Applicant :  Arthur  W.  Renander. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
'HE  VOTE— 

Affirmative ;  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  . . .  0 

'HE  RESOLUTION— 

(910-41-BZ) 

Whereas,  William  A.  Eckert,  for  Jamaica  Savings  Bank, 
wner  (Nunley  Parking  Co.  Inc.,  lessee),  filed  November 
4,  1941,  an  application  under  section  7h  of  the  building  zone 
esolution,  to  permit  in  a  business  use  district,  for  a  tem- 
orary  period  of  not  more  than  two  (2)  years,  the  parking 
nd  storage  of  more  than  five  (5)  motor  vehicles;  premises 
0-11  to  90-17  161st  street,  east  side,  324  ft.  north  of 
amaica  avenue  (Block  No.  9760,  Lot  Nos.  18  and  20), 
amaica,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
y  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
lg,  February  24,  1942,  after  due  notice  by  publication  in 
ie  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
ig  zone  resolution  show  that  161st  street,  162nd  street, 
amaica  avenue  and  90th  avenue  are  in  business  use  districts ; 
nd 


Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  9054-1941,  dated  October  16,  1941, 
reads : 

“Parking  and  storage  of  more  than  5  motor  vehicles  in 

a  business  use  district  is  contrary  to  Art.  2  Sec.  4  of  the 

Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  97  ft.  and  a  depth  of  125  ft.  It  is  proposed  to 
use  the  plot  for  a  temporary  period  of  not  more  than  two 

(2)  years,  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  a  term  of  two  (2) 
years  from  the  date  of  this  resolution,  to  permit  lot  nos.  18 
and  20  with  a  frontage  of  approximately  97  ft.  and  a  depth 
of  125  ft.  to  be  occupied  for  the  transient  parking  of  more 
than  five  (5)  motor  vehicles,  on  condition  that  only  motor 
vehicles  of  the  pleasure  car  type  shall  be  so  parked ;  that 
the  penalises  shall  be  leveled  substantially  to  the  grade  of 
surrounding  streets  and  shall  be  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material  properly  rolled  and 
treated  with  an  asphalt  binder  so  as  to  make  the  surface 
substantially  impervious  and  graded  to  provide  surface  drain¬ 
age;  that  on  the  interior  lot  lines  and  street  building  lines 
except  the  interior  lot  line  to  the  north  common  with  lot  no. 
22,  there  shall  be  erected  a  substantial  woven  wire  fence  at 
least  6  ft.  in  height  with  no  openings  therein  to  the  interior 
lot  lines  to  the  east  and  south;  that  openings  for  entrance  to 
161st  street  shall  be  restricted  to  one  toward  the  south  and 
not  over  15  ft.  in  width  with  a  curb  cut  opposite  of  similar 
width ;  that  proper  aisles  shall  be  maintained  at  all  times 
for  easy  entrance  and  exit;  that  a  space  not  less  than  18  in. 
shall  be  left  between  alternate  rows  of  cars  for  easy  access 
thereto;  that  during  the  term  of  this  permit,  the  premises 
shall  be  occupied  for  no  use  other  than  the  transient  park¬ 
ing  herein  permitted ;  that  there  shall  be  no  building  erected 
thereon  except  that  there  may  be  erected  near  the  entrance 
a  building  to  be  occupied  solely  as  an  office  and  shelter  for 
the  attendant;  that  such  building  shall  not  exceed  1  story 
in  height  and  not  over  100  sq.  ft.  in  area  and  which  may  be 
of  frame ;  that  such  portable  fire-fighting  appliances  shall  be 
furnished  and  maintained  as  the  fire  commissioner  shall 
direct;  that  lights  for  general  illumination  shall  be  on  pipe 
standards  not  over  12  ft.  in  height  with  metallic  reflectors  so 
arranged  as  to  reflect  toward  the  center  of  the  premises 
and  away  from  the  adjoining  occupancies;  that  signs  shall 
be  restricted  to  a  sign  at  the  entrance  attached  to  the  fence 
not  exceeding  15  sq.  ft.  in  area  and  advertising  solely  the 
transient  parking  use  and  the  rates  charged;  that  such  sign 
shall  not  extend  beyond  the  building  line  and  shall  not  be 
illuminated ;  that  only  motor  vehicles  of  the  pleasure  car 
type  shall  be  so  parked  and  only  those  capable  of  operation; 
that  this  transient  parking  use  herein  permitted  may  be  main¬ 
tained  under  joint  operation  with  a  similar  use  permitted 
by  the  Board  for  the  adjoining  lots  to  the  north  granted 
under  Cal.  No.  104-37-BZ  on  March  11,  1941 ;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  three 

(3)  months  from  the  date  of  this  resolution. 


65-27-BZ. 

APPLICANT — Gerard  M.  Bloomfield,  for  Treeverse 
Realty  Corporation,  owner. 

SUBJECT — Application  reopened  July  22,  1941  (re  deci¬ 
sions  of  the  acting  borough  superintendent)  under 
section  21  of  the  building  zone  resolution,  to  permit 
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in  a  residence  use  district,  the  maintenance  of  signs 
on  a  business  building ;  this  business  building  was 
previously  granted  by  the  Board ;  the  resolution 
granting  this  variation  restricted  signs  to  the  plate 
glass  show  windows  of  the  store  fronts. 
PREMISES  AFFECTED— 1761-1767,  1771  and  1773  Uni¬ 
versity  avenue,  southwest  corner  of  West  Tremont 
avenue  and  west  side  of  University  avenue,  15  ft., 
40  ft.,  and  66  ft.  south  of  West  Tremont  avenue 
(Block  No.  2878,  Lot  No.  200  and  part  of  Lot  No. 
170),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Gerard  M.  Bloomfield  and  Harry 
Baehr  and  S.  Levy. 

For  Opposition :  Milton  Landesbaum,  and  G.  Gold¬ 
man,  Dept,  of  Education. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Ghief  Gunn. .  4 

Negative:  .  0 

» 

THE  RESOLUTION— 

(65-27-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business  building,  premises 
south  side  of  West  Tremont  avenue  from  University  to 
Andrews  avenues,  Borough  of  The  Bronx,  was  granted  by 
the  Board  March  29,  1927,  on  certain  conditions;  and 
Whereas,  Gerard  M.  Bloomfield,  for  Treeverse  Realty 
Corporation,  owner,  requested  reopening  of  the  application 
under  section  21  of  the  building  zone  resolution,  to  permit  in 
a  residence  use  district  the  maintenance  of  signs  in  such 
business  building;  premises  1761-1767,  1771  and  1773  Uni¬ 
versity  avenue,  southwest  corner  of  West  Tremont  avenue 
and  west  side  of  University  avenue,  15  ft.,  40  ft.  and  66  ft. 
south  of  West  Tremont  avenue  (Block  No.  2878,  Lot  No. 
200  and  part  of  Lot  No.  170),  Borough  of  The  Bronx;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  July  22,  1941,  subject  to  usual  procedure;  and. 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  24,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  Tremont  avenue  and 
University  avenue  are  each  in  residence  and  business  use 
districts ;  Andrews  avenue  is  in  a  residence  use  district ;  and 
Whereas,  the  decisions  of  the  borough  superintendent 
dated  July  7,  1941,  read: 

“Location  1767  University  avenue,  W.S.  49'  S.  of  W. 
Tremont  avenue,  Bronx,  Application  No.  1-1942 — 
January  16,  1942. 

1.  The  erection  of  proposed  sign  in  a  residence  dis¬ 
trict  is  contrary  to  Section  2,  Paragraph  9-d  of  the 
Zoning  Resolution  and  contrary  to  the  provisions  of 
the  resolution  approved  by  the  Board  of  Standards 
and  Appeals  under  Cal.  No.  65-1927-BZ. 

Location  1767  University  avenue,  W.S.  40'  S.  of  W. 
Tremont  avenue,  Application  No.  7-1941 — dated  July  7, 
1941. 

1.  The  erection  of  the  proposed  sign  in  a  residence 
district  is  contrary  to  the  provisions  of  the  resolution 
approved  by  the  Board  of  Standards  and  Appeals 
under  Cal.  No.  65-1927-BZ. 

Location  1761  University  avenue,  W.S.  66'  S.  of  W. 
Tremont  avenue,  Application  No.  289-1941,  dated  July 
7,  1941. 

The  erection  of  the  proposed  sign  in  a  residence  use 
district  is  contrary  to  the  provisions  of  the  resolution 
approved  by  the  Board  of  Standards  and  Appeals 
under  Cal.  No.  65-1927-BZ. 


Location  No.  1763  University  avenue,  W.S.  75'  South 
of  Tremont  avenue,  Application  No.  12,  1941,  dated 
December  19,  1941. 

The  erection  of  proposed  sign  in  a  residence  district 
is  contrary  to  the  provisions  of  the  resolution 
approved  by  the  Board  of  Standards  and  Appeals 
under  Cal.  No.  65-1927-BZ. 

Location  No.  1765  University  avenue  w/s  63'  S.  of 
West  Tremont  avenue,  Application  No.  611-1941 — De¬ 
cember  19,  1941.  _  - 

The  erection  of  proposed  sign  in  a  residence  district 
is  contrary  to  the  provisions  of  the  resolution  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  65-27-BZ. 

Location  No.  1771  University  avenue,  W.S.  15'  S.  of 
W.  Tremont  avenue,  Application  No.  290-1941,  dated 
July  7,  1941. 

The  erection  of  proposed  sign  in  a  residence  use  dis¬ 
trict  is  contrary  to  the  provision  of  the  resolution 
approved  by  the  Board  of  Standards  and  Appeals 
under  Calendar  No.  65-1927-BZ. 

Location — 1773  University  avenue  SW  cor.  W.  Tre¬ 
mont  avenue,  Bronx- — Application  No.  291-1941,  dated 
July  7,  1941. 

The  erection  of  the  proposed  sign  in  a  residence  use 
district  is  contrary  to  the  provisions  of  the  resolution 
approved  by  the  Board  under  Cal.  No.  65-1927-BZ. 

Location — 164  W.  Tremont  avenue,  S.S.  corner  Uni¬ 
versity  avenue,  Application  No.  13,  dated  December  19, 
194L  ' 

The  erection  of  a  proposed  sign  in  a  residence  district 
is  contrary  to  the  provisions  of  the  resolution  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  65-1927-BZ. 

Location  166  W.  Tremont  avenue,  S.S.  14'  W.  of 
University  avenue,  dated  December  19,  1941,  Application 
No.  14/41. 

The  erection  of  proposed  sign  in  a  residence  district 
is  contrary  to  the  provisions  of  the  resolution  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  65-1927-BZ. 

Location  168  W.  Tremont  avenue,  S/S.  25'  E.  of 
University  avenue,  E.S.  Appl.  No.  610-1941,  dated  De¬ 
cember  19,  1941. 

The  erection  of  proposed  sign  in  a  residence  district 
is  contrary  to  the  provisions  of  the  resolution  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  65-1927-BZ. 

Location  170  E.  Tremont  avenue,  S.S.  32'  W.  of 
University  avenue,  Appl.  No.  15-1941,  dated  December 
19,  1941. 

The  erection  of  proposed  sign  in  a  residence  district 
is  contrary  to  the  provisions  of  the  resolution  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  65-1927-BZ. 

Location  No.  172  W.  Tremont  ave.,  S.S.  48'  W.  of 
University  avenue,  Application  No.  16-1941. 

The  erection  of  proposed  sign  in  a  residence  district 
is  contrary  to  the  provisions  of  the  resolution  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  65-1927-BZ.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construction 
114  ft.  front  on  University  avenue  by  59  ft.  on  West  Tre¬ 
mont  avenue  and  one  story  in  height.  The  one  story  busi¬ 
ness  building  (comprising  12  stores)  was  previously  granted 
by  the  Board ;  the  resolution  stipulating  that  any  advertis¬ 
ing  signs  on  display  should  be  restricted  to  the  plate  glass 
show  windows  of  the  store  fronts,  etc.  It  is  now  proposed 
to  maintain  the  signs  (as  shown  upon  plans  filed  with  this 
application)  which  are  located  upon  eleven  of  the  twelve 
stores  in  this  building.  The  sign  on  1771  University  avenue 
is  a  flashing  sign  and  the  remainder  are  non-fllashing  signs. 
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There  are  two  signs  on  1967  University  avenue. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  29,  1927  only 
so  far  as  it  has  reference  to  signs  so  that  as  amended  the 

resolution  shall  read : 

"Resolved,  that  the  board  of  standards  and  appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted,  only 
as  far  as  it  affects  one  story  on  the  street  front,  at  street 
level,  within  and  for  a  depth  of  100  ft.  of  the  southerly 
property  line  and  the  prolongation  of  the  rear  Univer¬ 
sity  avenue  lot  line,  on  condition  that  the  remainder  of 
the  premises  throughout  shall  be  restricted  to  conform¬ 
ing  use  and  that  the  building  zope  regulations  shall  be 
complied  with  in  all  other  respects;  that  the  conduct 
and  operation  of  the  business  use  on  the  first  story  shall 
be  restricted  to  retail  mercantile  stores,  and  that  there 
shall  be  no  delicatessen  business,  fish  store  or  meat 
market  permitted  on  the  curved  line  of  this  plot  on  the 
West  Tremont  avenue  front  of  the  area  above  de¬ 
scribed  ;  that  there  shall  be  no  roof  signs  erected  on 
the  premises ;  that  any  advertising  signs  shall  be  re¬ 
stricted  to  signs  painted  on  the  plate  glass  show  win¬ 
dows,  glass  in  the  store  doors  and  fan  lights  over 
the  show  wind ows  and  to  permanent  signs  attached  to 
the  facade  of  the  building  between  the  top  of  the  fan 
light  and  the  cornice  but  not  protruding  above  the  cor¬ 
nice;  that  such  signs  may  be  illuminated  advertising 
only  the  business  carried  on  within  such  store  and  shall 
not  extend  beyond  the  building  line  at  any  point  for  a 
distance  of  more  than  tzvelve  ( 12)  inches;  that  all  signs 
not  conforming  with  this  amended-  requirement  shall  be 
removed  forthwith  and  made  to  conform  with  the  herein 
requirements ;  that  the  applicant  shall  make  a  return  to 
this  board  of  the  drawings,  in  accordance  with  the  stipu¬ 
lations  of  the  foregoing  resolution,  for  approval,  before 
submitting  same  to  the  superintendent  of  buildings ;  that 
all  necessary  permits  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen 
months  from  the  date  of  this  action. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 
32-42-A. 

APPLICANT — Lama  and  Proskauer  for  Ernst  C.  Wal- 
deck,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 7610  Fourth  avenue,  west  side, 
59  ft.  south  of  76th  street  (Block  No.  5950,  Lot 
No.  47),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Ernst  C. 
Waldeck. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1942  at  10 
A.  M.  in  connection  with  Cal.  No.  950-40-BZ. 


Adjourned  11:55  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  FEBRUARY  24,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 

344-38-BZ. 

APPLICANT — Herman  Kron,  for  The  Borden  Company, 
owner  (Morris  Mistretta,  lessee). 

SUBJECT — Application  for  consideration- — reopening  and 
amendment  of  resolution  (re  decision  of  the  bor¬ 
ough  superintendent)  to  permit  upon  a  plot  located 
partly  in  a  business  use  and  partly  in  an  unrestricted 
use  district,  the  maintenance  of  a  gasoline  service 
station  and,  also,  the  use  of  the  plot,  for  a  tempo¬ 
rary  period  of  not  more  than  two  (2)  years,  for 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles.  (This  plot  was  previously  acted  upon  by 
the  Board.) 

PREMISES  AFFECTED— 942-958  DeKalb  avenue  and 
122-126  Lewis  avenue,  southwest  corner  (Block  No. 
1601,  part  of  Lot  No.  24),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Herman  Kron. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


345-36-BZ. 

APPLICANT — Henry  Nordheim,  for  John  Seinfeld, 
owner. 

SUBJECT — Application  for  consideration— reopening  and 
rehearing  on  new  facts  (re  decision  of  the  acting 
borough  superintendent)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy  of  part  of 
an  existing  multiple  dwelling  to  business  use 
(stores)  ;  (previously  denied). 

PREMISES  AFFECTED — 2095  Grand  Concourse,  west 
side,  95.63  ft.  north  of  East  180th  street  (Block 
No.  3161,  Lot  No.  26),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION— 

(345-36-BZ) 

Whereas,  an  application,  to  permit  in  a  residence  use  dis¬ 
trict,  the  conversion  of  occupancy  of  part  of  an  existing 
multiple  dwelling  to  business  use  (stores),  affecting  prem¬ 
ises  2095  Grand  Concourse,  west  side,  93.63  ft.  north  of 
East  180th  street  (Block  No.  3161,  Lot  No.  26),  Borough 
of  The  Bronx,  was  denied  by  the  Board,  January  25,  1938; 
and 

Whereas,  a  new  application  has  been  made  for  a  zoning 
variance,  which  application  the  Board  treated  as  a  request 
for  a  rehearing  on  alleged  new  facts ;  and 

Whereas,  the  Board  deemed  that  a  rehearing  was  not 
justified,  inasmuch  as  the  variance  sought  is  the  same  as 
was  previously  denied  on  January  25,  1938,  and  in  view  of 
the  reaffirmance  of  such  denial  on  December  20,  1938  and 
the  subsequent  review  by  the  Courts  through  the  Court  of 
Appeals,  whose  decision,  upholding  the  Board’s  action,  was 
rendered  on  April  18,  1941 ;  that  the  decision  of  the  Court 
at  Special  Term  in  People  ex  rel.  St.  Cloud  Construction 
Corporation  vs.  Murdock  reversing  the  Board  in  refusing 
to  grant  a  variance  to  permit  a  business  use  on  the  prem¬ 
ises  adjoining  to  the  north  (2101  Grand  Concourse)  was 
rendered  on  May  18,  1939,  having  been  referred  back  to  the 
Board  by  the  court  at  Special  Term  for  rehearing;  that  the 
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Board  reaffirmed  its  decision  on  December  20,  1938,  on  the 
same  day,  reaffirming  its  denial  as  to  the  Seinfeld  premises 
adjoining  to  the  south;  that  in  the  opinion  of  the  Board, 
such  decision  by  the  Court  as  to  2101  Grand  Concourse 
should  not  be  considered  a  new  substantial  fact  to  warrant 
a  rehearing  as  to  the  premises  at  2095  Grand  Concourse ; 
that  in  the  opinion  of  the  Board  the  residential  zoning  should 
be  maintained  and  not  destroyed  by  piecemeal  variances; 
that  if  the  area  is  deemed  improperly  zoned,  the  remedy  is 
by  petition  to  the  City  Planning  Commission  and  Board  of 
Estimate  for  change  in  the  use  classification. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby 
is  denied. 


51-31-BZ. 

APPLICANT — Henry  A.  Giesler,  for  Katherine  Sergio, 
owner  (Lawrence  Sergio,  lessee). 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
change  of  occupancy  of  a  building  occupied  as  an 
auto  laundry  to  an  automobile  repair  shop. 

PREMISES  AFFECTED — 69-38  Central  avenue,  south 
side,  54  ft.  west  of  70th  street  (Block  No.  2668, 
Lot  Nos.  6  and  7),  Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


203-28-BZ. 

APPLICANT — Seymour  Mork  and  Henry  Nordheim,  for 
Fan  Ri  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  (re  decision  of  the  acting 
borough  superintendent)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  maintenance  of  an  illuminated  elec¬ 
tric  sign  on  a  store  located  in  a  multiple  dwelling 
(the  said  store  was  previously  granted  by  the 
Board). 

PREMISES  AFFECTED — 1801  University  avenue  and  165 
West  Tremont  avenue,  northwest  corner  (Block 
No.  2879,  Lot  No.  100),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative:  .  0 

THE  RESOLUTION— 

(203-28-BZ) 

Whereas,  this  application,  under  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  alteration  and  con¬ 
version  of  occupancy  of  an  apartment  building  from  dwell¬ 
ing  to  business  use  (stores),  premises  1801  University  ave¬ 
nue,  northwest  corner  of  Tremont  avenue,  Borough  of  The 
Bronx,  was  granted  by  the  Board  January  20,  1931,  on  cer¬ 
tain  conditions,  under  section  21  of  the  building  zone  resolu¬ 
tion  ;  the  resolution  amended  June  21,  1932 ;  and 
Whereas,  Seymour  Mork  and  Henry  Nordheim,  for  Fan 
Ri  Realty  Corporation,  owner,  requested  a  further  amend¬ 
ment  of  the  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  21,  1932  only  so  far 
as  it  has  reference  to  signs  so  that  as  amended  the  resolu¬ 
tion  shall  read : 

“Resolved,  that  the  board  of  standards  and  appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  first  story  of  an  existing  five- 
story  and  basement  apartment  house,  the  ceiling  of  the 
first  story  to  be  the  underside  of  the  floor  level  of  the 
second  tier  of  beams  and  the  floor  of  the  first  story 
to  be  approximately  at  curb  level,  on  condition  that  on 
the  University  avenue  side,  northward  to  the  north 
property  line,  from  a  point  41  ft.  8  in.  southerly  from 
the  north  property  line,  there  shall  be  no  show  windows 
or  any  openings,  other  than  the  windows  for  ventilation 
and  light  purposes,  the  sills  of  which  shall  be  not  less 
than  6  ft.  above  the  curb  level ;  there  shall  be  no  adver¬ 
tising  signs  or  display  of  any  nature  or  description  on 
this  portion  of  the  property;  that  there  shall  be  no 
advertising  signs  erected  on  the  premises  except  signs 
attached  to  the  plate  glass  windows,  doors  and  fan 
lights  of  the  store  fronts  and  permanent  signs  attached 
to  the  facade  of  the  1st  story  above  the  show  win¬ 
dows  and  below  the  belt  course  at  the  approximate  level 
of  the  2nd  story  provided  such  signs  do  not  extend 
beyond  the  building  line  for  a  distance  of  over  12  inches 
and  are  non- flashing ;  there  shall  be  no  merchandise  dis¬ 
played  or  stored  outside  the  building  line  on  any  portion 
of  the  property;  that  any  business  conducted  on  these 
premises  shall  be  restricted  to  mercantile  stores  or  shops 
or  executive  offices,  expressly  prohibiting  fish  markets, 
delicatessen  shops  or  meat  markets ;  that  any  permits 
required  shall  be  obtained  within  six  months  and  all 
work  involved  thereby  completed  within  one  year  from 
the  date  of  this  action. 


216-29-BZ. 

APPLICANT — Abram  Shlefstein,  for  Helen  Eckerman, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
superintendent  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  building  zone  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
maintenance  of  a  gasoline  service  station  for  a  tem¬ 
porary  period. 

PREMISES  AFFECTED — Southwest  corner  of  Nassau 
boulevard  and  Little  Neck  road  (Block  No.  4108, 
Lot  No.  100),  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Abram  Shlefstein. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION— 

(216-29-BZ) 

Whereas,  this  application,  affecting  premises  southwest 
corner  of  Nassau  boulevard  and  Little  Neck  road  (Block 
No.  4108,  Lot  No.  100),  Little  Neck,  Borough  of  Queens, 
was  granted  by  the  Board  for  a  temporary  period  of  two 
(2)  years  under  section  7,  subdivision  f,  May  28,  1929,  per¬ 
mit  extended  April  26,  1932;  March  27,  1934;  April  21, 
1936,  April  12,  1938  and  March  5,  1940,  and  owner  requested 
a  further  extension  of  the  permit. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
May  28,  1929,  be  and  it  hereby  is  amended,  only  so  far  as 
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it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended  this  part  of  the  resolution  shall  read : 

“Granted  for  a  temporary  period  of  two  years  from 
the  date  of  this  amended  resolution.” 


71-35-BZ. 

APPLICANT — John  Krupski,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  21  of  the  building  zone 
resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  garage  for  the  storage  of  one  ( 1 ) 
commercial  motor  vehicle  for  a  temporary  period. 
PREMISES  AFFECTED— 147-15  Brinkerhoff  avenue, 
north  side,  100  ft.  east  of  Liverpool  street  (Block 
No.  2725,  Lot  Nos.  412  and  414),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  C.  J.  Regula. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(71-35-BZ) 

Whereas,  John  Krupski,  owner,  filed  March  14,  1935,  an 
application  under  the  building  zone  resolution  to  permit  in  a 
residence  district  the  maintenance  of  a  garage  for  the  storage 
of  one  (1)  commercial  motor  vehicle,  penalises  147-15 
Brinkerhoff  avenue,  north  side,  100  ft.  east  of  Liverpool 
street  (Block  No.  2725,  Lot  Nos.  412  and  414),  Jamaica, 
Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board  May 
28,  1935,  on  certain  conditions,  for  a  temporary  period  of 
two  (2)  years;  and 

Whereas,  the  term  of  the  permit  was  extended  January 
23,  1940  after  due  notice  and  public  hearing  due  to  the  orig¬ 
inal  term  of  the  permit  having  expired  by  limitation;  and 

Whereas,  the  owner  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  28,  1935  only 
so  far  as  it  has  reference  to  the  term  of  the  permit  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“*  *  *  for  a  term  of  twro  (2)  years  from  the  date  of 
this  amended  resolution  to  permit  the  storage  of  one  (1) 
one  ton  commercial  truck  in  the  garage  accessory  to  the 
dwelling,  on  condition  that  at  no  time  shall  there  be 
stored  in  the  truck  or  in  the  garage  or  elsewhere  on  the 
premises  any  salable  merchandise;  that  the  truck  shall 
be  loaded  and  unloaded  with  merchandise  outside  the 
residential  area  and  that  in  all  other  respect  the  use  and 
occupancy  of  the  buildings  and  the  premises  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable 
thereto.” 


56-40-BZ. 

APPLICANT — William  C.  Stohldreier  and  Robert  G. 
Zetsche,  for  Sheffield  Farms  Company,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  residence  use 
district,  the  conversion  of  occupancy  of  an  existing 
building  to  research  work  and  storage  on  the  1st 


story  and  offices,  drafting  and  engineering  office  on 
the  2nd  story. 

PREMISES  AFFECTED — 4745-4747  Bronx  boulevard 
and  550  East  242nd  street,  southwest  corner  (Block 
No.  5102,  Lot  No.  27),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Wm.  C.  Stohldreier  and  Leonard 
Kobler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(56-40-BZ) 

Whereas,  this  application,  under  sections  7c  and  21  of 
the  building  zone  resolution,  to  permit  in  a  residence  use 
district  the  alteration  and  conversion  of  occupancy  of  part 
of  an  existing  building  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles  and  motor  repair  shop,  prem¬ 
ises  4745-4747  Bronx  boulevard  and  550  East  242nd  street, 
southwest  corner  (Bloclc  No.  5102,  Lot  No.  27),  Borough 
of  The  Bronx,  was  granted  by  the  Board  May  14,  1940,  on 
certain  conditions;  the  resolution  amended  December  23, 
1941 ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  14,  1940  as 
amended  by  resolution  of  December  23,  1941  so  that  as 
amended  the  resolution  shall  read: 

“Granted  under  section  7c  thereof  for  a  term  of  five 
(5)  years  from  the  date  of  this  amended  resolution  to 
permit  the  change  of  use  as  proposed  on  condition  that 
there  shall  be  no  manufacturing  carried  on  in  the  build¬ 
ing  except  that  a  research  laboratory  may  be  maintained 
on  the  first  floor  to  the  south  and  on  the  second  floor 
to  the  north  provided  the  machines  therein  are  not 
unduly  noisy  and  are  used  solely  in  connection  with  the 
research  work  and  not  for  manufacturing  processes; 
that  the  building  shall  not  be  increased  in  height  or  area 
and  that  all  windows  opening  on  the  southerly  lot  line 
shall  be  made  fireproof  and  self-closing ;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  six  (6)  months  from  the  date  of  this 
amended  resolution.” 


289-40-BZ. 

APPLICANT— William  H.  Fuhrer,  for  Martha  Adler  and 
Lerad  Realty  Corporation,  owners  ( Sam  Adler,  In¬ 
corporated,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
extension  in  height  of  an  existing  milk  bottling  and 
distributing  station. 

PREMISES  AFFECTED — 447-457  East  133rd  street,  north 
side,  195  ft.  west  of  Brown  place  (Block  No.  2278, 
Lot  Nos.  64  and  69),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Wm.  H.  Fuhrer. 

For  Administration :  Albert  Rader,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

( 289-40- BZ) 

Whereas,  this  application  to  permit  in  a  business  use 
district  the  extension  in  height  of  an  existing  milk  bottling 
and  distributing  station,  premises  447-457  East  133rd  street, 
north  side,  195  ft.  west  of  Brown  place  (Block  No.  2278, 
Lot  Nos.  64  and  69),  Borough  of  The  Bronx,  was  granted 
by  the  board  July  16,  1940,  on  certain  conditions,  under 
section  7c  of  the  building  zone  resolution,  and  applicant 
requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  16,  1940,  so 
that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7,  subdivision  c,  to  permit  the  proposed 
extension,  as  indicated  on  revised  plans  marked  ‘Re¬ 
ceived  July  11,  1940’,  for  such  occupancy  as  indicated 
thereon,  on  condition  that  no  new  sign  shall  be  erected, 
except  that  the  existing  roof  sign  now  on  the  first- 
story  portion  of  the  building  may  be  raised  to  a  similar 
position  on  the  proposed  second  story  roof ;  that  the 
water-cooling  apparatus  on  the  roof  shall  be  equipped 
with  a  shield  toward  the  north  to  prevent  spray  blow¬ 
ing  toward  the  residential  occupancies  on  East  134th 
street;  that  all  existing  windows  at  the  rear  of  building 
and  on  any  court  leading  to  the  rear  yard  shall  be 
blocked  with  approved  masonry;  that  there  shall  be 
no  windows  in  the  rear  wall  of  the  proposed  second 
story  extension ;  that  the  existing  skylights  on  the  roof 
shall  be  removed  and  interior  mechanical  ventilation, 
as  required,  shall  be'  installed  with  intakes  and  exhausts, 
as  indicated  on  plans  marked  ‘Received  July  11,  1940’, 
except  that  the  exhaust  ducts  shall  be  extended  so  as 
to  exhaust  toward  and  within  20  ft.  of  the  East  133rd 
street  building  wall ;  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  this  variance  shall 
continue  only  so  long  as  the  building  is_  occupied  as  at 
present  by  the  present  occupant  or  his  successor  in  a 
similar  line  of  business,  and  that  all  permits  shall  be 
obtained  and  all  work  shall  be  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 

Resolved  further,  that  the  existing  opening  approxi¬ 
mately  16  ft.  in  width  and  12  ft.  in  height  on  the  first 
story  between  the  1 westerly  portion  and  the  easterly 
portion  may  be  continued  provided  there  is  installed  on 
the  westerly  side  an  automatic  rolling  shutter  and  on 
the  easterly  side  automatic  sliding  doors  of  the  Under¬ 
writers’  type;  that  the  skylight  in  the  roof  of  the  west¬ 
erly  building  over  the  pasteurizing  room  may  be  con¬ 
tinued,  provided  all  other  skylights  in  the  roof  of  the 
westerly  building  are  removed,  except  such  ventilating 
duct  as  may  be  required  to  comply  with  the  require¬ 
ments  of  the  refrigeration  rules  for  the  refrigerator 
system  located  in  the  northwest  corner  of  the  second 
story,  and  as  to  the  easterly  portion  no  skylights  shall 
be  constructed  in  the  roof  except  that  skylights  may  be 
constructed  over  the  portions  of  the  second  floor  to  be 
occupied  solely  for  office  purposes,  provided  such  sky¬ 
lights  hairc  a  secondary  sash  and  are  for  the  purpose 
of  furnishing  ''•light  only  and  not  ventilation.” 


1075-40-BZ. 

APPLICANT — Arthur  W.  Renander,  for  Caroline  B.  Gale 
and  J.  Sheldon  Fosdick,  owners  (Jamaica  Parking 
and  Realty  Company,  Incorporated,  lessee). 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  trapsient 
parking  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 89-11  to  89-21  166th  street,  east 
side,  45  ft.  south  of  89th  avenue  (Block  No.  9798, 
Lot  Nos.  18,  21  and  22),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Wm.  A.  Eckert. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
N egative :  .  0 

THE  RESOLUTION— 

(1075-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  89-11  to  89-21  166th  street,  east  side,  45  ft.  south 
of  89th  avenue  (Block  No.  9798,  Lot  Nos.  18,  21  and  22), 
Jamaica,  Borough  of  Queens,  was  granted  by  the  Board 
October  7,  1941,  on  certain  conditions,  and  applicant  re¬ 
quested  an  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  7,  1941 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  the  work  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  in  view  of  the  statement  by  the  applicant  that  the 
work  has  not  been  completed  but  that  additional  time 
is  required  for  the  purposes  of  obtaining  a  certificate  of 
occupancy  from  the  borough  superintendent,  all  permits 
shall  be  obtained  and  all  work  completed  within  three 
(3)  months  from  the  date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

337-41-A. 

APPLICANT — Empire  Distributors,  Incorporated,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar, 
December  9,  1941  re  Appeal  from  an  order  and  a 
decision  of  the  fire  commissioner  (previously  dis¬ 
missed  for  lack  of  prosecution). 

PREMISES  AFFECTED — 212-220  Concord  street,  south¬ 
west  corner  of  Prince  street  (Building  A)  ;  (Block- 
No.  122,  Lot  No.  9),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Grover  C.  Sniffen. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1942  at 
2  P.  M.  on  applicant’s  request. 


338-41 -A. 

APPLICANT — Empire  Distributors,  Incorporated,  owner. 

SUBJECT — Application  reopened  for  reconsideration,  De¬ 
cember  9,  1941  re  Appeal  from  an  order  and  a 
decision  of  the  fire  commissioner  (previously  denied 
without  prejudice  to  an  application  for  reconsidera¬ 
tion). 

PREMISES  AFFECTED — 30-38  Prince  street,  west  side, 
274  ft.  south  of  Concord  street  (Buildings  C  and 
D)  ;  (Block  No.  122,  Lot  No.  9),  Borough  of 
Brooklyn. 
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vl’PEARANCES —  . 

For  Applicant  :  Grover  C.  Sniffen. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1942  at 
2  P.  M.  on  applicant’s  request. 


124-41 -A. 

APPLICANT — Cafiero  and  Lacerenza,  for  Richbrook 
Realty  Corporation,  owner. 

I  SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

'REMISES  AFFECTED — 3  Doyers  street,  south  side,  81 
ft.  9  in.  west  of  Chatham  square  (Block  No.  162, 
Lot  No.  33),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Wm.  [.  Molinari. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1942  at 
2  P.  M.  on  applicant’s  request. 


.33-41-A. 

APPLICANT — Harry  L.  Alper  for  Michaels  Brothers 
Realty  Company,  Incorporated,  owner  (Furniture 
Dealers  Outlet  Stores,  Incorporated,  lessee). 
iUBJECT — Application  reopened  January  27,  1942 — -re 

Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner  (previously  denied). 

PREMISES  AFFECTED— 272-274  8th  street,  south  side, 
61  ft.  west  of  Fifth  avenue  (Block  No.  1004,  Lot 
No.  36),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  L.  Alper. 

For  Administration :  Thos.  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

[TIE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  Commissioner  Savage .  1 


THE  RESOLUTION— 

(633-41-A) 

Whereas,  this  appeal  from  an  order  and  decision  of  the 
ire  commissioner,  affecting  premises  272-274  8th  street, 
outh  side,  61  ft.  west  of  Fifth  avenue  (Block  No.  1004, 
x>t  No.  36),  Borough  of  Brooklyn,  was  denied  by  the 
ioard  July  22,  1941,  without  prejudice  to  an  application  for 
chearing  and 

Whereas,  Harry  L.  Alper,  for  Michaels  Brothers  Realty 
'o.  Inc.,  owner,  requested  reopening  of  the  appeal  and  con- 
■ideration  by  the  Board ;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 

anuary  27,  1942  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
’3,  1941,  No.  6385-LF,  referred  to  in  a  decision  of  the  fire 
ommissioner,  dated  June  10,  1941,  reads: 

“1.  Provide  throughout  the  building  a  fixed  fire  ex¬ 
tinguishing  system  or  other  means  for  the  extinguish¬ 
ment  of  fire  satisfactory  to  the  Fire  Commissioner.” 
.nd 

Whereas,  the  building  is  5  stories  (59  ft.)  in  height,  32 
t.  by  64  ft.  in  area :  of  Class  3  construction ;  located  in 
.  business  district;  erected  in  1911  and  occupied:  cellar, 
|>oiler-room  and  stock  room;  1st  floor,  showroom,  4  per- 
I  ons ;  2nd,  3rd  and  4th  floors,  showrooms,  no  persons ;  and 

Whereas,  the  applicant  contends  that  all  floors  are  served 
>y  an  elevator  enclosed  in  brick  walls  writh  fire  doors  at 
'penings;  there  is  a  rear  fire  escape  at  all  windows  with 
n  exit  to  same  via  rear  windows,  equipped  with  exit  lights 
i  nd  signs;  there  is  an  exit  to  yard  at  1st  floor.  At  3rd 
door  there  is  a  horizontal  exit  to  an  enclosed  metal  bridge, 
i  onnecting  this  building  with  the  building  adjoining  to  the 


rear  in  the  same  ownership.  Said  bridge  is  provided  with 
three-hour  doors  at  both  ends.  Rear  windows  are  equipped 
with  steel  shutters.  Where  such  shutters  are  now  missing 
or  defective,  they  will  be  replaced  or  repaired.  At  the 
front  of  the  building  there  is  an  open  stairway  equipped 
at  each  floor  with  a  trap  door  cover  controlled  with  a 
fusible  link.  Floor  areas  are  less  than  1,800  sq.  ft.  The 
building  is  used  exclusively  for  the  sale  and  display  of 
furniture;  adequate  aisle  space  is  maintained  and  house¬ 
keeping  conditions  are  good.  The  public  is  not  admitted  to 
an}'  but  the  1st  floor,  except  when  escorted.  Each  floor 
is  equipped  with  an  approved  2 14  gallon  fire  extinguisher 
and  on  some  floors  a  6-pail  fire  bucket  tank  is  provided.  It 
is  proposed  to  install  one  such  fire  bucket  tank  on  each 
floor  in  addition  to  the  existing  extinguishers.  It  is  pro¬ 
posed  to  install  an  engineer’s  ladder  giving  access  to  the 
basement.  Floor  construction  for  the  cellar  is  reinforced 
concrete.  The  installation  of  a  sprinkler  system  exceeds 
the  discretionary  power  of  the  Fire  Department.  At  the 
present  time  the  building  is  equipped  with  sufficient  exits 
and  fire  extinguishers  and  it  is  respectfully  requested  the 
order  of  the  fire  commissioner  and  the  installation  of  the 
sprinkler  system  be  set  aside;  and 
Whereas,  the  applicant  further  contends  that  all  floors 
in  both  buildings  have  recently  been  fully  equipped  with  fire 
extinguishers  and  fire  buckets  to  satisfaction  of  the  Fire 
Department ;  that  at  the  upper  floors  of  the  Fifth  avenue 
building,  it  is  proposed  to  remove  the  sheetrock  covering  at 
designated  windows  at  the  corner  of  the  building  in  order 
to  facilitate  Fire  Department  access ;  that  it  is  also  pro¬ 
posed  to  install  an  additional  fireman’s  ladder  from  side¬ 
walk  on  the  9th  street  side  to  cellar  vault  space  and  to 
install  a  fireman’s  ladder  in  the  present  vault  at  the  8th 
street  front  and  arrange  same  so  that  easy  access  to  cellar 
for  firemen  can  be  had  from  the  exterior;  and 

Whereas,  it  is  proposed  to  install  a  non-automatic  sprin¬ 
kler  system  in  the  cellar  to  be  cross-connected  to  the  domes¬ 
tic  water  supply  so  that  there  will  be  water  in  the  sprinkler 
lines  at  all  times;  this  system  to  be  equipped  with  a  water 
flow  alarm  with  local  alarm  in  the  basement  and  at  first  floor 
interior  or  at  exterior  of  building. 

Resolved,  that  the  decision  of  the  fire  commissioner,  as  to 
Order  No.  6385-LF,  Objection  No.  1,  be  and  it  hereby  is 
■modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  there  shall  be  installed  throughout  the 
cellar  and  under  the  soffit  of  the  stairs  from  the  first  to  the 
second  story  a  sprinkler  system  complying  with  all  the  re¬ 
quirements  therefor,  except  that  it  may  be  fed  from  the 
house  supply  line  not  less  than  1%  in.  in  diameter  and  ex¬ 
cept  that  a  single  hose  inlet  may  be  installed  on  the  8th 
street  front;  that  there  shall  also  be  installed  throughout  the 
cellar  an  approved  rate  of  rise  thermostatic  alarm  system 
connected  through  an  approved  central  station  to  fire  head¬ 
quarters  ;  that  a  steel  ladder  shall  be  installed  in  the  present 
vault  at  8th  street  to  the  cellar ;  that  such  portable  fire 
fighting  appliances  shall  be  installed  throughout  the  building 
as  the  fire  commissioner  shall  direct ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


634-41-A. 

APPLICANT — Harry  L.  Alper,  for  Michaels  Brothers 
Realty  Company,  Incorporated,  owner  (Michaels 
Brothers,  lessee). 

SUBJECT — Application  reopened  January  27,  1942 — re 
Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner  (previously  denied). 

PREMISES  AFFECTED— 442-444  Fifth  avenue  and  299- 
307  9th  street,  northwest  comer  (Block  No.  1004, 
Lot  No.  45),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  L.  Alper. 

For  Administration :  Thos.  A.  Larkin,  Fire  Dep’t. 


MINUTES 


ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION— 

(634-41 -A) 

Whereas,  this  appeal  from  an  order  and  decision  of  the 
fire  commissioner,  affecting  premises  442-444  Fifth  avenue, 
and  299-307  9th  street,  northwest  corner  (Block  No.  1004, 
Lot  No.  45),  Borough  of  Brooklyn,  was  denied  by  the  Board 
July  22,  1941  without  prejudice  to  an  application  for  rehear¬ 
ing  ;  and 

Whereas,  Harry  L.  Alper,  for  Michaels  Brothers  Realty 
Co.  Inc.,  owner,  requested  reopening  of  the  appeal  and  con¬ 
sideration  by  the  Board ;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 
January  27,  1942  ;  and 

Whereas,  Order  No.  6386-LF,  issued  by  the  Fire  Com¬ 
missioner  April  8,  1941  and  referred  to  in  a  decision  of  the 
Fire  Commissioner  dated  June  10,  1941,  reads : 

“3.  Provide  throughout  building  a  fixed  fire  extin¬ 
guishing  system  or  other  means  for  the  extinguish¬ 
ment  of  fire  satisfactory  to  the  Fire  Commissioner. 
09-161.0  Admin.  Code.” 

and 

Whereas,  the  building  is  4  and  5  stories  (60  ft.)  in 
height,  39.9  ft.  by  106.6  ft.  in  area;  of  Class  3  construc¬ 
tion;  located  in  a  business  use  district;  erected  about  1895 
and  occupied:  cellar,  ordinary;  1st  floor,  store;  2nd  to  5th 
floors,  salesrooms ;  and 

Whereas,  the  applicant  contends  the  building  is  divided 
into  two  sections  with  a  brick-wall  with  openings  therein 
protected  with  3-hour  assemblies  on  each  side.  Floor  areas 
of  each  section  of  the  upper  floors  do  not  exceed  2,700  sq. 
ft.  The  cellar  and  1st  floor  do  not  exceed  5,000  sq.  ft. 
Each  section  of  the  building  has  a  stairway,  a  horizontal 
exit  and  an  exterior  fire  escape.  On  the  first  floor  there  is 
an  additional  exit  to  9th  street  and  to  Fifth  avenue.  In 
basement  there  is  a  horizontal  exit  between  the  sections  and 
a  fireman’s  ladder  leading  from  boiler-room  to  sidewalk. 
Each  section  of  the  building  has  an  elevator  enclosed  in 
brick  walls  with  fire  doors  at  each  opening.  On  the  third 
floor  there  is  a  fire  door  leading  to  enclosed  metal  bridge, 
connecting  to  building  at  the  rear  in  the  same  ownership. 
The  building  is  used  exclusively  for  the  sale  and  display 
of  household  furniture.  Adequate  aisles  are  maintained. 
Customers  are  not  admitted  above  the  first  floor,  except 
when  escorted  by  a  salesman.  Each  floor  is  equipped  with 
a  2J4  gallon  fire  extinguisher  and  a  6-pail  fire  bucket  tank 
and  an  additional  fire  bucket  tank  will  be  installed  on  each 
floor  and  fire  bucket  tanks  or  fire  extinguishers  will  be  in¬ 
stalled  in  the  cellar  at  the  option  of  the  Board.  A  sprinkler 
system  is  not  required  in  this  building.  A  certificate  of 
occupancy  was  issued  in  1927  for  the  present  use.  Additional 
ladders  will  be  installed  from  sidewalk  to  cellar  vault  space, 
to  permit  access  to  cellar  by  the  Fire  Department ;  an  addi¬ 
tional  stairway  will  be  installed  from  rear  of  cellar  to  rear 
yard,  as  shown  on  plan  filed  with  this  appeal.  In  view  of 
the  occupancy  and  use  of  the  building  not  being  hazardous 
and  having  continued  for  over  40  years,  and  in  view  of  the 
certificate  of  occupancy,  the  small  floor  areas  and  adequate 
exits,  it  is  respectfully  requested  the  appeal  be  granted  and 
the  order  of  the  fire  commissioner  be  rescinded;  and 

Whereas,  the  applicant  states  that  all  floors  have  been 
recently  equipped  with  fire  extinguishers  and  fire  buckets  to 
the  satisfaction  of  the  Fire  Department;  that  it  is  proposed 
to  remove  the  sheet  rock  covering  at  the  windows  at  the 
corner  of  the  upper  floors  in  order  to  facilitate  the  Fire 
Department  access  and  to  install  an  additional  fireman’s 
ladder  from  the  sidewalk  on  the  9th  street  side  to  present 
cellar  vault  space;  that  it  is  further  proposed  to  install  a 


non-automatic  sprinkler  system  in  the  cellar  to  be  cross- 
connected  to  the  domestic  water  supply  so  that  there  will  be 
water  in  the  sprinkler  lines  at  all  times ;  this  system  to  be 
equipped  with  a  water  flow  alarm  with  local  alarm  in  base¬ 
ment  and  at  1st  floor  interior  or  at  exterior  of  building. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
6386-LF,  Objection  No.  3,  be  and  it  hereby  is  modified  and 
that  .the  appeal  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  installed  throughout  the  cellar  and  under  the 
soffit  of  the  stairs  from  the  first  to  the  second  story  a 
sprinkler  system  complying  with  all  the  requirements  there¬ 
for,  except  that  it  may  be  fed  from  the  house  supply  line 
not  less  than  1*4  in.  in  diameter  and  except  that  a  single 
hose  inlet  shall  be  installed  on  the  9th  street  front;  that 
there  shall  also  be  installed  throughout  the  cellar  a  rate  of 
rise  thermostatic  alarm  connected  through  a  central  station 
to  fire  headquarters ;  that  such  portable  fire  fighting  ap¬ 
pliances  shall  be  installed  throughout  the  building  as  the 
fire  commissioner  shall  direct ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  the  enclosure  on  the 
upper  stories  on  the  inside  of  the  building  constructed 
against  the  windows  on  the  front  walls  shall  be  so  arranged 
with  such  openable  sections  as  the  fire  commissioner  shall 
require  to  permit  access  through  the  windows  and  through 
such  partitions  in  the  event  of  fire. 


11 14-41 -A. 

APPLICANT — Charles  D.  Massa  for  Raybell  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  an  order  and  decisions  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 412-422  Withers  street,  367-385 
Vandervort  avenue,  southwest  corner  and  405-415 
Jackson  street,  northwest  corner  of  Vandervort  ave¬ 
nue  (Block  No.  2878,  Lot  No.  18),  Borough  of 
Brooklvn. 

APPEARANCES— 

For  Applicant:  Harry  Huntley. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(1114-41-A) 

Whereas,  Charles  D.  Massa,  for  Raybell  Realty  Cor¬ 
poration,  owner,  filed  on  December  29,  1941  an  appeal  from 
an  order  and  decisions  of  the  fire  commissioner;  premises 
367-385  Vandervort  avenue,  405-415  Jackson  street  and  412- 
422  Withers  street  (Block  No.  2878,  Lot  No.  18),  Borough 
of  Brooklyn. 

Whereas,  Order  No.  88399-LC  issued  by  the  fire  com¬ 
missioner  July  25,  1941  and  referred  to  in  decisions  of  the 
fire  commissioner  dated  October  21,  1941  and  December  24, 
1941,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  enamels,  etc.,  shows  that 
the  following  must  be  done  before  the  permit  requested 
by  you  can  be  issued : 

7.  Discontinue  the  maintenance  of  any  open  flames 
(gas  heated  oven)  within  floor  area  where  spray  coat¬ 
ing  is  carried  on,  or  separate  said  open  flames  or  spark¬ 
ing  device  by  partitions  constructed  of  fireproof  fire- 
resisting  material.  Rule  6.1.8,  Spray  Rules.” 
and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (25  ft.)  in  height;  100  ft.  by  100  ft.  in  area;  of 
Class  3  construction;  equipped  with  a  sprinkler  system; 
erected  in  1916;  located  in  an  unrestricted  use  district;  and 
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MINUTES 


occupied  since  1941  as  follows :  1st  floor,  manufacturing  and 
shipping,  10  persons;  2nd  floor,  assembling  and  spraying 
and  baking,  14  persons.  The  entire  building  is  used  by  one 
tenant  for  the  manufacturing  of  metal  sink  cabinets  and 
radiator  enclosures;  and 

Whereas,  the  applicant  contends  that  the  oven  is  heated 
by  an  indirect  gas  fire  unit  built  according  to  the  designs  of 
the  Brooklyn  Union  Gas  Co.;  that  the  front  of  the  oven 
which  is  the  portion  farthest  from  the  spray  booths  and 
located  32  ft.  therefrom  is  the  portion  in  question;  that  the 
side  of  the  oven  nearest  the  spray  booths  has  been  made  to 
comply  by  the  installation  of  two  ducts  at  the  south  side  of 
the  oven  supplying  secondary  air  to  the  gas  flames ;  thqt  the 
small  doors  for  lighting  the  gas  are  located  on  the  north 
side  of  the  oven;  that  the  fire  department  inspector  requires 
installation  of  the  ducts  at  this  point  and  it  is  requested  that 
the  Board  waive  this  requirement  as  the  installation  of 
ducts  on  the  north  side  would  probably  create  a  back  draft  ; 
that  the  blower  is  more  than  sufficient  to  prevent  any  con¬ 
centration  of  gas  and  has  been  tested  and  accepted  by  the 
State  Labor  Department. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
88399-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  spray 
booths  shall  be  placed  not  nearer  than  as  shown  to  the  gas 
fired  oven ;  that  such  spray  booths  shall  comply  with  all  the 
requirements  therefor;  that  the  motor  driven  fan  to  the 
outer  air  shall  be  maintained  in  operation  at  all  times  during 
the  time  the  spray  booths  are  in  operation;  that  the  gas 
fired  oven  shall  be  constructed  substantially  as  indicated  on 
plans  filed  with  this  appeal,  vented  through  the  roof  as 
indicated;  that  the  fresh  air  intake  from  the  floor  below  to 
the  southerly  end  of  oven  shall  be  maintained  and  shall  be 
properly  protected  with  substantial  guards  to  avoid  injury 
and  leakage;  that  no  other  open  flame  shall  be  maintained 
within  the  floor  area;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


8-42- A. 

APPLICANT — George  E.  Strehan,  for  A.  S.  Beck,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 263-265  West  124th  street,  north 
side,  150  ft.  east  of  Eighth  avenue  (Block  No. 
1930,  Lot  No.  57),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  George  E.  Strehan. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

At  TION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  ..  „ .  0 

THE  RESOLUTION— 

(8-42- A) 

Whereas,  George  E.  Strehan,  for  A.  S.  Beck,  owner, 
filed  on  January  2,  1942  an  appeal  from  an  order  of  the 
fire  commissioner;  premises  263-265  West  124th  street, 
lorth  side,  150  ft.  east  of  Eighth  avenue  (Block  No.  1930, 
Lot  No.  57),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  28140-LC  issued  by  the  fire  com¬ 
missioner  October  21,  1941,  reads: 

“Before  a  permit  may  be  issued  to  maintain  a  re¬ 
frigerating  plant,  the  following  must  be  done  : 

1.  Discontinue  the  direct  expansion  piping  from  1st 
floor  to  offices  on  the  2nd  floor.” 
md 

Whereas  said  order  was  repeated  in  a  decision  of  the 
Tre  commissioner  dated  December  4,  1941  ;  and 

Whereas,  the  applicant  states  that1  the  building  is  one 
ind  two  stories  (30  ft.)  in  height;  50  ft.  by  201  ft.  10  in. 
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in  area  at  1st  floor  and  50  ft.  by  100  ft.  11  in.  in  area  at 
2nd  floor ;  or  Oass  3  construction ;  located  in  a  business 
use  district;  erected  in  1884;  and  occupied  since  1939  as 
follows:  1st  floor,  store  and  storage;  2nd  floor,  offices,  35 
persons ;  and 

Whereas,  the  applicant  contends  that  the  refrigerating 
system  consists  of  a  2  H.  P.  General  Electric  unit  using  12 
pounds  of  freon,  located  at  the  front  southeast  corner  of 
the  street  floor  and  supplying  3  individual  General  Electric 
air-conditioning  units  for  the  three  private  offices  on  the 
2nd  floor  directly  above ;  that  the  J4  in.  copper  tube  supply 
lines  extend  directly  from  the  refrigerating  unit  to  the 
under  side  of  the  1st  floor  ceiling  and  thence  along  the  ceil¬ 
ing  to  the  3  units  supplied  with  a  maximum  horizontal  run 
of  25  ft.  of  tubing;  that  the  JJs  in.  copper  tube  return  lines 
follow  the  same  course ;  that  the  installation  has  been  in 
operation  for  more  than  8  years ;  that  to  relocate  the  motor 
and  piping  on  the  2nd  floor  would  cause  unnecessary  hard¬ 
ship  inasmuch  as  more  involved  piping  would  be  required 
and  the  present  simple  direct  system  would  not1  be  obtained; 
that  both  floors  of  the  building  are  occupied  by  the  same 
tenant  and  the  system  is  used  only  during  the  summer 
months. 

Resolved ,  that  the  order  of  the  fire  commissioner,  No. 
28140-LC,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  installation  shall  be  substantially  as  proposed  and 
that  the  copper  tubing  shall  be  substantially  attached  to  the 
brick  wall  to  the  satisfaction  of  the  fire  commissioner  and 
shall  be  protected,  if  he  so  requires,  with  continuous  shield¬ 
ing  of  metal ;  and  that  the  tubing  where  it  passes  through 
the  floor  shall  be  within  proper  sleeves  and  that  in  all  other 
respects  the  requirements  of  the  refrigeration  code  shall  be 
complied  with. 


16-42- A. 

APPLICANT — Frances  L.  Harris,  for  419-423  East  48th 
street  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 419-423  East  48th  street,  north 
side,  200  ft.  east  of  First  avenue  (Block  No.  1360, 
Lot  No.  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Frances  L.  Harris. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(16-42- A) 

Whereas,  Frances  L.  Harris  for  419-423  East  48th  street 
Corporation,  owner,  filed  on  January  5,  1942  an  appeal  from 
an  order  of  the  fire  commissioner;  premises  419-423  East 
48th  street,  north  side,  250  ft.  east  of  First  avenue  (Block 
No.  1360,  Lot  No.  11),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  12800-LF  issued  by  the  fire  commis¬ 
sioner  December  9,  1941,  reads  : 

“1.  Provide  a  fixed  fire  extinguishing  system  or 
other  means  for  the  extinguishment  of  fire  satisfactory 
to  the  Fire  Commissioner  on  1st  story.  C19-161.0  Adm. 
Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (43  ft.)  in  height;  75  ft.  by  100  ft.  in  area;  of 
Class  3  construction ;  located  in  an  unrestricted  use  district ; 
erected  more  than  50  years  ago;  and  occupied  on  the  1st 
floor  for  storing  butcher  fixtures  and  baling  of  waste  paper 
and  vacant  on  the  2nd,  3rd  and  4th  stories ;  and 
Whereas,  the  applicant  contends  that  the  3  tenants  on  the 
1st  floor  are  separated  from  each  other  by  brick  walls  and 
that  the  balance  of  the  building  is  vacant;  that  two  of  the 
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tenants  store  butcher  fixtures  and  the  3rd  tenant  bales  but 
doesn’t  store  paper  and  has  about  2  employees ;  that  the 
rents  received  are  so  small  that  after  paying  taxes  and 
expenses  there  is  not  a  sufficient  margin  to  comply  with  the 
order;  that  the  cost  of  complying  with  the  order  would 
equal  the  assessed  valuation  of  the  building;  that  for  these 
reasons  it  is  requested  that  the  Board  modify  the  order  of 
the  fire  commissioner. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
12800-LF,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  openings  between  the  first  floor  and  second  floor  shall  be 
closed  by  means  of  trap  doors  or  stair  enclosures ;  that  the 
amount  of  loose  paper  stored  on  the  first  floor  shall  not 
exceed  one  ton ;  that  no  paper  loose  or  in  bales  shall 
remain  after  working  hours  overnight ;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  this  modification  shall  continue 
only  as  long  as  all  stories  above  the  first  story  remain 
vacant. 


17-42- A. 

APPLICANT— M.  Maurice  Graham,  for  Sclafani 

Brothers,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 16  Clermont  avenue,  west  side, 
150  ft.  south  of  Flushing  avenue  (Block  No.  2032, 
Lot  No.  34),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  M.  Maurice  Graham. 

For  Administration:  Alfred  Rader,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(17-42- A) 

Whereas,  M.  Maurice  Graham,  for  Sclafani  Brothers, 
owner,  filed  on  January  6,  1942  an  appeal  from  a  decision  of 
the  borough  superintendent;  premises  16  Clermont  avenue, 
west  side,  150  ft.  south  of  Flushing  avenue  ,( Block  No.  2032, 
Lot  No.  34),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Appl.  No.  385-41,  dated  December  26,  1941,  reads : 

“1.  Frame  structure  located  in  fire  limits.  (Mfg.  A) 
is  contrary  to  Code  4.1.2.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  25  ft. 
by  100  ft.  in  area;  located  in  a  manufacturing  use  A  area  dis¬ 
trict;  and  occupied  for  the  parking  of  more  than  5  motor 
vehicles  since  November  5,  1941 ;  and 
Whereas,  the  applicant  states  that  the  proposed  building 
will  be  one  story  (9  ft.  4  in.)  in  height;  9  ft.  8  in.  by  11  ft. 
in  area ;  of  Class  4  construction ;  to  be  used  as  an  office  for 
two  persons ;  and 

Whereas,  B.  N.  Applic.  No.  385-41  was  filed  with  the 
borough  superintendent  on  February  7,  1941  for  permission 
to  use  the  premises  as  a  parking  lot  for  more  than  5  motor 
vehicles  and  proposing  to  erect  a  temporary  frame  shed 
9  ft.  by  10  ft.  in  area  to  be  used  as  an  office  in  conjunction 
with  the  parking  lot;  and 

Whereas,  the  plan  filed  with  said  application  385-41, 
February  21,  1941  was  approved  February  21,  1941  with 
the  notation  on  the  approval  that  the  permission  was  re¬ 
vocable  at  the  option  of  the  superintendent  for  temporary 
use  and  the  building  was  shown  to  be  9  ft.  front  by  11  ft.  in 
depth,  of  frame  construction,  located  1  ft.  west  of  the  Cler¬ 
mont  avenue  building  line  and  1  ft.  south  of  the  north  lot 
line;  and 


Whereas,  on  October  24,  1941  an  amendment  to  B.  N. 
Applic.  No.  385-41  was  filed  with  the  borough  superintendent 
to  extend  the  frame  1  story  office  by  the  addition  of  an 
office  9  ft.  8  in.  by  11  ft.  for  temporary  use  and  the  plan 
filed  with  such  amendment  indicates  the  proposed  extension 
to  be  immediately  to  the  rear  of  and  connected  to  the  one- 
story  frame  temporary  office  approved  by  the  borough  super¬ 
intendent  February  21,  1941  ;  and 

Whereas,  the  applicant  contends  that  a  temporary  frame 
structure  9  ft.  8  in.  by  11  ft.  in  area  was  erected  pursuant  to 
approval  issued  by  the  borough  superintendent  February  21, 
1941  to  be  used  in  connection  with  the  parking  of  motor 
vehicles  on  the  premises;  that  subsequently  the  applicant 
was  approached  for  the  use  of  a  portion  of  this  temporary 
office  structure  to  be  used  for  the  business  of  cashing  checks 
for  the  employees  of  the  United  States  Navy  Yard;  that  the 
existing  structure  was  found  too  small  for  such  purposes 
and  the  structure  which  it  is  now  sought  to  legalize  was 
erected  immediately  to  the  rear  of  the  building  permitted  by 
the  borough  superintendent ;  that  the  Board  is  requested  to 
permit  this  second  structure  to  remain  as  the  business  of  the 
proposed  occupant  is  purely  of  a  temporary  nature  and  will 
last  only  as  long  as  the  present  war  continues. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  B.  N.  Applic.  385-41,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  frame  structure  shall  be  located  not 
nearer  than  1  ft.  to  the  lot  line  and  that  the  wall  adjacent 
to  the  side  lot  line  shall  be  brick  filled;  that  the  use  and 
continuation  of  this  building  shall  be  temporary  and  discon¬ 
tinued  prior  to  or  at  the  same  time  the  balance  of  the  frame 
structure  permitted  by  the  borough  superintendent  under 
B.  N.  385-41,  on  February  21,  1941 ;  that  no  additional  struc¬ 
ture  not  in  conformance  with  the  requirements  of  the  Build¬ 
ing  Code  and  all  other  laws,  rules  and  regulations  shall  be 
constructed  on  the  premises. 


44-42-A. 

APPLICANT— Henry  J.  McGill,  for  Church  of  St. 
Gabriel,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 26-25  97th  street,  southeast 
corner  of  Astoria  boulevard  (Block  No.  1377,  Lot 
Nos.  16  and  66),  East  Elmhurst,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Henry  J.  McGill  and  Loran  J.  Ellis. 
For  Administration :  Albert  Rader,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative :  .  0 

THE  RESOLUTION— 

(44-42-A) 

Whereas,  Henry  J.  McGill,  for  Church  of  St.  Gabriel, 
owner,  filed  on  February  15,  1942  an  appeal  from  a  decision 
of  the  borough  superintendent;  premises  26-25  97th^ street, 
southeast  corner  Astoria  boulevard  (Block  No.  1377,  Lot 
Nos.  16  and  66),  East  Elmhurst,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  No.  978-41,  dated  December  22,  1941,  reads: 
“1.  Request  for  omission  of  mechanical  ventilation 
for  class  rooms  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
3  stories  and  basement  (32  ft.  4  in.)  in  height;  186  ft.  11 
in.  by  70  ft.  4  in.  in  area;  of  Class  1  construction;  located 
in  business  and  residence  use  districts ;  and  occupied :  base¬ 
ment,  cafeteria,  work  space  and  boiler  room,  100  persons; 
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luditorium,  platform,  coat  rooms,  meeting  rooms,  toilets 
md  pantry,  1,000  persons;  1st  floor,  balcony,  teachers’ 
iffices,  lobby  and  toilets,  90  persons ;  2nd  floor,  classrooms, 
cachers’  offices,  library  and  coat  rooms,  400  persons ;  3rd 
loor,  class  rooms,  teachers’  and  nurses’  rooms  and  coat 
•ooms,  400  persons ;  and 

Whereas,  the  applicant  contends  that  the  classrooms  will 
>e  used  for  a  maximum  period  of  two  hours ;  that  the 
lonnal  operating  window  area  in  each  classroom  exceeds 
)y  40%  such  condition  in  any  other  building ;  that  the  build- 
ng  code  index  for  these  rooms  is  912;.  that  the  ventilation 
system  proposed  is  not  by  gravity  alone  but  by  a  positive 
wind  system  consisting  of  6  copper  turbine  ventilators 
aggregating  a  rated  capacity  of  11,560  cu.  ft.  per  minute 
it  the  roof  or  5,780  cu.  ft.  per  minute  for  each  classroom ; 
hat  this  system  will  provide  positive  exhaust  ventilation  if 
he  wind  exceeds  1  mile  an  hour  velocity. 

Resolved,  that  the  decision  of  the  borough  superintendent 
m  N.  B.  Applic.  No.  978-41,  Objection  No.  1;  be  and  it 
lerebv  is  modified  and  that  the  appeal  be  and  it  hereby  is 
iranted  on  condition  that  the  proposed  ventilation  for  the 
dassroom  as  indicated  shall  be  complied  with  and  in  all 
rther  respects  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with,  including  Objection  No.  2  having 
o  do  with  the  furnishing  of  fusible  link  damners. 


.1-42- A. 

\PPLICANT — Aymar  Embury  II,  for  Queens  County 
Jockey  Club,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 135-60  108th  street,  1100  ft. 
north  of  North  Conduit  avenue  and  100  ft.  east  of 
Long  Island  Railroad  right-of-way  (Aqueduct  Race¬ 
track)  (Block  No.  11562,  Lot  No.  7  and  Block  Nos. 
11564  and  11539,  Lot  No.  1),  Aqueduct,  Borough 
of  Oueens. 

APPEARANCES— 

For  Apnlicant :  Edward  Sears,  Aymar  Embury 
II,  Joseph  B.  Cavallaro  and  Louis  Jensen. 

For  Administration :  Albert  Rader,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

THE  RESOLUTION— 

(61-42 -A) 

Whereas,  Aymar  Embury  II,  for  Queens  County  Jockey 
Club,  owner,  filed  on  January  9,  1942,  an  appeal  from  deci¬ 
sions,  of  the  borough  superintendent;  premises  135-60  108th 
dreet,  1100  ft.  north  of  .North  Conduit  avenue  and  100  ft. 
;ast  of  Long  Island  Railroad  right-of-way  (Aqueduct  race¬ 
track)  (Block  No.  11562,  Lot  7,  Block  Nos.  11564  and 
11539,  Lot  No.  1),  Aqueduct,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
NT.  B.  Applic.  No.  5951-40,  dated  June  5,  1941,  reads: 

“Please  be  advised,  with  reference  to  your  applica¬ 
tion  for  a  certificate  of  occupancy  for  these  premises, 
that  this  certificate  may  not  be  issued  at  this  time  as 
our  inspector  reports  that  the  pressure  in  the  standpipe 
system  is  inadequate.” 
md 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Anplic.  No.  71-41,  dated  October  27,  1941.  reads: 

“Your  representative  recently  visited  this  office  with 
regard  to  the  status  of  the  acceptance  of  the  standpipe 
system  at  Department.  On  July  14th  sent  a  letter  to 
this  Department  from  Joseph  L.  Flannery,  Captain  in 


C  harge  of  the  Division  of  Fire  Prevention.  This  letter 
shows  that  the  pressures  required  in  such  a  standpipe 
system  did  not  comply  with  Section  16.6.3. 1-a,  Para¬ 
graph  1.  In  reading  over  this  letter  from  the  Fire 
Department,  it  appears  that  the  tests  were  not  made 
with  a  five  hundred  (500)  gallon  per  minute  flow  from 
a  hydrant  near  the  stand.  We  feel  that  such  a  test 
should  be  made.  If  this  test  indicates  that  a  flowing 
pressure  of  at  least  fifteen  (15)  pounds  per  sq.  inch  is 
maintained  at  the  highest  hose  outlet,  then  the  system 
as  installed  would  be  satisfactory.  If,  however,  the 
system  fails  to  provide  this  required  pressure,  we  feel 
that  either  an  adequate  gravity  tank  or  adequate  suction 
tank  and  fire  pump  must  be  provided  before  the  system 
can  be  accepted. 

May  we  ask  that  you  have  this  test  made  in  the  very 
near  future. 

We  also  wish  to  call  your  attention  to  a  note  on  the 
application  drawing  that  ‘necessary  tests  of  the  hydrant 
system  will  be  made  after  completion  of  F.S.T.  system 
to  the  satisfaction  of  the  Building  Department.’  This 
matter  should  be  attended  to  immediately  after  the  ac¬ 
ceptance  of  the  standpipe  system.  Will  you  kindly 
notify  this  department  when  you  propose  to  have  such 
tests  made  so  that  our  representative  may  be  present.” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  31,  1941,  reconsideration  denied  January  8, 
1942,  reads :  . 

“1.  Your  substitute  amendment  received  on  Decem¬ 
ber  22nd  may  not  be  accepted  in  lieu  of  the  required 
pressure  for  standpipe  system  as  outlined  in  our  letter 
of  October  27,  1941.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (50  ft.)  in  height;  800  ft.  9%  in.  by  125  ft.  10  in. 
in  area  at  first  floor  and  800  ft.  9)4  in.  by  103  ft.  4  in.  in 
area  at  typical  floor  level ;  of  Class  3  construction ;  equipped 
with  a  standpipe  system ;  located  in  business  and  unrestricted 
use  districts ;  erected  1940  and  1941  ;  and  occupied :  first 
floor,  grandstand,  restaurant,  betting  booths,  offices,  conces¬ 
sions,  500  persons ;  second  floor,  grandstand,  200  persons ; 
third  floor,  grandstand,  14,000  persons ;  and 

Whereas,  Certificate  of  Occupancy  No.  11895  was  issued 
Tune  7,  1940  on  N.  B.  Applic.  No.  9823 — 39,  for  a  grand¬ 
stand  located  in  business  and  residence  use  districts.  750  ft. 
north  of  North  Conduit  avenue  (Block  No.  2370,  Lot  No. 
7)  ;  and 

Whereas,  the  applicant  contends  that  the  club-house  was 
built  in  1940  and  certificate  of  occupancy  No.  Q-11895  issued 
therefor ;  that  this  club-house  is  a  portion  of  the  building  in 
question ;  that  no  standpipe  system  was  installed  in  the 
clubhouse  since  the  borough  superintendent  at  the  time  of  its 
erection  consented  to  other  means  of  fire  protection;  that 
other  means  of  fire  protection  satisfactory  to  the  borough 
superintendent  was  accepted  as  adequate  in  view  of  the  fact 
that  4  in.  hydrants  were  located  close  to  the  building  and 
portable  fire  extinguishing  apparatus  was  installed  on  the 
roof ;  that  subsequently  the  grandstand  portion  of  the  build¬ 
ing  was  erected  abutting  the  existing  club  house  and  a 
standpipe  system  installed  in  said  grandstand ;  that  a  cer¬ 
tificate  of  occupancy  has  now  been  refused  on  the  grand¬ 
stand  portion  because  the  Administrative  official  deems  the 
fire  protection  in  the  club  house  portion  inadequate,  on 
which  a  certificate  of  occupancy  has  already  been  issued ; 
and 

Whereas,  Misc.  Applic.  No.  71-40,  filed  January  7,  1941, 
with  the  borough  superintendent  was  for  the  installation 
of  a  4  in.  standpipe  system  in  the  grandstand  and  club 
house ;  and 

Whereas,  on  January  14,  1941,  among  the  objections 
issued  by  the  examiner  there  appeared  the  following : 

“5.  Provide  pressure  or  gravity  tanks  of  the  required 
capacity,  located  above  the  roof  in  accordance  with  the 
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requirements  of  Article  17.  Tank  to  be  filled  by  means 
of  an  automatic  pump  with  a  capacity^of  at  least  65 
gallons  per  minute.  Subarticle  17  (12-17-2,  Subdivision 
A).” 

and 

Whereas,  an  amendment  dated  February  3,  1941,  reads 
as  follows : 

“5.  Reconsideration  is  requested  to  permit  4  m. 
supply  to  be  taken  from  the  hydrant  supply  line,  inside 
the  structure,  as  indicated  on  plot  plan.  Detail  showing 
the  connection  has  been  added  to  the  plans.” 

and 

Whereas,  an  amendment  dated  February  25,  1941,  reads 
as  follows : 

“5.  Reconsideration  is  requested  to  permit  4  in. 
supply  to  be  taken  from  the  present  outside  yard  hydrant 
line,  system,  which  is  capable  of  furnishing  adequate 
pressure  and  volume  of  wrater.  No  approval  of  the 
present  yard  hydrant  system  is  requested.  However, 
necessary  tests  of  the  yard  hydrant  system  will  be  made 
as  required,  after  completion,  to  the  satisfaction  of  all 
representatives  of  the  Department  of  Housing  and 
Buildings.  Detail  showing  the  service  connection  has 
been  added  to  the  plans.” 

and 

Whereas,  this  amendment  was  approved  by  the  borough 
superintendent  February  27,  1941 ;  and 
Whereas,  certificates  on  file  with  the  Building  Depart¬ 
ment  records  from  the  New  York  Water  Service  Corpora¬ 
tion  indicated  45  lbs.  pressure  at  Acton  Court  and  a  similar 
pressure  at  Church  street;  and 
Whereas,  on  May  29,  1941,  the  borough  superintendent 
informed  the  architect  that  the  Fire  Department  found  the 
existing  pressure  on  the  standpipe  system  lower  than  the 
pressure  to  be  expected  from  the  Water  Company’s  state¬ 
ment,  and  that  unless  approval  of  the  Fire  Department  was 
received  for  the  existing  condition  the  Building  Department 
will  not  issue  a  certificate  of  occupancy;  and 

Whereas,  on  June  23,  1941  the  following  amendment  was 
filed  by  the  applicant  with  the  borough  superintendent : 

“1.  Test  of  the  system  by  the  Fire  Department  on 
June  11th  was  reported  as  insufficient  pressure.  The 
reason  for  this  was  that  the  stream  from  the  highest 
outlet  did  not  reach  the  portion  of  the  existing  roof 
which  Avas  of  wooden  construction,  and  is  an  area  of 
approximately  27,000  sq.  ft. 

2.  Test  of  the  system  by  the  New  York  Water  Com¬ 
pany  on  June  16th  showed  over  15  lbs.  at  the  top  outlet 
during  flow  test.  This  was  increased  2.75  pounds  by 
bi-passing  the  water  meter.  The  gauges  were  tested  at 
the  New  York  Water  Company  office  before  and  after 
the  test.  The  pumping  station  of  the  New  York  Water 
Company  is  on  the  property  adjoining  the  track.  Their 
system  is  so  designed  that  any  pressure  drop  auto¬ 
matically  cuts  in  additional  pump  or  pumps  as  required 
so  that  the  pressure  can  be  maintained. 

3.  There  are  no  occupants  above  the  roof,  except  the 
Judges,  broadcasters  and  photo  finish  operators.  The 
approved  plans  took  care  of  this  section  of  the  stands, 
with  extinguishers,  which  should  prove  adequate  protec¬ 
tion,  as  the  chances  for  fire  on  the  roof  are  quite  remote. 

4.  The  track  maintains  a  24  hour  watchmans  service 
with  regular  stations  including  the  roof. 

5.  There  are  several  hydrants  around  the  stands 
which  are  shown  on  the  approved  plans,  which  are  fed 
by  the  private  main,  which  is  in  turn  fed  from  two 
streets.  These  hydrants  were  the  only  protection  avail¬ 
able  when  the  stands  were  built  entirely  of  wood. 

6.  In  order  to  overcome  the  objection  of  inadequate 
pressure,  we  offer  the  following  amendments : 

a.  The  installation  of  a  Siamese  connected  to  the 
four  inch  line  supplying  the  standpipe  system,  located 
on  the  house  side  of  the  check  valve.  This  will  permit 
the  Fire  Department  to  attach  steamer  and  raise  the 
pressure  as  they  desire. 


b.  The  installation  of  a  35  lb.  CO-2,  rubber  tired 
portable  carriage  type  equipment  on  the  roof,  in  addi¬ 
tion  to  the  present  extinguishers.” 

and 

Whereas,  no  action  was  taken  on  such  amendment  by  the 
borough  superintendent;  and 

Whereas,  on  July  14,  1941,  the  following  report  of  the 
Captain- in-charge  of  the  Division  of  Fire  Prevention  of  the  , 
Fire  Department  was  submitted  to  the  borough  super¬ 
intendent  : 

“1.  A  reinspeetion  was  made  of  the  above  premises 
on  the  9th  inst.  by  inspector  Prael  of  the  Division  of 
Fire  Prevention.  Joseph  L.  Flannery,  Captain  in 
Charge  and  Lieutenant  Martin  Monahan,  of  this  Divi¬ 
sion,  were  present. 

2.  The  following  report,  with  suggestions,  was  sub¬ 
mitted  to  this  office  by  Inspector  Prael: 

‘Upon  inspection  of  Aqueduct  Racetrack  relative  to 
standpipe  installation,  found  that  this  system  is  in¬ 
stalled  according  to  approved  plan.’ 

The  material  used  is  of  standard  make  and  approved 
material  according  to  the  Board  of  Standards  and 
Appeals.  This  system  is  supplied  by  two  6"  water 
mains  cross-connected  that  will  give  a  volume  of  water 
but  does  not  increase  the  pressure  on  any  part  of  the 
standpipe*  system  or  the  yard  hydrant  system  now  in 
use.  One  6"  water  main  passes  through  the  property 
proper  about  100'  inside  of  the  fence  facing  the  pump 
house  of  the  New  York  Water  Supply.  From  this  6" 
water  main  a  4"  connection  has  been  made  to  supply 
the  standpipe  system.  From  this  main  to  the  building 
line  is  about  500'  where  the  O.S.  &  Y.  valves,  check 
valve  and  drain  valve  are  in  a  pit. 

A  representative  of  the  water  concern  was  present 
and  informed  me  that  the  best  pressure  obtainable  was 
about  38  to  40  lbs.  and  no  available  Avay  of  boosting  this 
pressure  in  case  of  emergency. 

Two  pressure  gauges  were  used  at  one  of  the  property 
hydrants  and  the  pressure  showed  40  lbs.  This  particu¬ 
lar  hydrant  is  approximately  500'  from  the  building 
line. 

A  static  pressure  test  was  then  applied  to  the  furthest 
outlet  with  two  gauges  and  showed  a  pressure  of  29  lbs. 

This  outlet  is  the  highest  in  the  grandstand  and  is 
about  1200  feet  from  the  source  of  supply.  After  this 
test  was  witnessed  by  all  concerned,  150'  of  2^4  hose 
Avas  stretched  from  the  highest  outlet  to  a  point  15' 
beyond  the  front  wall  of  grandstand  and  a  pitometer 
test  showed  20  lbs.  This  hose,  when  test  was  provided, 
had  a  45  degree  slope  in  favor  of  the  pressure;  if  the 
hose  had  been  placed  in  a  45  degree  position  in  a  rise, 
the  frictional  loss  would  have  brought  this  pressure 
down  to  about  15  lbs.  That  would  be  sufficient  to  reach 
the  wood  roof  which  is  40'  above  the  ground  level. 
(This  roof  is  wood  underneath  and  slag  on  top.) 

The  next  test  was  at  the  outlet  nearest  to  the  main 
water  supply.  This  outlet  shoAved  35  lbs.  static  pres¬ 
sure.  A  pitometer  pressure  was  then  taken  at  the  low¬ 
est  and  nearest  outlet  through  a  1"  nozzle  and  a  1  Vi," 
nozzle  open  at  the  furthest  outlet.  This  showed  a 
pitometer  pressure  of  10  lbs.  which  would  be  incapable 
of  throwing  a  stream  over  15  ft.  This  stream,  through 
friction  loss,  would  render  the  pressure  inadequate  if 
the  fire  was  over  10  ft.  from  the  nozzle  tip. 

The  outlets  are  properly  placed  and  sufficient  hose  on 
each  rack  is  adequate  but,  due  to  the  above  facts,  in  a 
necessity,  the  standpipe  system  would  be  rendered  use¬ 
less. 

There  is  no  Avay  that  a  Siamese  connection  could  be 
provided  for  the  reason  that  portion  covered  by  stand¬ 
pipe  is  practically  remote.  The  grounds  are  inaccessible 
to  apparatus.  “Going  over  this  situation  with  those  Avho 
witnessed  the  test,  I  have  recommended  that  a  3500 
gallon  suction  tank  be  provided  with  a  250  gallon  per 
minute  automatic  pump.  When  this  system  has  been 


218 


MINUTES 


accepted,  the  following  recommendations  should  be 
placed  against  owner : 

Seal  open  control  valves  in  pit. 

Provide  frostproofing  in  pit  where  valves  are 
located. 

Provide  certificate  of  fitness  for  operating  standpipe. 

Provide  sign  designating  control  valves  in  pit. 

The  electrical  installation  of  pump  and  the  necessity 
of  heat  in  building  where  pump  will  be  located  should 
be  checked  by  an  inspector  from  the  Electrical  Division 
of  the  Division  of  Fire  Prevention. 

2.  From  the  above  report,  it  will  be  seen  that  the 
standpipe  fire  line  system,  as  now  supplied,  is  of  very 
little  use  should  the  occasion  arise  where  it  will  be 
necessary  to  utilize  such  system.  The  following  recom¬ 
mendation  is  therefore  respectfully  made: 

1.  That  communications  be  forwarded  to  Edward 
P.  Leonard,  Superintendent,  Department  of  Housing 
and  Buildings  and  to  the  Chief  Plan  Examiner  of  the 
Division  of  Fire  Prevention,  inviting  their  attention  to 
the  herein  contained  facts.” 
d 

Whereas,  on  December  19,  1941  the  following  amend- 
ent  was  filed  to  cancel  the  amendment  of  June  23,  1941 : 

_  “1.  It  is  intended  to  provide  a  35  lb.  CO-2,  rubber 
tired  portable  carriage  type  equipment  on  the  roof  of 
the  grandstand  to  supplement  the  present  extinguishers. 
This  additional  equipment  is  being  provided  as  an  acces¬ 
sory  to  the  existing  standpipe  system.” 
d 

Whereas,  on  such  amendment  the  decision  of  the  bor- 
gh  superintendent  dated  December  31,  1941  (the  decision 
rein  appealed  from)  was  issued. 

Resolved,  that  the  decision  of  the  borough  superintendent 
N.B.  Applic.  No.  5951-40,  Objection  No.  1,  dated  De- 
nber  31,  1941  and  as  amended  January  8,  1942,  be  and 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
granted  on  condition  that  a  Siamese  connection  shall 
constructed  and  maintained  at  the  section  of  the 
ilding  nearest  to  North  Conduit  avenue  and  also  at  the 
:tion  of  the  building  nearest  135th  drive  as  approached 
)m  Rockaway  boulevard ;  that  at  all  times  a  drive- 
.y  from  such  streets  shall  remain  open  so  as  to  permit 
ranee  of  fire  apparatus;  that  in  all  other  respects  the 
ndpipe  equipment  shall  comply  with  the  requirements 
■refor;  that  in  the  event  that,  within  a  year,  tests  indicate 
it  (he  pressure  at  the  street  mains  is  not  maintained  sub- 
ntially  at  a  uniform  pressure  of  not  less  than  40  lbs.  that 
fire  commissioner  may  request  a  reopening  of  this 
Deal  for  the  purpose  of  considering  further  means  to 
ure  an  adequate  supply  of  water. 


42- A. 

’FLIC  ANT — Lama  and  Proskauer,  for  Eastern  Terra 
__  Cotta  Company,  owner. 

IBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

DEMISES  AFFECTED — 42-02  Vernon  boulevard,  west 
side,  290.37  ft.  north  of  43rd  avenue  (Block  No. 
484,  Lot  No.  15),  Long  Island  City,  Borough  of 

Oueens. 

’PEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Joseph  C. 

Zengerle,  Jr.,  and  G.  C.  Sinclair. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dept. 
TIOR  OF  BOARD — Appeal  granted  on  condition. 

IE  VOTE— 

.  Affirmative:  Chairman  Murdock.  Commissioners 

Savage  and  Blum  and  Deputv  Chief  Gunn.  .  4 

Negative:  .  0 

[F.  RESOLUTION— 

(71 -42- A) 

Vhereas,  Lama  and  Proskauer,  for  Eastern  Terra  Cotta 
npanv,  owner,  filed  on  Tanuarv  20,  1942  an  appeal  from 


a  decision  of  the  borough  superintendent;  premises  42-02 
Vernon  boulevard,  west  side,  290.37  ft.  north  of  43rd  ave¬ 
nue  (Block  No.  484,  Lot  No.  15),  Long  Island  City,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1595-40,  dated  December  24,  1941,  reads: 

“L  Provide  a  standpipe  system  as  per  Art.  17,  Sec. 

16.1.1.,  N.  Y.  B.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5 
stories  (71  ft.)  in  height;  111  ft.  by  165  ft.  in  area;  of 
Class  3  construction ;  equipped  with  a  sprinkler  system ; 
located  in  an  unrestricted  use  A  area  district ;  erected  in 
1880;  and  occupied:  basement,  storage  of  paper  and  rags; 
1st  floor,  baling  and  shipping  of  paper  and  rags,  15  persons; 
2nd  floor,  sorting  of  paper,  13  persons;  3rd  floor,  sorting 
paper,  10  persons;  4th  floor,  sorting  and  baling  of  books, 
8  persons ;  5th  floor,  rag  sorting,  5  persons ;  and 

Whereas,  the  applicant  contends  that  the  building  is  on 
a  plot  which  fronts  on  the  East  River  and  is  located  approxi¬ 
mately  200  ft.  from  the  river;  that  it  is  requested  that  the 
Board  permit  the  elimination  of  a  standpipe  system  as  the 
building  is  at  present  equipped  with  a  sprinkler  svstem 
which  has  been  approved  bv  the  Fire  Department ;  that  in 
view  of  the  fact  that  the  building  is  isolated  and  located 
close  to  the  river,  it  is  respectfully  requested  that  the  Board 
grant  this  variance. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1595-40,  Objection  No.  1,  be  and  it 
hereby  is  modified,  waiving  the  requirement  for  a  stand¬ 
pipe  system,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  there  shall  be  installed  and  maintained 
throughout  the  building  a  sprinkler  system  complying  sub¬ 
stantially  with  the  requirements  therefor  and  having  one 
source  of  water  supply  consisting  of  a  6  in.  connection  to 
the  8  in.  main  on  Vernon  boulevard  which  is  fed  by  a 
gridiron  svstem ;  that  the  sprinkler  system  shall  be  con¬ 
nected  with  fire  headquarters  through  an  approved  central 
district  station;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


77-42-A. 

APPLICANT — Howard  R.  Roberts,  lessee,  for  Howard 
H.  Worzel,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 25  Cassidy  place,  north  side, 
550  ft.  east  of  Lafayette  avenue  (Block  No.  66,  Lot 
No.  12);  West  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Howard  R.  Roberts. 

For  Administration :  Albert  Rader,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

TPIE  RESOLUTION— 

(77-42-A) 

Whereas,  Howard  R.  Roberts,  for  Howard  H.  Worzel, 
owner,  filed  on  January  22,  1942  an  appeal  from  a  decision 
of  the  borough  superintendent;  premises  25  Cassidy  place, 
north  side,  550  ft.  east  of  Lafayette  avenue  (Block  No.  66, 
Lot  No.  12),  West  Brighton,  Borough  of  Richmond;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  378-41,  dated  January  12,  1942,  reads: 

“Only  two  floors  permitted  for  living  quarters  in  a 
two  family  frame  dwelling,  therefore  this  conversion  is 
not  permitted  (C26-536.0) .” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories,  basement  and  cellar  (35  ft.)  in  height;  25  ft.  by 
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40  ft.  in  area ;  of  Class  4  construction ;  erected  in  1886 ; 
located  on  a  lot  80  ft.  by  100  ft.  in  area ;  in  a  business  use  D 
area  district ;  and  occupied :  cellar,  storage  and  boiler-room ; 
basement,  1st  and  2nd  stories,  1  family  combined.  It  is 
proposed  to  be  occupied:  cellar,  same;  basement  and  1st 
floor,  dwelling,  1  family ;  2nd  floor,  dwelling,  1  family ; 
total,  2  families ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
purchased  three  months  ago  with  the  intention  of  converting 
it  to  two-family  use ;  that  the  owner’s  family  is  small  and 
he  cannot  possibly  use  the  building  except  for  rental  pur¬ 
poses  on  the  2nd  floor ;  that  the  additional  rental  is  necessary 
to  help  carry  the  building ;  that  the  lot  upon  which  the  build¬ 
ing  stands  is  80  ft.  by  100  ft.  in  area ;  that  there  is  no 
exposure  or  fire  risk  of  any  kind;  that  the  nearest  building 
on  either  side  is  50  ft.  distant  from  the  building  in  question ; 
that  the  only  proposed  changes  are  the  installation  of  a 
kitchen  and  bathroom  on  the  top  floor;  that  no  structural 
changes  are  proposed;  and 

Whereas,  an  examination  of  plan  filed  January  7,  1942 
with  the  borough  superintendent  under  Alt.  Applic.  No. 
378-41,  indicates  that  the  building  is  25  ft.  by  34  ft.  in  area 
with  a  one-story  extension  6  ft.  by  9  ft.  6  in.  in  area  at  the 
basement  level;  that  the  basement  floor  level  is  4  ft.  below 
street  grade  and  4  ft.  above  grade  of  the  lot  ;  that  the  build¬ 
ing  is  set  back  from  Cassidy  place  building  line  10  ft.  except 
for  front  entrance  steps ;  that  a  side  yard  is  provided  on  the 
east  side  of  25  ft.  in  width  and  on  the  west  side  of  30  ft. 
in  width  and  that  the  rear  yard  is  50  ft.  in  depth;  that  the 
cellar  ceiling  over  the  boiler  is  fire-retarded  with  a/2  in. 
plaster  boards  and  20  gauge  sheet  metal. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  378-41  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  be  increased  in  height  or  area  and  the 
lot  shall  not  be  decreased;  that  the  premises  shall  be 
arranged  for  occupancy  by  two  families  only  as  proposed, 
one  family  to  occupy  the  basement  and  first  story  and  the 
other  family  to  occupy  the  second  story;  that  there  shall 
be  installed  throughout  the  stair  hall  from  cellar  to  top 
story  a  sprinkler  system  of  the  tvpe  as  permitted  for  a  Class 
A  converted  multiple  dwelling-;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  for  a  similar^  building 
when  heretofore  constructed  within  a  residential  district. 


152-42- A. 

APPLICANT — Henry  T.  Latham,  for  Green  Lawn  Estates, 
Incorporated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 217-04  to  217-20  130th  avenue, 
southeast  corner  of  217th  street  (Block  No.  3495. 
part  of  Lot  No.  40),  Springfield  Gardens,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  John  R.  Cowley. 

For  Administration :  Albert  Rader,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(152-42- A) 

Whereas,  Henry  J.  Latham,  for  Green  Lawn  Estates, 
Inc.,  owner,  filed  on  February  21,  1942,  an  appeal  from 
decisions  of  the  borough  superintendent;  premises  217-04  to 
217-20  130th  avenue,  south  side,  between  217th  and  218th 


streets  (Block  No.  3495,  part  of  Lot  No.  40),  Springfield 
Gardens ;  Borough  of  Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent  on 
N.B.  Application  Nos.  161,  148,  163,  149  and  162-42,  dated 
February  16,  1942,  read: 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2 — Building  Code.” 
and  a 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  of  ground  201  ft.  by  102  ft.  in  area,  located  in  busi-: 
ness  and  residence  use  D  Area  districts.  It  is  proposed  to 
subdivide  the  plot  into  five  separate  lots  and  to  erect  on  each 
lot  a  one  and  half  story  frame  one-family  dwelling,  25  ft. 
by  31  ft.  in  area,  and  a  private  garage,  11  ft.  by  21  ft.  in 
area,  of  Class  3  construction,  except  for  frame  gables.  The 
dwellings  will  be  set  back  from  130th  avenue  not  less  than 
18  ft.  into  which  set  back  front  entrance  steps  and  bay 
windows  may  project  for  approximately  5  ft.  The  dwelling 
to  be  located  at  the  southeast  corner  of  217th  street  and 
130th  avenue  will  be  set  back  from  217th  street  a  distance  of 
10  ft.  and  will  have  a  side  yard  on  the  east  side  of  5  ft.  in 
width.  The  dwellings  will  be  located  40.02  ft.,  80.04  ft.  and 
120.06  ft.  east  of  217th  street  respectively,  and  will  have  side 
yards  on  the  east  sides  of  10  ft.  in  width,  and  side  yard? 
on  the  west  sides  of  5  ft.  in  width.  The  dwelling  to  be 
located  at  the  southwest  corner  of  218th  street  and  130th 
avenue  will  be  set  back  from  218th  street  a  distance  of  1C 
ft.  and  will  have  a  side  yard  on  the  west  side  of  5  ft.  in 
width.  Chimney  breasts  may  project  into  side  yards  a 
distance  of  approximately  3  ft.  Garages  will  be  located  1 
ft.  from  south  or  rear  lot  lines.  Dwellings  will  be  surfacec 
on  exterior  with  incombustible  materials  except  where  wooc 
is  necessary  for  architectural  treatment  or  trim.  Roofs 
will  be  surfaced  with  approved  asphalt  shingles.  Garage: 
will  be  of  Class  3  construction  (concrete  block)  to  plat< 
line,  and  have  roofs  surfaced  with  approved  asphalt  shingle* 
and  have  frame  gables  surfaced  with  wood  siding;  and 

Whereas,  the  applicant  contends  that  the  premises  in 
volved  is  a  part  of  a  large  tract  of  land  which  it  is  proposec 
to  develop  with  approximately  135  dwellings  as  a  part  o 
the  Federal  Government’s  plan  to  provide  housing  for  de 
fense  workers ;  that  the  element  of  cost  is  important  and  i 
is  therefore  desired  to  use  frame  construction  throughou 
the  development;  that  to  be  required  to  construct  the  smal 
number  of  homes  involved  in  this  appeal  in  accordance  witl 
the  requirements  for  buildings  in  the  fire  limits  would  sc 
increase  their  cost  as  to  preclude  same  from  financing  unde 
the  defense  housing  provisions  of  the  F.H.A. ;  that  then 
is  not  sufficient  time  to  apply  for  and  receive  a  zone  changi 
as  the  N.Y.C.  Charter  requires  that  such  requests  can  onh 
be  submitted  in  the  month  of  April  and  can  only  be  actec 
on  by  the  Planning  Commission  in  May  or  June;  that  ii 
lieu  of  constructing  these  dwellings  of  brick,  it  is  proposec 
to  surface  the  exterior  of  each  dwelling  with  incombustibl 
materials  except  where  wood  is  necessary  for  architectura 
treatment  or  for  trim ;  that  the  dwellings  will  be  so  spacec 
as  to  afford  a  greater  measure  of  protection  from  the  sprea< 
of  fire  than  if  the  code  was  complied  with  and  brick  dwell 
ings  were  erected  under  its  minimum  requirements;  that  i 
is  essential  that  these  dwellings  be  erected  in  harmony  witl 
the  balance  of  the  development  so  that  uniform  standard 
will  apply  for  the  entire  development ;  that  130th  avenu* 
is  not  needed  for  business  purposes  as  the  development  wil 
be  well  served  by  the  business  area  fronting  on  Springfielc 
boulevard. 

Resolved,  that  the  decisions  of  the  borough  superintenden 
on  N.B.  Applic.  Nos.  161,  148,  163,  149  and  162-42,  Objec 
tion  No.  1,  be  and  they  hereby  are  modified  and  that  th 
appeal  be  and  it  hereby  is  granted  on  condition  that  tli 
buildings  shall  be  erected  substantially  as  proposed  and  tha 
each  residence  building  be  restricted  to  the  occupancy  of  on 
family  and  in  all  other  respects  shall  meet  all  requirements 
laws,  rules  and  regulations  applicable  to  the  construction  o 
a  similar  residential  building  and  accessory  garage  whe 
erected  outside  of  the  fire  limits. 
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53-42-A. 

PPLICANT — Henry  J.  Latham,  for  Green  Lawn  Estates, 
Incorporated,  owner. 

UBTECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

REMISES  AFFECTED — 216-18  and  216-20  130th  avenue 
and  130-12  217th  street,  southwest  corner  (Block 
No.  3495,  part  of  Lot  No.  40),  Springfield  Gardens, 
Borough  of  Queens. 

.PPEARAN  CES — 

For  Applicant:  John  R.  Cowley. 

For  Administration:  Albert  Rader,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

.CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

HE  RESOLUTION— 

(153-42- A) 

Whereas,  Henry  J.  Latham,  for  Green  Lawn  Estates, 
ic.,  owner,  filed  on  February  21,  1942,  an  appeal  from 
;cisions  of  the  borough  superintendent;  premises  216-18 
id  216-20  130th  avenue  and  130-12  217th  street,  southwest 
imer  (Block  No.  3495,  part  of  Lot  No.  40),  Springfield 
ardens,  Borough  of  Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent  on 
.  B.  Application  Nos.  157,  164  and  158-42,  dated  February 
i,  1942,  read : 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2 — Building  Code.” 
id 

Whereas,  the  applicant  states  the  premises  consist  of 
plot  of  ground  fronting  100.02  ft.  on  130th  avenue,  and 
13  ft.  on  217th  street,  located  in  business  and  residence  use 
area  districts.  It  is  proposed  to  subdivide  the  plot  into 
ree  separate  lots  and  to  erect  on  each  of  two  of  these  lots 
one  and  a  half  story  frame  one- family  dwelling,  25  ft.  by 
ft.  in  area,  and  a  one  car  private  garage,  11  ft.  by  21  ft. 
area,  of  Class  3  construction,  except  for  frame  gables, 
id  also  to  erect  on  the  third  lot  a  one  and  a  half  story 
ame  one-family  dwelling,  36  ft.  by  35  ft.  10  in.  in  area, 
ith  attached  garage.  The  dwelling  to  be  located  at  216-18 
50th  avenue  will  have  a  side  yard  on  the  west  side  of  5  ft. 
width  and  on  the  east  side  of  9  ft.  in  width,  and  will  be 
t  back  from  130th  avenue  a  distance  of  20  ft.  into  which 
t  back  bay  windows  and  front  entrance  steps  may  project 
ir  5  ft.  The  dwelling  to  be  located  at  the  southwest  corner 
!:  130th  avenue  and  217th  street  (216-20  130th  avenue)  will 
ive  a  side  yard  on  the  west  side  of  9  ft.  in  width  and  will 
:  set  back  from  130th  avenue  a  distance  of  18  ft.  and  also 
om  217th  street  a  distance  of  16  ft.  into  which  set  backs 
iy  windows  and  front  entrance  steps  may  project  for  5  ft. 
lie  dwelling  to  be  located  at  130-12  217th  street  will  have  a 
de  yard  on  the  north  side  of  13  ft.  in  width  and  on  the 
>uth  side  of  5  ft.  in  width  and  will  be  set  back  from  217th 
reet  a  distance  of  20  ft.  into  which  set  back  bay  windows 
id  front  entrance  steps  may  project  for  approximately  5  ft. 
Ihimney  breasts  and  side  entrance  steps  may  project  into 
de  yards  a  distance  of  approximately  3  ft.  Detached 
trages  will  be  located  not  nearer  than  one  ft.  to  side  or 
ar  lot  lines.  Dwellings  will  be  surfaced  on  exterior  with 
combustible  materials  except  where  wood  is  necessary  for 
chitectural  treatment  or  trim.  Roofs  will  be  surfaced  writh 
iproved  asphalt  shingles.  Garages  will  be  of  Class  3  con- 
ruction  (concrete  block)  to  plate  line  and  have  roofs 
rfaced  with  approved  asphalt  shingles  and  frame  gables 
rfaced  with  wood  siding;  and 

Whereas,  the  applicant  contends  that  the  premises  in- 
•lved  is  a  part  of  a  large  tract  of  land  which  it  is  proposed 
develop  with  approximately  135  dwellings  as  a  part  of  the 
■deral  Government’s  plan  to  provide  housing  for  defense 


workers ;  that  the  element  of  cost  is  important  and  it  is 
therefore  desired  to  use  frame  construction  throughout  the 
development ;  that  to  be  required  to  construct  the  small 
number  of  homes  involved  in  this  appeal  in  accordance  with 
the  requirements  for  buildings  in  the  fire  limits  would  so 
increase  their  cost  as  to  preclude  same  from  financing  under 
the  defense  housing  provisions  of  the  F.H.A. ;  that  there  is 
not  sufficient  time  to  apply  for  and  receive  a  zone  change 
as  the  N.Y.C.  Charter  requires  that  such  requests  can  only 
be  submitted  in  the  month  of  April  and  can  only  be  acted 
on  by  the  Planning  Commission  in  May  or  June;  that  in 
lieu  of  constructing  these  dwellings  of  brick,  it  is  proposed 
to  surface  the  exterior  of  each  dwelling  with  incombustible 
materials  except  where  wood  is  necessary  for  architectural 
treatment  or  for* trim;  that  the  dwellings  will  be  so  spaced 
as  to  afford  a  greater  measure  of  protection  from  the  spread 
of  fire  than  if  the  code  was  complied  with  and  brick  dwell¬ 
ings  were  erected  under  its  minimum  requirements;  that  it 
is  essential  that  these  dwellings  be  erected  in  harmony  with 
the  balance  of  the  development  so  that  uniform  standards 
will  apply  for  the  entire  development;  that  130th  avenue  is 
not  needed  for  business  purposes  as  the  development  will  be 
well  served  by  the  business  area  fronting  on  Springfield 
boulevard. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
on  N.  B.  Applic.  Nos.  157,  164  and  158-42,  Objection  No.  1, 
be  and  they  hereby  are  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  buildings  shall  be 
erected  substantially  as  proposed  and  that  each  residence 
building  be  restricted  to  the  occupancy  of  one  family  and  in 
all  other  respects  shall  meet  'all  requirements,  laws,  rules 
and  regulations  applicable  to  the  construction  of  a  similar 
residential  building  and  accessory  garage  when  erected  out¬ 
side  of  the  fire  limits. 


154-42- A. 

APPLICANT — Henry  J.  Latham,  for  Green  Lawn  Estates, 
Incorporated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 216-11  to  217-15  130th  avenue, 
north  side,  100  ft.  east  of  Springfield  boulevard 
(Block  No.  3495,  part  of  Lot  No.  40),  Springfield 
Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  R.  Cowley. 

For  Administration :  Albert  Rader,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(154-42- A) 

Whereas,  Henry  J.  Latham,  for  Green  Lawn  Estates, 
Inc.  owner,  filed  on  February  21,  1942,  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent,  premises  216-11  to 
217-15  130th  avenue,  north  side,  100  ft.  east  of  Springfield 
boulevard  (Block  No.  3495,  part  of  Lot  No.  40),  Spring- 
field  Gardens,  Borough  of  Queens ;  and 
Whereas,  the  decisions  of  the  borough  superintendent  on 
N.B.  Application  Nos.  147,  151,  152.  165,  146,  145,  150,  153, 
and  144-42,  dated  February  16,  1942,  read: 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2 — Building  Code.” 

and 

Whereas,  the  applicant  states  the  prefnises  consist  of  a 
plot  of  ground  fronting  384  ft.  on  130th  avenue  with  a  depth 
of  98.33  ft.  therefrom,  located  in  a  business  use  D  area 
district.  It  is  proposed  to  subdivide  the  plot  into  9  separate 
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lots  and  to  erect  on  each  of  eight  of  such  lots  a  one  and 
one  half  story  frame  one-family  dwelling,  25  ft.  by  31  ft. 
in  area,  and  a  private  garage  11  ft.  by  21  ft.  in  area,  of 
Class  3  construction,  except  for  frame  gables,  and  also  on 
the  remaining  lot  a  one  and  a  half  story  frame  one-family 
dwelling  36  ft.  by  31  ft.  8  in.  in  area  with  attached  garage. 
The  dwellings  will  be  set  back  from  130th  avenue  a  distance 
of  not  less  than  18  ft.  into  which  set  back  front  entrances 
and  bay  windows  may  project  5  ft.  Side  yards  will  be  pro¬ 
vided  on  the  east  sides  of  each  dwelling  of  not  less  than  5  ft. 
in  width  and  on  the  west  sides  of  each  dwelling  of  not  less 
than  9  ft.  in  width  as  shown  on  diagram  filed  with  this  appeal 
marked  “received  February  21,  1942’’.  Chimney  breasts  and 
side  entrance  steps  may  project  into  side  yards  a  distance 
of  3  ft.  Garages  will  be  located  not  nearer  than  1  ft.  to  side 
or  rear  lot  lines. 

Dwellings  will  be  surfaced  on  exterior  with  incombustible 
materials  except  where  wood  is  necessary  for  architectural 
treatment  or  trim.  Roofs  will  be  surfaced  with  approved 
asphalt  shingles.  Garages  will  be  of  Class  3  construction 
(concrete  block)  to  plate  line,  and  have  roofs  surfaced  with 
approved  asphalt  shingles  and  frame  gables  surfaced  with 
wood  siding;  and 

Whereas,  the  applicant  contends  that  the  premises  in¬ 
volved  is  a  part  of  a  large  tract  of  land  which  it  is  proposed 
to  develop  with  approximately  135  dwellings  as  a  part  of  the 
Federal  Government’s  plan  to  provide  housing  for  defense 
workers ;  that  the  element  of  cost  is  important  and  it  is  there¬ 
fore  desired  to  use  frame  construction  throughout  the  devel¬ 
opment  ;  that  to  be  required  to  construct  the  small  number  of 
homes  involved  in  this  appeal  in  accordance  with  the  require¬ 
ments  for  buildings  in  the  fire  limits  would  so  increase  their 
cost  as  to  preclude  same  from  financing  under  the  defense 
housing  provisions  of  the  F.H.A. ;  that  there  is  not  sufficient 
time  to  apply  for  and  receive  a  zone  change  as  the  N.  Y.  C. 
Charter  requires  that  such  requests  can  only  be  submitted 
in  the  month  of  April  and  can  only  be  acted  on  by  the 
Planning  Commission  in  May  or  June;  that  in  lieu  of  con¬ 
structing  these  dwellings  of  brick,  it  is  proposed  to  surface 
the  exterior  of  each  dwelling  with  incombustible  materials 
except  where  wood  is  necessary  for  architectural  treatment 
or  for  trim ;  that  the  dwellings  will  be  so  spaced  as  to  afford 
a  greater  measure  of  protection  from  the  spread  of  fire  than 
if  the  code  was  complied  with  and  brick  dwellings  were 
erected  under  its  minimum  requirements;  that  it  is  essential 
that  these  dwellings  be  erected  in  harmony  with  the  balance 
of  the  development  so  that  uniform  standards  will  apply  for 
the  entire  development.  130th  avenue  is  not  needed  for 
business  purposes  as  the  development  will  be  well  served  by 
the  business  area  fronting  on  Springfield  boulevard. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
on  N.B.  Applic.  Nos.  147,  151,  152,  165,  146,  145,  150,  153 
and  144-42,  Objection  No.  1,  be  and  they  hereby  are  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  buildings  shall  be  erected  substantially  as  proposed 
and  that  each  residence  building  be  restricted  to  the  occu¬ 
pancy  of  one  family  and  in  all  other  respects  shall  meet  all 
requirements,  laws,  rules  and  regulations  applicable  to  the 
construction  of  a  similar  residential  building  and  accessory 
garage  when  erected  outside  of  the  fire  limits. 


1142-40-A. 

APPLICANT — Bernard  A.  Abrashkin,  for  Sears-Roebuck 
and  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  new  decision  on  a  new  proposal — re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent  (previously  denied). 

PREMISES  AFFECTED — 2301-2323  Beverly  road  and 
2360-2420  Bedford  avenue,  northwest  corner  (Block 
No.  5133,  Lot.  No.  14),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Bernard  A.  Abrashkin  and  George 
B.  Higgins. 


ACTION  OF  BOARD — Appeal  reopened  and  granted  oi 
condition. 

THE  VOTE  TO  REOPEN  AND  GRANT  ON  CONDI 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.,  f 
Negative :  .  ( 

THE  RESOLUTION— 

(1142-40-A) 

Whereas,  this  appeal  from  a  decision  of  the  borougl 
superintendent,  premises  2301-2323  Beverly  road  and  2360 
2420  Bedford  avenue,  northwest  corner  (Block  No.  5133 
Lot  No.  14)  Borough  of  Brooklyn,  was  denied  by  th< 
Board  January  7,  1941;  and 

Whereas,  Bernard  A.  Abrashkin,  for  Sears-Roebucl 
and  Company,  owner,  requested  reopening  of  the  appea 
and  rehearing  by  the  Board ;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  tin 
Board ;  and 

Whereas,  the  applicant  now  proposes  to  install  an  add! 
tional  8"  connection  to  the  8"  main  in  Bedford  avenue  a 
a  distance  of  approximately  215  ft.  from  the  present  con 
nection  to  the  8"  main  in  Bedford  avenue  and  also  propose: 
to  retain  this  latter  tap  as  well  as  the  present  tap  to  tin 
main  in  Beverly  road ;  and 

Whereas,  a  new  decision  has  been  obtained  from  thi 
borough  superintendent  under  date  of  January  30,  1942 
reading : 

“Provide  two  adequate  sources  of  water  supply  as  pe: 
sections  15.37  and  15.17.2  of  Chapter  26  of  the  Admin 
istrative  Building  Code.” 

Resolved,  that  the  decision  of  the  borough  superintenden 
on  Sprinkler  Applic.  No.  1065-40  be  and  it  hereby  is  modi 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on  con 
dition  that  in  all  other  respects  the  sprinkler  installatioi 
shall  comply  with  the  requirements  therefor  and  that  th( 
existing  and  proposed  water  connections  shall  be  installec 
and  maintained. 


371-41-A. 

APPLICANT — Sidney  L.  Strauss,  for  Croker  Fire  Pre 
vention  Corporation,  for  United  States  Trust  Com 
pany  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  anc 
amendment  of  resolution — -re  Appeal  from  an  or¬ 
der  and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 225-227  State  street,  98- 10( 
Schermerhorn  street  and  43-61  Boerum  place,  eas 
side,  between  Schermerhorn  street  and  State  stree 
(Block  No.  169,  Lot  No.  1),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

ACTION  OF  BOARD — Appeal  reopened  and  resolutior 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn  .  - 

Negative:  .  ( 

THE  RESOLUTION— 

(371-41-A) 

Whereas,  this  appeal  from  an  order  and  a  decision  ol 
the  fire  commissioner,  premises  225-227  State  street,  98-EX 
Schermerhorn  street  and  43-61  Boerum  place,  east  side,  be 
tween  Schermerhorn  street  and  State  street  (Block  No 
169,  Lot  No.  1),  Borough  of  Brooklyn,  was  granted  bj 
the  Board  Tune  24,  1941,  on  certain  conditions;  the  resolu¬ 
tion  amended  December  16,  1941 ;  and 
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Whereas,  Sidney  L.  Strauss,  for  Croker  Fire  Preven¬ 
tion  Corporation,  for  United  States  Trust  Company  of 
New  York,  owner,  requested  a  further  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  24,  1941  as 
amended  December  16,  1941  only  so  far  as  it  has  reference 
to  the  requirement  as  to  the  installation  of  a  thermostatic 
alarm  system,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“Resolved,  that  the  order  of  the  fire  commissioner, 
No.  5104-LF,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that 
the  storage  of  furniture  above  the  first  story  shall  be 
entirely  discontinued;  that  the  storage  of  furniture 
shall  be  restricted  to  the  street  floor  and  the  cellar  and 
that  throughout  the  cellar  there  shall  be  installed  a 
non-automatic  dry  sprinkler  system,  complying  with 
the  requirements  of  the  law  therefor,  except  that  the 
hangers  and  fittings  shall  be  of  malleable  iron  and  that 
Siamese  connections  shall  be  installed  remote  from  each 
other  on  at  least  two  street  fronts ;  and  that  the  inte¬ 
rior  alarm  system  need  not  be  installed ;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 

Resolved  further,  that  the  southerly  half  of  the 
building  at  the  corner  of  State  street  and  Boerum  place 
may,  however,  be  occupied  by  the  present  tenants  for  a 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  on  condition  that  in  all  other  respects  the 
requirements  of  the  resolution  adopted  by  the  Board 
on  June  24,  1941,  shall  be  complied  with  and  in  addition 
thereto  there  shall  he  installed  an  approved  thermo¬ 
static  alarm  system  throughout  the  portion  of  the  prem¬ 
ises  to  the  north  between  the  fire  wall  and  State  street 
on  all  stories  but  including  the  complete  1st  story  and 
cellar  from  State  street  to  Schermerhorn  street  with 
connection  to  fire  headquarters  through  an  approved 
central  district  station.” 


VARIATIONS  OF  THE  LABOR  LAW 

150-42-S. 

!  APPLICANT — T.  Sklar  Manufacturing  Company,  Incor¬ 
porated,  lessee,  for  Sklarwood  Realty  Corporation, 
owner. 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 38-04  Woodside  avenue  (for¬ 
merly  known  as  38-04  53rd  street),  southwest  cor¬ 
ner  of  Barnett  avenue  (Block  No.  116,  Lot  No.  21 
old  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Herman  Mendes. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  March  3,  1942  at 
2  P.  M.  at  applicant’s  request. 


88-42- S. 

APPLICANT — William  H.  Fuhrer  for  Lehrad  Realty  Cor¬ 
poration,  for  Martha  Adler,  owner  (Sam  Adler, 
Incorporated,  lessee). 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 447-457  East  133rd  street,  north 
side,  195  ft.-  west  of  Brown  place  and  130  Eastern 
boulevard  (Block  No.  2278,  Lots  Nos.  64  to  69, 
inclusive),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  H.  Fuhrer. 

For  Administration :  Albert  Rader,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  withdrawn,  in  view  of 
action  taken  on  Cal.  No.  289-40-BZ. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


730-41-S. 

APPLICANT — Vincent  S.  Todaro,  for  Sonabend  and  Katz, 
Incorporated,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 127-137  Wallabout  street,  north 
side,  49  ft.  in.  east  of  Middleton  street  (Block 
No.  2239  Lot  No.  3),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Vincent  S.  Todaro. 

For  Administration :  Thos.  A.  Larkin,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  egative :  .  0 

THE  RESOLUTION— 

(730-41-S) 

Whereas,  Vincent  S.  Todaro,  for  Sonabend  and  Katz, 
Inc.,  owner,  filed  on  August  14,  1941  an  application  for  a 
variation  from  the  requirements  of  the  Labor  Law  as  cited 
in  an  order  and  decision  of  the  fire  commissioner;  premises 
127-137  Wallabout  street,  north  side,  49  ft.  5J4  in.  east  of 
Middleton  street  (Block  No.  2239,  Lot  No.  3),  Borough  of 
Brooklyn;  and 

Whereas,  order  No.  6736-LF  issued  by  the  fire  commis¬ 
sioner  June  24,  1941  reads: 

“2.  Arrange  all  iron  bars  on  wire  mesh  screen  on  all 
windows  on  1st  and  2nd  stories  so  as  to  be  readily  mov¬ 
able  or  removable  from  both  sides  in  such  a  manner  as 
to  afford  the  free  and  unobstructed  use  of  such  windows 
for  the  purposes  of  egress  as  per  Section  272  of  the 
Labor  Law.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  August  4,  1941 ;  and 
Whereas,  the  applicant  states  that  the  building  is  4 
stories  (50  ft.)  in  height;  125  ft.  by  70  ft.  4  in.  irregular  in 
area;  of  Class  3  construction;  located  in  an  unrestricted  use 
district;  erected  prior  to  1913;  and  occupied:  cellar,  stor¬ 
age,  no  persons;  1st  floor,  shipping  room,  machine  shop,  65 
persons ;  2nd  floor,  office  and  factory,  74  persons ;  3rd  floor, 
factory,  65  persons;  4th  floor,  factory,  65  persons.  Certifi¬ 
cate  of  Occupancy  No.  104191  issued  January  20,  1942  per¬ 
mits  the  present  use  and  occupancy.  The  building  is  equipped 
with  a  sprinkler  system,  standpipe  system  and  interior  fire 
alarm  system.  No  fire  drills  are  maintained.  There  is  one 
3  ft.  8  in.  fireproof  stairs  at  the  front  of  the  building  which 
does  not  lead  to  roof  but  leads  direct  to  street  and  there 
are  two  fire  escapes,  one  at  the  Middleton  street  front  and 
one  at  the  Wallabout  street  front  which  extend  to  roof  by 
ladder  and  to  street  by  a  counterbalanced  ladder.  Windows 
on  the  course  of  the  fire  escapes  are  fireproof.  Adjoining 
roofs  are  not  accessible  for  egress.  There  are  29  windows 
affected  on  the  1st  floor  in  the  shipping  room  and  machine 
shop;  and 

Whereas,  the  applicant  contends  that  all  of  the  windows 
on  the  2nd  floor  have  been  arranged  to  comply  with  the 
order  as  have  been  17  of  the  windows  on  the  1st  floor  and 
that  compliance  with  the  order  would  result  in  substantial 
damage  by  reason  of  acts  of  vandalism;  that  in  the  past, 
the  owners  have  found  as  many  as  60  windows  broken  after 
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a  week-end  and  as  a  result  of  such  experience  have  been 
compelled  to  install  the  wire  screens  in  question. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  of  the  fire  commissioner,  Order 
No.  6736-LF,  Objection  No.  2,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  screens  or 
guards  shall  be  entirely  removed  on  the  second  floor,  and 
on  the  first  floor  shall  be  made  to  hinge  and  swing  out¬ 
wardly,  as  indicated  for  such  windows  as  are  so  shown  on 
plans  filed  with  this  appeal  marked  “Received  February  10, 
1942’’;  that  the  existing  exits  shall  be  maintained;  that  the 
housekeeping  conditions  shall  be  maintained  to  the  satisfac¬ 
tion  of  the  fire  commissioner ;  that  all  other  items  of  the 
order  or  any  other  pending  order  shall  be  complied  with; 
that  the  standpipe  system,  sprinkler  system  and  interior  fire 
alarm  system  shall  be  maintained  to  the  satisfaction  of  the 
fire  commissioner;  that  such  portable  fire  fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


882-41 -S. 

APPLICANT — Lama  and  Proskauer,  for  Beckie  Laibson, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  the  calendar — re  Variation  of  the 
Labor  Law  as  cited  in  a  decision  of  the  borough 
superintendent  (previously  withdrawn). 

PREMISES  AFFECTED — 2-4  Wyckoff  avenue,  southwest 
corner  of  Jefferson  street  (Block  No.  3176,  Lot 
No.  34),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  restored  to  calendar 


and  granted  on  condition. 

THE  VOTE  TO  RESTORE  TO  CALENDAR— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  VOTE  T<3  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION— 

(882-41 -S) 

Whereas,  this  application  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
borough  superintendent,  premises  2-4  Wyckoff  avenue, 
southwest  corner  of  Jefferson  street  (Block  No.  3176,  Lot 
No.  34),  Borough  of  Brooklyn,  was  withdrawn  February 
3,  1942;  and 

Whereas,  the  applicant  requested  reopening  of  the  appli¬ 
cation  and  consideration  by  the  Board ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  4400/41  dated  October  14,  1941,  reads: 

“2.  Comply  with  section  270  of  the  Labor  Law  as  to 
providing  two  fireproof  stairways.” 
and  , 

Whereas,  the  applicant  states  that  the  building  is  1  and 
2  stories  (28  ft.  6  in.)  in  height;  50  ft.  1J4  in-  by  91  ft. 
1  in.  in  area  at  first  floor  and  50  ft.  1J4  in.  bv  36  ft.  8  in. 
in  area  at  second  floor ;  of  Class  3  construction ;  erected  in 
1934;  located  in  an  unrestricted  use  district;  and  used  as 
follows :  first  floor,  laundry  and  boiler-room,  40  persons ; 
mezzanine,  office,  2  persons.  It  is  proposed  to  be  used  as 
follows:  first  floor,  laundry  and  boiler-room,  40  persons; 
mezzanine,  office,  2  persons;  second  floor,  laundry,  15  per¬ 
sons.  The  building  will  be  equipped  with  one  3  ft.  8  in. 


iron  stairs,  enclosed  in  fireproof  blocks,  equipped  with  fire¬ 
proof  doors  and  one  fire  escape  on  the  Wyckoff  avenue 
front  extending  to  roof  by  ladder  and  to  street  by  counter¬ 
balanced  stairs  with  windows  on  the  course  thereof  fire¬ 
proof  and  self-closing.  Certificate  of  Occupancy  No.  73092 
issued  March  9,  1934  permits  the  use  of  the  first  floor  as 
wet  wash,  laundry  and  boiler-room,  20  persons ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 

install  an  additional  story  35  ft.  by  48  ft.  in  area,  to  be 

used  in  conjunction  with  the  laundry  on  the  first  floor; 
that  in  view  of  fact  that  all  machinery  is  located  on  the 
first  floor,  permission  is  requested  to  use  the  counterbal¬ 
anced  ladder  attached  to  the  fire  escape  as  a  secondary 

means  of  egress  as  shown  on  plans  filed  with  the  borough 

superintendent;  that  it  is  also  proposed  to  provide  one  iron 
stairs  enclosed  in  6  in.  terra  cotta  blocks  leading  directly 
to  the  street  as  well  as  a  scuttle  leading  to  roof  with 
double  rung  iron  ladder. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  4400-41,  Obj.  No.  2,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
primary  means  of  exit  from  the  proposed  2nd  story  shall 
comply  with  all  requirements  therefor  and  that  the  second¬ 
ary  means  of  exit  from  the  2nd  story  may  be  an  exterior 
fire  escape  with  counter-balanced  ladder  to  the  street  lo¬ 
cated  as  indicated  on  plans  marked  “Received  February  17, 
1942” ;  that  the  building  shall  not  be  further  increased  in 
height  or  area;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


521-37-S. 

APPLICANT — Office  of  Arthur  D.  Koppel,  for  Loutherm 
Operating  Corporation,  owner. 

SUBJECT  —  Application  for  reopening — reopening  and 
amendment  of  resolution  based  on  new  proposal — 
re  Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED — 2999  Third  avenue,  west  side, 
51.44  ft.  north  of  East  154th  street  and  698-700 
Elton  avenue  (Block  No.  2376,  Lot  Nos.  51  and 
52),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Emanuel  M.  Glick  and  Irving  N. 
Claremon. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn  .  4 

Negative:  .  0 


THE  RESOLUTION— 

(521-37-S) 

Whereas,  this  application  for  a  variation  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  commissioner  of  buildings, 
affecting  premises  698-700  Elton  avenue  and  2999  Third 
avenue,  west  side,  51.44  ft.  north  of  East  154th  street  (Block 
No.  2376,  Lot  No.  51),  Borough  of  The  Bronx,  was  granted 
by  the  Board  July  12,  1938,  on  certain  conditions;  and 

Whereas,  Office  of  Arthur  D.  Koppel,  for  Loutherm  Op¬ 
erating  Corporation,  owner,  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  12,  1938  so 
that  as  amended  the  resolution  shall  read: 

“That  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of _  the 
Labor  Law,  as  cited  in  a  decision  of  the  commissioner 
of  buildings,  in  acting  on  Objection  4,  Alt.  Applic.  No. 
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743-37,  and  that  the  application  be  and  it  hereby  is 
granted  on  condition  that  no  door  to  an  approved  exit 
on  the  upper  floors  shall  be  farther  than  60  ft.  from  any 
portion  of  the  floor  area;  that  one  stairway  shall  exit 
to  Third  avenue  and  one  to  Elton  avenue  and  that  in  all 
other  respects  the  building  and  occupancy  shall  comply 
with  the  Labor  Law  and  all  other  laws,  rules  and  regu¬ 
lations  applicable  thereto  except  that  the  enclosures 
around  the  stairway  in  compliance  with  section  270  of 
Subdivision  4  of  the  Labor  Lazv  may  be  accepted  for 
such  enclosures  and  are  of  the  type  approved  for  one 
hour  fire  test  zvith  doors  thereto  approved  for  54  hour 
test.” 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

771-41-SA. 

APPLICANT — Jackson  Oil  Burner  Company,  owner. 
SUBTECT — Jackson  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Applicant:  L.  A.  Root. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(771-41-SA) 

Whereas,  Jackson  Oil  Burner  Company,  owner,  filed  on 
September  8,  1941,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
the  Jackson  Oil  Burner;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

February  18,  1942. 

Re:  Cal.  No.  771-41-SA. 

Subject:  Jackson  Oil  Burner,  approval  of. 

The  Jackson  Oil  Burner  Co.  of  Detroit,  Mich,  filed 
September  8,  1941  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Jackson  Oil 
Burner  under  the  provisions  of  C19-57  Administrative 
Code  and  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals. 

This  is  a  vertical  gun-type  oil  burner  consisting  of  a 
cast  iron  base  on  which  is  mounted  a  Webster  Fuel 
Pump,  a  Torrington  Fan,  Webster  Transformer,  and 
G.  E.  motor.  A  special  air  mixing  chamber  is  provided 
in  the  center  of  which  a  monarch  nozzle  is  mounted  on 
the  end  of  a  nozzle  stem.  Surrounding  the  nozzle  is  a 
cast  iron  tube  with  fins  for  directing  and  dividing  the 

air.  ,  , , 

On  top  of  the  air-mixing  chamber  is  a  cast  iron  blast 
tube  ring  and  on  this  ring  a  cast  reinforced  insulated 
hearth  is  placed.  The  air  is  carried  to  the  air-mixing 
chamber  through  dual  air  tubes.  Dampers  or  adjustable 
turbulators  adjust  the  flow  of  air. 

This  burner  was  inspected  and  tested  by  the  Com¬ 
mittee  on  Tests  of  the  Board  at  2555  3rd  ave.,  N.  Y.  C. 
and  operated  without  any  puff  backs  or  carbon  deposits. 
The  CO2  in  the  flue  gas  was  tested  and  was  found  to  be 
lU/2'%  without  any  smoking  throughout  the  operating 
range  of  the  burner. 

The  controls  consist  of  a  Minneapolis  Honeywell 
Pressuretrol  P404-A,  Aquatherm  T-11A,  Protecto- 
Relay  R117-A  and  Aquastat  La  119B  (for  hot  air  fur¬ 
naces).  Upon  turning  off  oil  supply  the  burner  shut 
down  in  90  seconds.  All  parts  of  the  burner  have  been 
previously  approved. 


This  burner  has  been  approved  by  the  Underwriters’ 
Laboratories,  Misc.  Pet.  1326,  Applic.  No.  40C1408A. 

On  the  basis  of  the  inspection  and  test  it  is  recom¬ 
mended  that  the  Jackson  Oil  burner  be  approved  for 
use  in  domestic  and  commercial  installations  with  fuel 
oil  not  heavier  than  #3  when  installed  in  accordance 
with  the  Oil  Burner  Rules  of  the  Board  of  Standards 
&  Appeals  provided  the  device  has  a  label  permanently 
affixed  reading :  “Approved  by  the  Board  of  Standards 
&  Appeals  for  use  in  New  York  City  under  Cal.  No. 
771-41-SA  ” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Jackson  Oil 
Burner,  on  condition  that  the  appliance  be  manufactured, 
installed,  and  labelled,  stamped  or  tagged  in  accordance  with 
above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
727-41-SM. 

APPLICANT — Wilbur  and  Williams  Company,  owner. 
SURTECT — Totrust  (Rust  Preventive  Paint),  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

N  egative :  .  0 

THE  RESOLUTION— 

(727-41-SM) 

Whereas,  Wilbur  and  Williams  Company,  owner,  filed  on 
August  8,  1941,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Totrust 
(Rust  Preventive  Paint)  ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

Februarv  4,  1942. 

Re:  Cal.  No.  727-41-SM. 

Subject:  Totrust  (Rust  Preventive  Paint). 

The  Wilbur  and  Williams  Company  of  Boston,  Massa¬ 
chusetts  filed  an  application  on  August  8,  1941  with  the 
Board  of  Standards  and  Appeals  for  the  approval  of 
their  material  known  as  Totrust  as  a  protection  to 
structural  steel  under  the  provisions  of  C26-178.0,b  and 
C26-522.0  of  the  Administrative  Code. 

This  material  consists  of  a  chemically  treated  non¬ 
mineral  oil  which  has  the  faculty  of  penetrating  into 
rusted  pits,  driving  out  any  hydrogen  or  oxygen  atom 
which  may  be  present,  and  sealing  in  around  the  rusted 
particles,  forming  a  hard  continuous  surface  integral 
with  the  metal  itself.  When  used  clear  as  a  primer, 
it  contains  no  pigment,  it  is  not  conducive  to  electrical 
action  as  in  the  case  of  a  pigmented  paint.  When  it 
contains  no  resin  it  does  not  become  brittle  or  tend 
to  chip  or  crack,  because  it  oxidizes  in  the  air  and 
forms  a  hard  film  on  which  further  coats  of  oil  paints 
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can  be  applied.  Totrust  in  varying  colors  is  composed 
as  follows : 

RED— 

Pigment,  22%  Vehicle,  78% 

Pigment — sesquioxide  of  iron,  60%,  suspending  pig¬ 
ments,  40% ;  resins,  46% ;  volatile  thinners  and 
dryers,  54% ;  Percentage  of  non-volatile,  46% 
Weight,  8.6  lbs.  per  gallon 
LIGHT  GRAY  #  10- 

Pigment,  50%  Vehicle,  50% 

Pigment — zinc  sulphide,  98%,  carbon  black  tin,  2% 
Vehicle — specially  processed  oils  and  synthetic 
resins,  52%  ;  volatile  dryers  and  thinners,  48% 
Percentage  of  non-volatile,  52% 

Weight — 11.75  lbs.  per  gallon 
MACHINE  GRAY— 

Pigment,  31%  Vehicle,  69% 

Pigment — zinc  sulphide  76%,  calcium  carbonate 
22%,  carbon  black  1.5%,  ferric  ferrocyainide, 
0.5% 

Vehicle — specially  processed  oils  and  synthetic 
resins,  41%  ;  volatile  dryers  and  thinners,  59% 
Percentage  of  non-volatile,  41% 

Weight — 9.4  lbs.  per  gallon 
BLACK— 

Pigment,  5%  Vehicle,  95% 

Pigment — carbon  black,  100% 

Vehicle — specially  processed  oils  and  synthetic 
resins,  38% ;  volatile  dryers  and  thinners,  62% 
Percentage  of  non-volatile,  38% 

Weight,  7.5  lbs.  per  gallon 
WHITE— 

Pigment,  58%  Vehicle,  42% 

Pigment — zinc  sulphide  85%,  magnesium  silicate 
15% 

Vehicle — specially  processed  oils  and  synthetic 
resins,  60% ;  volatile  dryers  and  thinners,  40% 
Percentage  of  non-volatile,  60% 

Weight,  13.00  lbs.  per  gallon 
GREEN 

Pigment,  27%  Vehicle,  73% 

Pigment— zinc  sulphide,  41%  ;  chrome  green,  7.6%  ; 
chrome  yellow,  5.5% ;  ochre,  13.3% ;  carbon, 
0.4% ;  suspending  inert  pigments,  32.2% 
Vehicle — specially  processed  oils  and  synthetic 
resins,  49%;  volatile  thinners  and  dryers,  51% 
Percentage  of  non-volatile,  49% 

Weight,  9.0  lbs.  per  gallon 
CLEAR  (unpigmented) — 

Pigment,  0%  Vehicle,  100% 

Vehicle — specially  processed  oils  and  synthetic 
resins,  45% ;  volatile  dryers  and  thinners,  55% 
Percentage  of  non-volatile,  45% 

Weight — 7.18  lbs.  per  gallon 

Raw  materials  consist  of  two  major  items:  1.  Pig¬ 
ment  ;  2.  Liquids. 

All  pigments  are  analyzed  by  the  laboratory  main¬ 
tained  at  the  plant  of  the  company,  and  tested  for 
standardization  with  respect  to  specific  gravity  and 
coloration  strength.  A  sample  is  taken  from  each  pack¬ 
age  received  at  the  plant. 

Liquids  are  tested  against  standard  specifications  for 
color  viscosity  and  in  the  case  of  varnish,  oil  lertgth. 
A  sample  is  taken  from  each  package  received  at  the 
plant. 

All  raw  materials  are  mixed  according  to  an  exact 
formula.  The  pigments  are  first  mixed  to  a  paste  with 
addition  of  a  small  amount  of  vehicle  and  mixed  for  a 
predetermined  period  of  time  in  a  “bulldog”  mixer  with 
the  vehicle  slowly  being  added.  This  paste  is  then 
ground  in  a  three-roller  mill  to  insure  fineness  and  even¬ 
ness  of  grind.  Resulting  paste  is  then  put  in  a  portable 
mixing  tank  to  which  the  balance  of  the  vehicle  is 
added.  The  mixing  tank  is  then  brought  under  a  power 
paddle  and  mixed  for  a  predetermined  period  of  time. 


The  resulting  mixture  is  then  piped  through  an  agitated 
strainer  from  which  the  material  passes  by  gravity  to 
the  Filling  Room  where  containers  are  filled  and  checked 
both  by  volume  and  by  weight. 

The  product  is  packed  in  drums,  J4  drums,  5  gallon 
kits,  and  gallons.  Each  size  is  closed  and  sealed  me¬ 
chanically  and  all  containers  are  stamped  with  a  code 
number  indicating  the  batch  number. 

TESTS. 


Tests  were  performed  at  the  Clapp  Laboratories,  Dux- 
bury,  Mass,  with  results  as  follows : 

A  sample  is  taken  from  each  batch  as  manufactured, 
is  coded  with  the  batch  number  and  this  is  tested  by  the 
laboratory  before  the  batch  is  released  to  the  shipping 
department.  Each  sample  is  tested  for  color,  for  vis¬ 
cosity  and/or  consistency  and  for  weight. 

1.  A  panel  12"  x  6"  x  of  mild  steel  which  has 
been  submerged  in  salt  water  for  several  months  and 
completely  covered  with  a  heavy  deposit  of  corrosion 
products  was  cleaned  with  a  wire  brush  and  all  scaling 
material  removed.  The  panel  was  then  soaked  in  fresh 
water  for  1  hour.  It  was  removed  from  the  water,  the 
excess  water  allowed  to  drain,  and  then  immediately 
painted  with  one  coat  of  Wilbur  and  Williams  “totrust.” 
After  a  24  hours  drying  period  a  small  section  of  the 
painted  area  was  sanded  and  examined  under  a  high 
magnification  binocular.  No  moisture  was  noted  under 
the  paint  film  and  from  all  of  the  observations  made,  the 
paint  film  had  penetrated  into  the  rust  pits  and  a  firm 
adhesive  bond  had  been  formed. 

2.  A  panel  of  copper  was  painted  with  one  coat  of 
Wilbur  &  Williams  “Totrust”  and  allowed  to  dry  for 
24  hours.  It  was  then  placed  in  a  gas  oven  and  heated 
for  15  minutes  at  a  temperature  of  600°  F.  The  panel 
was  removed  and  immediately  submerged  in  cold  water 
at  a  temperature  of  52°  F.  No  evidence  of  failure  of 
the  paint  film  could  be  found. 

3.  One  coat  of  Wilbur  &  Williams  “Totrust”  was 
applied  to  several  copper  panels,  4"  x  14".  This  was 
allowed  to  dry  for  8  days.  At  the  end  of  this  time,  the 
panel  was  bent  around  a  lead  pencil  held  in  a  vise.  No 
evidence  of  cracking  was  noticed.  This  is  a  more  severe 
test  than  could  be  obtained  by  allowing  the  paint  to  dry 
for  the  entire  14  days. 

RECOMMENDATION. 


On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  Totrust  herein  speci¬ 
fied,  as  manufactured,  of  the  specifications  contained  by 
Wilbur  and  Williams  Company,  Boston,  Massachusetts 
for  use  as  a  protective  coat  for  structural  steel  columns 
under  the  provisions  of  C26-524.0  Administrative  Code 
(8.6.2.12  BC)  for  use  in  structures  of  Class  1  and  2 
construction,  provided  that  the  steel  shall  be  protected 
with  fireproof  material  as  required  by  Sec.  C26-611.0 
Administrative  Code  (10.2.1  BC)  and  be  approved  under 
the  provisions  of  C26-552  Administrative  Code  (8.6.2.10, 
subdiv.  a,  b,  c)  for  painting  of  structural  stt  1  provided 
that  the  material  be  compounded  in  accordance  with  the 
formulas  herein  contained  and  that  the  container  of  the 
material  shall  bear  a  label  permanently  affixed  reading, 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
Use  in  New  York  City  Under  Cal.  No.  727-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM, 

Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 


226 


MINUTES 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reby  approve  the  material  known  as  Totrust  (Rust  Pre- 
ntive  Paint),  on  condition  that  the  material  be  manufac- 
red,  installed  and  labelled,  stamped  or  tagged  in  accord - 
ce  with  above  report. 


8-41 -SM. 

PPLICANT — American  Radiator  and  Standard  Sanitary 
Corporation,  owner;  D.  J.  Keefe,  agent. 

JBJECT— American  Radiator  and  Standard  Sanitary  Cor¬ 
poration  HK-15755  Vacuum  Breaker,  approval  of. 
PPE ARAN  CES — 

For  Applicant:  John  J.  Mulholland. 

CTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

HE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

HE  RESOLUTION— 

(798-41-SM) 

Whereas,  American  Radiator  and  Standard  Sanitary 
orporation,  owner,  filed  on  September  18,  1941,  an  appli- 
ition  with  the  Board  of  Standards  and  Appeals  for  ap- 
•oval  of  the  material  known  as  the  American  Radiator 
id  Standard  Sanitary  Corporation  HK-15755  Vacuum 
reaker ;  and 

Whereas,  this  material  w'as  submitted  to  the  Committee 
i  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

February  18,  1942. 

Re :  Cal.  No.  798-41-SM 

Subject:  American  Radiator  and  Standard  Sanitary 
Corporation  HK  15755  Vacuum  Breaker,  approval 

of. 

The  American  Radiator  and  Standard  Sanitary  Cor¬ 
poration  of  New  York  City  filed  September  18,  1941 
an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  American  Radiator  and 
Standard  Sanitary  Corporation  HK  15755  Vacuum 
Breaker  under  the  provisions  of  C26-1277.0,h  Admin¬ 
istrative  Building  Code. 

The  mechanical  principle  of  this  unit  which  is  de¬ 
signed  as  a  pressure  type  vacuum  breaker,  utilizes  a 
bakelite  disc  which  under  internal  hydrostatic  pressure 
is  raised  against  a  bakelite  cylinder  equipped  with  a 
rubber  facing  against  the  air  port,  and  when  the  in¬ 
ternal  hydrostatic  pressure  is  removed  or  vacuum  oc¬ 
curs  in  the  supply  piping,  the  disc  and  cylinder  drop 
against  a  slotted  seat  acting  as  a  deterrent  check  valve. 

The  unit  was  inspected  and  tested  at  the  test  bench 
of  the  Department  of  Water  Supply,  Gas  and  Elec¬ 
tricity  at  32  Vandewater  St.  lanuary  14,  1942.  Pres¬ 
ent  at  the  test  were  representatives  of  the  Board  of 
Standards  &  Appeals,  the  Department  of  Water  Sup¬ 
ply,  Gas  &  Electricity  and  the  manufacturer.  The  unit 
was  subjected  to  2854"  HG.  Vacuum  without  any  simu¬ 
lated  contaminated  water  being  forced  back  into  the 
riser  and  also  successfully  withstood  five-minute  dura¬ 
tion  tests  under  HG  vacuum  ranging  from  10  inch  to 
25  inch.  This  unit  also  functioned  perfectly  under  a 
minimum  pressure  of  5  pounds  without  permitting  anv 
escape  of  water  through  the  airport. 

On  the  basis  of  these  tests  it  is  recommended  that 
the  American  Radiator  and  Standard  Sanitarv  Corpo¬ 
ration  HK  15755  Vacuum  Breaker  be  approved  for  use 
in  New  York  City  under  the  provisions  of  C26-1277.0,h 
provided  that  the  material  be  installed  in  accordance 
with  the  requirements  of  the  Administrative  Code  and 
that  the  material  bear  a  label  permanently  affixed  read  ¬ 
ing:  “Approved  by  the  Board  of  Standards  and  Ap¬ 


peals  for  use  in  New  York  City  under  Cal.  No.  798- 
41-SM”  or  in  lieu  thereof  within  a  circle  around  the 
periphery  thereof  at  the  top  the  word  “Approved”  along 
the  bottom  “B.  S.  &  A.”  in  the  centre  two  lines,  upper 
line  reading  “N.  Y.  C.”,  lower  line  reading  “798-41- 
SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ma¬ 
terial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  American  Radi¬ 
ator  and  Standard  Sanitary  Corporation  HK-15755  Vacuum 
Breaker,  on  condition  that  the  material  be  manufactured, 
installed  and  labelled,  stamped  or  tagged  in  accordance  with 
above  report. 

108-16-SR. 

APPLICANT — Dr.  John  Grimley,  Deputy  Commissioner, 
Department  of  Hospitals,  City  of  New  York. 
SUBJECT- — Interior  Fire  Alarm  Rules — interpretation  of — - 
Rule  14.1. 

APPEARANCES— 

For  Applicant :  Edwd.  J.  Quinn  and  Henry  J. 
Fagan. 

For  Administration :  Richard  Lent,  Fire  Dept. 
ACTION  OF  BOARD — Rules  interpreted. 

THE  VOTE  TO  INTERPRET  RULES— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION— 

(108-16-SR) 

Whereas,  the  question  has  arisen  regarding  the  interpre¬ 
tation  of  Rule  Number  14.1  as  to  whether  the  permission 
therein  to  make  use  of  an  interior  fire  alarm  system  for 
dismissals  would  permit  such  use  in  connection  with  air 
raid  signals  during  the  War  Emergency. 

Resolved,  that  in  the  opinion  of  the  Board,  Rule  14.1  may 
be  interpreted  to  include  the  proposed  use  in  connection 
with  air  raid  alarms  during  the  War  Emergency  under 
such  conditions,  applying  to  such  building  or  group  of 
buildings  in  which  an  interior  fire  alarm  is  reouired  by  law 
to  be  installed  and  maintained  as  the  Fire  Commissioner 
shall  determine:  that  no  devices  not  dulv  approved  shall  be 
used  in  connection  with  the  system  and  no  changes  shall  be 
made  or  incorporated  that  would  be  inconsistent  with  th^ 
requirements  for  an  interior  fire  alarm  system  or  would 
impair  or  jeopardize  its  efficiency  or  purpose. 


Adjourned,  5 :20  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


SPECIAL  MEETING 

THURSDAY  MORNING,  FEBRUARY  26,  1942 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Commissioner  Blum. 


RULES. 

784-41-SR. 

SUBJECT — Proposed  Rules  for  Erection,  Alteration,  Re¬ 
pair,  Excavation  for  and  Demolition  of  Buildings, 
adoption  of. 
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MINUTES 


APPEARANCES— 

William  G.  Wheeler,  Michael  F.  Pinto,  Larry 
Truchan,  Charles  Denning,  Godfrey  P.  Schmidt, 
Arthur  C.  Bang,  John  J.  Brennan,  George 
Keogh  and  Charles  W.  Hanson. 

ACTION  OF  BOARD — Hearing  closed.  Board  to  take 
Rules  under  advisement  and  for  further  considera¬ 
tion;  no  date  set. 


Adjourned,  10:15  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  February  10,  1942,  as  they  appeared  in 
Bulletin  No.  7,  Vol.  27,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION— 

(66-42- A) 

Whereas,  De  Pace  and  Juster,  for  Anthony  D’Angelo, 
owner,  filed  on  January  19,  1942  an  appeal  from  the  decision 
of  the  borough  superintendent,  premises  1245  Choctaw 
place,  north  side,  100  ft.  west  of  Seminole  avenue  (Block 
No.  4278,  Lot  No.  20),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  869/41,  dated  January  10,  1942,  reads : 

“4.  Frame  construction  inside  fire  limits  prohibited 
by  Sec.  4.1.2. 

Note:  Porches  and  entrance.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  2 Yi  stories  (30  ft.)  in  height;  45  ft.  4  in.  by  33  ft. 
4  in.  in  area  at  first  floor  and  34  ft.  10  in.  by  33  ft.  4  in. 


in  area  at  second  floor;  of  Class  3  construction;  located  in 
a  residence  use  C  area  district;  and  occupied  as  a  1  family 
dwelling  with  1  car  accessory  garage;  the  attic  story  to  be 
vacant;  and 

Whereas,  the  applicant  contends  that  the  only  frame 
construction  involved  consists  of  the  rear  wood  open  porch 
and  steps,  front  entrance  feature  and  side  open  porch;  that 
this  work  is  of  ornamental  character,  typical  of  Colonial 
design  and  decoration;  that  the  building  will  be  constructed 
of  brick  exterior  walls  and  be  used  as  a  1  family  dwelling 
and  is  not  required  to  be  fireproof  under  the  Code;  and 

Whereas,  an  examination  of  N.  B.  Applic.  869/41  filed 
with  the  borough  superintendent  indicates  that  the  proposed 
dwelling  will  be  located  on  a  lot  50  ft.  by  84  ft.  in  area  and 
will  be  set  back  from  the  Choctaw  place  building  line  a 
distance  of  15  ft.  into  which  set-back  front  entrance  and 
steps  and  bay  windows  will  project  for  approximately  10  ft. 
A  side  yard  will  be  provided  along  the  easterly  lot  line  a 
distance  of  11  ft.  2  in.  in  width  which  will  be  occupied  by 
the  garage  on  the  basement  story  and  an  open  porch  at  the 
first  story  level  to  within  8  in.  of  the  side  lot  line.  The 
main  building  will  be  set  back  from  the  easterly  lot  line  a 
distance  of  11  ft.  2  in.  A  side  yard  will  be  provided  along 
the  westerly  lot  line  4  ft.  in  width  into  which  a  chimney 
breast  will  project.  The  rear  yard  will  be  35  ft.  8  in.  in 
depth,  except  for  the  projection  of  the  rear  frame  porch 
for  a  distance  of  6  ft.  with  3  ft.  steps  leading  thereto. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.  B.  Applic.  No.  869-41,  Objection  No.  4,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  as  to  the  wood  construction,  on  condition  that  no 
building  or  structure  is  placed  on  the  adjoining  lot  to  the 
east  within  a  distance  of  20  feet  from  the  common  lot 
line;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


*  Correction— the  words  “on  the  open  porch  to  the  north” 
omitted  in  lines  45  and  46  of  the  resolution  and  the  word 
“north”  changed  to  "east”  in  line  47  of  resolution. 


NOTICE 

FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  .  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
fding  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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336-37-BZ,  594-37-BZ,  1023-40-BZ,  881-40-A,  1098-41-A, 
79-42-A,  1000-41-A,  1061-41-A,  42-42-A,  64-42-A,  65- 
42-A,  91-42-A,  100-42-A,  127-42-A,  164-42-A,  123-42-S, 
134-42-S  and  150-42-S. 

Corrections  Affecting  Calendar  Numbers  626-39-A  and 
19-42-S. 

Rules  for  Liquefiers  used  to  convert  solid  carbon  dioxide 
to  a  liquid  and/or  a  gas. 

Smoking  in  Factories,  Rules  for. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  ap  to  March  3,  1942. 

Cal.  No.  Department  Premises  Affected 

161 -42- A . F.D . 617-635  Van  Sinderen  avenue, 

east  side,  100  ft.  north  of 
Newport  avenue  (Block  No. 
3833,  Lot  No.  6),  Borough  of 
Brooklyn. 

6263-L.  F.  and  Decisions. 


169-42- A . H.B.Bx..  .  1743  Hobart  avenue,  west  side, 

150  ft.  south  of  Buhre  avenue 
(Block  No.  4170,  part  of  Lot 
No.  38),  Borough  of  The 
Bronx. 

Amendment  to  Alt.  578-41. 


1 70-42- SM . Inselbric,  manufactured  by  Tones 

and  Brown,  Incorporated. 

Material. 


1 62-42- S . H.B.M..  .  .520  Broadway,  east  side,  51  ft.  2 

in.  south  of  Spring  street 
(Block  No.  483,  Lot  No.  15), 
Borough  of  Manhattan. 
Amendment  to  Alt.  2662-41. 


103-42- A . H.B.Q _ 11-01  to  11-15  47th  avenue  (8th 

street),  and  46-49  to  46-53 
11th  street  (East  avenue), 
northeast  corner  (Block  No. 
56,  Lot  Nos.  18,  21,  23  and 
23),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

M-Applic.  721-42. 


104-42-A . H.B.Bx..  .1-11  West  Fordham  road  and 

2465  Jerome  avenue,  north¬ 
west  corner  (Block  No.  3200, 
Lot  No.  23),  Borough  of  The 
Bronx.  Amendment  to  E.  S. 

Applic.  635-41. 


165-42-A . H.B.B _ 691  Fifth  avenue,  southeast  cor¬ 

ner  of  21st  street  (Block  No„ 
897,  Lot  No.  9),  Borough  of 
Brooklyn 

F.  S.  Applic.  73-42. 


1 66-42- BZ . H.B.B _ 575-579  Jerome  street,  east  side, 

200  ft.  north  of  Livonia  ave¬ 
nue  (Block  No.  4078,  Lot 
Nos.  12,  13  and  14),  Borough 
of  Brooklyn.  B.  N.  2375-40. 


171-42- A . H.B.Q _ 60-29  Catalpa  avenue,  north  side, 

169.10  ft.  west  of  60th  lane 
(Block  No.  3514,  Lot  No. 
,  «  -  ■  47),  Ridgewood,  Borough  of 

Queens.  M-Applic.  395-42. 


172-42-A . H.B.Bx..  .1911  Hobart  avenue,  west  side, 

57.14  ft.  north  of  Morris 
Park  avenue  (Block  No.  4234, 
Lot  No.  59),  Borough  of  The 
Bronx.  Alt.  1193-41. 


173-42-A . F.D . 40-30  23rd  street,  west  side,  100 

ft.  north  of  41st  avenue 
(Block  No.  409,  Lot  No.  38), 
Long  Island  City,  Borough  of 
Queens. 

89784-C  and  Decision. 


Restored  to  Calendar. 

1 106-17-BZ . H.B.B...H37  Jefferson  avenue,  north  side, 

450  ft.  west  of  Nostrand  ave-  ■ 
nue  (Block  No.  1827,  Lot  No. 
82),  Borough  of  Brooklyn. 

B.  N.  2745-41. 


1 492-39- BZ . H.B.B 632-636  Ralph  avenue,  1181-1201 

East  New  York  avenue, 
northwest  corner  and  1924- 
1946  Union  street,  southwest 
corner  of  Ralph  avenue 
(Block  No.  1405A  (1399), 
Lot  No.  125),  Borough  of 
Brooklyn. 

Amendment  to  B.  N.  8108-39. 


167-42-A . H.B.B _ 1244-1246  Bedford  avenue,  west 

side,  203  ft.  4  in.  north  of 
Fulton  street  (Block  No. 
2000,  Lot  No.  27),  Borough  of 
Brooklyn.  B.  N.  349-42. 


168-42-BZ . H.B.Q _ 168-03  to  168-11  Hillside  avenue 

and  87-49  to  87-59  168th  street, 
northeast  corner  (Block  No. 
9840,  Lot  No.  1),  Jamaica, 
Borough  of  Queens. 

Misc.  Applic.  436-42. 


691-41-BZ . H.B.Q..  .  .178-08  Wexford  terrace,  and 

87-05  Edgerton  boulevard, 
southeast  corner  (Block  No. 
9937,  Lot  No.  1),  Jamaica 
Estates,  Jamaica,  Borough  of 
Queens.  Alt.  1767-41. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 
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RULES 

,  ,  Last  Publication  In  Rulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . Feb.  17,  1942— Vol.  27,  No.  7 

Carbon  Dioxide  Liquefier,  Rules _ Mar.  10,  1942 — Vol.  27,  No.  10 

Certificates  of  Occupancy,  approved 

form  . Nov.  25,  1941 — Vol.  26,  No.  47 

Concrete  Flat  Slabs,  Rules . luly  13,  1937 — Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  Tune  24,  1941— Vol.  26,  No.  25 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,  1937 — Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936 — Vol.  21,  No.  9 

Exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol.  22,  No.  24 

Factory  Exit  Rules  . Dec.  2,  1941 — Vol.  26,  No.  48 

Fire  Alarm  Rules  (Interior) . Sept.  2,  1941 — Vol.  26,  No.  35 

Fire  Drill  Rules  . Jan.  20,  1942— Vol.  27,  No.  3 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Jan.  6,  1942 — Vol.  27,  No.  1 

Fire  Retarding  Rules  for  Garages, 

etc . Dec.  16,  1941— Vol.  26,  No.  50 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

Rules  May  20,  1941— Vol.  26,  No.  20 

Gas  Shut-Off  Rules  . Apr.  7,  1925 — Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  1928 — Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Nov.  25,  1941— Vol.  26,  No.  47A 

Oil  Burner  Rules  . Jan.  13,  1942— Vol.  27,  No.  2 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan.  6,  1942 — Vol.  27,  No.  1 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Nov.  25,  1941— Vol.  26,  No.  47A 

Platform  Trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) ..  Nov.  25,  1941 — Vol.  26,  No.  47A 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — Vol.  26,  No.  34 

Smoking  in  Factories,  Rules  for.... Mar.  10,  1942 — Vol.  27,  No.  10 

Sprinkler  Rules  . June  29,  1937 — Vol.  22,  No.  26 

Standpipe  Fireline  Rules  . June  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting. .  June  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Apr.  10,  1923 — Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

Firehne  Hose  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fue  Oil  Pipe  Terminals  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pumps . Nov.  25,  1941— Vol.  26,  No.  47A 

Gas  Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Equipment  . Nov.  25,  1941— Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941— Vol.  26,  No.  47A 


cal.  no.  960-41-BZ — Application,  November  7,  1941,  under 
section  7i  of  the  building  zone  resolu¬ 
tion,  of  Abraham  H.  Horwitz,  appli¬ 
cant,  on  behalf  of  Agnes  I.  Olvany, 
owner  (Charles  Di  Bella,  lessee),  to 
permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building 
to  a  motor  vehicle  repair  shop;  prem¬ 
ises  3962  Tenth  avenue,  west  side,  87.5 
ft.  north  of  West  211th  street  (Block 
No.  2229,  part  of  Lot  No.  32),  Borough 
of  Manhattan. 

cal.  no.  668-41-BZ — Application,  July  17,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Henrietta  Grum, 
owner,  S.  Barone,  lessee,  to  permit  in 
a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  647- 
665  Herkimer  street,  north  side,  250  ft. 
east  of  Schenectady  avenue  (Block  No. 
1701,  Lot  Nos.  53,  57  and  58),  Borough 
of  Brooklyn. 

cal.  no.  1000-40-BZ — Application,  October  15,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Oscar  Goldschlag,  applicant,  on 
-behalf  of  Eckert  Realty  Corporation, 
owner,  to  permit  in  a  residence  use 
district,  the  alteration  and  conversion 
of  occupancy  of  part  of  the  first  story 
of  an  existing  multiple  dwelling  to  busi¬ 
ness  use  (stores)  ;  premises  2337  Grand 
Concourse  and  164  Field  place,  south¬ 
west  corner  (Block  No.  3164,  Lot  No. 
19),  Borough  of  The  Bronx. 

cal.  no.  1079-41-BZ — Application,  December  16,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  Henry  Nordheim,  applicant, 
on  behalf  of  Charlotte  M.  Smarto, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2414  Prospect 
avenue,  east  side,  100  ft.  north  of  East 
187th  street  (Block  No.  3115,  Lot  No. 
5),  Borough  of  The  Bronx. 


MARCH  10,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
10,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  747-41-BZ — Application,  August  28,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  C.  Sommerfeld,  applicant, 
on  behalf  of  K  and  H  Warehouse 
Holding  Corporation,  owner,  to  permit 
in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  (5) 
motor  vehicles:  premises  516-520  West 
181st  street,  south  side,  25  ft.  east  of 
Audubon  avenue  and  309  Audubon  ave¬ 
nue  east  side,  100  ft.  south  of  West 
181st  street  (Block  No.  2152,  Lot  No. 
67),  Borough  of  Manhattan. 


cal.  no.  649-40-BZ — Application  of  LeRoy  A.  Perry,  appli¬ 
cant,  on  behalf  of  45  West  38th  Street 
Corporation,  owner,  reopened  and  re¬ 
stored  to  calendar  April  1,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  retail  use  district, 
the  extension  of  a  factory  occupancy, 
in  an  existing  building,  in  excess  of  the 
allowable  area  (previously  withdrawn)  ; 
premises  45-47  West  38th  street,  north 
side,  270  ft.  east  of  Sixth  avenue 
(Block  No.  840,  Lot  No.  16),  Borough 
of  Manhattan. 

cal.  no.  702-41 -BZ — Application,  July  30,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Henry  C.  Citron, 
Henrietta  Grum  and  Brooklyn  Trust 
Company,  owners  (Carey  McCarthy 
and  Timothy  Gallagher,  lessees),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 


231 


CALENDAR 


more  than  five  (5)  motor  vehicles; 
premises  989-995  Myrtle  avenue,  north 
side,  150  ft.  east  of  Throop  avenue 
(Block  No.  1749,  Lot  Nos.  55  to  58, 
inclusive),  Borough  of  Brooklyn. 

cal.  no.  419-21-BZ — Application  of  Henry  G.  Harrington, 
applicant,  on  behalf  of  Josephine  Ober, 
owner  (Alvin  Service  Station  Corpora¬ 
tion,  lessee),  reopened  February  11, 
1941,  under  section  7e  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  inclusion  of  a  motor 
vehicle  repair  shop  use  in  a  garage  for 
more  than  five  (5)  motor  vehicles;  the 
garage  was  previously  granted  by  the 
Board;  premises  465  Sterling  place, 
north  side,  78  ft.  3  in.  east  of  Washing¬ 
ton  avenue  (Block  No.  1167,  Lot  No. 
78),  Borough  of  Brooklyn. 

cal.  no.  1070-41-BZ— Application,  December  9,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Paul  Friedman,  applicant,  on 
behalf  of  George  I.  Laird,  owner,  to 
permit  partly  in  a  business  _  use  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  3010-3012  Fulton  street  and 
233-241  Linwood  street,  southeast  corner 
(Block  No.  3956,  Lot  No.  43),  Borough 
of  Brooklyn. 

cal.  no.  209-4 1-BZ— Application,  March  12,  1941,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Leonard  A.  Swarthe,  ap¬ 
plicant,  on  behalf  of  Dora  Blumenson, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  two  (2) 
illuminated  business  signs  and,  also,  the 
illumination  and  maintenance  of  a  third 
(3rd)  business  sign;  premises  2235- 
2237  Grand  Concourse,  west  side,  42.9 
ft.  north  of  East  182nd  street  (Block 
No.  3163,  Lot  No.  38),  Borough  of  The 
Bronx. 

cal.  no.  570-41-BZ— Application,  June  23,  1941,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Berlin,  Berlin  and  Albert,  applicants, 
on  behalf  of  Gar  Holding  Company,  In¬ 
corporated,  owner  (George  Hofbauer, 
lessee),  to  permit  for  a  term  of  years, 
in  an  unrestricted  use  district,  the  con¬ 
version  of  occupancy  of  a  building  to 
a  garage  for  more  than  five  (5)  motor 
vehicles;  the  said  garage  being  on  the 
same  street  and  within  the  same  inter¬ 
secting  streets  on  which  portion  there 
exists  an  exit  from  or  an  entrance  to 
a  public  school;  premises  369-375  (379 
displayed)  Suydam  street,  northwest 
side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

11 7-41 -A— 369-375  (379  displayed)  Suydam  street,  north¬ 
west  side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  10,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

337- 41 -A— 212-220  Concord  street,  southwest  corner  of 

Prince  street  (Building  A)  ;  (Block  No. 
122,  Lot  No.  9),  Borough  of  Brooklyn 
(reopened  and  restored  to  calendar,  De¬ 
cember  9,  1941 ;  previously  dismissed  for 
lack  of  prosecution). 

338- 41-A— 30-38  Prince  street,  west  side,  274  ft.  south  of 

Concord  street  (Buildings  C  and  D)  : 
(Block  No.  122,  Lot  No.  9),  Borough  of 
Brooklyn  (reopened  for  reconsideration. 
December  9,  1941;  previously  denied). 

824-41 -A— 3  Doyers  street,  south  side,  81  ft.  9  in.  west  of 
Chatham  square  (Block  No.  162,  Lot  No. 
33),  Borough  of  Manhattan. 

36-42- A— 721-723  First  avenue,  west  side,  in  roadway  of 
East  41st  street  (between  Block  Nos.  1333 
and  1334,  Lot  No.  none),  Borough  of  Man¬ 
hattan  (under  section  35,  General  City  Law 
— re  bed  of  mapped  street). 

109-42-A — 3255  Richmond  terrace,  north  side,  100  ft.  west 
of  South  avenue  (Block  No.  100,  Lot  No. 
27),  Mariners  Harbor,  Borough  of  Rich¬ 
mond  (under  section  35,  General  City  Law 
— re  bed  of  mapped  street). 

82-42-A — 1232  Prospect  avenue,  east  side,  107.04  ft.  south 
of  Home  street  (Block  No.  2693,  Lot  No. 
24),  Borough  of  The  Bronx. 

29-42-A — 414  West  127th  street,  south  side,  200  ft.  west  of 
Morningside  drive  (Block  No.  1967,  Lol 
No.  14),  Borough  of  Manhattan. 

163-42- A — 11-01  to  11-15  47th  avenue  (8th  street)  and  46- 
49  to  46-53  11th  street  (East  avenue), 
northeast  corner  (Block  No.  56,  Lot  Nos 
18,  21,  22  and  23),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

Appliance  and  Materials  for  Approval. 

777-41-SM — Masonite  Cell-U-Blanket  (Standard  and  Sil 
versheen) . 

811-41-SA — Hydromatic  Leveling  Device. 

93-42-SM — Proofene  (Flameproofing  Compound). 


MARCH  13,  1942,  10  A.  M. 

Appeal  from  Administrative  Decision. 

1098-41- A — 2050-2066  White  Plains  road,  northeast  corne 
of  Bronxdale  avenue  and  southeast  corne 
of  Brady  avenue  and  White  Plains  roa' 
(Block  No.  4284,  Lot  Nos.  5,  11,  13  an< 
15),  Borough  of  The  Bronx. 


MARCH  17,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stanc 
ards  and  Appeals  of  a  public  hearing  under  the  provisior 
of  the  building  zone  resolution,  Tuesday  morning ,  Marc 
17,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Buildinj 

Manhattan,  on  the  following  matters : 
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2025  67th  street,  north  side,  140  ft.  east 
of  20th  avenue  (Block  No.  5563,  Lot 
No.  66),  Borough  of  Brooklyn. 


cal.  no.  463-41-BZ — Application,  May  20,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Gulf  Oil  Corporation,  owner, 
to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  occupied  as  a  gasoline  ser¬ 
vice  station,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  618-628  Jamaica  avenue  and 
1  Hale  avenue,  southeast  corner  (Block 
No.  3905,  Lot  Nos.  3  and  5),  Borough 
of  Brooklyn. 

cal.  no.  503-41-BZ — Application,  June  2,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Harry  D.  Pease,  owner,  to 
permit  in  a  retail  use  district,  for  a  term 
of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue 
(Block  No.  1033,  Lot  Nos.  41,  42  and 
43),  Borough  of  Manhattan. 

cal.  no.  418-41-BZ — Application,  May  6,  1942,  under  section 
21  of  the  building  zone  resolution,  of 
Jane  Grillo,  applicant  and  owner  (An¬ 
thony  Polizzi,  lessee),  to  permit  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1480-1484  Coney  Is¬ 
land  avenue,  west  side,  440  ft.  north  of 
Avenue  L  (Block  No.  6536,  part  of 
Lot  No.  20),  Borough  of  Brooklyn. 

cal.  no.  1098-24-BZ — Application  of  Frank  V.  Laspia,  ap¬ 
plicant,  on  behalf  of  Harry  Schwartz- 
berg,  owner,  reopened  February  24, 
1937,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  conversion  of  occu¬ 
pancy  of  a  garage  for  more  than  five 
(5)  motor  vehicles  to  a  motor  vehicle 
repair  shop  (the  garage  use  was  pre¬ 
viously  granted  by  the  Board)  ;  prem¬ 
ises  458-466  Leonard  street  and  499-511 
Manhattan  avenue,  southwest  corner 
(Block  No.  2712,  Lot  No.  10),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  282-41-BZ — Application  of  Joseph  J.  Furman, 
applicant,  on  behalf  of  Rolegru  Realty 
Corporation,  owner  (Crowi  Motion 
Picture  Supplies,  lessee),  reopened 
January  20,  1942,  under  section  7c  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  the  conver¬ 
sion  of  occupancy  of  the  2nd  story  of 
an  existing  building  from  residence 
use  to  business  use  (offices)  ;  (previ¬ 
ously  denied)  ;  premises  346  West  44th 
street,  south  side,  225  ft.  east  of  Ninth 
avenue  (Block  No.  1034,  Lot  No.  55), 
Borough  of  Manhattan. 

cal.  no.  1097-41-BZ — Application,  December  22,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Maurice  Courland,  applicant, 
on  behalf  of  Congregation  Magen 
David,  Incorporated,  owner,  to  permit 
in  a  residence  use  and  C  area  district, 
the  erection  and  maintenance  of  an  ex¬ 
tension  to  an  existing  school  building; 
the  proposed  extension  does  not  comply 
with  rear  yard  requirements  of  the 
building  zone  resolution;  premises  2017- 


cal.  no.  407-41-BZ — Application,  May  5,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Jack  Z.  Cohen,  applicant, 
on  behalf  of  Celia  Tack,  owner 
(Sparkling  Coal  Company,  Incorpo¬ 
rated,  lessee)  to  permit  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  the  use  of  a  plot  of  ground 
for  coal  storage;  the  parking  of  five 
(5)  motor  trucks  and,  also,  the  erec¬ 
tion  of  a  scale  and  an  office  building; 
premises  195-205  Malta  street,  east  side, 
95  ft.  north  of  Stanley  avenue  (Block 
No.  4343,  Lot  No.  42),  Borough  of 
Brooklyn. 

cal.  no.  217-41-BZ — Application,  March  17,  1941,  under  sec¬ 
tions  7a  and  7c  of  the  building  zone 
resolution,  of  Jack  Z.  Cohen,  applicant, 
on  behalf  of  Martin  Walters,  owner, 
to  permit  in  a  business  use  district,  the 
erection  of  a  new  accessory  building  on 
an  existing  gasoline  service  station ; 
premises  60-01  39th  (Stryker)  avenue 
and  38-05  to  38-11  60th  street,  north¬ 
east  corner  (Block  No.  1215,  Lot  No. 
10),  Woodside,  Borough  of  Queens. 

cal.  no.  46-42-BZ — Application,  January  13,  1942,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Starrett  and  Van  Vleck,  appli¬ 
cants,  on  behalf  of  Level  Realty  Cor¬ 
poration,  owner  (Alexander’s  Depart¬ 
ment  Stores,  Incorporated,  lessee),  to 
permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  non¬ 
flashing,  illuminated,  business  sign  on 
the  roof  of  an  existing  business  build¬ 
ing;  premises  2501  Grand  Concourse, 
northwest  corner  of  Fordham  road  and 
2508  Creston  avenue  (Block  No.  3167, 
Lot  No.  1),  Borough  of  The  Bronx. 

t 

cal.  no.  1081-41-BZ — Application,  December  16,  1941,  under 
sections  21  and  19h  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Francis  H.  Luce, 
owner,  to  permit  in  a  local  retail  use 
district,  the  conversion  of  occupancy 
of  the  cellar  story  of  a  building  to  a 
bowling  alley;  the  said  bowling  alley 
having  a  proposed  entrance  located 
more  than  twenty-five  (25)  feet  from 
the  business  street;  premises  102-43  to 
102-55  Queens  boulevard,  northeast 
corner  of  68th  road  (Block  No.  2137, 
Lot  No.  1),  Forest  Hills,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  17,  1942,  2  P.  M. 

Appliance  and  Materials  for  Approval. 

1104-41-SA — Automatic  Dual  Flame  Oil  Burner. 

37-40-SM — Liquid  Kleen-Flo  (Oil  Conditioner). 

808-41-SM — Seco  One  and  One-Half  Hour  Counterbal¬ 
anced  Elevator  Door. 

1036-4 1-SM — American  Radiator  and  Standard  Sanitary 
Corporation  #H.F.  12302  or  F  575  Vitre¬ 
ous  China  Flushing  Rim  Dental  Lavatory 
writh  Integral  Vacuum  Breaker. 
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MARCH  24,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
24,  1942,  at  111  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  159-36-BZ— Application  of  Alurion  Realty  Corpo- 
ation,  owner,  and  Public  Service  Inter¬ 
state  Transportation  Co.,  lessee,  re¬ 
opened  February  18,  1941,  under  section 
7 h  of  the  building  zone  resolution,  to 
permit  in  a  retail  one  (1)  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245- 
259  West  41st  street,  north  side,  100  ft. 
east  of  Eighth  avenue  (Block  No.  1013, 

•  Lot  No.  3),  Borough  of  Manhattan. 

CAL.  NO.  13-42-BZ— Application,  January  6,  1942,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  William  Katz,  lessee  and  applicant 
on  behalf  of  Morris  Ginsberg,  owner, 
to  permit  in  a  restricted  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  27-29  East  60th 
street,  northeast  corner  of  Madison 
avenue  (Block  No.  1375,  Lot  No.  21), 
Borough  of  Manhattan. 

cal.  no.  7-42- BZ— Application,  January  2,  1942,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lawrence  M.  Rothman, 
applicant,  on  behalf  of  Course  Realty 
Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
extension  of  an  existing  store  located 
in  the  first  story  of  an  existing  Class  A 
multiple  dwelling;  premises  1815  Grand 
Concourse,  northwest  corner  of  inter¬ 
section  of  Henwood  place  and  Morris 
avenue  (Block  No.  2826,  Lot  No.  72), 
Borough  of  The  Bronx. 

cal.  no.  691-4.1-BZ— Application  of  Albert  Thompson,  ap¬ 
plicant,  on  behalf  of  Serena  Davis, 
owner,  reopened  and  restored  to  calen¬ 
dar,  March  3,  1942,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use,  F  and  E  area  dis¬ 
trict,  the  alteration  of  an  existing 
dwelling  by  subdividing  same  into  two 
(2)  two-family  dwellings  without  the 
required  side  yards  (previously  with¬ 
drawn)  ;  premises  178-08  Wexford  ter¬ 
race  and  87-05  Edgerton  boulevard, 
southeast  comer  (Block  No.  9937,  Lot 
No.  1),  Jamaica  Estates,  Borough  of 
Queens. 

CAL.  NO.  76-42-BZ — Application,  January  21,  1942,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Hovell,  Clarkson  and  Klupt, 
applicants,  on  behalf  of  Covou  Realty 
Corporation,  owner,  to  permit  partly  in 
a  business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  3839-3849  Flatlands 
avenue,  north  side,  100  ft.  in.  west 


of  Flatbush  avenue  Block  No.  7817,  Lot 
No.  6),  Borough  of  Brooklyn. 

cal.  no.  475-40-BZ— Application,  May  7,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Rebecca  Schneider,  applicant  and 
lessee,  on  behalf  of  Ruth  Berman, 
owner,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  35-37  Rutgers  street, 
east  side,  22  ft.  south  of  Madison  street  j 
(Block  No.  271,  Lot  Nos.  26  and  27), 
Borough  of  Manhattan. 

cal.  no.  37-42-BZ — Application,  January  14,  1942,  under 
section  71a  of  the  building  zone  resolu-  j 
tion,  of  William  S.  Worrall,  Jr.,  appli-  i 
cant,  on  behalf  of  Queens  Windsor 
Corporation,  owner,  to  permit  partly  in 
a  business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  108-36  to  108- 
48  Queens  boulevard  and  107-26  to  107- 
34  Windsor  place  (71st  road),  southeast 
corner  (Block  No.  3257,  Lot  No.  1), 
Forest  Hills,  Borough  of  Queens. 

cal.  no.  1078-41-BZ — Application,  December  11,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Sombra  Realty  Corporation, 
owner  (Thomas  Muzzonigro,  lessee), 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1455-1461  Gates  avenue,  north 
side,  250  ft.  east  of  Knickerbocker  ave¬ 
nue  (Block  No.  3335,  Lot  Nos.  50  and 
52),  Borough  of  Brooklyn. 

cal.  no.  390-37-BZ — Application  of  Aaron  A.  Roth,  appli- 
'  cant,  on  behalf  of  George  M.  Thomson, 
owner,  reopened  February  3,  1942,  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied)  ; 
premises  50-02  Skillman  avenue,  south 
side,  between  50th  street  and  51st  street 
(Block  No.  131,  Lot  No.  17),  Wood- 
side,  Borough  of  Queens. 

cal.  no.  786-41 -BZ — Application,  September  16,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  E.  McKillop,  applicant, 
on  behalf  of  August  Bindrim,  owner, 
to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than 
five  (5)  motor  vehicles  and  gasoline 
service  station ;  premises  68-72  North 
Henry  street,  east  side,  50  ft.  south  of 
Fngert  avenue  (Block  No.  2729,  Lot 
No.  20),  Borough  of  Brooklyn. 

cal.  no.  135-42-BZ — Application,  February  17,  1942,  under 
sections  7c,  7h  and  21  of  the  building 
zone  resolution,  of  Henry  T.  Kilburn, 
applicant,  on  behalf  of  Oaks  Holding 
Company,  Incorporated,  owner,  to  per- 
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mit  upon  a  plot  of  ground  located  partly 
in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district  and,  also,  in  an  F 
area  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  office, 
laboratory  and  light  manufacturing  and, 
also,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  60-15  Little  Neck 
parkway,  northeast  corner  of  61st  ave¬ 
nue  (Block  No.  8400,  Lot  No.  146), 
Little  Neck,  Borough  of  Queens. 

CAf..  no.  766-41-BZ — Application,  September  4,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  E.  McKillop,  applicant, 
on  behalf  of  Giovanna  Scicutella, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  dis¬ 
trict,  the  alteration  and  conversion  of 
occupancy  of  the  1st  story  of  an  exist¬ 
ing  building  to  a  garage  for  more  than 
five  (5)  motor  vehicles  and  gasoline 
service  station;  premises  130-132  Dia¬ 
mond  street,  east  side,  95  ft.  north  of 
Norman  avenue  (Block  No.  2625,  Lot 
No.  40),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

785-41- A — 130-132  Diamond  street,  east  side,  95  ft.  north  of 
Norman  avenue  (Block  No.  2625,  T.ot  No. 
40),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  24,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

381 -40- A — 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353,  Lot 
No.  13),  Borough  of  Brooklyn. 


MARCH  31,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
3f  the  building  zone  resolution,  Tuesday  morning ,  March 
31,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter  : 

:ai,.  no.  640-41-BZ — Application,  July  10,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Tillie  Resnick, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  a  gasoline  service 
station;  premises  1568-1574  McDonald 
avenue,  west  side,  90  ft.  north  of  60th 
street  (Block  No.  6563,  Lot  Nos.  36 
and  39),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  7,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
rds  and  Appeals  of  a  public  hearing  under  the  provisions 


of  the  building  zone  resolution,  Tuesday  morning,  April 

aY  ^  °  *n  Room  1013,  Municipal  Building, 

Manhattan,  on  the  following  matters : 

cal.  no.  701-41-BZ— Application,  July  29,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants  on  behalf  of  Henrietta  Grum, 
ovvner,  to  permit  in  a  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  183-193  Bush- 
wick  avenue  and  223-231  Scholes  street, 
northeast  corner  (Block  No.  3037,  part 
of  Lot  No.  1),  Borough  of  Brooklyn. 

cal.  no.  950-40-BZ — Application,  October  1,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ernst  C.  Wal- 
deck,  owner,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy 
of  the  basement  and  first  story  of  a 
residence  building  to  an  undertaking 
establishment ;  7610  Fourth  avenue, 

west  side,  59  ft.  south  of  76th  street 
(Block  No.  5950,  Lot  No.  47),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  370-41 -BZ— Application,  April  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Albert  Homer  Swanke,  applicant,  on 
behalf  of  Louis  H.  Pink,  Superintendent 
of  Insurance,  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and  Guar¬ 
anty  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  443- 
445  Myrtle  avenue  and  143-155  Waverly 
avenue,  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brook¬ 
lyn. 

cal.  no.  413-39-BZ  Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritory.  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  15  Ocean  avenue,  south  side.  100 
ft.  west  of  Flatbush  avenue  (Block  No. 
5024,  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 

Appeals  from  Administrative  Decisions. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

32-42-A — 7610  Fourth  avenue,  west  side.  59  ft.  south  of 
76th  street  (Block  No.  5950,  Lot  No.  47), 
Borough  of  Brooklyn. 

HARRIS  M.  MURDOCK,  Chairman. 
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APRIL  14,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

of  the  building  zone  resolution,  Tuesday  morning,  April 
14,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  1307-39-BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 
rated,  lessee),  reopened  November  25, 


1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot  in  question)  ; 
premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  Nos.  48  to  53, 
inclusive),  Borough  of  Manhattan. 

Hx\RRIS  M.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  3,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  February  24,  1942  and  Tuesday  after¬ 
noon,  February  24,  1942  and  the  minutes  of  the  special  meet¬ 
ing  of  the  Board  held  on  Thursday  morning,  February  26, 
1942,  were  approved  as  printed  in  Bulletin  No.  9,  Vol.  27. 


BUILDING  ZONE  CASES. 

413-39-BZ. 

APPLICANT— Henry  C.  Brockman,  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT— Application  reopened  and  restored  to  calendar 
Tune  17,  1941  (re  decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  building  zone  reso¬ 
lution,  to  permit  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  the  erection  of  a  new 
building  to  be  used  as  office,  car  washing  and  lubri- 
tory,  all  accessory  to  existing  gasoline  service  sta¬ 
tion  (previously  withdrawn). 

PREMISES  AFFECTED— 15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024, 
part  of  Lot  No.  28),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  "BOARD — Laid  over  to  April  7,  1942  at  10 
A.M.  on  written  request  of  applicant. 


1307-39-BZ. 

APPLICANT— Herman  Kron,  for  Peter  Schmuck,  owner 
(87  Columbia  Garage,  Incorporated,  lessee). 

SUB TECT— Application  reopened  November  25,  1941  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tions  7e,  7h  and  21  of  the  building  zone  resolution, 
to  permit  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles 
(there  are  buildings  on  the  plot  in  question). 

PREMISES  AFFECTED— 332-344  West  44th  street,  south 
side,  250  ft.  east  of  Ninth  avenue  (Block  No.  1034, 
Lot  Nos.  48  to  53  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  M.  J.  Glantz,  K.  Detroy,  L.  C. 

Keller,  and  Harold  Klorfein,  Dep’t  of  Parks. 


For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  14,  1942  at  10 
A.M.  for  further  consideration  by  the  Board. 


370-41-BZ. 

APPLICANT — Albert  Homer  Swanke,  for  Louis  H.  Pink, 
Superintendent  of  Insurance,  State  of  New  York  as 
Liquidator  of  Lawyers  Title  and  Guaranty  Com¬ 
pany,  Owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 443-445  Myrtle  avenue  and  143- 
155  Waverly  avenue,  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  J.  Tierney. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1942  at  10 
A.M.  for  Board  to  consider  this  application  jointly 
with  application  to  be  filed  in  connection  with 
adjoining  premises. 


503-41  -BZ. 

APPLICANT — Lama  and  Proskauer,  for  Harry  D.  Pease, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7f  and  21  of  the  building 
zone  resolution,  to  permit  in  a  retail  use  district, 
for  a  term  of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue  (Block  No. 
1033,  Lot  Nos.  14,  42  and  43),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  H.  Hausknecht. 
For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks, 
Irvin  Stern,  George  Ehynot,  Florence  Levy, 
Joseph  Maloney  and  Thomas  F.  Gleason. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1942  at 
10  A.M.  for  further  consideration  by  the  Board. 


640-41 -BZ. 

APPLICANT — Lama  and  Proskauer,  for  Tillie  Resnick, 
owner. 
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SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  extension, 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1568-1574  McDonald  avenue, 
west  side,  90  ft.  north  of  60th  street  (Block  No. 
6563,  Lot  Nos.  36  and  39),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Max  Resnick. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  31,  1942  at 
10  A.M.  for  further  consideration  by  the  Board. 


7-42-BZ. 

APPLICANT — Lawrence  M.  Rothman,  for  Course  Realty 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  alteration  and  extension  of  an  exist¬ 
ing  store  located  in  the  first  story  of  an  existing 
Class  A  multiple  dwelling. 

PREMISES  AFFECTED — 1815  Grand  Concourse,  north¬ 
west  comer  of  intersection  of  Henwood  place  and 
Morris  avenue  (Block  No.  2826,  Lot  No.  72),  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lawrence  M.  Rothman  and  Philip 
J.  Curry. 

For  Opposition :  Edward  Goodman  and  G.  Goldman, 
Dep’t  of  Education. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1942  at 
10  A.M.  so  as  to  obtain  additional  records  from  the 
Building  Dep’t,  and  for  committee  of  the  Board  to 
inspect  premises. 


367-41-BZ.  . 

APPLICANT — Henry  Nordheim,  for  Ismet  Sarach,  owner. 
SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7f  and  21  of  the 
building  zone  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  an  unrestricted  use  district 
for  a  temporary  period  of  not  more  than  two  (2) 
years  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 1979  Washington  avenue,  west 
side,  162  ft.  north  of  East  178th  street  (Block  No. 
3036,  Lot  No.  42),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Opposition :  H.  Lotts. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn,  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  0 


530-41-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Anna  Scardigno, 
owner. 

SUBJECT — Application  (  re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  term  of  years,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 85-42  57th  avenue  and  57-02 
Van  Horn  street,  southeast  comer  (Block  No.  2882, 
Lot  Nos.  10  and  11),  Elmhurst,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant :  F.  Greco  and  B.  Goodudi. 

For  Opposition:  F.  J.  Mandel  and  Jerome  Freh- 
linger. 

ACTION  OF  BOARD — Application  withdrawn,  on  request 
of  applicant. 

THE  VOTE  Tp  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 


1069-41-BZ. 

APPLICANT — Paul  Friedman,  for  Florence  S.  Bartova, 
owner  (Lafayette  Wet  Wash  Laundry,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  the  2nd  and  3rd  stories 
of  an  existing  building  to  factory  use. 

PREMISES  AFFECTED — 242  Kosciusko  street,  south  side, 
100  ft.  east  of- Tompkins  avenue  (Block  No.  1786, 
Lot  No.  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 


86-29-BZ. 

APPLICANT — Sidney  L.  Strauss,  for  Max  C.  Meyer, 
owner. 

SUBJECT — Application  reopened  April  15,  1941  (re  deci¬ 
sion  of  the  borough  superintendent)  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  erection  of  a  two  story 
building  to  be  occupied  for  business  purposes 
(store)  on  the  first  story  and  dwelling  use  above 
(previously  acted  upon  by  the  Board). 

PREMISES  AFFECTED— 241-247  Underhill  avenue  and 
268  Lincoln  place,  southeast  corner  (Block  No. 
1179,  Lot  No.  1)  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss  and  E.  K.  Levy. 
For  Opposition:  F.  Scholder. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT—  _ 

Affirmative:  Commissioner  Savage  .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn  .  3 


THE  RESOLUTION— 

(86-29-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  use  district  the 
erection  and  maintenance  of  a  business  building;  premises 
241-247  Underhill  avenue  and  268  Lincoln  place,  southeast 
corner  (Block  No.  1179,  Lot  No.  1),  Borough  of  Brooklyn, 
was  withdrawn  June  11,  1929;  reopened  December  1,  1936, 
subject  to  the  usual  procedure  and  denied  on  March  30, 
1937 ;  and 

Whereas,  Sidney  L.  Strauss,  for  Max  C.  Meyer,  owner, 
requested  reopening  of  the  application  and  rehearing  by  the 
Board  on  the  basis  of  a  new  proposal  (to  permit  in  a  resi- 
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dence  use  district  the  erection  of  a  two-story  building  to  be 
occupied  for  business  purposes  on  the  first  floor  and  dwell¬ 
ing  use  above)  ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  April  15,  1941,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  3,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Underhill  avenue,  Lincoln 
place  and  Eastern  parkway  are  in  residence  use  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  1425-40,  dated  October  4,  1940,  reads : 
“Proposed  structure  to  be  erected  in  a  residence  use 
area  for  stores  and  two  family  occupancy  is  contrary 
to  Art.  II,  Sect.  3  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  proposed  building  will  be  of  Class  3  con¬ 
struction,  25  ft.  front  on  Lincoln  place  and  66  ft.  6  in.  on 
Underhill  avenue  and  two  stories  in  height.  It  is  proposed 
to  use  the  1st  story  of  the  building  as  a  store  and  to  use 
the  2nd  story  as  a  dwelling  for  two  families ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  this  application  was  the  subject  of  a  report  by 
a  committee  of  the  Board,  which  report  reads : 

REPORT  OF  COMMITTEE. 

February  25,  1942. 

Re :  Cal.  No.  86-29-BZ 

Premises :  241-247  Underhill  avenue,  and  268  Lincoln 
place  (Block  No.  1179,  Lot  No.  1),  Borough  of 
Brooklyn,  (SE  corner). 

This  is  an  application  under  section  21  for  a  zoning 
variance  to  permit  business  use  in  a  two  story,  Class 
III,  building  proposed  to  be  erected  on  this  corner  lot 
having  a  frontage  on  Underhill  avenue  of  66  ft.  6  in. 
and  a  depth  of  25  ft.  It  is  proposed  to  limit  the  busi¬ 
ness  use  to  the  first  story  with  store  entrance  and  show 
windows  on  Underhill  avenue  only.  It  is  proposed  to 
arrange  the  second  story  for  two  (2)  residential  apart¬ 
ments. 

On  February  8,  1929,  the  then  owner,  Morris  H. 
Halperin,  applied  for  a  zoning  variance  for  a  two  (2) 
story  business  building.  This  application  was  with¬ 
drawn  on  June  1,  1929  and  later  on  December  1,  1936, 
restored  to  the  calendar  and  denied  on  March  30,  1937. 
Mr.  Halperin  had  owned  the  lot  since  1929  and  in 
1939  sold  it  to  Max  C.  Meyer,  the  present  owner.  In 
1937  Mr.  Meyer  opposed  the  erection  of  the  business 
building  as  owner  of  the  premises  diagonally  opposite  in 
Block  No.  1172,  Lot  No.  1,  No.  250  Underhill  avenue, 
where  he  resided  and  still  resides.  His  reasons  for 
opposition  given  in  1937  appear  cogent  at  this  time  and 
appear  to  be  similar  to  the  reasons  now  given  by  the 
other  objectors,  namely  that  the  residential  character 
of  the  neighborhood  should  not  be  destroyed  and  that  the 
existing  stores  on  Underhill  avenue  opposite,  which 
were  erected  under  permits  issued  just  prior  to  the 
adoption  of  the  zoning  resolution,  fill  every  present 
need.  In  fact  one  store  is  now  vacant.  In  1937,  Mr. 
Meyer  thought  all  four  stores  were  superfluous. 

Because  this  lot  has  for  one  reason  or  another  re¬ 
mained  vacant,  the  Board  desired  to  give  to  the  owner 
every  opportunity  to  prove  hardship  and  also,  to  give 
all  owners  in  the  area  opportunity  to  express  themselves 
as  to  the  present  proposal. 

It  is  the  opinion  of  the  committee  that  practical  dif¬ 
ficulties  and  unnecessary  hardship  have  not  been  proven. 
In  spite  of  the  size  of  the  lot,  it  is  the  committee’s 
belief  that  it  would  be  feasible  to  erect  a  conforming 
residential  building  on  the  plot.  After  inspection  of 


the  area,  the  committee  recommends  that  the  application 
be  denied. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman, 

BERNARD  A.  SAVAGE,  Dissenting 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

JOHN  E.  GUNN, 

Deputy  Chief-in-Charge, 
Committee. 


and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution,  and  was  therefore  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  1425-40  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


344-32-BZ. 

APPLICANT — Max  Siegel,  for  Harold  Swain,  owner. 
SUBJECT — Application  reopened  November  18,  1941  (re 
decision  of  the  acting  borough  superintendent) 
under  section  7i  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  the  change  of 
occupancy  of  a  motor  vehicle  repair  shop,  pre¬ 
viously  granted  by  the  Board  for  minor  adjust¬ 
ments  and  prohibiting  fender  work,  so  as  to  in¬ 
clude  fender  work. 

PREMISES  AFFECTED — 1472  Jerome  avenue,  east  side, 
50  ft.  north  of  East  171st  street  (Block  No.  2844, 
part  of  Lot  No.  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Harold  Swain  and  Stanley  Katz. 
For  Opposition :  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(344-32-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
maintenance  of  a  motor  vehicle  repair  shop,  premises  1472 
Jerome  avenue,  east  side,  50  ft.  north  of  East  171st  street 
(Block  No.  2844,  part  of  Lot  No.  1),  Borough  of  The 
Bronx,  was  granted  by  the  Board  November  4,  1932,  on 
certain  conditions ;  and 

Whereas,  Max  Siegel,  for  Harold  Swain,  owner,  re¬ 
quested  reopening  of  the  application  and  amendment  of  the 
resolution ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  November  18,  1941,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  3,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  is  in  business 
and  residence  use  districts;  Townsend  avenue,  East  171st 
street  and  East  172nd  street  are  each  in  residence  and 
business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  6-1942,  dated  January  14,.  1942,  reader 
“1.  The  occupancy  of  premises  as  a  motor  vehicle 
repair  shop  in  a  business  district  is  prohibited  by  Sec.  4 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construc¬ 
tion,  50  ft.  front  by  100  ft.  in  depth  and  one  story  in  height. 
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It  is  proposed  to  change  the  occupancy  of  the  existing 
building  from  a  motor  vehicle  repair  shop  (previously 
granted  by  the  Board  for  minor  adjustments  and  repairs 
and  prohibiting  fender  work),  so  as  to  include  fender  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  4,  1932, 
so  that  as  amended  the  resolution  shall  read: 

“*  *  *  granted  on  condition  that  the  building  shall  be 
limited  to  one  story  in  height,  to  be  occupied  as  a 
motor  vehicle  repair  shop  for  adjustment  and  repairs 
to  automobiles,  prohibiting  any  collision  work  but  per¬ 
mitting  minor  repairs  and  straightening  of  fenders, 
provided  such  zvork  is  done  by -hand  tools;  that  any 
machinery  in  the  conduct  of  the  business  shall  be  limited 
to  electrically-driven  machines  hazing  a  motor  pozver 
of  not  more  than  one-half  H.P.  each;  that  there  shall 
be  no  forges,  anvils,  acetylene  torches  or  other  open 
flames  permitted  on  the  premises;  that  any  advertising 
signs  erected  shall  be  confined  to  the  Jerome  avenue  side 
of  the  premises  and  limited  to  signs  no  greater  in  ex¬ 
tent  than  the  existing  signs  and  not  including  any  roof 
signs;  and  that  all  permits  shall  be  obtained  and  all 
zvork  completed  within  six  months  from  the  date  of 
this  amended  resolution. 


626-41-BZ. 

APPLICANT — Aymar  Embury  II,  for  Metropolitan 
Jockey  Club,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7a  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  the 
parking  of  more  than  three  (3)  motor  vehicles. 
PREMISES  AFFECTED— 165-10  Baisley  boulevard, 
southeast  corner  of  New  York  boulevard  (Block 
No.  3300,  Lot  No.  2),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  David  J.  Brown  and  Louis  Jensen. 
For  Opposition:  Alfred  Sanger,  Joseph  P.  Axler, 
Emma  Fitter,  Marthe  M.  Lange,  Barbara  Seidl, 
Caroline  Hunt  and  Eleanor  Klementsen. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners  , 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(626-41-BZ) 

Whereas,  Aymar  Embury  II,  for  Metropolitan  Jockey 
Club,  owner,  filed  July  3,  1941,  an  applictaion  under  section 
7a  of  the  building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  parking  of  more  than  three  (3)  motor 
vehicles;  premises  165-10  Baisley  boulevard,  southeast  cor¬ 
ner  of  New  York  boulevard  (Block  No.  3300,  Lot  No.  2), 
Jamaica,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  3,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the 
building  zone  resolution  show  that  Baisley  boulevard  and 
New  York  boulevard  are  in  business  use  districts;  172nd 
street  and  137th  avenue  are  each  in  residence  and  business 
use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  3212-1941,  dated  July  2,  1941,  reads: 

“The  parking  of  more  than  3  motor  vehicles  within 
a  residence  district  is  contrary  to  Article  2,  section  3 
of  the  Building  Zone  Resolution.” 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  an  area  of  approximately  1200  acres, 
with  a  frontage  of  1800  ft.  on  New  York  boulevard,  2500 
ft.  on  Baisley  boulevard,  800  ft.  on  172nd  street,  2400  ft. 


on  the  Long  Island  Railroad  right-of-way  and  1490  ft.  on 
137th  avenue,  occupied  by  the  Metropolitan  Jockey  Club. 
It  is  proposed  during  the  racing  meets  only  to  use  a  part 
of  the  premises  as  shown  upon  filed  plans  for  the  parking 
of  more  than  five  (5)  motor  vehicles  (property  of  patrons 
of  the  Jockey  Club)  and  for  which  no  charge  is  made.  A 
part  of  the  area  proposed  to  be  used  for  parking  is  located 
in  the  residence  use  district,  while  the  remainder  of  the 
parking  area  is  located  in  a  business  use  district  where  the 
proposed  parking  is  a  permissible  use;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  ill  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  transient 
parking  within  the  residential  area  as  an  extension  of  the 
permissive  parking  in  the  business  area,  in  such  spaces  as 
are  indicated  on  revised  plans  filed  with  this  application 
marked  “Received  February  27,  1942”,  on  condition,  as  to 
the  south  parking  field,  that  the  entrance  gates  from  137th 
avenue  shall  be  restricted  to  those  shown  substantially 
opposite  to  167th  street  to  170th  street,  inclusive,  and  that 
no  entrances  to  the  premises  shall  be  maintained,  except 
west  of  170th  street,  and  no  entrances  maintained  east  of 
1 70th  street  or  at  the  dead  ends  of  172nd,  173rd,  174th, 
175th  and  176th  streets;  that  there  shall  be  no  parking 
within  50  ft.  of  the  lot  line  adjacent  to  173rd  to  1 76th 
streets,  that  adequate  barriers  shall  be  maintained  to  pre¬ 
vent  such  parking  within  a  distance  of  50  ft.  from  the  rear 
or  interior  lot  lines  of  all  lots  on  such  streets ;  that  the 
requirements  of  the  zoning  resolution  as  to  the  parking  in 
the  business  district  as  set  forth  under  Section  4a,  sub¬ 
division  15,  shall  be  complied  with;  that  adequate  aisles 
shall  be  maintained  at  all  tinges  for  easy  entrance  and 
egress ;  that  such  portable  fire  fighting  appliances  shall  be 
furnished  and  maintained  throughout  all  parking  areas  as 
the  fire  commissioner  shall  direct ;  that  the  entire  premises 
shall  be  adequately  fenced  on  all  lot  lines  with  fences  of 
designs  as  indicated  on  revised  plans  marked  “Received 
February  27,  1942” ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  three  (3)  months  from  the  date 
of  this  resolution. 


851-41-BZ. 

APPLICANT — Abraham  Margules,  for  Orloff  Apartments, 
Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
the  maintenance  of  a  non-flashing  business  sign 
which  extends  more  than  18  inches  beyond  the 
building  line. 

PREMISES  AFFECTED— 228  West  238th  street,  south 
side,  100  ft.  east  of  Broadway  (Block  No.  3270, 
Lot  No.  49),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Abraham  Margules  and  Sam  Her¬ 
man. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE —  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(851-41-BZ) 

Whereas,  Abraham  Margules,  for  Orloff  Apartments, 
Inc.,  owner,  filed  October  2,  1941,  an  application  under  sec- 
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tion  21  of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  maintenance  of  a  non-flashing  business 
sign  which  extends  more  than  18  inches  beyond  the  building 
line;  premises  228  West  238th  street,  south  side,  100  ft.  east 
of  Broadway  (Block  No.  3270,  Lot  No.  49),  Borough  of 
The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
March  3,  1942,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  238th  street  and  Broad¬ 
way  are  in  business  use  districts;  West  237th  street  is  in 
residence  and  unrestricted  use  districts ;  and 

W hereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  159-1941,  dated  September  30,  1941,  reads: 

“1.  The  proposed  moving  of  the  8'  projecting 
business  sign  from  200  West  238th  street  to  228  West 
238th  street  in  a  business  use  district,  is  contrary  to 
subdivision  49  “a”  of  Section  4  of  the  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
75  ft.  front  on  West  238th  street  by  85  ft.  6  in.  irregular 
in  depth,  and  five  stories  in  height.  It  is  proposed  to  main¬ 
tain  an  illuminated  non-flashing  business  sign  (drugstore) 
attached  to  the  street  wall  of  a  Class  A  multiple  dwelling 
and  stores  building.  The  sign  (5  ft.  by  4  ft.  in  area)  ex¬ 
tends  8  ft.  beyond  the  building  line  or  6  ft.  6  in.  beyond  the 
permissible  18  inches  beyond  the  building  line;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7,  subdivision  e,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7e 
thereof,  for  a  term  of  two  (2)  years,  on  condition  that  the 
sign  shall  not  be  increased  in  area;  and  that  in  the  event  of 
the  removal  of  the  tenant  during  the  term  herein  named,  the 
sign  shall  be  removed  and  shall  not  be  used  by  any  other 
tenant  on  the  same  premises. 


1050-41-BZ. 

APPLICANT — John  G.  Schuhmann,  for  Queensboro  In¬ 
vestment  Company  and  Frank  Hardart,  owners 
(Anthony  B.  Colucci,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 74-11  37th  avenue,  north  side, 
from  74th  street  to  75th  street  (Block  No.  1274, 
Lot  Nos.  11,  35  and  45),  Jackson  Heights,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  John  G.  Schuhmann,  A.  E.  Mac- 
Dougall  and  Anthony  B.  Colucci. 

For  Opposition:  Walter  Labarsky,  Jas.  J.  Cotter, 
Mary  G.  Berendes,  Edna  B.  Davidson,  Mar¬ 
garet  J.  McElwain,  Mary  Nadell,  J.  Cohen, 
N.  Spinella  and  Minnie  Hynd. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Ghief  Gunn . .  4 


THE  RESOLUTION— 

(1050-41-BZ) 

Whereas,  John  G.  Schuhmann,  for  Queensboro  Invest¬ 
ment  Company  and  Frank  Hardart,  owners  (Anthony  B. 
Colucci,  lessee),  filed  December  5,  1941,  an  application 
under  section  7h  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more-  than  two 
(2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  74-11  37th  avenue,  north  side,  from  74th 
street  to  75th  street  (Block  No.  1274,  Lot  Nos.  11,  35  and 
45),  Jackson  Heights,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  3,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  37th  avenue  is  in  a  business 
use  district;  74th  street  and  75th  street  are  each  in  resi¬ 
dence  and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  10554-1941,  dated  December  5,  1941,  reads: 

“A  parking  lot  for  more  than  five  cars  in  a  business 
and  residence  use  zone  is  contrary  to  the  building  zone 
resolution.  Art.  II,  Sec.  3  and  Sec.  4.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  200  ft.  on  37th  avenue,  335  ft.  on  74th 
street  and  335  ft.  on  75th  street.  It  is  proposed  to  use  the 
plot  for  a  temporary  period  of  not  more  than  two  (2) 
years,  for  the  parking  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  on  several  occasions  and  at  various  hours  including 
late  evening  by  a  committee  of  the  Board  ;  and 
Whereas,  the  Board  found  that  there  existed  no  apparent 
need  for  the  proposed  parking  and  storage  lot  in  view  of 
the  ample  facilities  within  a  reasonable  distance ;  that,  while 
some  cars  are  now  trespassing  on  the  plot  and  the  balance 
of  the  block  due  to  inadequate  fencing  and  maintenance  of 
the  privet  hedges,  this  is  entirely  within  the  control  of  the 
owner  to  stop  such  practice  and  does  not  furnish  a  basis 
for  granting  the  parking  and  storage  use  sought,  particu¬ 
larly  as  the  proposed  use  is  objected  to  by  owners  whose 
properties  face  the  site  as  deteriorating  to  the  area,  de¬ 
structive  of  property  values  and  disturbing  to  the  peace  and 
quiet  expected  in  a  residence  use  district ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h,  for  the  use  of  the 
plot  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Application  No.  10554-41  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


1-42-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Interborough 
Leasing  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 62-28  to  62-36  Junction  boule¬ 
vard,  93-26  to  93-56  62nd  road,  southwest  corner 
and  98-19  to  98-27  62nd  drive  (Block  No.  2078,  Lot 
Nos.  29  and  37),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  K.  F. 
Schwartz. 

For  Opposition :  None. 
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ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(1-42-BZ) 

Whereas,  Lama  and  Proskauer,  for  Interborough  Leas¬ 
ing  Corporation,  owner,  filed  January  2,  1942,  an  application 
under  section  7 h  of  the  building  zone  resolution,,  to  permit 
in  a  business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  62-28  to  62-36  Junction 
boulevard,  93-26  to  93-56  62nd  road,  southwest  corner  and 
98-19  to  98-27  62nd  drive  (Block  No.  2078,  Lot  Nos.  29  and 
37),  Forest  Hills,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  3,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Junction  boulevard  is  in  busi¬ 
ness  and  retail  use  districts;  62nd  drive  is  in  business  and 
residence  use  districts;  62nd  road  is  in  a  business  use 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  8681-1941  dated  December  30,  1941, 
reads : 

“The  use  of  these  premises  for  the  parking  and  stor¬ 
age  of  more  than  five  motor  vehicles  in  a  business  dis¬ 
trict  is  contrary  to  Art.  2 — sec.  4a,  sub-division  5  of 
the  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  122  ft.  on  Junction 
boulevard,  332  ft.  on  62nd  road  and  a  distance  of  200  ft. 
along  the  west  lot  line.  It  is  proposed  to  use  the  plot  for 
a  temporary  period  of  not  more  than  two  (2)  years,  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
sub-division  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  for  a  term  of  two 
(2)  years,  to  permit  the  premises  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
on  condition  that  the  premises  shall  be  leveled  substantially 
to  the  grade  of  62nd  drive  and  shall  be  surfaced  with  clean 
gravel,  steam  cinders  or  other  suitable  material  properly 
rolled  and  treated  with  an  asphalt  binder  to  render  a  reason¬ 
ably  impervious  surface  and  graded  so  as  to  provide  surface 
drainage ;  that  there  shall  be  erected  on  the  interior  lot  lines 
continuously  except  for  one  opening  to  62nd  drive  not  over 
15  ft.  in  width  a  substantial  woven  wire  fence  of  the  chain 
link  type  with  anchored  steel  posts  not  less  than  6  ft.  in 
height;  that  opposite  such  entrance  there  may  be  a  curb 
cut  not  exceeding  15  ft.  in  width;  that  during  the  term  of 
this  permit,  the  premises  shall  be  occupied  for  no  use  other 
than  as  herein  permitted;  that  proper  aisles  shall  me  main¬ 
tained  at  all  times  for  easy  entrance  and  egress;  that  no 
signs  shall  be  erected  on  the  premises  except  that  there  may 
be  a  sign  attached  to  the  fence  at  the  entrance  advertising 
the  parking  and  storage  use  and  the  rates  charged  provided 
such  sign  does  not  exceed  15  sq.  ft.  in  area,  is  not  illuminated 
and  does  not  extend  beyond  the  building  line;  that  no  build¬ 
ings  shall  be  erected  on  the  premises  except  that  there  may 


be  a  building  to  be  occupied  solely  as  an  office  and  shelter  for 
the  attendant  provided  such  building  does  not  exceed  100 
sq.  ft.  in  area  and  is  not  over  1  story  in  height;  that  such 
building  may  be  of  frame ;  that  such  portable  fire-fighting 
appliances  shall  be  furnished  and  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  proper  bumpers  shall  be  main¬ 
tained  on  the  inside  of  the  fence  at  all  points  for  protection 
to  same ;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this  resolu¬ 
tion  and  the  premises  shall  not  be  occupied  for  the  use 
herein  permitted  until  the  work  is  completed  and  a  certificate 
of  occupancy  issued ;  that  in  the  event  the  adjoining  tri¬ 
angular  parcel,  Lot  No.  44,  is  acquired,  the  applicant  may 
request  the  Board  for  inclusion  of  the  same  within  this  area. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
1088-41-A. 

APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 15  Ocean  avenue,  south  side 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024, 
part  of  Lot  No.  28),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings.- 

ACTION  OF  BOARD— Laid  over  to  April  7,  1942  at  10 
A.  M.  in  connection  with  Cal.  No.  413-39-BZ. 


1107-41-A. 

APPLICANT — Paul  Friedman,  for  .Florence  S.  Bartova, 
owner  (Lafayette  Wet  Wash  Laundry  Company, 
Incorporated,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  .AFFECTED — 242  Kosciusko  street,  south 
side,  100  ft.  east  of  Tompkins  avenue  (Block  No. 
1786,  Lot  No.  7),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


466-41-A. 

APPLICANT — Aymar  Embury  II,  for  Metropolitan  Jockey 
Club,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 165-10  Baisley  boulevard, 
southeast  corner  of  New  York  boulevard  (Block 
No.  3300,  Lot  No.  2),  Jamaica,  Borough  of  Queens 
(under  section  35,  General  City  Law— re  bed  of 
mapped  street). 

APPEARANCES— 

For  Applicant:  David  J.  Brown  and  Louis  Jensen. 
For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


MINUTES 


THE  RESOLUTION— 

(466-41-A) 

Whereas,  Aymar  Embury  II,  for  Metropolitan  Jockey 
Club,  owner,  filed  on  May  19,  1941,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent;  premises  165-10  Bais- 
ley  boulevard,  southeast  corner  of  New  York  boulevard 
(Block  No.  3300,  Lot  No.  2),  Jamaica,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  3212-41,  dated  May  8,  1941,  reads: 

“1.  Secure  approval  of  Board  of  Standards  and 
Appeals  for  the  use  of  that  portion  of  the  premises 
that  are  in  the  bed  of  mapped  streets  as  per  Sec.  35 
Art.  3  of  the  General  City  Laws.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  on  the 
south  side  of  Baisley  boulevard  between  New  York  boule¬ 
vard  and  the  Long  Island  Railroad  right-of-way,  located 
in  business  and  residence  use  D  area  districts.  It  is  pro¬ 
posed  to  be  used  for  the  parking  of  more  than  five  (5) 
motor  vehicles  in  conjunction  with  the  race  track  operated 
on  the  same  premises;  and 

Whereas,  the  applicant  contends  that  since  no  building 
is  to  be  erected,  Section  35  of  the  General  City  Law  should 
not  be  applied. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  3212-41,  Objection  No.  L  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  under  the  powers  granted  the  Board  under  Section 
35  of  the  General  City  Law,  so  as  to  permit  the  occupancy 
in  the  bed  of  mapped  streets  as  indicated,  for  the  purpose 
of  transient  parking  of  motor  vehicles  consistent  with  the 
resolution  adopted  by  the  Board  this  day  under  Cal.  No. 
626-41-BZ;  that  this  permit  shall  continue  only  so  long  as 
the  premises  are  owned  by  the  present  owners  and  main¬ 
tained  as  a  race  track  and  the  requirements  in  all  other 
respects,  as  modified  by  the  Board  under  Cal.  No.  626- 
41-BZ,  are  complied  with. 


VARIATION  OF  THE  LABOR  LAW. 

1108-41-S. 

APPLICANT— Paul  Friedman,  for  Florence  S.  Bartova, 
owner  (Lafayette  Wet  Wash  Laundry  Company, 
Incorporated,  lessee). 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 242  Kosciusko  street,  south 
side,  100  ft.  east  of  Tompkins  avenue  (Block  No. 
1786,  Lot  No.  7),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Paul  Friedman. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  Applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


Adjourned,  12:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  3,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 

1106-17-BZ. 

APPLICANT — William  F.  Regan,  for  Helen  1.  Doyle, 
owner  (Ola  Jones,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  (re  decision  of  the  bor¬ 
ough  superintendent)  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop  (this  build¬ 
ing  was  previously  acted  upon  by  the  Board). 

PREMISES  AFFECTED— 137  Jefferson  avenue,  north 
side,  450  ft.  west  of  Nostrand  avenue  (Block  No. 
1827,  Lot  No.  82),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Hans. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


1492-39-BZ. 

APPLICANT— Samuel  Gardstein  and  Son,  for  Belroe 
Realty  Corporation,  present  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  alleged  new  facts — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
denied,  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 632-636  Ralph  avenue,  1181- 
1201  East  New  York  avenue,  northwest  corner  and 
1924-1946  Union  street,  southwest  corner  of  Ralph 
avenue  (Block  No.  1405A  (1399),  Lot  No.  125), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Gardstein  and  Clarence 
Seid. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative:  . . .  0 


691-41-BZ. 

APPLICANT — Albert  Thompson,  for  Serena  Davis, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calender — re  Application  (decision  of 
the  borough  superintendent)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use,  F  and  E  area  district,  the  alteration  of 
an  existing  dwelling  by  subdiving  same  into  two 
(2)  two-family  dwellings  without  the  required  side 
yards  (previously  withdrawn). 

PREMISES  AFFECTED — 178-08  Wexford  terrace  and 
87-05  Edgerton  boulevard,  southeast  corner  (Block 
No.  9937,  Lot  No.  1),  Jamaica  Estates,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Albert  Thompson. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure  and  set  for  hearing  March  24, 
1942  at  10  A.M. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEARING— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 


242 


MINUTES 


1 050-40- BZ. 

APPLICANT — Herman  Kron  for  Walton  Improvement, 
Inc.,  owner  (Solomon  Leo  Abraham,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 2125  Jerome  avenue,  west  side, 
70.65  ft.  south  of  West  181st  street  (Block  No. 
3192,  Lot  No.  46),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Herman  Kron. 

ACTION  OF  BOARD — Request  to  withdraw  application, 
withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  WITH¬ 
DRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . . .  0 


695-29-BZ. 

APPLICANT — Hulon  Realty  Corporation,  owner  and 
Louis  Curcio,  lessee. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  for  a  temporary  period. 

PREMISES  AFFECTED — Southwest  corner  of  Wilkinson 
avenue  and  Westchester  avenue  (Block  No.  4235, 
Lot  Nos.  36  and  38),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Beatrice  R.  Fliegel. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 

THE  RESOLUTION— 

(695-29-BZ) 

Whereas,  this  application  affecting  premises  southwest 
corner  of  Wilkinson  avenue  and  Westchester  avenue  (Block 
No.  4235,  Lot  Nos.  36  and  38),  Borough  of  The  Bronx,  was 
granted  by  the  Board  October  7,  1930,  on  certain  conditions, 
time  extended  October  22,  1931,  April  8,  1932  and  Septem¬ 
ber  23,  1932,  resolution  amended  March  27,  1934,  time  ex¬ 
tended  July  17,  1934,  February  4,  1936,  March  24,  1936, 
June  16,  1936,  February  8,  1938  and  March  29,  1938 ;  permit 
extended  February  20,  1940,  and  owner  requests  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  7,  1930,  as 
amended  bv  resolution  adopted  through  February  20,  1940, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read . 
«*  *  *  for  a  temporary  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution.” 


128-32-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Blackstone  Ser¬ 
vice  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  decision  of  the  bor¬ 
ough  superintendent — -re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  21  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 


alteration  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (granted  by  the  Board  under  Cal.  No. 
1162-17-BZ)  to  permit  the  inclusion  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 664-690  Coney  Island  avenue, 
southwest  corner  of  Avenue  C  (Block  No.  5378, 
Lot  No.  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  egative :  . . .  0 

THE  RESOLUTION— 

(128-32-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
alteration  of  a  garage  for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  Board  under  Cal.  No.  1162- 
17-BZ)  to  permit  the  inclusion  of  a  gasoline  service  station, 
premises  664-690  Coney  Island  avenue,  southwest  corner  of 
Avenue  C  (Block  No.  5378,  Lot  No.  5),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  June  10,  1932,  on  certain 
conditions ;  and 

Whereas,  Lama  and  Proskauer,  for  Blackstone  Service 
Corporation,  owner,  requested  reopening  of  the  application 
and  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  10,  1932,  by 
adding  thereto: 

“that  in  the  event  the  owner  desires  to  remove  the 
store  section  at  the  corner  of  Avenue  C  and  Coney 
Island  avenue  for  a  distance  of  10  ft.  westerly  of  the 
Coney  Island  building  line,  such  portion  of  the  struc¬ 
ture  may  be  removed  provided  there  is  constructed 
along  the  Avenue  C  building  line  to  the  Coney  Island 
avenue  building  line  a  masonry  wall  agreeing  with  the 
construction  of  the  balance  of  the  building  on  Avenue 
C  as  to  material,  and  not  less  than  12  in.  in  thickness, 
provided  such  wall  is  constructed  for  a  height  of  6  ft. 
for  a  distance  of  6  ft.  and  4  ft.  for  the  remaining  dis¬ 
tance  of  4  ft.  to  the  Coney  Island  avenue  wall;  and 
that  such  wall  shall  be  suitably  coped/’ 


1-37-BZ. 

APPLICANT — Telsey  and  Young,  for  Pondrand  Amuse¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 67-02  62nd  street,  west  side, 
125.11  ft.  north  of  68th  avenue  (Block  No.  3620. 
Lot  No.  7),  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Arthur  Leepron  and  Charles  R. 
Stainer. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 
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MINUTES 


THE  RESOLUTION— 

(1-37-BZ) 

Whereas,  Oscar  Goldschlag,  for  Ponrand  Amusement 
Company,  Incorporated,  owner,  filed  January  4,  1937,  an 
application  under  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  67-02  62nd  street,  west 
side,  125.11  ft.  north  of  68th  avenue  (Block  No.  3620,  Lot 
No.  7),  Ridgewood,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board 
March  4,  1938,  on  certain  conditions;  permit  extended 
March  5,  1940,  and  owner  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  Board  on  March 
4,  1938,  only  so  far  as  it  has  reference  to  the  term  of  the 
permit,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“Granted,  under  section  7h,  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution.” 


336-37-BZ. 

APPLICANT — Francis  L.  Shea,  for  American  News¬ 
papers,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  ( decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  retail  use  district,  for  a 
period  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 322-328  West  57th  street,  south 
side,  275  ft.  west  of  Eighth  avenue  (Block  No. 
1047,  Lot  Nos.  44  and  46),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Francis  L.  Shea. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PER  MIT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  . . .  0 

THE  RESOLUTION— 

(336-37-BZ) 

Whereas,  Francis  L.  Shea,  for  American  Newspapers, 
Incorporated,  owner,  filed  July  1,  1937,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  322-328  West  57th  street,  south  side,  275 
ft.  west  of  Eighth  avenue  (Block  No.  1047,  Lot  Nos.  44 
and  46),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  granted  by  the  Board 
March  1,  1938,  on  certain  conditions;  permit  extended 
March  5.  1940,  and  applicant  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  1,  1938, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  •  of  the  resolution  shall 
read : 

“*  *  *  for  a  temporary  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution.” 


594-37-BZ. 

APPLICANT — William  J.  O’Neill,  for  Hans  Angerman, 
lessee  (Estate  of  James  J.  Burnes,  owner). 


SUBJECT — Application  for  consideration- — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 39-34  to  39-38  60th  street,  west 
side,  307  ft.  north  of  Roosevelt  avenue  and  39-27 
to  39-31  59th  street  (Block  No.  1230,  Lot  No.  35), 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Wm.  J.  O’Neill  and  Hans  Anger- 
man. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . . '. .  0 

THE  RESOLUTION— 

(594-37-BZ) 

Whereas,  Lama  and  Proskauer,  for  Estate  of  James  J. 
Burnes,  owner,  filed  December  16,  1937,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  39-34  to  39-38  60th  street,  west 
side,  307  ft.  north  of  Roosevelt  avenue,  and  39-27  to  39-31 
59th  street  (Block  No.  1230,  Lot  No.  35),  Woodside,  Bor¬ 
ough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board 
March  25,  1938,  on  certain  conditions ;  permit  extended 
March  5,  1940  and  applicant  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  25,  1938, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“*  *  *  for  a  temporary  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution  for  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  *  * 


1023-40-BZ. 

APPLICANT — Edward  McCloud  (lessee),  for  Jessie  M. 
Schneider,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7i  of  the  building  zone  resolu¬ 
tion,  permitting  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  the  maintenance  and  con¬ 
version  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop,  which  existing  building 
does  not  comply  with  the  rear  yard  requirements 
of  the  building  zone  resolution. 

PREMISES  AFFEC1  ED — 110-14  New  York  boulevard, 
west  side,  100  ft.  south  of  Brinkerhoff  avenue 
(Block  No.  2938,  Lot  No.  39),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Nathan  H.  Schneider. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative :  .  0 


244 


MINUTES 


rHE  RESOLUTION— 

(1023-40-BZ) 

Whereas,  this  application,  to  permit  partly  in  a  business 
lse  district  and  partly  in  a  residence  use  district  the  main- 
enance  and  conversion  of  occupancy  of  an  existing  building 
o  a  motor  vehicle  repair  shop,  which  existing  building 
loes  not  comply  with  the  rear  jard  requirements  of  the 
wilding  zone  resolution,  premises  110-14  New  York  boule- 
/ard,  west  side,  100  ft.  south  of  Brinkerhoff  avenue  (Block 
\To.  2938,  Lot  No.  39),  Borough  of  Queens,  was  granted  by 
he  Board  April  22,  1941,  on  certain  conditions,  under  sec- 
ion  7i  of  the  building  zone  resolution ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
o  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  the  resolution  adopted  on  April  22,  1941,  only 
;o  far  as  it  has  reference  to  the  time  within  which  all 
)ermits  are  required  to  be  obtained  and  all  work  completed, 
;o  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  two  (2)  months  from  the  date  of  this 
amended  resolution.” 


\PPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

>81-40- A. 

APPLICANT — LaBelle  Service  Station,  Incorporated, 
owner;  Ferdinand  F.  Scherpich,  attorney  for  Ed¬ 
ward  Lambert  and  Florence  Scherpich  and  Sidney 
B.  Fisher,  attorney  for  Amelia  Walter  holders  of 
first  mortgage. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

’REMISES  AFFECTED— 291-301  Metropolitan  avenue, 
northwest  corner  of  Roebling  street  (Block  No. 
2353,  Lot  No.  13),  Borough  of  Brooklyn. 

A.PPE  ARAN  CES — 

For  Applicant:  Nathan  Schwartz. 

For  Administration :  Willard  J.  Carmel,  Dep’t  of 
Investigation,  and  Morris  Hannes,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  24,  1942  at 
2  P.  M.  at  the  request  of  the  applicant. 


1098-41 -A. 

APPLICANT — Morris  B.  Kessler,  for  Leeds  Realty  Cor¬ 
poration,  adjoining  owner. 

OWNER  OF  PREMISES— Standard  National  Corpora¬ 
tion  (Joseph  Glicker,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent — re  revocation  of  Certificate  of  Occu¬ 
pancy  No.  192-41. 

PREMISES  AFFECTED— 2050-2066  White  Plains  avenue, 
northeast  corner  of  Bronxdale  avenue  and  south¬ 
east  corner  of  Brady  avenue  and  White  Plains  ave¬ 
nue  (Block  No.  4284,  Lot  Nos.  5,  11,  13  and  15), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Earl  I.  Gallant,  Mortimer  Salomon, 
Joseph  Berenson  and  Mortimer  Stern. 

For  Opposition:  A.  Haaren,  J.  C.  Holahan,  Stan¬ 
ley  Haskell,  Joseph  Sears,  Joseph  Glicker  and 
William  Lederer. 

For  Administration:  M.  Thiede  and  Fred  Dahlem, 
Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  13,  1942  at 
10  A.  M.  for  testimony  of  additional  witnesses. 


79-42-A. 

APPLICANT — Samuel  Rosenblum,  for  Estate  of  Helena 
Barnutz  (Louise  DeLorme,  Executrix),  owner.' 


SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 260-268  Gold  street  and  252-258 
Gold  street  (rear),  northwest  corner  of  Tillary 
street  (Block  No.  121,  Lot  No.  44),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 


1000-41-A. 

APPLICANT — Robert  Gottlieb,  for  The  New  York  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 148-150  Washington  street  and 
145  Cedar  street,  northwest  corner  (Block  No.  56, 
Lot  No.  15),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  Battschinger. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  revoking  certifi¬ 
cate  of  occupancy. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 

THE  RESOLUTION— 

(1000-41-A) 

Whereas,  Robert  Gottlieb,  for  New  York  Savings  Bank, 
owner,  filed  on  November  19,  1941  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  for  revocation  of  Cer¬ 
tificate  of  Occupancy  No.  17476;  premises  148-150  Wash¬ 
ington  street  and  145  Cedar  street,  northwest  corner  (Block 
No.  56,  Lot  No.  15),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1964-41  dated  December  1,  1941  reads: 

“Replying  to  your  request  to  change  the  above  pre¬ 
mises  from  a  two-family  with  commercial  use,  to  a 
multiple  dwelling  having  an  old  law  tenement  status, 
please  be  advised  as  follows : 

Our  records  show  that  the  above  5-story  non-fire- 
proof  building  was  originally  an  old  law  tenement. 

In  1930  the  building  was  changed  to  a  two-family  and 
commercial  use,  and  Certificate  of  Occupancy  17476 
was  issued.  A  change  to  an  old  law  tenement  cannot 
be  permitted  by  this  department,  where  the  certificate 
of  occupancy  has  been  issued.  Your  request  is  there¬ 
fore  denied.  You  may,  however,  appeal  to  the  Board 
of  Standards  and  Appeals,  which  has  the  authority  to 
revoke  a  certificate  of  occupancy.  If  the  certificate  of 
occupancy  is  revoked,  this  department  could  grant  your 
request,  but  not  otherwise.” 
and 

Whereas,  the  applicant  states  that  the  building  is  5 
stories  (52  ft.)  in  height;  52  ft.  3  in.  by  20  ft.  5  in.  in 
area ;  of  Class  3  construction ;  located  in  an  unrestricted  use 
district;  erected  prior  to  1901;  and  now  occupied  as  fol¬ 
lows  :  cellar,  storage ;  1st  floor,  store ;  2nd  floor,  vacant,  3rd, 
4th  and  5th  floors,  1  family  each  floor.  It  is  proposed  to 
be  occupied:  cellar,  storage;  1st  floor,  store;  2nd  floor,  1 
family;  3rd  floor,  1  family;  4th  floor,  1  family;  5th  floor, 
1  family;  and 

Whereas,  Certificate  of  Occupancy  No.  17476-31  issued 
April  20,  1931  on  Alt.  Applic.  No.  1936-30  permits  the  use 
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of  the  cellar  for  storage;  1st  story,  store  and  lunchroom; 
2nd  floor,  lunchroom ;  3rd  floor,  tailor  shop ;  4th  floor,  1 
family ;  5th  floor,  1  family ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
originally  an  old  law  tenement,  5  stories  in  height  with  a 
store  on  the  first  floor  and  one  apartment  per  floor  on 
each  of  the  upper  floors ;  that  in  1930  the  owner  without 
the  consent  of  the  mortgagee  changed  the  building  into  a 
business  building  on  the  1st,  2nd  and  3rd  floors  and  dwelling 
use,  one  family  each,  on  the  4th  and  5th  floors  and  Certifi-1 
cate  of  Occupancy  No.  17476-31  was  issued  for  such  use; 
that  the  then  owner  wras  unable  to  rent  the  upper  floors 
for  business  and  changed  the  3rd  floor  illegally  to  a  5  room 
apartment  and  the  present  owner  obtained  title  through 
foreclosure  July  24,  1941  and  found  the  building  used  as 
a  store  on  the  1st  floor,  2nd  floor,  vacant  and  1  family 
each  on  the  3rd,  4th  and  5th  floors ;  that  it  is  impossible  to 
rent  the  upper  floors  for  business  and  the  present  owner 
desires  to  replace  the  apartment  on  the  2nd  floor  and 
legalize  the  existing  apartment  on  the  3rd  floor;  that  it  is 
proposed  to  fire-retard  the  stair  hall  and  do  all  other  work 
as  required  by  Article  7  of  the  Multiple  Dwelling  Law  for 
old  law  tenements;  and 

Whereas,  the  applicant  has  filed  a  communication  from 
the  Consolidated  Edison  Company  of  New  York,  Inc., 
dated  January  5,  1942  addressed  to  the  owner  in  which  it 
is  stated  that  the  electric  meter  which  presently  records  the 
use  of  service  in  the  apartment  on  the  3rd  floor  was  in¬ 
stalled  July  18,  1929;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board;  and 

Whereas,  it  appeared  at  the  time  that  the  building  had 
not  been  adequately  altered  for  business  use  on  the  2nd  and 
3rd  floors  and  that  the  building  is  now  occupied  as  a  tene¬ 
ment  house;  and 

Whereas,  in  the  opinion  of  the  Board  the  Certificate  of 
Occupancy  No.  17476  was  improperly  issued  and  should  be 

revoked.  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  December  1,  1941  on  Alt.  Applic.  No.  1964-41  be  and 
it  hereby  is  reversed  and  that  the  appeal  be  and  it  hereby  is 
granted  revoking  Certificate  of  Occupancy  No.  17476  so  as 
to  permit  the  building  to  be  restored  to  the  former  old  law 
tenement  classification  to  permit  compliance  with  the  re¬ 
quirements  of  Art.  7  of  the  Multiple  Dwelling  Law  and  a 
other  requirements  of  the  Multiple  Dwelling  Law  and  all 
other  laws,  rules  and  regulations  applicable  thereto. 


1061 -41 -A. 

APPLICANT— Marshall,  Bratter  and  Seligson,  for  Recre¬ 
ation  Room  and  Settlement,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 84-86  East  First  street,  north 
side,  144  ft.  2  in.  east  of  First  avenue  (Block  No. 
429,  Lot  No.  61),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Lester  Jayson. 

For  Administration:  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 


THE  RESOLUTION— 

(1061-41-A) 

Whereas,  Marshall,  Bratter  and  Seligson,  for  Recreation 
Rooms  and  Settlement,  owner,  filed  on  December  8,  1941 
an  appeal  from  the  order  and  a  decision  of  the  fire  com¬ 
missioner;  premises  84-86  East  First  street,  north  side,  144 


ft.  2  in.  east  of  First  avenue  (Block  No.  429,  Lot  No.  61), 
Borough  of  Manhattan;  and 

Whereas,  Order  No.  12524-LF,  issued  by  the  fire  com¬ 
missioner  November  10,  1941,  reads: 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  Rules  of  the  Board  of 
Standards  and  Appeals,  and  the  enclosed  approved  lay¬ 
out.  487E-2.0-C-1  Adm.  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  December  30,  1941,  which  reads: 
“In  reply  to  your  letter  of  December  24,  requesting 
the  acceptance  of  the  existing  bell  system  in  lieu  of  the 
installation  of  an  adequate  interior  electric  fire  alarm 
system  as  called  for  by  the  above  order,  you  are  ad¬ 
vised  that  the  request  must  be  denied. 

The  existing  bell  system  is  not  of  a  type  approved 
by  the  Board  of  Standards  and  Appeals  and  does  not 
conform  to  the  requirements  of  the  Interior  Fire  Alarm 
rules  in  the  following  respects: 

The  system  is  not  of  the  coded  closed  circuit  type. 

There  are  insufficient  gongs  and  stations. 

The  source  of  current  supply  used  to  operate  the 
system  is  not  properly  protected. 

Instruction  cards  have  not  been  provided. 
“Therefore  it  is  suggested  in  that  this  Department  has 
no  authority  to  accept  the  present  bell  system  you  seek- 
relief  from  the  Board  of  Standards  and  Appeals.” 
and  ...  .1 

W hereas,  the  applicant  states  that  the  building  is  3  stories 
and  basement  (40  ft.)  in  height;  42  ft.  10  in.  by  51  ft.  in 
area ;  of  Class  3  construction ;  located  in  a  business  use 
district;  erected  prior  to  1907;  and  occupied  since  1930  as 
a  settlement  house  as  follows:  1st  floor,  kitchen,  game 
room,  checkroom,  office,  50  persons,  and  also  as  an  audi¬ 
torium  with  a  capacity  of  175  to  200  persons;  2nd  floor, 
recreation  room,  play  rooms,  club  rooms  and  gymnasium,  50 
persons;  3rd  floor,  shop,  club  rooms,  office  and  dwelling, 
40  persons;  4th  floor,  craft’s  room,  social  room  and  staff 
living  quarters,  20  persons.  No  change  in  use  or  occu¬ 
pancy  is  proposed  except  for  the  auditorium  portion  of  the 
1st  floor,  which  it  is  proposed  to  be  used  for  a  day  nursery 
school,  with  a  maximum  occupancy  of  40  persons ;  and 

Whereas,  the  applicant  contends  that  the  owner  is  a 
charitable  organization  which  conducts  a  day  nursery  school 
with  38  children  in  attendance;  that  by  reason  of  the  occu¬ 
pancy  by  the  nursery  school  of  more  than  30  children,  a 
permit  was  requested,  and  in  connection  with  the  applica¬ 
tion  for  a  permit  the  Fire  Department  examined  the  build¬ 
ing  and  issued  the  order  which  is  herein  appealed  from; 
that  at  the  present  time  the  building  is  equipped  with  an 
open  circuit  two  bell  alarm  system  with  10  in.  gongs  in  the 
yard  and  on  the  third  floor,  and  a  push  button  station  on 
the  main  floor ;  that  to  comply  with  the  order  would  invlove 
an  expenditure  of  $704,  which  the  owner  cannot  undertake 
at  the  present  time;  that  it  is  proposed  to  modify  the  present 
fire  alarm  system  as  inexpensively  as  possible  and  yet  obtain 
adequate  protection  by  having  the  system  completely  recon¬ 
structed,  adding  stations  on  the  second  and  fourth  floors 
and  installing  a  10  in.  gong  on  the  second  floor;  that  in 
addition  thereto,  the  bell  ringing  transformer  presently 
located  in  the  basement  will  be  installed  in  a  locked  metal 
cabinet  so  as  to  prevent  mechanical  interference ;  that  it  is 
believed  that  the  proposed  modifications  to  the  present  sys¬ 
tem  will  provide  adequate  protection  and  it  is  therefore 
requested  that  the  Board  modify  the  order  of  the  fire  com¬ 
missioner  so  as  to  permit  the  reconstruction  as  proposed. 

Resolved,  that  the  order  of  the  fire  commissioner  No. 
12524-LF,  Obj.  No.  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
existing  open  circuit  fire  alarm  system  shall  be  remodeled 
as  proposed  and  maintained  to  the  satisfaction  of  the  fire 
commissioner;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 
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! 2-42- A. 

VPPLICANT — Advance  Pleating  and  Stitching  Company, 
for  E.  H.  BronStein,  owner. 

SUBJECT — Appeal  from  decisions  re  an  order  of  the  fire 
commissioner. 

’REMISES  AFFECTED — 5  West  31st  street,  north  side, 
125  ft.  west  of  Fifth  avenue  (Block  No.  833,  Lot 
No.  36)  (7th  floor),  Borough  of  Manhattan. 
APPEAR  AN  CES — 

For  Applicant :  J.  Jarkow. 

VCTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION— 

(42-42- A) 

Whereas,  Advance  Pleating  and  Stitching  Company,  for 
I.  H.  Bronstein,  owner,  filed  on  January  14,  1942  an  appeal 
Tom  decisions  re  an  order  of  the  fire  commissioner;  prem- 
ses  5  West  31st  street,  north  side,  125  ft.  west  of  Fifth 
ivenue  (Block  No.  833,  Lot  No.  36),  7th  floor,  Borough  of 
Manhattan ;  and 

Whereas,  Order  No.  28420-LC  issued  by  the  fire  com- 
nissioner  November  10,  1941  reads : 

“1.  Install  an  approved  storage  tank.  Rule  4.2.” 

md 

Whereas,  said  order  was  repeated  in  decisions  of  the 
ire  commissioner  dated  December  18,  1941  and  December 
30,  1941 ;  and 

Whereas,  the  applicant  states  that  the  building  is  10 
stories  (110  ft.)  in  height;  25  ft.  by  92  ft.  in  area;  of  Class 
3  construction;  equipped  with  a  standpipe  system;  located 
n  a  restricted  retail  use  district ;  erected  in  1902 ;  and  occu¬ 
pied  since  1922  as  follows :  sub-cellar,  boiler-room  and  work 
oench,  1  person ;  cellar,  lobby  and  stationery  store,  15  per¬ 
sons ;  1st  floor,  importing  rugs  and  scarves,  9  persons;  2nd 
floor,  manufacturing  shirts,  6  persons ;  3rd  floor,  manufac¬ 
turing  embroidery,  8  persons ;  4th  floor,  manufacturing  em¬ 
broidery,  10  persons;  5th  floor,  jobbing  of  braids,  12 
persons ;  6th  floor,  manufacturing  of  umbrellas,  10  persons ; 
7th  floor,  pleating  and  stitching,  11  persons;  8th  floor,  va¬ 
cant  ;  9th  floor,  factory,  20  persons ;  10th  floor,  factory,  20 
persons ;  and 

Whereas,  the  applicant  contends  that  the  boiler  and 
burner  installation  has  been  made  as  safe  as  possible  by  the 
installation  of  automatic  fuel  control,  new  valves,  check- 
valves  and  fireproof  base;  that  it  is  impossible  to  install 
an  approved  tank  for  storage  of  oil  due  to  the  fact  that  it 
will  have  to  be  located  in  the  basement  and  the  burner  is 
on  the  7th  floor;  that  it  is  impossible  to  carry  on  the  busi¬ 
ness  with  the  amount  of  oil  permitted  to  be  stored  on  the 
7th  floor  as  the  burner  uses  approximately  2J4  gallons  per 
hour  and  deliveries  are  made  only  3  times  weekly;  that  in 
lieu  of  compliance  with  the  order  it  is  proposed  to  install 
a  55  gallon  drum  on  the  7th  floor  with  a  pump  attached 
thereto  to  pump  oil  direct  to  the  auxiliary  tank  of  the 
burner;  that  this  installation  will  avoid  spilling  of  oil  and 
reduce  all  risks  to  a  minimum. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
28420-LC  dated  November  10,  1941,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 

64-42-A. 

APPLICANT — Joseph  Moss,  for  M.  and  P.  Homes  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 69-74  to  69-82  184th  street, 
northwest  comer  of  73rd  avenue  (Block  No.  7136, 
part  of  Lot  No.  1),  Flushing,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Joseph  Moss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 


THE  RESOLUTION— 

*  (64-42-A) 

Whereas,  Joseph  Moss,  for  M.  and  P.  Homes  Corpora¬ 
tion,  owner,  filed  January  19,  1942,  an  appeal  from  decisions 
of  the  borough  superintendent ;  premises  69-74  to  69-82  184th 
street,  northwest  corner  of  73rd  avenue  (Block  No.  7136, 
part  of  Lot  No.  1),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent  on 
N.  B.  Building  Application  Nos.  11,  12  and  13  of  1942 
dated  January  16,  1942,  read : 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2 — Building  Code.” 

and 

Whereas,  the  applicant  contends  the  premises  consist  of 
a  plot  of  ground  fronting  100.45  ft.  on  73rd  avenue  and 
120.83  ft.  on  184th  street,  located  in  business  and  residence 
use  D  area  districts.  It  is  proposed  to  subdivide  the  plot 
into  3  lots  and  to  erect  on  each  lot  a  one  and  a  half  story, 
one  family  frame  dwelling,  18  ft.  in  height  and  27  ft.  by 
43  ft.,  25  ft.  6  in.  by  39  ft.  and  25  ft.  6  in.  by  39  ft., 
respectively  in  area  each,  and  also  a  one-car  private  ac¬ 
cessory  garage  11  ft.  by  21  ft.  in  area,  of  Class  4  con¬ 
struction,  on  each  lot.  Dwellings  will  be  set  back  from  the 
184th  street  building  line  for  a  distance  of  20  ft.  into  which 
set  back  front  entrance  steps  and  bay  windows  may  project 
for  approximately  5  ft.  Side  yards  will  be  provided  for  a 
width  of  9  ft.  6  in.'  on  the  north  side  of  each  dwelling  and 
side  yards  of  a  width  of  5  ft.  on  the  south  sides  of  each 
dwelling,  except  that  the  corner  dwelling  will  be  located 
not  nearer  than  6  ft.  to  the  73rd  avenue  building  line  and 
except  further  that  chimney  breasts  may  project  into  the 
side  yards  for  a  distance  of  approximately  2  ft.  and  side 
entrance  steps  for  a  distance  of  3  ft.  Garages  will  be 
located  not  nearer  than  2  ft.  to  side  or  rear  lot  lines. 
Dwellings  will  be  surfaced  on  exterior  at  the  first  story 
with  masonry  veneer  and  w-ith  wood  siding  above,  except 
that  dormers  will  be  surfaced  on  the  exterior  with  asbestos 
shingles  and  the  roofs  will  be  surfaced  with  approved 
asphalt  shingles.  Garages  will  be  surfaced  on  exterior  to 
the  plate  line  with  masonry  veneer  and  said  masonry  veneer 
to  be  carried  up  to  the  underside  of  roof  boarding  at  rear 
gables.  Front  gables  to  be  surfaced  with  wood  siding  and 
garage  roofs  to  be  surfaced  with  asphalt  shingles;  and 

Whereas,  the  applicant  contends  that  the  use  of  these 
premises  for  business  purposes  is  impractical  as  there  are 
sufficient  business  streets  in  the  neighborhood;  that  to  leave 
the  spot  unbuilt  upon  would  constitute  a  detriment  and  an 
eye-sore  to  the  neighborhood  and  therefore  it  is  requested 
that  the  Board  grant  a  variation  so  as  to  permit  the  con¬ 
struction  of  these  dwellings  and  garages  as  proposed  in 
harmony  with  the  balance  of  the  development  in  the  resi¬ 
dential  area. 

Resolved,  that  the  decisions  of  the  borough  superintend¬ 
ent  on  N.  B.  Applic.  Nos.  11,  12  and  13  of  1942,  Objection 
No.  1,  be  and  they  hereby  are  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  residential 
buildings  and  accessory  garages  shall  be  constructed  sub¬ 
stantially  as  proposed;  that  the  residence  buildings  shall 
be  limited  to  the  occupancy  of  a  single  family  each ;  that 
in  all  other  respects  the  buildings  shall  comply  with  the 
requirements  for  similar  buildings  when  erected  outside  the 
fire  limits.  * 
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65-42-A. 

APPLICANT — Joseph  Moss,  for  M.  and  P.  Homes  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 69-73  and  69-79  184th  street, 
northeast  comer  of  73rd  avenue  (Block  No.  7137, 
part  of  Lot  No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Joseph  Moss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  cond^ion. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 

THE  RESOLUTION— 

(65-42-A) 

Whereas,  Joseph  Moss,  for  M.  and  P.  Homes  Corpora¬ 
tion,  owner,  filed  on  January  19,  1942  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent;  premises  69-73  and 
69-79  184th  street,  northeast  corner  of  73rd  avenue  (Block 
No.  7137,  part  of  Lot  No.  1),  Flushing,  Borough  of 
Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent  on 
N.  B.  Applic.  Nos.  6  and  7  of  1942,  dated  January  16,  1942, 
read : 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  section  4.1.2  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  front¬ 
ing  115.09  ft.  on  184th  street  and  100.46  ft.  on  73rd  avenue, 
located  in  business  and  residence  use  D  area  districts.  It 
is  proposed  to  subdivide  the  plot  into  two  separate  lots  and 
to  erect  upon  each  lot  a  one  and  one  half  story  frame  one- 
family  dwelling,  18  ft.  in  height  and  27  ft.  by  43  ft.  and 
25  ft.  6  in.  by  39  ft.  in  area,  respectively,  and  also  a  one 
car  private  accessory  garage,  of  Class  4  construction,  11 
ft.  by  21  ft.  in  area.  Dwellings  will  be  set  back  from  184th 
street  a  distance  of  22  ft.  into  which  set  back  front 
entrances  and  bay  windows  may  project  for  approximately 
5  ft.  A  side  yard  will  be  provided  on  the  north  side  of  the 
corner  dwelling  for  a  width  of  12  ft.  and  such  corner 
dwelling  will  be  set  back  from  73rd  avenue  building  line  an 
average  of  15  ft.  into  which  set  back  chimney  breasts  may 
project  for  approximately  2  ft.  The  dwelling  to  be  located 
65.09  ft.  north  of  73rd  avenue  will  have  a  side  yard  on  the 
south  side  for  a  width  of  10  ft.  and  a  side  yard  on  the 
north  side  for  a  width  of  14  ft.  6  in.  Chimney  breasts  and 
side  entrance  steps  may  project  into  side  yards  a  distance 
of  3  ft.  Garages  will  be  located  not  nearer  than  2  ft.  to 
side  or  rear  lot  lines.  The  dwellings  will  be  surfaced  on 
exterior  at  the  first  story  with  masonry  veneer  and  with 
wood  siding  above,  except  that  dormers  will  be  surfaced 
on  exterior  with  asbestos  shingles  and  the  roofs  will  be 
surfaced  with  approved  asphalt  shingles.  Garages  will  be 
surfaced  on  exterior  to  the  plate  line  with  masonry  veneer 
and  said  masonry  veneer  will  be  carried  up  to  the  underside 
of  roof  boarding  at  rear  gables.  Front  gables  to  be  sur¬ 
faced  with  wood  siding  and  garage  roofs  to  be  surfaced 
with  asphalt  shingles;  and 

Whereas,  the  applicant  contends  that  the  use  of  these 
premises  for  business  purposes  is  impractical  as  there  are 
sufficient  business  streets  in  the  neighborhood ;  that  to  leave 
the  spot  unbuilt  upon  would  constitute  a  detriment  and  an 
eye-sore  to  the  neighborhood  and  therefore  it  is  requested 
that  the  Board  grant  a  variation  so  as  to  permit  the  con¬ 
struction  of  these  dwellings  and  garages  as  proposed  in 
harmony  with  the  balance  of  the  development  in  the  resi¬ 
dential  area. 


Resolved,  that  the  decisions  of  the  borough  superintendent 
on  N.B.  Applic.  Nos.  6  and  7  of  1942,  Objection  No.  1,  be 
and  they  hereby  are  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  residential  buildings 
and  accessory  garages  shall  be  constructed  substantially  as 
proposed;  that  the  residence  buildings  shall  be  limited  to 
the  occupancy  of  a  single  family  each;  that  in  all  other 
respects  the  buildings  shall  comply  with  the  requirements 
for  similar  buildings  when  erected  outside  the  fire  limits. 


91 -42- A. 

APPLICANT — Mac  L.  Reiser,  for  Frank  Guido,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 65  Bond  street,  east  side,  58  ft. 
4  in.  north  of  State  street  (Block  No.  172,  Lot  No. 
4),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Mac  L.  Reiser. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative:  . . .  0 

THE  RESOLUTION— 

(91-42-A) 

Whereas,  Mac  L.  Reiser,  for  Frank  Guido,  owner,  filed  on 
January  29,  1942,  an  appeal  from  a  decision  of  the  borough 
superintendent ;  premises  65  Bond  street,  east  side,  58  ft.  4  in. 
north  of  State  street  (Block  No.  172,  Lot  No.  4),  Borough 
of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  26,  1942,  reads : 

“1.  Premises  converted  to  a  non-tenement  under  Per¬ 
mit  No.  14089-37  with  C.  of  O.  91875  issued.  Restora¬ 
tion  of  these  premises  to  Old  Law  Tenement  after 
April  18,  1929  is  contrary  to  Sec.  8.  S.D.  2.” 

and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (45  ft.)  in  height;  16  ft.  8  in.  by  43  ft.  in  area;  of 
Class  3  construction;  erected  prior  to  1901;  located  in  a 
business  use  district;  and  occupied:  cellar,  storage;  first 
floor,  stores;  second  floor,  one  family  dwelling;  third  floor, 
one  family  dwelling ;  fourth  floor,  vacant.  It  is  proposed 
to  be  occupied:  cellar,  same;  first  floor,  same;  second  floor, 
same;  third  floor,  same;  fourth  floor,  one-family  dwelling. 
Certificate  of  Occupancy  No.  91875  issued  May  9,  1939, 
permitted  the  use  of  the  building  as  follows  :  cellar,  ordinary 
use;  first  floor,  stores;  second  floor,  one  family;  third  floor 
and  fourth  floor  combined,  one  family  and  four  boarders; 
and 

Whereas,  the  applicant  contends  that  this  appeal  is  made 
for  the  revocation  of  Certificate  of  Occupancy  No.  91875 
and  Alt.  Permit  No.  1489-37  so  as  to  establish  the  status  of 
this  building  in  its  original  classification  of  Old  Law  Tene¬ 
ment,  and  that  Certificate  of  Occupancy  No.  91875  was 
secured  by  the. mortgagee  as  a  temporary  expedient;  that  all 
the  old  plumbing  fixtures  remain  in  place,  except  those  on 
the  fourth  story  which  were  disconnected  and  laid  on  the 
floor ;  that  the  building  never  ceased  to  be  arranged  and 
intended  and  designed  for  use  as  a  multiple  dwelling  and 
therefore  the  certificate  of  occupancy  which  it  is  now  sought 
to  revoke  should  never  have  been  issued ;  that  it  is  now  pro¬ 
posed  to  install  three  new  bathrooms  on  each  of  the  second, 
third  and  fourth  stories,  to  replace  new  kitchen  fixtures  on 
each  of  the  second,  third  and  fourth  stories,  to  remove  exist- 
ing  watercloset  compartments  in  public  halls,  to  remove  one 
interior  room,  to  install  a  new  bathroom  in  such  space, 
thereby  reducing  the  number  of  rooms  to  four  instead  of 
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ive  and  to  do  all  the  necessary  fire  retarding  of  public  halls 
.s  required  by  the  multiple  dwelling  law  and  to  re-occupy 
he  building  as  a  multiple  dwelling. 

Resolved,  that  the  decision  of  the  borough  superintendent 
lated  January  26,  1942  be  and  it  hereby  is  reversed  and  that 
he  appeal  be  and  it  hereb}'  is  granted  revoking  Certificate 
>f  Occupancy  No.  91875  so  that  the  building  may  be  reclassi- 
ied  as  a  tenement  and  made  to  comply  with  the  require- 
nents  of  Art.  7  of  the  Multiple  Dwelling  Law  and  all  other 
tiles,  laws  and  regulations  applicable  thereto. 


00-42-A. 

\PPLICANT — M.  J.  McCay,  for  New  York  Foundling 
Hospital,  owner. 

5UBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 130  East  69th  street,  south 
side,  200  ft.  west  of  Third  avenue  (Block  No.  1403, 
Lot  No.  33),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Michael  J.  McCay  and  R.  Roger. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 

rHE  RESOLUTION— 

(100-42-A) 

Whereas,  M.  J.  McCay,  for  the  New  York  Foundling 
Hospital,  owner,  filed  on  February  3,  1942,  an  appeal  from 
:he  decision  of  the  borough  superintendent;  premises  130 
East  69th  street,  south  side,  200  ft.  west  of  Third  avenue 
(Block  No.  1403,  Lot  No.  33),  Borough  of  Manhattan; 
md 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1826-41  dated  February  2,  1942,  reads : 

“1.  Construction  of  this  frame  structure  is  contrary 
to  Sect.  4.2.1  Building  Code,  which  prohibits  frame  con¬ 
struction  in  Fireproof  areas. 

2"  thick  lumber  for  rafters  and  studs  contrarv  to 
7.1. 4(7)  Building  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  and  cellar  (approximately  60  ft.)  in  height;  260  ft. 
by  160  ft.  in  area;  of  Class  3  construction;  equipped  with 
a  standpipe  system ;  erected  in  1883 ;  located  in  a  residence 
use  B  area  district ;  and  occupied  throughout  for  hospital ; 
and  proposed  to  be  occupied  throughout  for  a  hospital  with 
a  solarium  on  the  second  floor ;  and 
Whereas,  the  applicant  contends  that  the  premises  con¬ 
sists  of  two  buildings,  the  main  building  and  the  St.  Johns 
building,  which  are  connected  by  a  one-story  and  cellar 
passageway,  of  Class  3  construction;  that  it  is  proposed  to 
erect  a  solarium  on  the  roof  of  this  passageway;  that  this 
solarium  will  be  11  ft.  by  40  ft.  in  area,  one  story  (15  ft.) 
in  height,  of  Class  4  construction,  as  shown  on  plan  filed 
with  the  borough  superintendent  July  29,  1941  under  Alt. 
Applic.  No.  1826-41 ;  that  the  solarium  will  consist  of  a 
wood  and  glass  enclosure  and  will  be  constructed  as  a 
continuous  glass  skylight  and  will  be  located  20  ft.  inside 
the  building  line  on  top  of  the  open  concrete  roof  deck 
of  the  existing  passageway;  that  the  proposed  structure 
will  not  obstruct  any  of  the  required  exits  of  the  present 
buildings ;  that  the  entire  walls  where  not  glazed  will  be 
finished  with  cement  plaster  on  metal  lath ;  that  if  the 
Board  wishes,  sprinkler  heads  could  be  installed  in  the 
ceiling  with  heads  not  more  than  7  ft.  apart  to  connect 
to  either  the  existing  sprinkler  system  or  the  domestic  water 
supply  and  the  space  could  be  heated  in  order  to  keep  the 
sprinklers  from  freezing;  that  due  to  the  National  Emerg¬ 


ency  steel  was  not  obtainable  and  wood  was  used  for  the 
construction  of  the  enclosing  walls  and  for  the  support 
of  the  continuous  glass  skylight  or  ceiling;  that  dne  to  the 
fact  that  it  was  not  desired  to  overload  the  roof,  2  in. 
dimensional  lumber  was  used;  that  this  sun  deck  is  neces¬ 
sary  for  the  continuance  of  the  treatment  of  children 
throughout  the  year;  that  such  treatment  was  previously 
limited  to  the  use  of  the  open  deck  during  the  summer 
time  only. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1826-41,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  structure  shall  not  be  increased 
in  height  or  area;  that  there  shall  be  screens  installed 
underneath  the  glazed  skylight  roof ;  that  a  sprinkler  sys¬ 
tem  shall  be  installed  consisting  of  an  extension  of  the 
sprinkler  system  in  the  adjoining  building;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  except  that 
as  to  Objection  No.  2  the  wood  construction  as  shown  for 
rafters  and  studs  may  be  accepted  provided  the  exterior 
of  the  building  up  to  the  sill  level  shall  be  surfaced  with 
incombustible  material  and  the  interior  protected  with  ce¬ 
ment  plaster  on  metal  lath ;  that  no  openings  shall  be 
constructed  in  the  existing  fireproof  deck  roof  upon  which 
the  structure  is  erected  and  exit  shall  be  provided  by  doors 
opening  into  adjoining  sections  of  the  building  through 
which  exit  from  the  buildings  is  provided. 


127-42-A. 

APPLICANT — Edo  Aircraft  Corporation,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  erection  of  building  in  bed  of  mapped 
street  (under  section  35  of  General  City  Law). 
PREMISES  AFFECTED — 109-15  14th  avenue,  north  side, 
200  ft.  west  of  111th  street  (Block  No.  4031,  Lot 
Nos.  1  and  25),  College  Point,  Borough  of  Queens 
(under  section  35,  General  City  Law  re  bed  of 
mapped  street). 

APPEARANCES— 

For  Applicant:  David  J.  O’Brien. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 

THE  RESOLUTION— 

(127-42-A) 

Whereas,  Edo  Aircraft  Corporation,  owner,  filed  on 
February  13,  1942  an  appeal  from  a  decision  of  the  borough 
superintendent  for  permission  to  erect  a  building  in  the  bed 
of  a  mapped  street  (110th  street)  ;  premises  109-15  14th 
avenue,  north  side,  200  ft.  west  of  111th  street  (Block  No. 
4031,  Lot  Nos.  1  and  25),  College  Point,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  Applic.  No.  129-42,  dated  February  7,  1942,  reads : 
“2.  Building  is  in  bed  of  mapped  streets  contrary 
to  Sec.  35,  Art.  3,  General  City  Law.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  of  ground  300  ft.  by  180  ft.,  irregular  in  area;  located 
in  an  unrestricted  use  district ;  upon  which  it  is  proposed  to 
erect  a  one-story  building  30  ft.  in  height;  300  ft.  by  162 
ft.  in  area;  of  Class  1  construction;  to  be  occupied  as 
follows:  first  floor,  manufacture  and  storage  of  metal  sea¬ 
plane  pontoons ;  mezzanine,  storage  and  offices ;  and 

Whereas,  the  building  as  proposed  will  occupy  the  bed 
of  110th  street  from  the  north  side  of  14th  avenue  to  a 
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point  137  ft.  north  of  14th  avenue  as  shown  on  diagrams 
filed  with  this  appeal  marked  received  “February  14,  1942” ; 
and 

Whereas,  the  applicant  contends  that  the  proposed  build¬ 
ing  will  be  of  fireproof  construction  equipped  with  a  stand¬ 
pipe  and  sprinkler  system  and  will  be  used  for  the  manufac¬ 
ture  of  water  type  landing  gear  for  airplanes  in  connection 
with  the  National  Defense  Program  in  addition  to  the  plant 
already  existing  on  these  premises ;  that  they  have  no  alter¬ 
native  but  to  locate  the  proposed  building  as  shown  in  view 
of  the  fact  that  there  is  an  insufficiency  of  available  prop¬ 
erty  at  this  point,  and  especially  in  view  of  the  fact  that 
this  proposed  extension  must  be  erected  immediately  ad¬ 
jacent  to  the  existing  buildings  so  as  to  maintain  the 
continuity  of  our  production  lines ;  and 

Whereas,  on  February  17,  1942  the  Board  was  advised 
by  the  Borough  President  of  Queens  in  response  to  an 
inquiry  that  it  is  the  intention  of  the  Borough  President’s 
office  to  remove  110th  street  from  the  final  city  map  be¬ 
tween  14th  avenue  and  Powells  Cove  boulevard,  and  that 
no  objection  is  made  by  the  Borough  President  to  the  grant¬ 
ing  of  the  application  herein;  and 

Whereas,  under  date  of  February  26,  1942,  the  City 
Planning  Commission  advised  this  Board  that  while  discus¬ 
sions  have  been  held  with  the  Borough  President  relative 
to  the  removal  of  110th  street  from  the  final  city  map,  no 
formal  proceeding  or  request  for  action  is  presently  pending 
before  the  commission ;  and 

Whereas,  notice  of  this  hearing  was  duly  published  in 
the  Bulletin  of  the  Board  as  required  by  Section  35  of  the 
General  City  Law. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Applic.  No.  129-42,  Objection  No.  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  under  the  powers  granted  the  Board  under  Section 
35  of  the  General  City  Law,  on  condition  that  the  use  of 
the  proposed  street  shall  continue  only  so  long  as  the  build¬ 
ing  as  proposed  is  erected  and  occupied  in  the  manner 
proposed ;  that  the  building  in  the  bed  of  mapped  street 
shall  not  be  increased  beyond  that  now  shown  on  the  plans 
filed  with  the  borough  superintendent,  and  in  the  event  the 
building  is  discontinued  the  portion  within  the  bed  of  the 
mapped  street  shall  be  removed  unless  a  variance  shall  be 
granted  by  this  Board  permitting  continuance. 


164-42- A. 

APPLICANT— David  Cheifetz,  for  Loew’s  Realty  Corpora¬ 
tion,  owner. 

SUBTECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1-11  West  Fordham  road  and 
2465  Terome  avenue,  northwest  corner  (Block  No. 
3200,  Lot  No.  23),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  David  Cheifetz. 

For  Administration  :  M.  Thiede  and  Fred  Dahlem, 
Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn . . .  3 

Negative:  . . .  0 

Not  Voting:  Commissioner  Savage .  1 


Whereas,  the  decision  of  the  borough  superintendent  on 
E.  S.  Applic.  No.  635-41,  dated  February  25,  1942,  reads: 

“2.  Sign  not  permitted  to  cover  more  than  15%  of 
that  portion  of  the  front  surface  of  the  building  occupied 
by  the  store,  in  connection  with  which  sign  will  be 
erected,  identified  as  Nos.  7  and  9  West  Fordham  rd. 
Sec.  4,  Subd.  49(a),  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (approximately  15  ft.),  in  height;  160  ft.  by  80  ft. 
in  area ;  of  Class  3  construction ;  located  in  a  business  use  D 
area  district;  erected  prior  to  1924;  and  occupied  as  stores; 
and 

Whereas,  the  applicant  contends  the  interpretation  placed 
on  Section  4,  Subdivision  49a  of  the  building  zone  resolution 
by  the  borough  superintendent  is  erroneous  in  the  following 
respects : 

1.  The  building  has  a  frontage  of  approximately  160 
ft.  and  the  street  wall  of  the  building  is  21  ft.  in  height, 
which  would  permit  an  area  of  3360  sq.  ft.  to  be  used 
as  a  basis  for  calculating  the  permissible  15%  sign 
area.  On  this  basis  an  aggregate  of  504  sq.  ft.  of  signs 
is  permitted  under  the  building  zone  resolution. 

2.  The  borough  superintendent  takes  the  erroneous 
position  that  only  the  portion  of  the  building  to  be 
served  by  the  sign  should  be  used  in  calculating  the 
allowable  sign  area. 

3.  The  previously  existing  signs  total  an  area  of  176 
sq.  ft.  The  proposed  sign  will  be  154  sq.  ft.  in  area,  and 
the  aggregate  square  area  of  existing  and  proposed 
signs  will  be  330  sq.  ft. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  E.  S.  Applic.  No.  635-41,  Objection  No.  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  proposed  signs  and  all  other 
signs  on  the  building  do  not  total  an  area  in  excess  of  15% 
of  the  area  of  the  street  wall  of  the  building  for  its  full 
length  and  height. 


VARIATIONS  OF  THE  LABOR  LAW. 

123-42-S. 

APPLICANT — Stephen  L.  Heidrich,  for  William  F.  Vree- 
denburg,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 244-248  West  27th  street,  south 
side,  150  ft.  east  of  Eighth  avenue  (Block  No.  776, 
Lot  No.  65),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  Aaronson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative : .  0 


THE  RESOLUTION— 


(164-42-A) 


1 34-42- S. 

APPLICANT — Julius  Eckmann,  for  Louis  Richard,  Incor¬ 
porated,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 110-114  West  End  avenue,  cast 
side,  25  ft.  1J4  in.  south  of  West  65th  street  (Block- 
No.  1156,  Lot  No.  63),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Julius  Eckmann. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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CTION  OF  BOARD — Application  granted  on  condition. 
HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

HE  RESOLUTION— 

( 134-42-S) 

Whereas,  Julius  Eckmann,  for  Louis  Richard,  lncorpo- 
tled,  owner,  "filed  on  February  17,  1942  an  application  for  a 
iriation  from  the  requirements  of  the  Labor  Law  as  cited 
a  decision  of  the  borough  superintendent;  premises  110- 
.4  West  End  avenue,  east  side,  25  ft.  134  in-  south  of  West 
ith  street  (Block  No.  1156,  Lot  No.  63),  Borough  of 
[anhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
It.  Applic.  No.  157-42  dated  February  11,  1942,  reads: 

“1.  Provide  two  lawful  means  of  egress  as  required 
by  section  270  of  the  Labor  Law. 

2.  Steel  must  be  fireproofed  as  required  by  section 
264  of  the  Labor  Law.” 

id  .... 

Whereas,  the  applicant  states  that  the  building  is  4  stories 
52  ft.)  in  height;  75  ft.  3^4  in-  by  100  ft.  in  area  at  first 
oor  and  75  ft.  3^4  in.  by  90  ft.  in  area  at  typical  floor ;  of 
lass  1  construction;  erected  in  1915;  located  in  a  manu- 
icturing  use  B  Area  distrct;  and  now  occupied  throughout 
i  a  'non-storage  garage.  It  is  proposed  to  be  occupied : 
dlar,  storage  and  boiler-room,  2  persons;  1st  floor,  non¬ 
orage  garage,  30  cars,  20  persons ;  2nd  floor,  manufacturing 
>  permitted  by  section  4f  of  the  building  zone  resolution, 
)  persons ;  3rd  floor,  manufacturing  as  permitted  by  section 
E  of  the  building  zone  resolution,  40  persons ;  4th  floor, 
i  lanuf acturing  as  permitted  by  section  4f  of  the  building 
3tie  resolution,  40  persons.  The  building  is  equipped  with 
lie  interior  stairs  at  front  of  building,  3  ft.  8  in.  in  width, 
f  steel  construction  with  cement  treads,  enclosed  in  6  in. 
:rra  cotta  blocks,  equipped  with  fireproof,  self-closing  doors 
nd  extending  from  roof  bulkhead  direct  to  street,  and  also 
ae  exterior  screened  stair  at  the  rear  of  building  which 
vc tends  to  roof  by  stairs  and  to  street  from  termination  by 
leans  of  fireproof  passageway.  The  windows  and  doors  on 
le  course  of  the  exterior  stairs  are  fireproof  and  self-closing 
nd  there  is  no  safe  egress  from  the  roof;  and 
Whereas,  the  applicant  contends  as  to  Objection  No.  1 
lat  due  to  the  changed  local  conditions  continuance  of  the 
uilding  as  a  garage  is  difficult  due  to  unfavorable  renting 
onditions ;  that  the  proposed  number  of  occupants  per  floor 
ill  not  exceed  the  capacity  of  the  interior  stairs  and  tluis 
le  exits  will  be  used  for  substantially  one-half  of  their 
apacity;  and 

Whereas,  the  applicant  contends  that  as  to  Objection 
Io.  2  that  the  fireproofing  on  the  beams  is  134  in.;  that  the 
uilding  is  only  4  stories  in  height;  that  the  minimum 
equirements  of  the  Labor  Law  for  a  4  story  factory  build- 
ig  permit  non-fireproof  construction ;  that  therefore  the 
loard  is  requested  to  give  consideration  to  the  building  as 
'  is  of  fireproof  construction  and  the  exits  will  be  used  only 
o  50%  of  their  capacity. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  make  a  variation  in  the  requirements  of  the  Labor 
.aw  as  cited  in  the  decision  of  the  borough  superintendent 
n  Alt.  Applic.  No.  157-42  and  that  the  application  be  and  it 
ereby  is  granted  as  to  Objection  Nos.  1  and  2,  on  condition 
rat  in  all  other  respects  the  building  and  occupancy  shall 
omply  with  all  laws,  rules  and  regulations  applicable 
lereto;  that  the  exterior  fire  escape  shall  be  repaired  to  the 
itisfaction  of  the  borough  superintendent;  that  all  doors 
hall  be  so  repaired;  that  the  occupancy  of  the  building  shall 
ot  exceed  the  permitted  occupancy  for  the  primary  means 
!  f  exit  and  a  new  certificate  of  occupancy  for  the  proposed 
se  shall  be  obtained. 


1 50-42- S. 

APPLICANT — J.  Sklar  Manufacturing  Co.  Inc.  (lessee), 
Sklarwood  Realty  Corporation,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 38-04  Woodside  avenue,  south¬ 
west  comer  of  Barnett  avenue  (Block  No.  116, 
Lot  No.  21),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Herman  Mendes. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum .  3 

Negative:  Deputy  Chief  Gunn .  1 


THE  RESOLUTION— 

(150-42-S) 

Whereas,  J.  Sklar  Manufacturing  Co.,  Inc.  (lessee),  for 
Sklarwood  Realty  Corporation,  owner,  filed  on  February  20, 
1942  an  application  for  a  variation  from  the  requirements 
of  the  Labor  Law  as  cited  in  a  decision  of  the  fire  commis¬ 
sioner;  premises  38-04  Woodside  avenue,  southwest  corner 
of  Barnett  avenue  (Block  No.  116,  Lot  No.  21),  Long 
Island  City,  Borough  of  Queens ;  and 
Whereas,  the  decision  of  the  fire  commissioner  dated 
January  21,  1942,  reads: 

“This  will  acknowledge  receipt  of  your  communica¬ 
tion  of  January  16,  1942,  wherein  you  request  the  can¬ 
cellation  of  instructions  which  our  inspector  gave  your 
client  with  respect  to  replacing  the  knobs  on  the  exit 
doors  and  arranging  said  doors  to  be  unlocked,  unbolted 
and  unfastened  during  business  hours.  The  fact  that 
your  client  has  been  advised  by  various  agencies  of  the 
United  States  Government  to  guard  entrances  to  the 
premises  cannot  be  accepted  as  a  permission  for  violating 
the  provisions  of  the  labor  law.  The  entrances  may  be 
protected  by  the  placing  of  guards  at  same.  The  sec¬ 
tions  of  the  labor  law  are  mandatory  and  the  fire  com¬ 
missioner  is  without  any  discretion  to  make  any  modi¬ 
fications  of  that  law. 

It  is  important  that  all  exit  doors  be  kept  unlocked 
during  business  hours.  We  must  inform  you  that  if  the 
doors  are  again  found  locked  or  fastened,  we  will  have 
no  alternative  but  to  issue  a  summons.” 

and 

Whereas,  the  applicant  states  that  the  building  is  134 
stories  and  basement  (27.5  ft.)  in  height;  163  ft.  8  in.  by 
265  ft.  4  in.  in  area;  of  Class  3  construction;  located  in  an 
unrestricted  use  district;  erected  in  1923;  and  occupied: 
basement,  boiler-room,  locker  room,  toilet  and  shop,  30  per¬ 
sons ;  1st  floor,  shipping,  manufacturing  of  surgical  instru¬ 
ments  and  offices,  465  persons;  attic,  office,  5  persons.  The 
building  is  equipped  with  a  sprinkler  system,  interior  fire 
alarm  system,  and  fire  drills  are  also  maintained.  There  are 
4  interior  fireproof  stairways,  one  of  which  goes  to  roof  and 
one  which  leads  direct  to  street  as  shown  on  plan  filed  with 
this  application  marked  “Received  hebruary  20,  1942  ;  and 
Whereas,  on  December  10,  1923  temporary  Certificate  of 
Occupancy  B8876  was  issued  on  N.  B.  Applic.  No.  254-23 
permitting  use  of  the  basement  as  boiler  room  and  garage, 
1st  floor,  office  and  printing,  2nd  floor,  storage,  with  a  note 
on  such  certificate  reading:  “Temporary  Certificate  issued 
pending  installation  of  standpipe  system” ;  and 

Whereas,  the  applicant  contends  that  the  knobs  were 
omitted  from  the  outside  so  that  no  one  could  gain  access 
to  the  building  without  going  through  the  office  entrance 
where  a  guard  is  stationed;  that  at  that  entrance  there  is  a 
knob  upon  the  outside  of  the  doorway  permitting  people  to 
enter,  but  the  entrance  is  guarded  at  all  times ;  that  the  doors 
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to  which  objection  was  made  are  unlocked  during  working 
hours  so  that  any  one  may  open  them  from  the  inside  by 
turning  the  knob;  that  the  occupants  of  the  building  are 
engaged  in  the  manufacture  of  surgical  instruments  for  the 
U.  fT.  Government ;  that  the  Federal  Bureau  of  Investiga¬ 
tion,  in  behalf  of  the  War  Department,  as  well  as  the  inspec¬ 
tors  of  the  Medical  section  of  the  War  Department,  have 
insisted  that  entrance  may  not  be  gained  without  permission 
from  the  office;  that  it  is  proposed  to  make  any  change 
which  the  Board  may  require  upon  the  doors  which  will 
assure  ready  egress. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  fire  commissioner  dated 
January  21,  1942  and  that  the  application  be  and  it  hereby  is 
'(/ranted  on  condition  that  approved  panic  bolts  shall  be  placed 
on  all  means  of  exit  in  the  basement  and  on  the  1st  story 
except  on  the  main  exit  facing  Woodside  avenue;  that  at 
such  latter  exit  a  guard  may  be  posted;  that  if  an  exit  on 
the  basement  floor  is  not  provided  from  the  factory  through 
the  storage  room  to  and  through  the  garage  to  Barnett 
avenue  or  to  the  enclosed  stairway  to  Dickinson  street  or  if 
this  door  from  factory  to  storage  room  is  maintained  in  a 
condition  locked  against  exit  from  the  factory,  then  an  addi¬ 
tional  exit  door  shall  be  constructed  at  the  window  opening 
in  the  factory  adjacent  to  such  storage  room;  that  the 
sprinkler  system,  interior  fire  alarm  system  and  fire  drills 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner;  that  in  all  other  respects  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  that 
a  new  certificate  of  occupancy  to  replace  the  temporary  cer¬ 
tificate  of  Occupancy  No.  B8876  shall  he  issued  in  view  of 
the  action  by  the  Board  under  Cal.  No.  1466-23-A  relating 
to  the  standpipe  after  the  building  is  found  to  comply  in  all 
respects  with  all  laws,  rules  and  regulations  applicable 
thereto  other  than  as  varied  b}7  the  Board. 


Adjourned,  5:40  1*.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


375  persons;  third  floor— restaurant,  190  persons;  fourth 
to  seventh  floors  inclusive — offices,  40  persons ;  penthouse — 
offices ;  and  ' 

Whereas,  the  appellant  contends  that  the  equipment  in¬ 
stalled  in  the  premises  consists  of  10  ten-ton  compressors  1 
located  on  the  fourth  floor,  each  containing  20  lbs.  of  Methyl 
chloride ;  each  compressor  has  its  individual  direct  expansion 
coil  located  on  the  suction  side  of  20,000  C.F.M.  fresh 
air  fan  located  in  the  penthouse  on  the  roof ;  that  there 
are  also  2  ten-ton  compressors  in  the  basement,  one  of 
which  is  connected  to  two  re-circulating  cooling  units  set 
above  the  42nd  street  entrance,  and  one  compressor  con¬ 
nected  to  two  re-circulating  blower  units  set  above  the  43rd 
street  entrance;  that  fresh  air  is  discharged  through  ducts 
to  first  floor,  mezzanine,  second  and  third  floor  dining  rooms. 
Electric  connections  are  arranged,  so  that  compressors  can¬ 
not  be  operated  unless  the  fan  is  operating;  that  the  entire 
refrigerating  system  is  confined  to  the  fourth  floor  and  pent¬ 
house,  connections  between  the  coils  on  the  roof  and  the 
machines  on  the  fourth  floor  are  run  on  the  outside  of  the 
building;  that  due  to  amount  of  refrigerant,  the  volume  of 
air  conditioned  space,  and  the  amount  of  air  being  introduced 
in  the  conditioned  space,  that  the  system  presents  no  hazard. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1661 5-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  air-condi¬ 
tioning  system  shall  meet  the  requirements  of  the  fire 
commissioner  in  all  other  respects;  that  the  refrigerating 
lines  at  the  exterior  of  the  building  shall  be  protected  to 
the  satisfaction  of  the  fire  commissioner ;  that  the  space 
in  which  the  air-conditioning  equipment  is  installed  on  the 
4th  floor,  shall  be  separated  from  all  other  parts  of  the 
floor  by  masonry  partitions  and  any  doors  therein  shall  be 
made  self-closing  and  tight-fitting ;  that  in  all  other  respects 
it  shall  meet  the  requirements  of  all  laws,  rules  and  regula¬ 
tions  applicable  to  the  equipment  and  occupancy  of  the 
building. 

♦Correction — The  word  "Freon”  omitted  in  line  30  ol 
resolution  and  the  words  " methyl  chloride”  substituted 
therefor. 


♦CORRECTION 

The  Minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  July  18,  1939,  as  they  appeared  in 
Bulletin  No.  30,  Vol.  24,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION— 

(626-39- A) 

Whereas,  C.  F.  Oestereich,  for  Frank  G.  Shattuck,  lessee 
(National  City  Realty  Corporation,  owner),  filed  on  May  15, 
1939,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  13  East  42nd  street,  north  side,  121  ft. 
east  of  Madison  avenue  and  16-18  East  43rd  street  (Block 
No.  1277,  Lot  No.  12),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  16615- 
LC,  issued  March  30,  1939,  reads : 

“L  Discontinue  direct  system  of  refrigeration  above 
the  first  story  (Air  Conditioning  system). 

NOTE:  Applies  to  Universal  Machines  on  4th  story 
used  for  air  conditioning  on  1st  and  2nd  stories.  Sec. 
C-19.98.0,  Administrative  Code.” 

and 

Whereas,  the  building  is  7  story  and  penthouse  (96  ft.) 
in  height,  with  a  frontage  of  22  ft.  on  42nd  street,  and 
47  ft.  on  43rd  street,  and  a  depth  of  200  ft.,  of  fireproof 
construction,  equipped  with  a  standpipe  system,  located  in 
a  business  use  district,  erected  in  1922  and  occupied: 
sub-cellar— storage ;  cellar— storage  and  machinery,  12  per¬ 
sons  ;  first  floor — store  and  restaurant,  230  persons ;  mez¬ 
zanine-restaurant,  185  persons;  second  floor— restaurant, 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  January  20,  1942,  as  they  appeared  in 
Bulletin  No.  4,  Vol.  27,  are  hereby  corrected  to  read  as 

follows : 

THE  RESOLUTION— 

( 19-42-S) 

Whereas,  John  Post  Construction  Corporation,  for 
Greenwood  Cemetery,  owner  (Babaco  Alarm  System,  lessee) 
filed  January  7,  1942,  an  application  for  a  variation  from  the 
requirements  of  the  labor  law  as  cited  in  a  decision  of  the 
borough  superintendent;  premises  725  Washington  street, 
east  side,  50  ft.  south  of  West  11th  street  (Block  No.  634, 
Lot  No.  2),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  3685-40,  dated  December  30,  1941,  reads: 
“8.  Required  stair  must  extend  to  roof  where  egress 
may  be  had  to  roof  of  adjacent  structure  Section  272 
Subdiv.  2  Labor  Law  (See  Inspector’s  Report  12-23- 
41)” 

and 

Whereas,  the  applicant  states  that  the  building  is  twe 
stories  (20  ft.)  in  height;  25  ft.  by  70  ft.  in  area;  of  Class 
construction;  located  in  a  unrestricted  use  district;  erecte< 
in  1900;  and  used  since  1942  as  follows:  first  floor,  repan 
of  burglar  alarms,  7  persons;  second  floor,  factorv  foi 
assembly  of  burglar  alarms,  12  persons.  The  building  l 
equipped  with  one  3  ft.  8  in.  steel  interior  stairs  enclose! 
on  first  floor  with  fire  retarding  partitions  and  at  secon< 
story  with  partitions  constructed  of  2  by  3  wood  stud 
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•vered  with  sheet  rock.  There  is  a  fireproof  self-closing 
>or  in  the  partition  at  the  first  story  and  no  door  at  the 
cond  story  level.  The  building  is  equipped  with  a  fire 
cape  at  the  rear  which  leads  to  grade  by  sliding  drop 
dder  and  will  be  provided  with  a  goose-neck  ladder  to 
>of.  Egress  from  the  termination  of  fire  escape  in  the 
•ar  yard  will  be  by  means  of  a  gate  in  the  fence  to  the 
ird  at  rear.  The  windows  on  the  course  of  the  fire  escape 
-e  not  protected.  The  building  to  the  north  is  3  ft.  8  in. 
gher  than  the  building  in  question.  The  building  to  the 
mth  is  4  stories  in  height ;  and 

Whereas,  the  applicant  contends  that  there  is  an  opening 
the  partition  on  the  first  floor  with  self-closing  fireproof 
x>r  and  an  opening  on  the  second  floor  with  two  wood 
)ors;  that  there  is  a  ladder  leading  to  a  scuttle  in  the 
>of  at  about  the  center  of  the  second  story  loft;  that  there 
an  existing  fire  escape  located  at  rear  of  the  building 
ith  a  drop  ladder  to  the  10  ft.  rear  yard;  that  a  variation 
requested  so  as  to  relieve  the  owner  of  the  requirement 
)r  extending  the  stairway  to  the  roof  through  a  bulkhead 
?cause  such  extension  would  necessitate  removing  a  number 
f  partitions  and  the  present  construction  is  unfavorable; 
lat  the  occupancy  of  the  second  floor  will  not  exceed  20 
arsons ;  that  it  is  proposed  to  provide  a  ladder  to  scuttle 
ithin  the  stair  enclosure  and  a  Labor  Law  fire  escape  at 
le  front  of  the  building  at  the  second  story  with  a  counter¬ 


balanced  stairway  to  the  street ;  that  the  first  floor  will  be 
used  to  repair  and  construct  fire  alarms  on  trucks  and  will 
have  an  occupancy  of  not  more  than  10  people ;  that  the 
entire  building  will  be  occupied  by  one  tenant. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  3685-40,  Obj.  No.  8,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  be  maintained  substan¬ 
tially  as  set  forth  and  shall  not  be  increased  in  height  or 
area ;  that  the  rear  fire  escape  shall  be  equipped  with  a 
gooseneck  ladder  to  the  roof ;  that  there  shall  be  constructed 
and  maintained  a  double  rung  ladder  within  the  stair 
enclosure  leading  to  the  roof  by  means  of  a  scuttle  with  an 
easy  opening  fastener ;  that  there  shall  be  a  fire  escape 
erected  on  the  front  of  the  building  complying  with  the 
requirements  of  the  Labor  Law  therefor ;  that  the  ceiling 
of  the  first  story  shall  be  fire  retarded  in  accordance  with 
the  rules  of  the  Board ;  that  the  enclosure  of  the  stairway 
from  the  second  floor  to  the  street  shall  be  fire  retarded 
on  the  first  story  in  accordance  with  the  rules  of  the  Board  ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


Correction — The  words  “on  the  first  story”  inserted  in 
line  70  of  resolution. 
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SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

ilule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
ghted  cigar  or  cigarette  in  any  factory  as  defined  in 
Vrticle  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
ortion  of  a  factory,  within  the  City  of  New  York,  except 
i  such  protected  portions  or  special  classes  of  occupancies 
s  are  specified  in  Rule  2  of  these  rules,  and  then  only 
fter  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
f  the  lessee  or  lessees  of  the  building  containing  such  fac- 
ory  or  factories  to  cause  to  be  posted  in  each  and  every 
ntrance  hall,  stair  hall  or  room  throughout  the  building,  as 
Veil  as  in  every  elevator-car,  in  English,  and  also  in  such 
'ther  language  or  languages  as  the  administrative  official 
hall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
or  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
nade  only  by  the  owner  of  the  building  on  suitable  blank 
orms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
>eriod,  not  exceeding  one  year,  and  shall  not  be  renewed 
ipon  expiration  until  a  reinspection  of  the  premises  for 
vhich  it  is  issued  has  been  made  for  the  purpose  of  deter- 
nining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
inder  which,  the  hours  between  which,  and  the  place  or 
'laces  in  such  factory  where  smoking  may  be  permitted, 
nd  this  permit  shall  be  framed  and  kept  posted  in  a  con- 
picuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
pecified  in  the  permit,  in  addition  to  incurring  such  pen- 
lties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
ause  for  the  revocation  of  such  permit  by  the  administra¬ 
te  official,  and  shall  not  again  issue  a  permit  for  the  same 
remises  until  at  least  one  year  has  elapsed. 


Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 

waste  materials'  are  deposited  in  fireproof  re¬ 
ceptacles.  * 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case; 

(1)  The  building  is  not  of  wooden  construc- 
tion ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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RULES  FOR  LIQUEFIERS  USED  TO  CONVERT  SOLID  CARBON  DIOXIDE  TO  A  LIQUID 
AND/OR  A  GAS,  IN  ACCORDANCE  WITH  THE  PROVISIONS  OF  SECTION 

C  19-94.0  OF  THE  ADMINISTRATIVE  CODE 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  26,  1936. 

EFFECTIVE,  JULY  27,  1936. 


(262-35-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666  of  the  New  York  City 
Charter,  for  the  carrying  into  effect  the  provisions  of  sec¬ 
tion  C  19-94.0  of  the  Administrative  Code. 

Rule  1.  Certificate  of  Approval. 

A  certificate  of  Approval  shall  be  obtained  by  the  manu¬ 
facturer  from  the  Fire  Chief  and  Commissioner  for  each 
type  of  liquefier  or  converter  to  be  used  for  the  conversion 
of  solid  carbon  dioxide  to  liquid  carbon  dioxide  as  in  full 
compliance  with  these  Rules.  A  Certificate  of  Approval 
shall  also  be  obtained  from  the  Fire  Chief  and  Commis¬ 
sioner  for  each  system  used  to  convert  solid  carbon  dioxide 
to  liquid  carbon  dioxide  for  filling  portable  cylinders  or 
other  containers  as  in  full  compliance  with  these  Rules. 

Rule  2.  Certificate  of  Fitness. 

A  Certificate  of  Fitness  shall  be  obtained  from  the  Fire 
Chief  and  Commissioner  for  each  operator  of  a  liquefier 
system  used  to  convert  solid  carbon  dioxide  to  liquid  car¬ 
bon  dioxide  for  filling  portable  cylinders  or  other  con¬ 
tainers. 

Rule  3.  Inspection  Test  Report. 

A  disinterested  inspection  service,  approved  by  the  Fire 
Chief  and  Commissioner,  shall  inspect  all  material  and 
workmanship  of  all  liquefiers  at  the  place  of  manufacture 
and  shall  verify  compliance  with  these  Rules,  witness  all 
tests  and  shall  furnish  the  Fire  Chief  and  Commissioner 
with  a  test  report  as  follows : 

A.  Test  reports  for  liquefiers,  other  than  redesigned  portable 
cylinders,  shall  show  all  information  called  for  in  para¬ 
graph  23,  I.  C.  C.  Specification  3A,  except  as  follows : 

1.  “Marks  stamped  into  shoulder  of  cylinder.”  This 
shall  be  as  per  Rule  “11  Marking”' hereinafter  speci¬ 
fied.  Actual  markings  shall  be  shown  on  test  report. 

2.  “Record  of  hydrostatic  tests.”  This  shall  be  as  per 
Rule  “9  Testing”  hereinafter  specified. 

3.  Statement  shall  be  furnished  that  liquefier  covered 
in  said  test  report  complv  with  these  Rules,  and 
Certificate  of  Approval  Number  for  the  type  of 
liquefier  covered  in  said  test  report. 

P>.  Test  report  for  converted  portable  cvlinders  for  liquefier 
use  shall  show  for  each  converted  cylinder  the  follow¬ 
ing  : 

1.  Liquefier  Serial  Number. 

2.  Original  number  of  cylinder  used  for  conversion. 

3.  Original  ownership  initials  of  cylinders  used  for 
conversion. 

4.  Original  T.  C.  C.  marking. of  cylinder  used  for  con¬ 
version. 

5.  Original  manufacturing  test  date  of  cylinder  used 
for  conversion,  and  name  of  original  manufacturer. 

6.  Test  pressure  applied  to  cylinder  before  conversion. 

7.  Total  expansion  obtained  on  cylinder  before  con¬ 
version. 

8.  Permanent  expansion  obtained  on  cylinder  before 
conversion. 

9.  Per  cent  expansion  obtained  on  cylinder  before  con¬ 
version. 


10.  Elastic  expansion  obtained  on  cylinder  before  con¬ 
version. 

11.  Outside  diameter  and  length  of  cylinder  before 
conversion. 

12.  A  statement  that  the  above  cylinders  before  con¬ 
version  into  liquefiers  were  tested  in  a  water  jacket 

.  in  accordance  with  these  Rules  and  I.  C.  C.  Regu¬ 
lations  and  the  results  appear  above. 

13.  A  statement  that  the  top  thickness,  opening  for 
cover  plate  and  distance  across  the  corner  where 
the  side  wall  meets  the  bottom  and  at  45°  to  the 
side  wall,  was  measured  and  the  dimensions  were 
found  to  conform  with  Ride  6,  F.  G.  H.  and  I. 

14.  A  statement  that  after  assembly  each  liquefier  was 
given  an  open  hydrostatic  test  to  3,000  lbs.  and 
this  pressure  was  held  for  at  least  two  minutes 
without  showing  a  pressure  recession  of  more  than 
75  lbs. 

15.  The  liquefier  was  marked  as  follows:  (See  Rule 
“11  Marking”  for  requirements.) 

16.  A  statement  that  these  liquefiers  conform  to  these 

Rules,  and  that  the  type  of  liquefier  has  been  ap¬ 
proved  under  New  York  City  Fire  Department 
Certificate  of  Approval  Number . 

Rule  4.  Construction  Other  Than  Screw 
Thread  Type. 

New  liquefiers  designed  for  the  purpose  of  converting 
solid  CO2  to  liquid  CO2  shall  be  constructed  of  seamless 
drawn  steel  in  accordance  with  Specifications  of  I.  C.  C. 
governing  cylinders  for  CO2.  Closure  devices  other  than 
screw  thread  type  shall  conform  with  the  following: 

A.  The  minimum  wall  thickness  for  a  test  pressure  of 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with  the 
following  formula  : 

t  =  OD  x  P  x  .43 


S 

Where  OD  =  Outside  diameter  of  container, 
t  =  Wall  thickness. 

P  ==  3,000  lbs.  PSI. 

S  =  Minimum  yield  point  of  hard  steel  (not 
to  be  figured  in  excess  of  50,000  lbs.). 

P>.  The  “Top”  is  defined  as  that  portion  of  the  liquefier 
in  which  the  closure  device  is  installed  and  where  the 
ice  is  introduced. 

C.  The  minimum  thickness  of  the  top  before  machining 
shall  be  at  least  3p2  times  the  wall  thickness. 

D.  The  minimum  thickness  of  the  top  after  machining 
shall  be  at  least  3  times  the  wgll  thickness. 

E.  The  minimum  distance  from  edge  of  the  hole  cut 
•  or  chaped  for  the  closure  device  to  the  outside  of  wall 

shall  be  4}4  times  the  wall  thickness. 

F.  The  maximum  width  of  the  machined  seat  shall  not  be 
more  than  l]/2  times  the  wall  thickness. 

G.  The  outside  radius  connecting  the  top  of  the  liquefier 
to  its  side  wall  shall  not  be  more  than  1J4  times  the 
wall  thickness. 

H.  The  inside  radius  connecting  the  side  wall  to  the  top 
before  machining,  shall  not  be  less  than  2 J4  times  the 
wall  thickness. 

In  lieu  of  the  requirements  as  set  forth  in  C  to  H 
inclusive  above : 

The  top  portion  of  the  liquefier  including  closure  plate 
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shall  be  designed  with  a  factor  of  safety  of  not  less 
than  two  at  a  test  pressure  of  3,000  lbs.  per  sq.  inch. 
The  design  shall  be  proven  by  a  test  to  destruction  for 
each. type  of  liquefier  before  a  certificate  of  approval 
shall  have  been  issued. 

A  large  fillet  shall  be  provided  in  the  corner  of  the 
machined  seat  where  it  meets  the  inside  radius. 


lule  5.  Construction  Screw  Thread  Type. 

New  Liquefiers  designed  for  the  purpose  of  converting 
olid  CO2  to  liquid  CO2  shall  be  constructed  of  seamless 
rawn  steel  in  accordance  with  specifications  of  I.  C.  C. 
overning  cylinders  for  CO2.  Closure  device  of  the  screw 
iread  type  shall  conform  with  the  following: 

..  The  minimum  wall  thickness  for  a  test  pressure  of 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with  the 
following  formula: 

t  =  ODxPx.43 
S 

Where  OD  =  Outside  diameter  of  container, 
t  =  Wall  thickness. 

P  =  3,000  lbs.  PSI. 

S  =  Minimum  yield  point  of  hard  steel  (not 
to  be  figured  in  excess  of  50,000  lbs.). 

I.  The  thread  of  the  device  shall  be  designed  with  a  factor 
of  safety  of  not  less  than  4  at  a  test  pressure  of  3,000 
lbs.  per  sq.  in.  and  the  wall  thickness  after  cutting 
thread  shall  not  be  less  than  that  specified  in  Rule  5-A 
above. 


tule  6.  Conversion  of  Portable  Cylinders 
for  Liquefier  Use. 


Seamless  portable  cylinders  made  to  I.  C.  C.  Specifica- 
ion  3  or  3 A  for  oxygen  or  carbon  dioxide  and  originally 
esigned  and  used  for  the  transportation  of  compressed  or 
quefied  gases  shall  be  acceptable  for  alteration  or  conver- 
ion  into  carbon  dioxide  liquefiers  only  under  the  follow- 
1  ag  conditions : 

V.  Cylinders  which  have  been  in  a  fire  shall  not  be  used 
for  'conversion  into  liquefiers  until  they  have  been 
properly  heat  treated  and  retested  as  specified  in  para¬ 
graph  423,  of  the  I.  C.  C.  Regulations. 

3.  Cylinders  which  show  surface  dents,  or  which  fail  to 
give  a  clear  ring  on  being  struck  with  a  hammer,  shall 
not  be  used  for  conversion  into  liquefiers. 

).  Before  conversion  into  liquefiers,  each  cylinder  shall  be 
submitted  to  a  hydrostatic  test  of  3,000  lbs.  pressure 
in  a  water  jacket  under  the  conditions  specified  in 
paragraph  424  of  the  I.  C.  C.  Regulations  and  the 
total  and  permanent  expansion  shall  be  recorded.  A 
cylinder  shall  be  condemned  when  it  leaks  or  when  the 
permanent  expansion  exceeds  10  per  cent  of  the  total 
expansion. 

3.  If  in  the  hydrostatic  test  in  the  water  jacket  the  net 
elastic  expansion  (total  expansion  less  permanent  ex¬ 
pansion)  at  3,000  lbs.  exceeds  the  allowable  limit  given 
in  the  following  table  for  the  t3rpe  of  cylinder  involved, 
such  cylinder  shall  not  be  used  for  conversion  into  a 
liquefier.  If  the  cubic  capacity  of  a  cylinder  to  be  tested 
varies  from  the  standard  capacity  given  in  the  table 
for  that  type,  then  the  allowable  limit  of  elastic  expan¬ 
sion  will  be  varied  in  the  same  proportion. 


Type 

120  ft.  oxygen 
100  ft.  oxygen 
>0  lbs.  CO2 


TABLE  I. 

Cubic 
Capacity 
2,660  cu.  in. 
2,660  cu.  in. 
2,360  cu.  in. 


Elastic  Expansion 
Allowable  Limit 
170  c.c. 

170  c.c. 

150  c.c. 


E.  No  cylinders  designed  and  used  for  a  portable  con¬ 
tainer  shall  have  the  thickness  of  the  side  wall  reduced 
by  any  cutting  of  threads  in  the  process  of  conversion 
into  a  liquefier,  except  as  specified  in  Rule  “5-B  Con¬ 
struction  Screw  Thread  Type.” 

F.  If  the  closure  is  formed  by  using  a  portion  of  the 
former  bottom  as  a  seat,  this  shall  only  be  permissible 
if  the  dimensions  of  the  liquefier  conform  to  those 
shown  in  the  Tables  II,  III  and  IV. 


TABLE  II. 


Type 

220  ft.  oxygen 
200  ft.  oxygen 


50  lbs.  CO2 


Minimum 
Bottom  Thickness 
.66  in. 

.66  in. 

.66  in. 


TABLE  III. 


Type 

220  ft.  oxygen 
200  ft.  oxygen 
50  lbs.  CO2 . . . 


Maximum 
Opening  Permitted 

6b£  in.  x  7]/$  in. 
6%  in.  x  7%  in. 
5H  in.  x  6M  in. 


TABLE  IV. 

Minimum  Thickness  across 
corner  at  Point  where  the 
outside  of  the  side  wall 
meets  the  inside  radius  of 
bottom  and  at  45°  to  side 


Type  wall. 

220  ft.  oxygen .  54  in. 

200  ft.  oxygen . ' .  54  in. 

50  lbs.  CO2 .  54  in. 


G.  The  maximum  width  of  the  machined  seat  for  the 
gasket  of  liquefier  shall  be  5/16  in.,  and  the  inside 
radius  connecting  this  seat  to  the  side  wall  of  the 
cylinder  shall  not  be  less  than  x/%  in. 

H.  The  minimum  thickness  of  closure  plate  shall  be  5 
times  the  wall  thickness  of  the  cylinder.  The  closure 
plate  shall  be  of  a  good  grade  of  billet  steel.  Castings 
not  permitted. 

I.  Before  conversion  into  a  liquefier,  the  cylinder  shall 
meet  a  new  hydrostatic  test  at  the  pressure  at  which 
such  cylinder  was  originally  tested,  provided,  however, 
that  no  cylinder  shall  be  converted  unless  for  its  orig¬ 
inal  use  it  was  tested  to  3,000  lbs.  pressure.  Such  new 
test  shall  be  in  a  water  jacket  before  conversion  into  a 
liquefier. 

Rule  7.  Spuds. 

Spuds  for  chain  connections  or  for  reinforcing  valve  or 
pipe  connections  of  not  over  54  in.  pipe  size  shall  be  welded 
before  heat  treatment  at  place  of  manufacture  of  the 
liquefier. 


Rule  8.  Safety  Devices. 

Each  liquefier  shall  be  provided  with  two  safety  devices 
of  frangible  disc  type  attached  to  the  liquefier  at  a  point 
not  lower  than  6  inches  from  the  top.  The  cross  section 
area  of  the  discharge  channel,  or  channels  (of  the  safety 
device,  or  devices)  shall  be  at  least  .006'  sq.  in.  for  each  25 
lbs.  of  liquefier  water  capacity  and  .00024  sq.  in.  additional 
for  each  additional  pound  of  water  capacity.  Safety  de¬ 
vices  having  two  or  more  outlets  shall  be  so  constructed 
that  these  outlets  will  have  a  combined  total  area  of  not 
less  than  one  and  one-half  times  that  prescribed  for  the 
safety  discharge  channel.  The  frangible  disc  of  the  safety 
devices  shall  be  designed  to  release  at  a  pressure  of  not 
more  than  2,000  lbs.  per  sq.  in. 
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Rule  9.  Testing. 

Each  liquefier  after  assembly  shall  be  tested  hydrostati¬ 
cally  by  an  approved  independent  testing  agency  for  not 
less  than  two  minutes  to  a  pressure  of  3,000  lbs.  per  sq.  in. 
without  showing  a  pressure  recession  of  more  than  75  lbs. 
per  sq.  in.  The  inspection  seryice  shall  file  a  satisfactory 
record  on  test  report  stating  that  the  liquefier  passed  the 
above  required  test. 

Rule  10.  Quinquennial  Test. 

Liquefiers  used  for  any  purpose  shall  be  retested  at  least 
every  five  years  to  a  pressure  of  3,000  lbs.  per  sq.  in.  in 
the  same  manner  and  under  the  same  requirements  as  at 
the  time  and  place  of  manufacture  and  the  date  of  retest 
shall  be  stamped  thereon. 

Rule  11.  Marking. 

Each  liquefier  shall  bear  marking  as  follows : 

A.  Name  of  owner. 

B.  Serial  number. 

C.  Name  or  trade  mark  of  manufacturer. 

D.  Date  of  manufacture. 

E.  Test  pressure. 

F.  Inspection  service  mark. 

G.  Maximum  filling  charge  based  on  filling  to  not  more 

than  68  per  cent  of  the  water  content  by  weight. 

Rule  12.  Filling. 

Each  liquefier  shall  be  placed  and  used  in  a  vertical  posi¬ 
tion  with  filling  effected  while  liquefier  is  properly  secured. 

Rule  13.  Maximum  Charge. 

Liquefiers  shall  not  be  filled  with  solid  carbon  dioxide  in 
excess  of  150  lbs.  not  in  excess  of  68  per  cent  by  weight 
of  the  water  capacity  of  the  liquefier. 

Rule  14.  Use  of  CO-  Systems  and  Liquefiers. 

A.  Carbon  dioxide  liquefier  converting  systems  for  filling 
portable  cylinders  shall  not  be  used  in  any  building- 
occupied  in  whole  or  in  part  as  a  residence  or  as  a 
multiple  dwelling,  or  as  place  of  public  assembly,  or 
in  a  building  not  used  exclusively  for  manufacturing 
purposes. 

B.  Except  in  buildings  used  exclusively  for  the  manufac¬ 
ture  of  carbon  dioxide  or  other  compressed  gases,  not 
more  than  8  liquefiers  of  a' maximum  combined  ca¬ 
pacity  of  1,200  lbs.  of  carbon  dioxide  shall  be  headed 
in  a  battery  and*  not  more  than  one  such  battery  shall 
be  permitted  in  a  building. 

C.  Liquefiers  may  be  manifolded  only  by  the  usd  of  extra 
heavy  steel  or  wrought  iron  pipe,  or  extra  heavy  seam¬ 
less  copper  or  brass  tubing,  of  not  larger  than  Y  in. 
I.  P.  S-  Fittings  shall  be  high  pressure  forged  steel  or 
extra  heavy  bronze  hydraulic  type. 

D.  Each  manifold  shall  be  protected  by  a  frangible  disc 
safety  device  of  the  same  size  and  type  as  those  pre¬ 
scribed  for  the  liquefier.  and  designed  to  release  at  a 
pressure  of  not  more  than  2,000  lbs.  per  sq.  in.  In 
addition,  the  liauid  manifold  shall  be  protected  by  a 
spring  safety  valve  so  set  as  to  relieve  the  pressure  at 
not  more  than  1,600  lbs.  per  sq.  in. 


E.  When  carbon  dioxide  gas  is  conducted  through  pres¬ 
sure  reducing  valve  between  liquefier  and  point  of  use, 
the  use  of  a  heater  will  be  permitted,  but  said  heater 
shall  be  so  arranged  that  heat  may  be  applied  indi¬ 
rectly.  This  heater  shall  consist  of  a  coil  immersed  in 

.  water.  The  source  of  heat  shall  then  be  applied  to  the 
water  but  not  directly  to  the  coil. 

Rule  15.  Test  of  Piping. 

Each  liquefier  or  battery  of  liquefiers  to  be  used  for 
the  filling  of  portable  cylinders  or  other  containers  with 
liquid  carbon  dioxide  and  all  the  piping  connected  thereto, 
shall  be  hydrostatically  tested  in  the  presence  of  the  repre¬ 
sentatives  of  the  Fire  Chief  and  Commissioner  before 
the  solid  carbon  dioxide  is  first  put  into  the  system.  A 
hydrostatic  pressure  of  2,400  lbs.  per  sq.  in.  shall  be  main¬ 
tained  for  fifteen  minutes,  released  for  five  minutes,  and 
again  applied  for  a  period  of  fifteen  minutes  without  any 
visible  leak  or  reduction  of  pressure.  This  test  shall  be 
repeated  at  least  every  five  years. 

Rule  16.  Approval  Systems  for  Filling  Port¬ 
able  Cylinders. 

Each  liquefier  or  battery  of  liquefiers  used  for  filling 
portable  cylinders  or  other  containers,  shall  be  permanently 
labeled  or  marked  showing  the  Fire  Department  Certificate 
of  Approval  Number  together  with  date  of  last  test. 

Rule  17.  Acceleration. 

Defrosting,  or  acceleration  of  liquefication,  shall  be  by 

use  of  water  only,  the  water  shall  be  of  a  temperature  not 
above  85°  Fahrenheit. 

Rule  18.  CO2  Portable  Cylinders. 

A.  Portable  cylinders  or  other  containers  to  be  filled  with 

liquid  carbon  dioxide  shall  be  constructed  and  marked 
in  accordance  with  the  Specifications  of  the  Interstate 
Commerce  Commission  for  carbon  dioxide  cylinders 

and  shall  have  been  tested  within  intervals  of  not 
more  than  five  years  as  evidenced  by  official  marking. 
Cylinders  not  so  constructed  and  marked  shall  not  be 
filled  with  carbon  dioxide. 

B.  The  maximum  filling  of  liquid  carbon  dioxide,  with 
one  pound  allowable  variation  in  each  cylinder,  shall 
not  be  over  20  lbs.  for  standard  cylinders  5j4  in.  in 
diameter  by  51  in.  long,  nor  over  50  lbs.  for  standard 
cylinder  8Y  in.  in  diameter  by  51  in.  long  and  larger. 
No  cylinder  shall  be  filled  with  carbon  dioxide  to  more 
than  68  per  cent  of  the  water  capacity,  by  weight,  of 
the  cylinder. 

C.  The  amount  of  liquid  carbon  dioxide  charged  into 
portable  cylinders  or  other  containers  shall  be  deter¬ 
mined  by  weight  by  use  of  a  dial  scale  having  a  mov¬ 
able  indicator,  and  this  weight  shall  also  be  checked 
after  disconnecting  from  the  charging  line. 

Rule  19.  Existing  Installations. 

Liquefiers  or  converters  to  which  these  rules  and  regu¬ 
lations  cannot  be  applied,  may  be  maintained  and  operated, 
if  approved  bv  the  Board  of  Standards  and  Appeals,  under 
such  conditions  as  are  deemed  necessary  in  the  interest  of 
public  safety. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  of  Form  7NO. 

Tf  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  recpiired  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  March  10,  1942. 

Cal.  No.  Department  Premises  Affected 

174-42- A . F.D . 57-63  Willoughby  street  and  118- 

126  Lawrence  street,  north¬ 
west  corner  (Block  No.  147, 
part  of  Lot  No.  36),  Borough 
of  Brooklyn.  90464-L.  C. 


175-42-A . H.B.M.. .  .403-415  Sixth  avenue  and  1-5 

Greenwich  avenue,  southeast 
corner  of  Christopher  street 
(Block  No.  593,  Lot  No.  13), 
Borough  of  Manhattan. 

Decision  re  Certificate  of 
Occupancy  No.  28674-42. 


176-42-BZ . H.B.Q....  56-39  to  56-51  30th  avenue, 

north  side,  100.78  ft.  east  of 
56th  place  (Block  No.  1024, 
Lot  No.  8),  Woodside,  Bor¬ 
ough  of  Queens. 

Misc.  Applic.  11427-41. 


177- 42-BZ . H.B.B..  ..582-610  86th  street,  southeast  cor¬ 

ner  of  Gatling  place  (Block 
No.  6054,  Lot  Nos.  19,  20,  22 
and  27),  Borough  of  Brook¬ 
lyn.  B.  N.  357-42. 

178- 42- A . F.D . 48-52  Grace  court,  south  side, 

125  ft.  west  of  Hicks  street 
and  248-254  Hicks  street 
(Block  No.  252,  Lot  No.  28), 
Borough  of  Brooklyn. 

7481 -L.  F.  and  Decision. 


179-42-A . H.B.Q _ 135-04  89th  avenue,  north  side, 

90.11  ft.  west  of  Van.Wyck 
boulevard  (Block  No.  9342, 
Lot  No.  56),  Jamaica,  Bor¬ 
ough  of  Queens.  Alt.  277-42. 


180-42-S . H.B.M _ 45-47  West  38th  street,  north 

side,  270  ft.  east  of  Sixth  ave¬ 
nue  (Block  No.  840,  Lot  No. 
16),  Borough  of  Manhattan. 

Alt.  319-41. 


181-42- A . F.D . 34-01  73rd  street,  southeast  cor¬ 

ner  of  34th  avenue  (Block 
No.  1260,  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens. 

7971 -L.  F. 


182-42-A . F.D . 242  West  41st  street,  south  side, 

300  ft.  east  of  8th  avenue 
(Block  No.  1012,  Lot  No.  49). 
Borough  of  Manhattan. 

10448-L.  F.  and  Decisions. 


183-42- S . H.B.B _ 5114  Fourth  avenua,  west  side,  75 

ft.  2  in.  north  of  52nd  street 
(Block  No.  798,  Lot  No.  46), 
Borough  of  Brooklyn. 

Alt.  552-42. 


184-42-A . H.B.Q _ 149-35  Northern  boulevard,  north 

side,  73  ft.  east  of  149th  place 
(Block  No.  5007,  Lot  No. 
48),  Flushing,  Borough  of 
Queens.  Alt.  226-42. 


185-42-S . F.D . 192-210  Van  Brunt  street,  west 

side,  51  ft.  8  in.  south  of 
Bowne  street  (Block  No.  507, 
part  of  Lot  No.  1),  Borough 
of  Brooklyn.  Decision. 


1  86-42- A . H.B.Bx..  .390  East  200th  street,  south  side, 

75  ft.  west  of  Webster  ave¬ 
nue  (Block  No.  3279,  Lot  No. 
75),  Borough  of  The  Bronx. 
Amendment  to  Alt.  938-41. 


187-42-S . . H.B.Bx..  .390  East  200th  street,  south  side, 

75  ft.  west  of  Webster  ave¬ 
nue  (Block  No.  3279,  Lot  No. 
75),  Borough  of  The  Bronx. 
Amendment  to  Alt.  938-41. 


188-42-A . H.B.R..  .  .3075  Richmond  terrace,  north 

side,  100  ft.  north  of  Andros 
avenue  (Block  No.  1207,  Lot 
No.  1),  Mariners  Harbor, 
Borough  of  Richmond. 

Misc.  675-41  and  B.  N.  863-41. 


189-42 -A . H.B.Q..  .  .169-28,  169-32,  169-36,  169-40  and 

169-44  26th  avenue,  south 
side,  80.12  ft.,  120.18  ft., 
160.24  ft.,  200.30  ft.,  and 
240.36  ft.  west  of  172nd  street 
(Block  No.  5961,  Lot  Nos.  6 
and  7),  Bayside,  Borough  of 
Queens.  N.  B.  223-42  to 
N.  B.  227-42,  inclusive. 


1Q0-42-BZ . H.B.B _ 7602-7622  New  Utrecht  avenue 

and  1638-1644  76th  street, 
southwest  corner  (Block  No. 
6236,  Lot  No.  23),  Borough 
of  Brooklyn.  B.  N.  382-42. 


191_42-SA . E.  S.  Type  S  Elevator  Interlock¬ 

ing  Device  Hatchway  Unit 
System.  Appliance. 

192-42-SA . E.  S.  Positive  Barlock  Type  b 

Elevator  Interlocking  Device 
Hoistway  Unit  System. 

Appliance 


CALENDAR 


J3-42-SA. . . . Elevator  Supplies  Company  Emer¬ 

gency  Release  Switch  DA- 
1141.  Appliance. 

Restored  to  Calendar. 

75-23-BZ. ....  .H.B.Bx..  .2470-2482  Morris  avenue  and 

29-39  East  Fordham  road, 
northeast  corner  (Block  No. 
3174,  Lot  No.  5),  Borough  of 
The  Bronx.  Alt.  61-42. 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Firejine  Hose  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pumps . Nov.  25,  1941 — Vol.  26,  No.  47 A 

Gas  Heaters  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941 — Vol.  26,  No.  47A 


24-31-BZ . H.B.Bx..  .2332-2340  Grand  Concourse,  2231- 

2345  Ryer  avenue  and  244 
Field  place  (Block  No.  3159, 
Lot  Nos.  13,  14,  15,  19  and 
23),  Borough  of  The  Bronx. 

N.  B.  846-31. 


23-42-A . H.B.M _ 244-248  West  27th  street,  south 

side,  150  ft.  east  of  Eighth 
avenue  (Block  No.  776,  Lot 
No.  65),  Borough  of  Man¬ 
hattan. 

Amendment  to  Alt.  80-42. 


lESIGNATIONSs  H.B. — Department  of  Housing  and  Buildings; 
I.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Jepartment  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De- 
artment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
f  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
lousing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
AD. — Fire  Department. 
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MARCH  17,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
17,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  463-41-BZ — Application,  May  20,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Gulf  Oil  Corporation,  owner, 
to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  occupied  as  a  gasoline  ser¬ 
vice  station,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  618-628  Jamaica  avenue  and 
1  Hale  avenue,  southeast  corner  (Block 
No.  3905,  Lot  Nos.  3  and  5),  Borough 
of  Brooklyn. 

cal.  no.  503-41  -BZ— Application,  June  2,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Harry  D.  Pease,  owner,  to 
permit  in  a  retail  use  district,  for  a  term 
of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue 
(Block  No.  1033,  Lot  Nos.  41,  42  and 
43),  Borough  of  Manhattan. 

cal.  no.  747-41-BZ — Application,  August  28,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  C.'  Sommerfeld,  applicant, 
on  behalf  of  K  and  H  Warehouse 
Holding  Corporation,  owner,  to  permit 
.  in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  (5) 
motor  vehicles;  premises  516-520  West 
181st  street,  south  side,  25  ft.  east  of 
Audubon  avenue  and  309  Audubon  ave¬ 
nue  east  side,  100  ft.  south  of  West 
181st  street  (Block  No.  2152,  Lot  No. 
67),  Borough  of  Manhattan. 

cal.  no.  960-41-BZ — Application,  November  7,  1941,  under 
section  7i  of  the  building  zone  resolu¬ 
tion,  of  Abraham  H.  Horwitz,  appli¬ 
cant,  on  behalf  of  Agnes  I.  Olvany, 
owner  (Charles  Di  Bella,  lessee),  to 
permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building 
to  a  motor  vehicle  repair  shop;  prem¬ 
ises  3962  Tenth  avenue,  west  side,  87.5 
ft.  north  of  West  211th  street  (Block 
No.  2229,  part  of  Lot  No.  32),  Borough 
of  Manhattan. 
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CALENDAR 


cal.  no.  668-41-BZ— Application,  July  17,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Henrietta  Grum, 
owner,  S.  Barone,  lessee,  to  permit  in 
a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  647- 
665  Herkimer  street,  north  side,  250  ft. 
east  of  Schenectady  avenue  (Block  No. 
1701,  Lot  Nos.  53,  57  and  58),  Borough 
of  Brooklyn. 

cal.  no.  418-41-BZ— Application,  May  6,  1942,  under  section 
21  of  the  building  zone  resolution,  of 
Jane  Grillo,  applicant  and  owner  (An¬ 
thony  Polizzi,  lessee),  to  permit  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  1480-1484  Coney  Is¬ 
land  avenue,  west  side,  440  ft.  north  of 
Avenue  L  (Block  No.  6536,  part  of 
Lot  No.  20),  Borough  of  Brooklyn. 

cal.  no.  1098-24-BZ— Application  of  Frank  V.  Laspia,  ap¬ 
plicant,  on  behalf  of  Harry  Schwartz- 
berg,  owner,  reopened  February  24, 
1937,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  conversion  of  occu¬ 
pancy  of  a  garage  for  more  than  five 
(5)  motor  vehicles  to  a  motor  vehicle 
repair  shop  (the  garage  use  was  pre¬ 
viously  granted  by  the  Board)  ;  prem¬ 
ises  458-466  Leonard  street  and  499-511 
Manhattan  avenue,  southwest  corner 
(Block  No.  2712,  Lot  No.  10),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  282-41-BZ— Application  of  Joseph  J.  Furman, 
applicant,  on  behalf  of  Rolegru  Realty 
Corporation,  owner  ( Crow  l  Motion 
Picture  Supplies,  lessee),  reopened 
January  20,  1942,  under  section  7c  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  the  conver¬ 
sion  of  occupancy  of  the  2nd  story  of 
an  existing  building  from  residence 
use  to  business  use  (.offices)  ;  (previ¬ 
ously  denied)  ;  premises  346  West  44th 
street,  south  side,  225  ft.  east  of  Ninth 
avenue  (Block  No.  1034,  Lot  No.  55), 
Borough  of  Manhattan. 

cal.  no.  1097-41-BZ — Application,  December  22,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Maurice  Courland,  applicant, 
on  behalf  of  Congregation  Magen 
David,  Incorporated,  owner,  to  permit 
in  a  residence  use  and  C  area  district, 
the  erection  and  maintenance  of  an  ex¬ 
tension  to  an  existing  school  building ; 
the  proposed  extension  does  not  comply 
with  rear  yard  requirements  of  the 
building  zone  resolution;  premises  2017- 
2025  67th  street,  north  side,  140  ft.  east 
of  20th  avenue  (Block  No.  5563,  Lot 
No.  66).  Borough  of  Brooklyn. 

CAL.  NO.  407-41-BZ— Application.  May  .5,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Tack  Z.  Cohen,  applicant, 
on  behalf  of  Celia  Tack,  owner 
(Sparkling  Coal  Company.  Incorpo¬ 
rated,  lessee)  to  permit  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  the  use  of  a  plot  of  ground 
for  coal  storage;  the  parking  of  five 


(5)  motor  trucks  and,  also,  the  erec¬ 
tion  of  a  scale  and  an  office  building; 
premises  195-205  Malta  street,  east  side, 

95  ft.  north  of  Stanley  avenue  (Block 
No.  4343,  Lot  No.  42),  Borough  of 
Brooklyn. 

cal.  no.  217-41-BZ — Application,  March  17,  1941,  under  sec¬ 
tions  7a  and  7c  of  the  building  zone 
resolution,  of  Jack  Z.  Cohen,  applicant, 
on  behalf  of  Martin  Walters,  owner, 
to  permit  in  a  business  use  district,  the 
erection  of  a  new  accessory  building  on 
an  existing  gasoline  service  station ; 
premises  60-01  39th  (Stryker)  avenue 
and  38-05  to  38-11  60th  street,  north¬ 
east  corner  (Block  No.  1215,  Lot  No. 
10),  Woodside,  Borough  of  Queens. 

cal.  no.  46-42-BZ — Application,  January  13,  1942,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Starrett  and  Van  Vleck,  appli¬ 
cants,  on  behalf  of  Level  Realty  Cor-  , 
poration,  owner  (Alexander's  Depart¬ 
ment  Stores,  Incorporated,  lessee),  to 
permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  non¬ 
flashing,  illuminated,  business  sign  on 
the  roof  of  an  existing  business  build¬ 
ing ;  premises  2501  Grand  Concourse, 
northwest  corner  of  Fordham  road  and 
2508  Creston  avenue  (Block  No.  3167, 
Lot  No.  1),  Borough  of  The  Bronx. 

cm  no  1081-41-BZ — Application,  December  16,  1941,  under 
sections  21  and  19h  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Francis  H.  Luce, 
owner,  to  permit  in  a  local  retail  use 
district,  the  conversion  of  _  occupancy  , 
of  the  cellar  story  of  a  building  to  a 
bowling  alley;  the  said  bowling  alley 
having  a  proposed  entrance  located 
more  than  twenty-five  (25)  feet  from 
the  business  street;  premises  102-43  to 
102-55  Queens  boulevard,  northeast 
corner  of  68th  road  (Block  No.  2137, 
Lot  No.  1),  Forest  Hills,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  17,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

29-42-A — 414  West  127th  street,  south  side,  200  ft.  west  of 
Morningside  drive  (Block  No.  1967,  Lot 
No.  14),  Borough  of  Manhattan. 

36-42- A— 721-723  First  avenue,  west  side,  in  roadway  of 
East  41st  street  (between  Block  Nos.  1333 
and  1334,  Lot  No.  none),  Borough  of  Man¬ 
hattan  (under  section  35,  General  City  Law 
— re  bed  of  mapped  street). 

137-42- A — 1662  Hering  avenue,  east  side,  27.07  ft.  south  of 
Van  Nest  avenue  (Block  No.  4113,  Lot 
No.  65),  Borough  of  The  Bronx. 

1092-41 -S— 18-26  Bainbridge  street,  south  side,  165  ft.  east 
of  Sumner  avenue  (Block  No.  1684,  Lot 
No.  9),  Borough  of  Brooklyn. 

183-42-S — 5114  Fourth  avenue,  west  side,  75  ft.  2  in.  north 
of  52nd  street  (Block  No.  798,  Lot  No. 
46),  Borough  of  Brooklyn. 

83-42- A — 7325  67th  road,  north  side,  121.06  ft.  west  of 
75th  street  (Block  No.  3770,  Lot  No.  38), 
Middle  Village,  Borough  of  Queens. 


CALENDAR 


Appliance  and  Materials  for  Approval. 

1 104-41 -SA — Automatic  Dual  Flame  Oil  Burner. 

37-40-SM — Liquid  Kleen-Flo  (Oil  Conditioner). 

808-41-SM — Seco  One  and  One-Half  Hour  Counterbal¬ 
anced  Elevator  Door. 

1036-41-SM — American  Radiator  and  Standard  Sanitary 
Corporation  #H.F.  12302  or  F  575  Vitre¬ 
ous  China  Flushing-  Rim  Dental  Lavatory 
with  Integral  Vacuum  Breaker. 


MARCH  24,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  March 
24,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cm.,  no.  159-36-BZ — Application  of  Alurion  Realty  Corpo- 
ation,  owner,  and  Public  Service  Inter¬ 
state  Transportation  Co.,  lessee,  re¬ 
opened  February  18,  1941,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  retail  one  (1)  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245- 
259  West  41st  street,  north  side,  100  ft. 
east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

cal.  no.  13-42-BZ — Application,  January  6,  1942,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  William  Katz,  lessee  and  applicant 
on  behalf  of  Morris  Ginsberg,  owner, 
to  permit  in  a  restricted  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  27-29  East  60th 
street,  northeast  comer  of  Madison 
avenue  (Block  No.  1375,  Lot  No.  21), 
Borough  of  Manhattan. 

cal.  no.  7-42-BZ — Application,  January  2,  1942,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lawrence  M.  Rothman, 
applicant,  on  behalf  of  Course  Realty 
Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
extension  of  an  existing  store  located 
in  the  first  story  of  an  existing  Class  A 
multiple  dwelling;  premises  1815  Grand 
Concourse,  northwest  corner  of  inter¬ 
section  of  Henwood  place  and  Morris 
avenue  (Block  No.  2826,  Lot  No.  72), 
Borough  of  The  Bronx. 

cal.  no.  691-41-BZ — Application  of  Albert  Thompson,  ap¬ 
plicant,  on  behalf  of  Serena  Davis, 
owner,  reopened  and  restored  to  calen¬ 
dar,  March  3,  1942,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use,  F  and  E  area  dis¬ 
trict,  the  alteration  of  an  existing 
dwelling  by  subdividing  same  into  two 
(2)  two-family  dwellings  without  the 
required  side  yards  (previously  with¬ 
drawn)  ;  premises  178-08  Wexford  ter¬ 
race  and  87-05  Edgerton  boulevard, 


southeast  corner  (Block  No.  9937,  Lot 
No.  1),  Jamaica  Estates,  Borough  of 
Queens. 

cal.  fro.  76-42-BZ — Application,  January  21,  1942,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Hovell,  Clarkson  and  Klupt, 
applicants,  on  behalf  of  Coyou  Realty 
Corporation,  owner,  to  permit  partly  in 
a  business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  3839-3849  Flatlands 
avenue,  north  side,  100  ft.  Y  in.  west 
of  Flatbush  avenue  Block  No.  7817,  Lot 
No.  6),  Borough  of  Brooklyn. 

cal’!  no.  475-40-BZ— Application,  May  7,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Rebecca  Schneider,  applicant  and 
lessee,  on  behalf  of  Ruth  Berman, 
owner,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  -more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  35-37  Rutgers  street, 
east  side,  22  ft.  south  of  Madison  street 
(Block  No.  271,  Lot  Nos.  26  and  27), 
Borough  of  Manhattan. 

cal.  no.  37-42-BZ — Application,  January  14,  1942,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  William  S.  Worrall,  Jr.,  appli¬ 
cant,  on  behalf  of  Queens  Windsor 
Corporation,  owner,  to  permit  partly  in 
a  business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  108-36  to  108- 
48  Oueens  boulevard  and  107-26  to  107- 
34  Windsor  place  (71st  road),  southeast 
corner  (Block  No.  3257,  Lot  No.  1), 
Forest  Hills,  Borough  of  Queens. 

cal.  no.  1078-41-BZ — Application,  December  11,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Sombra  Realty  Corporation, 
owner  (Thomas  Muzzonigro,  lessee), 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1455-1461  Gates  avenue,  north 
side,  250  ft.  east  of  Knickerbocker  ave¬ 
nue  ( Block  No.  3335,  Lot  Nos.  50  and 
52),  Borough  of  Brooklyn. 

cal.  no.  390-37-BZ — Application  of  Aaron  A.  Roth,  appli¬ 
cant,  on  behalf  of  George  M.  Thomson, 
owner,  reopened  February  3,  1942,  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied)  ; 
premises  50-02  Skillman  avenue,  south 
side,  between  50th  street  and  51st  street 
(Block  No.  131,  Lot  No.  17),  Wood- 
side,  Borough  of  Queens. 

cal.  no.  786-41-BZ — Application,  September  16,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Tames  E.  McKillop,  applicant, 
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on  behalf  of  August  Bindrim,  owner, 
to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than 
five  (5)  motor  vehicles  and  gasoline 
service  station;  premises  68-72  North 
Henry  street,  east  side,  50  ft.  south  of 
Engert  avenue  (Block  No.  2729,  Lot 
No.  20),  Borough  of  Brooklyn. 

cal.  no.  135-42-BZ— Application,  February  17,  1942,  under 
sections  7c,  7h  and  21  of  the  building 
zone  resolution,  of  Henry  T.  Kilburn, 
applicant,  on  behalf  of  Oaks  Holding 
Company,  Incorporated,  owner,  to  per¬ 
mit  upon  a  plot  of  ground  located  partly 
in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district  and,  also,  in  an  F 
area  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  office, 
laboratory  and  light  manufacturing  and, 
also,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  60-15  Little  Neck 
parkway,  northeast  corner  of  61st  ave¬ 
nue  (Block  No.  8400,  Lot  No.  146), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  649-40-BZ — Application  of  LeRoy  A.  Perry,  appli¬ 
cant,  on  behalf  of  45  West  38th  Street 
Corporation,  owner,  reopened  and  re¬ 
stored  to  calendar  April  1,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  retail  use  district, 
the  extension  of  a  factory  occupancy, 
in  an  existing  building,  in  excess  of  the 
allowable  area  (previously  withdrawn)  ; 
premises  45-47  West  38th  street,  north 
side,  270  ft.  east  of  Sixth  avenue 
(Block  No.  840,  Lot  No.  16),  Borough 
of  Manhattan. 

cal.  no.  766-41-BZ — Application,  September  4,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  E.  McKillop,  applicant, 
on  behalf  of  Giovanna  Scicutella, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  dis¬ 
trict,  the  alteration  and  conversion  of 
occupancv  of  the  1st  story  of  an  exist¬ 
ing  building  to  a  garage  for  more  than 
five  (5)  motor  vehicles  and  gasoline 
service  station;  premises  130-132  Dia¬ 
mond  street,  east  side.  95  ft.  north  of 
Norman  avenue  (Block  No.  2625,  Lot 
No.  40),  Borough  of  Brooklyn. 

cal.  no.  570-41-BZ— Application,  June  23,  1941,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Berlin,  Berlin  and  Albert,  applicants, 
on  behalf  of  Gar  Holding  Company,  In¬ 
corporated,  owner  (George  Hofbauer, 
lessee),  to  permit  for  a  term  of  years, 
in  an  unrestricted  use  district,  the  con¬ 
version  of  occupancy  of  a  building  to 
a  garage  for  more  than  five  (5)  motor 
vehicles;  the  said  garage  being  on  the 
same  street  and  within  the  same  inter¬ 
secting  streets  on  which  portion  there 
exists  an  exit  from  or  an  entrance  to 
a  public  school;  premises  369-375  (379 
displayed)  Suydam  street,  northwest 
side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 


Appeals  from  Administrative  Decisions. 

11 7-41 -A— 369-375  (379  displayed)  Suydam  street,  north¬ 
west  side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

785-41- A— 130-132  Diamond  street,  east  side,  95  ft.  north  of 
Norman  avenue  (Block  No.  2625,  Lot  No. 
40),  Borough  of  Brooklyn. 

1 80-42- S-45-47  West  38th  street,  north  side,  270  ft.  east 
of  Sixth  avenue  (Block  No.  840,  Lot  No. 
16),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  24,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

881-40-A— 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353,  Lot 
No.  13),  Borough  of  Brooklyn. 

337- 41 -A— 212-220  Concord  street,  southwest  corner  of 

Prince  street  (Building  A)  ;  (Block  No. 
122,  Lot  No.  9),  Borough  of  Brooklyn 
(reopened  and  restored  to  calendar,  De¬ 
cember  9,  1941 ;  previously  dismissed  for 
lack  of  prosecution). 

338- 41-A— 30-38  Prince  street,  west  side,  274  ft.  south  of 

Concord  street  (Buildings  C  and  D)  ; 
(Block  No.  122,  Lot  No.  9),  Borough  of 
Brooklyn  (reopened  for  reconsideration. 
December  9,  1941;  previously  denied). 

128-42- A— 933-939  Fulton  street,  northeast  corner  of 
Waverly  avenue  (Block  No.  1978,  Lot 
Nos.  1  and  45),  Borough  of  Brooklyn. 

Appliance  and  Materials  for  Approval. 

1095-41  -SA — Economy  Elevator  Equalizer. 

1076-41  -SM — Buffalo  Non-Static  Rubber  Flooring. 

28-42-SM — Airlok  Mineral  Wool  Insulation. 


MARCH  31,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
31,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 

Manhattan,  on  the  following  matters: 

cal.  no.  640-41-BZ — Application,  July  10,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Tillie  Resnick 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  a  gasoline  service 
station;  premises  1568-1574  McDonalc 
avenue,  west  side,  90  ft.  north  of  60th 
street  (Block  No.  6563,  Lot  Nos.  3( 
and  39),  Borough  of  Brooklyn. 

cat.,  no.  468-17-BZ — Application  of  Henry  Nordheim,  ap 
plicant,  on  behalf  of  1137  Prospect  Cor 
poration,  owner,  reopened  December  22 
1941,  under  sections  7c  and  21  of  th 
building  zone  resolution,  to  permit  in  : 
business  use  district,  the  propose' 
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alteration  and  extension  of  a  garage 
(previously  granted  by  the  Board)  by 
the  conversion  of  store  occupancy  to 
garage  entrance  and  motor  vehicle  re¬ 
pair  shop  ;  premises  1137-1145  Prospect 
avenue,  west  side,  50  ft.  north  of  East 
167th  street  (Block  No.  2680,  Lot  No. 
55),  Borough  of  The  Bronx. 

cal.  no.  923-41-BZ — Application,  October  31,  1941,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Estate  of  Helen 
Margaret  Hansen,  owner  (Frank 
Hughes,  lessee),  to  permit  upon  a  plot 
located  partly  in  an  unrestricted  use 
and  partl}r  in  a  business  use  district, 
the  conversion  of  occupancy  of  a  build¬ 
ing  to  a  motor  vehicle  repair  shop ; 
premises  1473  Macombs  road,  west  side, 
20.02  ft.  north  of  Inwood  avenue  and 
1450  Cromwell  avenue  (Block  No.  2857, 
Lot  No.  23),  Borough  of  The  Bronx. 

cal.  no.  1002-41-BZ — Application  November  19,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Board  of  Transportation,  City 
of  New  York  and  Henbar,  Incorpo¬ 
rated,  owner  (Patrick  Sottile,  lessee), 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  137-151  Livingston  street  and 
22-30  Smith  street,  northwest  corner 
(Block  No.  154,  Lot  Nos.  26  and  28), 
Borough  of  Brooklyn. 

cal.  no.  532-41-BZ — Application,  June  12,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  John  H.  Dair  and  Charles  E. 
Smith,  owners,  to  permit  in  a  residence 
use  district,  the  erection  and  mainte¬ 
nance  of  a  storage  garage  for  more 
than  three  (3)  motor  vehicles,  outdoor 
parking  and  storage  for  more  than 
three  (3)  motor  vehicles  and  an  auto 
laundry;  premises  45-12  to  45-20  79th 
street,  northwest  corner  of  46th  avenue 
(Block  No.  1530,  Lot  No.  42),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  729-41-BZ — Application,  August  12,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  John  McBride,  applicant  and 
lessee,  on  behalf  of  Camager  Corpora¬ 
tion,  owner,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  91-01  North¬ 
ern  boulevard,  north  side,  between  91st 
and  92nd  streets  (Block  No.  1421,  Lot 
Nos.  40  and  49),  Jackson  Heights, 
Borough  of  Queens. 

cat.,  no.  14-42-BZ — Application,  January  6,  1942,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Paul  Friedman,  applicant,  on  behalf 
of  Rose  Pavone,  owner  (Fred  Signall, 
lessee),  to  permit  in  a  residence  use 
district,  for  a  temporar.y  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  on  a  plot  now  occupied, 


in  part,  by  a  garage  for  more  than  five 
(5)  motor  vehicles  and  a  dwelling; 
premises  675-683  Ashford  street,  east 
side,  290  ft.  south  of  New  Lots  avenue 
(Block  No.  4312,  Lot  Nos.  65,  67  and 
68),  Borough  of  Brooklyn. 

cal.  no.  1060-41-BZ — Application,  December  9,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Wessell,  Nichols  and 
Gross,  Incorporated,  owner  (J.  K.  Con¬ 
struction  Company,  Incorporated,  les¬ 
see),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  451-453  West 
45th  street,  north  side,  125  ft.  east  of 
Tenth  avenue  (Block  No.  1055,  Lot 
Nos.  6  and  7),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  7,  1942,  10  A.  M. 

Building  Zone  Applications. 

.  NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
7,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  701-41-BZ — Application,  July  29,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants  on  behalf  of  Henrietta  Grum, 
owner,  to  permit  in  a  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  183-193  Bush- 
.  wick  avenue  and  223-231  Scholes  street, 
northeast  corner  (Block  No.  3037,  part 
of  Lot  No.  1),  Borough  of  Brooklyn. 

cal.  no.  950-40-BZ — Application,  October  1,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ernst  C.  Wal- 
deck,  owner,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy 
of  the  basement  and  first  story  of  a 
residence  building  to  an  undertaking 
establishment;  7610  Fourth  avenue, 
west  side,  59  ft.  south  of  76th  street 
(Block  No.  5950,  Lot  No.  47),  Bor¬ 
ough  of  Brooklyn. 

cat.,  no.  370-41-BZ — Application,  April  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Albert  Homer  Swanke,  applicant,  on 
behalf  of  Louis  H.  Pink,  Superintendent 
of  Insurance,  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and  Guar¬ 
anty  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  443- 
445  Myrtle  avenue  and  143-155  Waverly 
avenue,  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brook¬ 
lyn. 
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cal.  no.  1000-40-BZ — Application,  October  15,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Oscar  Goldschlag,  applicant,  on 
behalf  of  Eckert  Realty  Corporation, 
owner,  to  permit  in  a  residence  use 
district,  the  alteration  and  conversion 
of  occupancy  of  part  of  the  first  story 
of  an  existing  multiple  dwelling  to  busi¬ 
ness  use  (stores)  ;  premises  2337  Grand 
Concourse  and  164  Field  place,  south¬ 
west  corner  (Block  No.  3164,  Lot  No. 
19),  Borough  of  The  Bronx. 

cal.  no.  1079-41-BZ— Application,  December  16,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  Henry  Nordheim,  applicant, 
on  behalf  of  Charlotte  M.  Smarto, 
owner,  .to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2414  Prospect 
avenue,  east  side,  100  ft.  north  of  East 
187th  street  (Block  No.  3115,  Lot  No. 
5),  Borough  of  The  Bronx. 

cal.  no.  41 3-39-BZ— Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritory.  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  15  Ocean  avenue,  south  side.  1 00 
ft.  west  of  Flatbush  avenue  (Block  No. 
5024,  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 


Appeals  from  Administrative  Decisions. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

32-42- A— 7610  Fourth  avenue,  west  side,  59  ft.  south  of 
76th  street  (Block  No.  5950,  Lot  No.  47), 
Borough  of  Brooklyn. 

HARRIS  M.  MURDOCK,  Chairman. 


APRIL  14,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

of  the  building  zone  resolution,  Tuesday  morning,  April 
14,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  1307-39-BZ— Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 
rated,  lessee),  reopened  November  25, 
1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot  in  question) ; 
premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  Nos.  48  to  53, 
inclusive),  Borough  of  Manhattan. 

HARRIS  M.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  10,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  March  3,  1942  and  Tuesday  afternoon, 
March  3,  1942  were  approved  as  printed  in  Bulletin  No.  10, 
Vol.  27. 


BUILDING  ZONE  CASES. 

649-40-BZ. 

APPLICANT— LeRoy  A.  Perry,  for  45  West  38th  Street 
Corporation,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
April  1,  1941  (re  decision  of  the  borough  superin¬ 
tendent),  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  retail  use  district,  the  exten¬ 
sion  of  a  factory  occupancy,  in  an  existing  building, 
in  excess  of  the  allowable  area  (previously  with¬ 
drawn)  . 

PREMISES  AFFECTED— 45-47  West  38th  street,  north 
side,  270  ft.  east  of  Sixth  avenue  (Block  No.  840, 
Lot  No.  16),  Borough  of  Manhattan. 


APPEARANCES—  _  . ,  „ 

For  Applicant:  LeRoy  A.  Perry,  David  Berg  and 
Samuel  Mezansky. 

For  Opposition:  None.  > 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings.  I 

ACTION  OF  BOARD— Laid  over  to  March  24,  1942  at 
10  A.  M.  for  inspection  by  a  committee  of  the 
Board,  and  decision  by  the  Board  without  further 
argument. 


1000-40-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Eckert  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  district, 
the  alteration  and  conversion  of  occupancy  of  part 
of  the  first  story  of  an  existing  multiple  dwelling  to 
business  use  (stores). 

PREMISES  AFFECTED — 2337  Grand  Concourse  and  164 
Field  place,  southwest  corner  (Block  No.  3164,  Lot 
No.  19),  Borough  of  The  Bronx. 

APPEARANCES — 

For  Applicant :  Oscar  Goldschlag. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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CTION  OF  BOARD— Laid  over  to  April  7,  1942  at  10 
A.  M.  on  request  of  applicant.  Notices  to  be  sent 
out  in  accordance  with  usual  procedure. 


70-41-BZ. 

APPLICANT — Berlin,  Berlin  and  Albert,  for  Gar  Holding 
Company,  Incorporated,  owner  (George  Hofbauer, 
lessee). 

iUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7g  of  the  building  zone 
resolution,  to  permit  for  a  term  of  years,  in  an 
unrestricted  use  district,  the  conversion  of  occu¬ 
pancy  of  a  building  to  a  garage  for  more  than  five 
(5)  motor  vehicles;  said  garage  being  on  the  same 
street  and  within  the  same  intersecting  streets  on 
which  portion  there  exists  an  exit  from  or  an  en¬ 
trance  to  a  public  school. 

’REMISES  AFFECTED— 369-375  (379  displayed)  Suy- 
dam  street,  northwest  side,  117  ft.  11  in.  west  of 
Wyckoff  avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

VPPEARAN  CES — 

For  Applicant :  Evelyn  Golden. 

VCTION  OF  BOARD— Laid  over  to  March  24,  1942  at 
10  A.  M.  on  request  of  applicant. 


.68-41 -BZ. 

APPLICANT — Lama  and  Proskauer,  for  Henrietta  Grum, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 647-655  Herkimer  street,  north 
side,  250  ft.  east  of  Schenectady  avenue  (Block  No. 
1701,  Lot  Nos.  53,  57  and  58),  Borough  of 
Brooklvn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition  :  Graham  Willins  and  E.  Bush. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  17,  1942  at 
10  A.  M.  for  inspection  by  a  committee  of  the 
Board,  and  decision  by  the  Board,  without  further 
argument. 

747-41-BZ. 

APPLICANT — William  C.  Sommerfeld,  for  K  and  H 
Warehouse  Holding  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to 
a  garage  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 516-520  West  181st  street, 
south  side,  25  ft.  east  of  Audubon  avenue  and  309 
Audubon  avenue,  east  side,  100  ft.  south  of  West 
181st  street  (Block  No.  2152,  Lot  No.  67),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  C.  Sommerfeld. 

For  Opposition:  Sam  Gleich. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  17,  1942  at 
10  A.  M.  for  inspection  by  a  committee  of  the 
Board  and  for  further  consideration  by  the  Board. 


160-41  -BZ. 

APPLICANT — Abraham  N.  Horwitz,  for  Agnes  I.  Olvany, 
owner  (Charles  Di  Bella,  lessee). 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7i  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED- — 3962  Tenth  avenue,  west  side, 
87.5  ft.  north  of  West  211th  street  (Block  No. 
2229,  part  of  Lot  No.  32),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  N.  Horwitz. 

For  Opposition :  G.  Goldman,  Dept,  of  Education. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1942  at 
10  A.  M.  for  inspection  by  a  committee  of  the 
Board,  and  for  decision  by  the  Board,  without 
further  argument. 


1079-41-BZ. 

APPLICANT — Henry  Nordheim,  for  Charlotte  M.  Smarto, 
owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2414  Prospect  avenue,  east  side, 
100  ft.  north  of  East  187th  street  (Block  No.  3115, 
Lot  No.  5),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  William 
Libbett. 

For  Opposition:  Earl  I.  Gallant  and  G.  Goldman, 
Dept,  of  Education. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1942  at 
10  A.  M.  for  inspection  by  a  committee  of  the 
Board. 


702-4 1-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Henry  C.  Citron, 
Henrietta  Grum  and  Brooklyn  Trust  Company, 
owners  (Carey  McCarthy  and  Timothy  Gallagher, 
lessees) . 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 989-995  Myrtle  avenue,  north 
side,  150  ft.  east  of  Throop  avenue  (Block  No. 
1749,  Lot  Nos.  55  to  58,  inclusive),  Borough  of 
Brooklvn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn,  without 
argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


419-21-BZ. 

APPLICANT — Henry  G.  Harrington,  for  Josephine  Ober, 
owner  (Alvin  Service  Station  Corporation,  lessee). 

SUBJECT — Application  reopened  February  11,  1941  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tion  7e  of  the  building  zone  resolution,  to  permit  in 
a  business  use  district,  the  inclusion  of  a  motor 
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vehicle  repair  shop  use  in  a  garage  for  more  than 
five  (5)  motor  vehicles  (said  garage  was  pre¬ 
viously  granted  by  the  Board). 

PREMISES  AFFECTED— 465  Sterling  place,  north  side, 
78  ft.  3  in.  east  of  Washington  avenue  (Block  No. 
1167,  Lot  No.  78),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  G.  Harrington. 

For  Opposition:  Samuel  D.  Muney,  Edward  K 
Mosca,  Sophie  Hertzoff,  E.  White  and  E. 
Danziger. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE— 

Affirmative:  Commissioner  Savage  .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn  .  3 

THE  RESOLUTION— 

(419-21-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  7e  of  the  building  zone  resolution,  the 
erection  of  a  garage  for  more  than  five  (5)  motor  vehicles, 
premises  465  Sterling  place,  north  side,  78  ft.  3  in.  east  of 
Washington  avenue  (Block  No.  1167,  Lot  No.  78),  Borough 
of  Brooklyn,  was  granted  by  the  board,  June  7,  1921  ;  and 
Whereas,  Henry  Harrington  for  Josephine  Ober,  owner 
(Alvin  Service  Station  Corporation,  lessee)  requested  re¬ 
opening  of  the  application  under  section  7c  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district,  the 
inclusion  of  a  motor  vehicle  repair  shop  in  said  garage  foi 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board,  February  11,  1941,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  March  10,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Sterling  place  is  in  business 
and  residence  use  districts;  Park  place  is  in  residence  and 
business  use  districts;  Washington  avenue  and  Grand  ave¬ 
nue  are  in  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  6171-40,  dated  December  29,  1941, 

reads :  . 

“This  application  was  denied  previously  see  B.  Z. 

249-1939.  ' 

Additional  non-conforming  use  of  repair  shop  is  con¬ 
trary  to  B.  Z.  Res.  Art.  I,  4(a)  29  of  the  Building- 
Zone  Resolution  and  not  covered  by  419-21-BZ.  (Per¬ 
mit  7359/1921).” 

and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
25  ft.  front  by  131  ft.  in  depth  and  one  story  in  height. 
It  is  proposed  to  include  a  motor  vehicle  repair  shop  in 
the  existing  garage  for  more  than  five  (5)  motor  vehicles; 

and  .  . 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  an  additional 
variance  under  section  7,  subdivision  C,  of  the  building  zone 
resolution  and  that  the  garage  use  previously  granted  was 
sufficient  without  motor  vehicle  repairing. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


209-41-BZ. 

APPLICANT — Leonard  A.  Swarthe,  for  Dora  Blumenson, 
owner. 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7a,  7c  and  21  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  maintenance  of  two  (2) 


illuminated  business  signs  and,  also,  the  illumination 
and  maintenance  of  a  third  (3rd)  business  sign. 
PREMISES  AFFECTED— 2235-2237  Grand  Concourse, 
west  side,  42.9  ft.  north  of  East  182nd  street  (Block 
No.  3163,  Lot  No.  38),  Borough  of  The  Bronx. 

APPEARANCES—  T  , 

For  Applicant:  Leonard  A.  Swarthe  and  John  B. 
Childs. 

For  Opposition:  None. 

For  Administration :  b  red  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

N  egative :  .  0 

THE  RESOLUTION— 

(209-41-BZ) 

Whereas,  Leonard  A.  Swarthe,  for  Dora  Blumenson, 
owner,  filed  March  12,  1941,  an  application  under  sections 
7a,  7c  and  21  of  the  building  zone  resolution,  to  permit  in 
a  residence  use  district,  the  maintenance  of  two  (2)  illu¬ 
minated  business  signs  and  also  the  illumination  and  main¬ 
tenance  of  a  third  (3rd)  business  sign;  premises  223a-2237 
Grand  concourse,  west  side,  42.9  ft.  north  of  East  182nd 
street  (Block  No.  3163,  Lot  No.  38),  Borough  of  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  10,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  concourse  and  Creston 
avenue  are  each  in  residence  and  business  use  districts ,  East 
182nd  street  is  in  a  residence  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  898-1940,  dated  February  13,  1941,  reads: 
“1.  The  erection  of  proposed  sign  in  a  residence  use 
district  is  contrary  to  Section  3  of  the  Zoning  resolu¬ 
tion.” 

and  . 

Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  18-1941,  dated  March  5,  1941,  reads: 

“1.  The  erection  of  proposed  sign  in  a  residence  use 
district  is  contrary  to  Section  3  of  the  Zoning  resolu¬ 
tion.” 

and  . 

Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  899-1940,  dated  February  13,  1941,  reads: 
“1.  The  erection  of  proposed  sign  in  a  residence  use 
district  is  contrary  to  Section  3  of  the  Zoning  resolu¬ 
tion.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
50.01  ft.  front  by  54  ft.  irregular  in  depth,  and  one  story 
in  height.  It  is  proposed  to  maintain  the  two  (2)  existing 
illuminated  non-flashing  business  signs  on  #2235  and 
#2237 A  Grand  concourse,  and  also  to  illuminate  the  exist¬ 
ing  sign  on  #2237  Grand  concourse.  The  existing  illumi¬ 
nated  sign  on  2235  Grand  concourse  is  2  ft.  6  in.  by  24  ft. 
in  area  and  is  located  within  12  in.  of  the  building  line. 
The  existing  non-illuminated  sign  on  2237  Grand  concourse 
is  4  ft.  6  in.  by  11  ft.  6  in.  in  area  and  located  within  8 
in.  of  the  building  line.  It  is  proposed  to  illuminate  this 
sign.  The  illuminated  sign  on  2237A  Grand  concourse  is 
4  "ft.  6  in.  by  11  ft.  6  in.  in  area  and  is  located  within  8 
in.  of  the  building  line.  The  combined  area  of  these  signs 
exceeds  the  permissible  15  per  cent  of  the  wall  surface  of 
the  building  by  approximately  thirty  (30)  square  feet;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7-c  of  the  building  zone  resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  dis- 
rict  regulations  of  the  building  zone  resolution,  and  that 
he  application  be  and  it  hereby  is  granted  under  section 
'-c  thereof,  on  condition  that  no  sign  shall  extend  in  height 
jeyond  the  parapet  of  the  building  nor  beyond  the  building 
ine  for  a  distance  of  more  than  12  inches ;  that  signs 
erected  shall  not  exceed  in  area  those  now  existing  as  indi- 
rated  on  plans  and  photographs  filed  herewith ;  that  the 
;olors  used  for  illumination  of  signs  shall  not  be  those  used 
Lor  traffic  signals;  that  in  all  other  respects  the  signs  shall 
;omply  with  all  laws,  rules  and  regulations  applicable  there- 
:o;  that  all  permits  required  shall  be  obtained  and  all  work 
;ompleted  within  three  (3)  months  from  the  date  of  this 
resolution. 


1070-41-BZ. 

APPLICANT — Paul  Friedman,  for  George  I.  Laird,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 3010-3012  Fulton  street  and 
233-241  Linwood  street,  southeast  corner  (Block 
No.  3956,  Lot  No.  43),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman,  George  I.  Laird 
and  Arthur  J.  Newecke. 

For  Opposition :  G.  Goldman,  Dept,  of  Education. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(1070-41-BZ) 

Whereas,  Paul  Friedman,  for  George  I.  Laird,  owner, 
filed  December  10,  1941  an  application  under  section  7h  of 
the  building  zone  resolution,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  3-ears,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  3010-3012  Fulton  street  and  233-241  Linwood  street, 
southeast  corner  (Block  No.  3956,  Lot  No.  43),  Borough  of 
Brookh-n ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  10,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fulton  street  is  in  a  business 
use  district ;  Linwood  street  is  in  residence,  business  and 
unrestricted  use  districts;  Essex:  street  is  in  residence  and 
business  use  districts ;  and 

Whereas,  the  decision  of  tjie  borough  superintendent  on 
B.  N.  Application  No.  2838-1941,  dated  November  28,  1941, 

reads : 

“Proposed  parking  and  storage  of  more  than  5  cars 
within  a  residential  and  business  use  district  is  contrary 
to  Art.  2,  Section  3  and  Art.  2,  Sect.  4a- 15  of  the 
zoning  resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  53.1  ft.  on  Fulton 
street,  94  ft.  on  Linwood  street  and  a  distance  of  88.4  ft. 
along  the  south  lot  line.  The  Fulton  street  frontage  of  the 
plot  for  a  depth  of  100  ft.  is  located  in  the  business  use 
district,  while  the  remainder  of  the  plot  is  in  the  residence 
use  district.  It  is  proposed  to  demolish  the  shed  on  the 
Fulton  street  front  of  the  plot,  the  frame  stable  building 
on  the  central  portion  of  the  site,  and  to  use  the  plot  for  a 


temporary  period  of  not  more  than  two  (2)  years,  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7h 
of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years  from  the  date  of  this 
resolution,  to  permit  the  premises  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
on  condition  that  only  motor  vehicles  of  the  pleasure-car 
type  shall  be  so  stored  or  parked;  that  all  existing  struc¬ 
tures  on  the  premises  shall  be  entirely  removed  and  the  plot 
shall  be  graded  substantially  to  the  grade  of  Linwood  street ; 
that  the  plot  shall  be  surfaced  with  clean  gravel,  steam 
cinders  or  other  suitable  material,  properly  rolled  and  treated 
with  an  asphalt  binder  to  render  a  reasonably  impervious 
surface,  and  graded  to  provide  surface  drainage;  that  on 
interior  lot  lines  where  walls  of  adjoining  buildings  do  not 
occur  there  shall  be  maintained  a  substantial  fence  not  less 
than  six  feet  in  height,  which  may  be  of  wood  and  shall 
be  kept  in  repair  and  painted;  that  on  the  street  building 
lines  of  Fulton  street  and  Linwood  street  there  shall  be 
erected  a  woven  wire  fence  of  the  chain  link  type  with 
anchor  steel  posts  not  less  than  6  feet  in  height  with  no 
openings  therein  except  one  for  exit  and  entrance  to  Lin¬ 
wood  street  not  over  15  feet  in  width  with  curb  cut  opposite 
not  over  15  feet  in  width ;  that  such  entrance  shall  be  not 
nearer  than  10  feet  to  the  lot  line  of  Lot  No.  41  as  extended 
and  not  nearer  than  50  feet  to  the  corner  of  Fulton  street; 
that  adequate  bumpers  shall  be  maintained  for  the  protec¬ 
tion  of  fences  and  adjacent  buildings;  that  such  bumpers 
shall  be  not  nearer  than  3  feet  thereto;  that  shrubbery 
shall  be  maintained  where  indicated  toward  Linwood  street 
adjoining  lot  39;  that  adequate  aisles  shall  be  maintained  at 
all  times  for  easy  entrance  and  egress ;  that  during  the 
term  of  this  permit  the  premises  shall  be  occupied  for  no 
other  use  than  herein  permitted  and  no  buildings  erected 
thereon,  except  there  may  be  erected  near  the  entrance  on 
Linwood  street  a  building  not  over  one  story  in  height  and 
100  sq.  ft.  in  area,  which  may  be  of  frame,  to  be  used  solely 
as  an  office  and  shelter  for  the  attendant ;  that  such  portable 
fire-fighting  appliances  shall  be  furnished  and  maintained  as 
the  fire  commissioner  shall  direct ;  that  no  signs  shall  be 
erected  on  the  premises  except  there  may  be  a  sign  attached 
to  the  fence  at  the  entrance,  advertising  the  parking  and 
storage  use  and  the  rates  charged,  provided  such  sign  does 
not  exceed  15  sq.  ft.  in  area,  is  not  illuminated  and  does  not 
extend  beyond  the  building  line ;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

117-41-A. 

APPLICANT — William  B.  Herlands,  Dept.  Investigation, 
City  of  New  York. 

OWNER  OF  PREMISES — Garage  Holding  Co.  Inc. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings  re  Revocation  of  Certificate 
of  Occupancy  No.  28871/24  Permit  No.  18153-23 
and  Alt.  23071-23. 

PREMISES  AFFECTED — 369-375  Suydam  street,  north 
side,  117  ft.  11  in.  west  of  W3’ckoff  avenue  (Block 
No.  3210,  Lot  No.  41),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  Willard  B.  Carmel. 

For  Opposition :  Evelyn  Golden. 

For  Administration :  Morris  Hannes,  Dep’t  of 
Housing  and  Buildings. 
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ACTION  OF  BOARD— Laid  over  to  March  24,  1942  at 
10  A.  M.  on  request  of  owner’s  representative. 


VARIATION  OF  THE  LABOR  LAW. 

1 80-42- S. 

APPLICANT— LeRoy  A.  Perry,  for  45  West  38th  street 
Corporation,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 45-47  West  38th  street,  north 
side,  270  ft.  east  of  Sixth  avenue  (Block  No.  840, 
Lot  No.  16),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  LeRoy  A.  Perry  and  David  Berg. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  24,  1942  at 
10  A.  M.  for  inspection  by  a  committee  of  the 
Board,  and  decision  by  the  Board,  without  further 
argument. 


Adjourned  12:40  P.  M. 

Joseph  J'.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  10,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 

375-23-BZ. 

APPLICANT — William  1.  Hohauser,  for  129  East  Ford- 
ham  road  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  (re  decision  of  the  acting 
borough  superintendent)  under  section  7c  of  the. 
building  zone  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  the  second  (2nd)  story 
of  an  existing  business  building  (previously  granted 
by  the  Board)  from  offices  to  bowling  alleys. 

PREMISES  AFFECTED— 2470-2482  Morris  avenue  and 
29-39  Fordham  road,  northeast  corner  (Block  No. 
3174,  Lot  No.  5),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Wm.  I.  Hohauser  and  Wm. 
Hagedorn. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


524-31-BZ. 

APPLICANT — Healy  and  Fusfeld,  for  Fordham  Towers, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  business 
building  for  retail  store  purposes. 


PREMISES  AFFECTED— 2332-2340  Grand  Concourse  and 
Boulevard,  2331-2345  Ryer  avenue  and  244  Field 
place  (Block  No.  3159,  Lot  Nos.  13,  14,  15,  19  and 
23),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Jerome  F.  Healy. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


92-31-BZ. 

APPLICANT — Abraham  N.  Horwitz,  for  Rubin  Raskin 
and  Louis  Raskin,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7f  of  the  building  zone  reso¬ 
lution,  for  a  term  of  years,  permitting  partly  in  a 
business  use  and  partly  in  an  unrestricted  use  dis¬ 
trict,  the  maintenance  of  a  building  occupied  as  a 
garage  for  more  than  five  (5)  motor  vehicles  and 
a  motor  vehicle  repair  shop,  and  the  alteration  and 
maintenance  of  a  gasoline  service  station  (previ¬ 
ously  granted  by  the  Board  for  a  temporary 
period) . 

PREMISES  AFFECTED— 8401-8411  Flatlands  avenue 
and  761-775  East  84th  street,  northeast  corner 
(Block  No.  8005,  Lot  Nos.  6  and  11),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Abraham  N.  Horwitz. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  egative :  .  0 

THE  RESOLUTION— 

(92-31-BZ) 

Whereas,  this  application  under  the  building  zone  reso¬ 
lution,  to  permit-  on  a  plot  located  partly  in  a  business  use 
and  partly  in  an  unrestricted  use  district,  the  maintenance 
of  a  building  occupied  as  a  garage  for  more  than  five  (5) 
motor  vehicles  and  motor  vehicle  repair  shop,  and  the 
alteration  and  permanent  maintenance  of  a  gasoline  service 
station  (previously  granted  by  the  Board  for  a  temporary 
period),  premises  8401-8411  Flatlands  avenue  and  761-775 
East  84th  street,  northeast  corner  (Block  No.  8005,  Lot  Nos. 
6  and  11),  Borough  of  Brooklyn,  was  granted  by  the  board 
April  15,  1941,  on  certain  conditions,  under  section  7f  of 
the  building  zone  resolution,  and  applicant  requested  an 
extension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  23,  1931  as 
amended  by  resolution  of  April  15,  1941  only  so  far  as  it 
has  reference  to  obtaining  permits  and  completion  of  the 
work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  involved  shall  be  completed  within  (1)  year  from 
the  date  of  this  amended  resolution.” 


280-31-BZ. 

APPLICANT — J.  and  H.  Goebel,  for  Grace  Locicero, 
owner. 
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SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  ol 
tlie  borough  superintendent)  under  section  7f  of 
the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  maintenance  of  a  gasoline 
service  station  for  a  temporary  period. 

PREMISES  AFFECTED— 162-02  to  162-06  Cross  Bay 
boulevard,  southwest  corner  of  162nd  street  (Block 
No.  4046,  Lot  No.  5),  Howard  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  J  acob  Goebel. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

N  egative :  .  ^ 


THE  RESOLUTION— 

(280-31-BZ) 

Whereas,  Edward  L.  Kelly,  for  Jasper  Mulle,  owner, 
filed,  June  4,  1931,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station,  premises  162-02 
to  162-06  Cross  Bay  boulevard,  southwest  corner  of  162nd 
street,  Howard  Beach,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  board  No¬ 
vember  12,  1931,  on  certain  conditions,  resolution  amended 
November  23,  1937,  time  to  obtain  permits  and  complete 
work  extended  January  23,  1940,  and  applicant  requests  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  12,  1931 
as  amended  by  resolutions  of  November  23,  1937  and  Janu¬ 
ary  23,  1940  only  so  far  as  it  has  reference  to  the  term  of 
the  permit,  so  that  as  amended  this  portion  of  the  lesolu- 
tion  shall  read : 

“granted  under  section  7f  tor  a  temporary  term  oi  two 
(2)  years  from  the  date  of  this  amended  resolution. 


309-36-BZ. 

APPLICANT— Roe  and  Kramer,  for  Mount  Carmel  Ceme¬ 
tery,  for  Estate  of  J.  Adams  Heuss,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  21  of  the  building  zone  reso¬ 
lution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
as  a  garage  for  less  than  five  (5)  motor  vehicles 
(trucks),  storage  and  tool  house. 

PREMISES  AFFECTED— 80-89  Cypress  Hills  street 
(Fresh  Pond  road),  east  side,  996  ft.  north  of 
Interborough  parkway  (Block  No.  3750,  Lot  No. 
695),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  reopened  and  time  ex- 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative . 


4 

0 


THE  RESOLUTION— 

(309-36-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution  to  permit  in  a  residence  use  district  the 
erection  and  maintenance  of  a  building  to  be  used  as  a 
garage  for  less  than  five  (5)  motor  vehicles  (trucks), 


storage  and  tool  house,  premises  80-89  Cypress  Hills  street 
(Fresh  Pond  road),  east  side,  996  ft.  north  of  Interborough 
parkway  (Block  No.  3750,  Lot  No.  695),  Ridgewood, 
Borough  of  Queens,  was  granted  by  the  Board  February 
9  1937  on  certain  conditions,  time  to  obtain  permits  ex¬ 

tended  December  14,  1937,  and  May  9,  1939,  the  resolution 
amended  June  27,  1939  and  March  4,  1941,  and  applicant 
requests  an  extension  of  time  to  obtain  permits  and  com¬ 
plete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  9,  1937 
as  amended  June  27,  1939  and  March  4,  1941  only  so  far 
as  it  has  reference  to  obtaining  permits  and  completion  of 
the  work  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this 
amended  resolution.” 


151-37-BZ. 

APPLICANT— Walter  D.  Wilkes  (lessee),  for  South 
Brooklyn  Railway  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  under  sections  7h  and 
21  of  the  building  zone  resolution,  permitting  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 365-373  Ralph  avenue,  north¬ 
east  corner  of  Pacific  street  (Block  No.  1431,  Lot 
No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  N.  S.  Van  Ness  and  Walter 
D.  Wilkes. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 


(151-37-BZ) 

Whereas,  this  application,  to  permit  for  a  temporary 
period  of  not  more  than  two  (2)  years,  partly  in  a  resi¬ 
dence  use  district  and  partly  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  365-373  Ralph  avenue,  northeast  corner  of  Pacific 
street  (Block  No.  1431,  Lot  No.  1),  Borough  of  Brooklyn, 
was  granted  by  the  board  March  11,  1938,  on  certain  con¬ 
ditions,  under  sections  21  and  7h  of  the  building  zone 
resolution  respectively;  permit  extended  March  19,  1940; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  amend  its  resolution  of  March  11,  1938,  only  so  far 
as  it 'has  reference  to  the  term  of  the  permit,  so  that  as 
amended  the  resolution  shall  read  : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7h,  for  a  period  of  tivo  years,  from  the 
date  of  this  action  as  to  the  portion  of  the  premises 
in  the  business  district,  and  under  section  21,  for  a 
period  of  two  years,  from  the  date  of  this  amended 
resolution  as  to  the  premises  in  the  residential  district, 
to  permit  the  use  as  proposed  for  parking  and  storage 
of  more  than  five  motor  vehicles,  on  condition  *  * 
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479-37-BZ. 

APPLICANT — William  A.  Eckert,  for  Miless  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  period  of  two  (2)  years,  for  transient 
parking  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 89-58  163rd  street  (Harden- 
brook  avenue),  west  side,  247  ft.  north  of  Jamaica 
avenue  (Block  No.  836,  Lot  No.  76),  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Wm.  A.  Eckert. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(479-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  89-58  163rd  street  (Hardenbrook  avenue),  west 
side,  247  ft.  north  of  Jamaica  avenue  (Block  No.  836,  Lot 
No.  76),  Jamaica,  Borough  of  Queens,  was  granted  by  the 
board  April  5,  1938,  on  certain  conditions,  permit  extended 
March  19,  1941) ;  and 

Whereas,  William  A.  Eckert,  for  Miless  Realty  Corpo¬ 
ration,  owner,  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  5,  1938  as 
amended  by  resolution  of  March  19,  1940  only  so  far  as 
it  ha£  reference  to  the  term  of  the  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  to  permit  the 
premises  to  be  occupied  for  the  transient  parking  of 
more  than  five  (5)  motor  vehicles  of  the  pleasure  car 
type,  on  condition  *  * 


1041-38-BZ. 

APPLICANT — Tenzer,  Greenblatt,  Fallon  and  Kaplan,  for 
Midtown  Auto  Storage  Corporation,  lessee,  for 
Board  of  Transportation,  City  of  New  York,  owner. 

SUBJ  ECT — Application  for  consideration — reopening  and 
extension  of  permit  (expired  September  26,  1941), 
re  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  building  zone 
resolution,  /permitting  in  a  business  use  district  for 
a  temporary  period  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 335-365  Schermerhorn  street 
and  2-8  Third  avenue,  northwest  corner  (Block  No. 
167,  Lot  No.  36  and  part  of  Lot  No.  28),  Borough 
of  Brooklj'n. 

APPEARANCES— 

For  Applicant:  Herbert  H.  Pensig  and  Chas. 
Bender. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


THE  RESOLUTION— 

(1041-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  335-365  Schermerhorn  street  and  2-8  Third  avenue, 
northwest  corner  (Block  No.  167,  Lot  No.  36  and  part  of 
28),  Borough  of  Brooklyn,  was  granted  by  the  Board  Sep¬ 
tember  26,  1939,  on  certain  conditions,  and  applicant  re¬ 
quested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  26,  1939, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  under  section  7h  thereof  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  premises  under  appeal,  consisting  of  *  *  *” 


1044-38-BZ. 

APPLICANT — Tenzer,  Greenblatt,  Fallon  and  Kaplan,  for 
Midtown  Auto  Storage  Corporation,  lessee,  Board 
of  Transportation,  City  of  New  York,  A.  J.  Nutting 
Corporation  and  Manpet  Realty  Company,  Incorpo¬ 
rated,  owners. 

SUBJECT — Application  for  consideration — reopening — ex¬ 
tension  of  permit  (expired  September  26,  1941)  — 
re  Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  period  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 252-304  Schermerhorn  street 
and  51-59  Bond  street,  southeast  corner  (Block  No. 
172,  Lot  Nos.  7,  10,  13  and  18),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Herbert  H.  Pensig  and  Chas. 
Bender. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(1044-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  for  a 
temporary  period  of  not  more  than  2  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
252-304  Schermerhorn  street  and  51-59  Bond  street,  south¬ 
east  corner  (Block  No.  172,  Lot  Nos.  7,  10,  13  and  18), 
Borough  of  Brooklyn,  was  granted  by  fhe  Board  September 
26,  1939,  on  certain  conditions,  and  applicant  requests  an 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  26,  1939 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“granted  under  section  7h  thereof  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  premises  under  appeal  consisting  of  *  *  *” 


438-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Fannie  Wolf, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
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of  the  borough  superintendent)  under  section  7f  of 
the  building  "zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  for  a  term  of  five  (5)  years,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  on  part  of  a  plot  now  used  as  lubritorium,  auto 
laundry  and  store  (previously  withdrawn  under  sec¬ 
tion  21  re  gasoline  service  station). 

3 REMISES  AFFECTED— 4312-4316  Church  avenue,  south 
side,  60  ft.  west  of  Troy  avenue  (Block  No.  4S<>7, 
Lot  No.  7),  Borough  of  Brooklyn. 


UTEARANCES — 

For  Applicant:  Alfred  A.  Lama.  ( 

For  Administration:  Fred  Dahlem,  Dept  ot  Hous¬ 
ing  and  Buildings. 

\CTION  OF  BOARD — Application  reopened  and  resolu- 


AND  AMEND  RESOLU- 


tion  amended. 

THE  VOTE  TO  REOPEN 

TION—  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioneis 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

N  egative :  .  u 


commissioner  shall  direct;  that  all  windows  in  the 
exterior  walls  shall  be  made  fireproof  and  glazed  with 
wire  glass  and  maintained  fixed  except  that  the  one 
window  in  the  toilet  room  may  be  maintained  openable 
provided  the  rear  yard  space  of  5  ft.  in  width  across 
the  entire  lot  shall' be  maintained;  that  any  windows  in 
the  accessory  building  on  the  lot  line  shall  be  removed 
and  approved  masonry  substituted  therefor ;  that  the 
ceiling  of  the  boiler  room  shall  be  constructed  of  incom¬ 
bustible  materials  and  the  boiler  room  shall  be  enterable 
only  from  the  exterior;  that  the  lubritorium  shall  have 
equipment  of  the  hydraulic  type  in  which  case  closure 
doors  may  be  permitted  but  if  greasing  pits  are  installed, 
the  pits  shall  be  ventilated  by  means  of  ducts  through 
the  roof  with  ventilation  actuated  by  a  motor  driven  fan 
with  a  motor  of  the  type  as  approved  for  explosive 
atmospheres;  that  there  shall  be  no  installation  of 
gasoline  pumps  until  all  other  work  herein  prescribed  is 
completed;  that  there  shall  be  no  use  of  adjoining  lots 
in  connection  with  the  use  as  permitted  on  this  plot , 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  resolution.’ 


the  resolution— 

(438-39-BZ) 

Whereas,  this  application,  under  section  21  of  the  build- 
in0'  zone  resolution,  to  permit  in  a  business  use  distiict  the 
erection  and  maintenance  of  a  gasoline  service  station,  prem¬ 
ises  4312-4316  Church  avenue,  south  side,  60  ft.  west  of 
Trov  avenue  (Block  No.  4897,  Lot  No.  7),  Borough  of 
Brooklyn,  was  withdrawn  June  11,  1940;  reopened  and 
restored  to  the  calendar  September  10,  1940,  under  section  71 
of  the  building  zone  resolution;  granted  on  condition  July 
15,  1941  for  a  term  of  five  (5)  years;  and 
Whereas,  the  applicant  requested  an  amendment  ot  the 

^Resofved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  15,  194  ,  so 
that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted  for 
a  term  of  five  (5)  years,  to  permit  the  plot  now  used 
as  a  lubritorium,  auto  laundry  and  accessory  sales  store 
to  be  occupied  also  as  a  gasoline  selling  station,  on  con¬ 
dition  that  the  portion  of  the  plot  unbuilt  upon  shall  be 
cement  paved;  that  not  more  than  two  (2)  gasoline  dis¬ 
pensing  pumps  on  a  single  pedestal  shall  be  installed , 
that  such  pumps  shall  be  not  nearer  than  10  ft.  to  the 
street  building  line ;  that  not  more  Rian  five  (5)  gasoline 
storage  tanks  with  a  capacity  of  550  gallons  each  shall 
be  installed ;  that  the  curb  cuts  shall  be  restricted  to 
two  (2)  as  now  existing  15  ft.  in  width  each  and  no 
portion  of  any  curb  cut  shall  be  nearer  than  5  ft.  to  the 
side  lot  line  as  extended  nor  nearer  than  20  it.  from 
each  other ;  that  along  the  side  lot  lines  from  the  acces¬ 
sory  building  both  on  the  west  side  and  on  the  east  side 
there  shall  be  constructed  a  masonry  wall  constructed 
of  face  brick  or  glazed  tile  to  match  the  accessory 
building  continuously  from  such  building  to  the  stieet 
building  line  and  not  less  than  6  ft.  in  height  except 
that  such  wall  may  be  reduced  to  a  height  ot  4  tt. 
within  5  ft.  of  the  street  building  line;  that  no  motor 
repairing  shall  be  carried  on  on  the  premises  and  there 
shall  be  no  parking  of  cars  other  than  those  being 
serviced;  that  no  portable  gasoline  tanks  shall  be  used 
on  or  in  front  of  the  premises;  that  signs  shall  be 
restricted  to  permanent  signs  attached  to  the  accessory 
building  excluding  all  roof  signs  and  all  temporari  signs 
but  permitting  the  erection  within  the  building  line  ot  a 
post  standard  for  supporting  a  sign  which  may  be 
illuminated  advertisng  only  the  brand  of  gasoline  on 
sale  and  permitting  such  sign  to  extend  beyond  the 
building  line  for  not  more  than  4  ft.;  that  suth  portafile 
fire-fighting  appliances  shall  be  maintained  as  the  file 


737-39-BZ. 

'APPLICANT— Hein-Nolan  Realty  Company,  Incorporated, 
owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 91-125  Bayard  street  and  441- 
463  Manhattan  avenue,  northwest  corner  (Block 
No.  2718,  Lot  No.  14),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Frank  S.  Nolan. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

N  egative :  .  ® 


THE  RESOLUTION— 

(737-39-BZ) 

Whereas,  this  application  tinder  section  7h  to  permit  in 
a  business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  premises  91-125  Bayard  street  and 
441-463  Manhattan  avenue,  northwest  corner  (Block  No. 
2718,  Lot  No.  14),  Borough  of  Brooklyn,  was  granted  by 
the  Board  November  8,  1939,  on  certain  conditions,  and 
owner  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  8,  1939 
only  so  far  as  it  has  reference  to  the  term  of  the  permit 
so  that  as  amended  this  portion  of  the  resolution  shall 

read :  ;  ,  .  c 

“granted  under  section  7h  to  permit  that  portion  ot 

the  premises  at  the  corner  of  Bayard  street  and  Man¬ 
hattan  avenue,  as  indicated  on  revised  plans  filed, 
marked  ‘Received  November  6,  1939’,  to  be  occupied  for 
the  parking  and  storage  of  more  than  five  (5)  motoi 
vehicles,  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  on  condition. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
337-41-A. 

APPLICANT— Empire  Distributors,  Incorporated,  owner. 
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SUBJECT — Application  reopened  and  restored  to  calendar, 
December  9,  1941  re  Appeal  from  an  order  and 
a  decision  of  the  fire  commissioner  (previously 
dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED — 212-220  Concord  street,  south¬ 
west  corner  of  Prince  street  (Building  A)  ;  (Block 
No.  122,  Lot  No.  9),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Grover  C.  Sniffen. 

For  Administration :  F.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  T.  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1942  at 
2  P.  M.  on  request  of  applicant. 


338-41-A. 

APPLICANT— Empire  Distributors,  Incorporated,  owner. 

SUBJECT — Application  reopened  for  reconsideration,  De¬ 
cember  9,  1941  re  Appeal  from  an  order  and  a 
decision  of  the  fire  commissioner  (previously  de¬ 
nied  without  prejudice  to  an  application  for  re¬ 
consideration). 

PREMISES  AFFECTED — 30-38  Prince  street,  west  side, 
274  ft.  south  of  Concord  street  (Buildings  C  and 
D)  ;  (Block  No.  122,  Lot  No.  9),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Grover  C.  Sniffen. 

For  Administration:  F.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and.  T.  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1942  at 
2  P.  M.  on  request  of  applicant. 


29-42-A. 

APPLICANT — Anthony  Parrella,  lessee,  for  Mary  C. 
Clarke,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 414  West  127th  street,  south 
side,  200  ft.  west  of  Morningside  avenue  (Block 
No.  1967,  Lot  No.  14),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Anthony  Parrella. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  March  17,  1942  at 
2  P.  M.  for  inspection  by  a  committee  of  the  Board. 


36-42- A. 

APPLICANT — John  Burke,  for  Board  of  Estimate, 
Bureau  of  Real  Estate,  City  of  New  York,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 721-723  First  avenue,  west 
side,  in  roadway  of  East  41st  street  (Block  Nos. 
between  1333  and  1334,  Lot  No.  None),  Borough 
of  Manhattan,  (Under  section  35,  General  City 
Law  re  bed  of  mapped  street). 
APPEARANCES— 

For  Applicant:  John  Burke,  Thomas  S.  Agristo 
and  J.  S.  Hanly. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1942  at 
2  P.  M.  for  inspection  by  a  committee  of  the 
Board. 


824-41 -A.  • 

APPLICANT — Cafiero  and  Lacerenza,  for  Richbrook 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 3  Doyers  street,  south  side,  81  j 
ft.  9  in.  west  of  Chatham  square  (Block  No.  162,1 
Lot  No.  33),  Borough  of  Manhattan. 

APPEARANCES—  , 

For  Applicant :  Wm.  J.  H.  Molinari. 

For  Administration :  F.  Dahlem,  Dep’t  of  Hous- 
'  ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  on  request  of' 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum .  3 

Negative:  0 

Absent :  Deputy  Chief  Gunn  .  1 


124-42-A. 

APPLICANT — F.  P.  Platt  and  Brother,  for  Franklin  Sav-! 
ings  Bank,  owner. 

SUBJECT’ — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 814-838  Westchester  avenue  ( 
and  793-811  Prospect  avenue,  southwest  corner 
(Block  No.  2676,  Lot  No.  49),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Charles  C.  Platt  and  Frank  S. 
Meyers,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argument. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative :  .  0 


658-39-A. 

APPLICANT — Kralepo  Corporation,  owner  (International 
Garage  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  borough  superin¬ 
tendent  of  buildings. 

PREMISES  AFFECTED — 213-217  West  84th  street,  north 
side,  86.2  ft.  east  of  Broadway  (Block  No.  1232, 
Lot  No.  21),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commis¬ 

sioners  Savage  and  Blum  and  Deputy  Chief 


Gunn  .  4 

Negative:  .  0 


THE  RESOLUTION— 

(658-39-A) 

Whereas,  Kralepo  Corporation,  owner,  (International 
Garage  Co.,  lessee)  filed  on  March  13,  1939  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
213-217  West  84th  street,  north  side,  86.2  ft.  east  of  Broad¬ 
way  (Block  No.  1232,  Lot  No.  21),  Borough  of  Manhattan; 
and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
the  subject  case,  although  duly  notified  to  do  so,  and  at 
the  hearing  there  was  no  appearance  made  on  behalf  of 
the  applicant. 

Resolved ,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


82-42-A. 

APPLICANT — Henry  Nordheim,  for  Charles  B.  Williams, 
owner. 
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UBJF.CT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  . 

REMISES  AFFECTED— 1232  Prospect  avenue,  cast  side, 
107.04  ft.  south  of  Home  street  (Block  No.  2693, 
Lot  No.  24),  Borough  of  The  Bronx. 

APPEARANCES—  ,  _  ,  „ 

For  Applicant:  Henry  Nordhenn  and  Charles  tf. 

Williams.  ^  t 

For  Administration  :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

\CTION  OF  BOARD — Appeal  granted  on  condition. 

'HE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 

fHE  RESOLUTION— 


8S-42-A. 

APPLICANT— Louis  C.  Wills,  for  Permatex  Company, 
Incorporated,  owner.  .  , 

SUB TECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1702-1720  Avenue  Y,  south 
side  from  East  17th  street  to  East  18th  street 
(Block  No.  7438,  Lot  Nos.  1  and  61),  Borough  of 
Brooklyn. 

APPEARANCES—  ,  _ 

For  Applicant :  Ernest  G.  Heeren  and  Clarence 

E.  Johnson. 

For.  Administration :  Insp.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ** 


(82-42- A) 

Whereas,  Henry  Nordheim,  for  Charles  B.  Williams, 
owner,  filed  on  January  27,  1942  an  appeal  from  a  decision 
if  the  borough  superintendent;  premises  1232  Prospect 
i  venue,  east  side,  107.04  ft.  south  of  Home  street  (Block 
%93,  Lot  No.  24),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1122-41  dated  January  15,  1942,  reads: 
“1.  Change  of  occupancy  requires  that  structure  con¬ 
form  to  all  provisions  of  Building  Code.  Sec.  2.1. 3. 5. 

(a)  Commercial  use  of  frame  structure  within  the 
fire  limits  is  contrary  to  Sections  4.1.2  and  Tl. 3  of  the 
Building  Code.  (Reconsideration  denied).” 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (35  ft.)  in  height;  22.45  ft.  by  51  ft.  6  in.  in  area; 
of  Class  4  construction;  located  in  a  business  use  B  area 
district;  erected  in  1899;  and  occupied  since  1927  a.s  fol¬ 
lows:  cellar,  storage,  no  persons;  1st  floor,  dwelling,  1 
family  and  store;  2nd  floor,  dwelling,  1  family;  3rd  flooi, 
dwelling,  1  family.  It  is  proposed  to  be  occupied:  cellar, 
storage,  no  persons;  1st  floor,  bedrooms  and  store;  the 
bedrooms  to  be  used  in  conjunction  with  the  1  family 
dwelling  on  the  second  story;  3rd  floor,  dwelling,  1  family; 
total,  store  and  2  family  dwelling;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
remove  the  sink  and  wash  tub  and  gas  range  from  the 
1st  floor  kitchen  and  to  convert  the  use  of  said  kitchen 
to  a  bedroom;  that  the  2  bedrooms  on  the  first  floor  will 
be  used  as  part  of  the  second  floor  apartment  occupied 
by  the  owner  who  will  also  occupy  the  store  in  question , 
that  reconsideration  of  the  borough  superintendent  s  .ob¬ 
jection  is  requested  for  the  reason  that  a  commercial  use 
is  not  being  established  at  the  present  time;  that  the  store 
is  existing,  having  been  shown  on  Repair  Slip  Applic.  No. 
12-27  filed  in  the  old  Tenement  House  Department  and 
said  occupancy  is  shown  on  the  I  cards  on  file  with  the 
Division  of  Housing  of  the  Department  of  Housing  and 
Buildings,  Borough  of  The  Bronx;  that  the  borough  super¬ 
intendent  takes  the  position  that  the  alteration  made  undei 
Repair  Slip  Applic.  No.  12-27  is  not  recorded  in  his  files 
and  therefore  the  store  is  unlawful ;  and 
Whereas,  the  records  indicate  that  the  application  for 
the  store  use  on  the  street  floor  was  disapproved  by  the 
Building  Department  under  Slip  Applic.  No.  1217-1926  but 
was  approved  by  the  Tenement  House  Department  under 
Repair  Slip  Applic.  No.  12-1927  and  has  been  so  occupied. 

Resolved,  that  the  decision  of  borough  superintendent  on 
Alt.  Applic.  1122-41,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  be  occupied  by  two 
families  only,  one  on  the  second  floor  and  one  on  the 
third  floor  and  that  the  first  floor  throughout  may  be  occu¬ 
pied  for  business  purposes  throughout ;  that  the  building 
shall  not  be  increased  in  height  or  area ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


THE  RESOLUTION— 

(85-42- A) 

Whereas,  Louis  C.  Wills,  for  Permatex  Company,  Inc. 
owner,  filed  on  January  27,  1942,  an  appeal  from  an  order 
of  the  fire  commissioner;  premises  1702-1720  Avenue  Y, 
south  side,  from  East  17th  street  to  East  18th  street  (Block 
7438,  Lots  1  and  61),  Borough  of  Brooklyn;  and 
Whereas,  Order  No.  89912-LC  issued  by  the  fire  com¬ 
missioner  January  12,  1942,  reads  : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  acids,  oils,  chemicals, 
shows  that  the  following  must  be  done  before  the 
permit  requested  by  you  can  be  issued: 

Forthwith 

1.  Provide  an  approved  storage  system  for  storage 
of  kerosene  and  Salvesso  #3,  used  in  the  manufacture 
of  combustible  mixtures.  Plans  and  specifications  in 
duplicate  must  be  filed  with  and  approved  by  Depart¬ 
ment  of  Housing  and  Buildings,  before  the  above  work 
may  be  commenced.  C19-51.0,  Administrative  Code. 

Whereas  the  applicant  states  th^t  the  premises  consist 
of  a  plot  of  ground  169  ft.  3JZ  in.  by  356  ft.  6  in.  in  area; 
located  partly  in  business  use  and  party  in  unrestricted 
use  districts ;  that  on  the  portion  of  the  premises  shown 
as  Lot  1  fronting  109  ft.  on  Avenue  Y,  with  a  depth  of 
210  ft.  therefrom,  there  exists  a  3  story  fireproof  building, 
approximately  half  of  which  was  erected  in  1921,  and  the 
balance  in  1941,  pursuant  to  variation  granted  by  the  Board 
under  Cal.  No.  265-21-BZ.  The  original  half  of  the  build¬ 
ing  is  occifpied  pursuant  to  Certificate  of  Occupancy  No. 
10103  issued  November  1,  1921  for  the  manufacture  of 
paint,’  shellac,  colors,  etc.  and  the  rear  portion  of  the 
building  erected  in  1941  is  occupied  pursuant  to  Certificate 
of  Occupancy  No.  99931  issued  January  30,  1941,  for  the 
manufacture  of  automotive  products,  such  as  polishes,  anti¬ 
freeze  compound,  radiator  compounds,  etc.;  and 

Whereas,  the  applicant  contends  that  the  Kerosene  and 
Solvesso  No.  3,  are  used  in  the  manufacture  of  Permatex 
Penetrating  Oil  and  Permatex  Taroff,  which  have  been 
manufactured  for  years  under  Fire  Department  Permit 
C.P. 10858;  that  it  has  been  the  practice  since  1921  to 
receive  Kerosene  and  Solvesso  No.  3  in  standard  gallon 
drums  and  store  same  outside  the  building  until  required 
for  use;  that  until  a  recent  order  of  the  Division  of  Com¬ 
bustibles,  this  practice  was  not  a  violation  of  any  rule  or 
regulation ;  that  the  regulations  have  been  changed  limiting 
the  quantity  of  these  items  to  110  gallons  without  a  storage 
system;  that  the  owner  is  at  present  supplying  80%  of  its 
products  to  defense  organizations  and  the  present  needs 
require  the  manufacture  of  two  or  three  500  gallon  batches 
on  certain  days;  that  to  he  limited  Jo  110  gallons  of 
j\grosene  and  Solvesso  No.  3  would  require  the  manufacture 
of  50  gallon  batches  which  is  impracticable;  that  the  owner 
could  arrange  to  run  single  batches  of  400  gallons  of 
Kerosene  on  the  same  day  that  the  Kerosene  is  delivered 
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and  a  similar  arrangement  could  be  made  as  to  Solvesso 
No.  3  so  that  not  more  than  110  gallons  would  be  in  pro¬ 
duction  on  any  day  and  such  production  could  take  place 
on  the  day  that  the  Solvesso  No.  3  was  delivered;  that  the 
plant  is  under  guard  24  hours  per  day  and  is  patrolled  every 
half  hour;  that  to  require  the  construction  of  underground 
tanks  at  this  time  would  involve  an  expense  and  hardship 
which  does  not  seem  reasonably  necessary;  that  it  would 
be  difficult  and  expensive  to  comply  with  the  order  due  to 
the  limitation  of  necessary  materials;  that  it  is  therefore 
requested  that  the  Board  grant  a  variance  to  permit  the 
owner  to  receive  not  more  than  500  gallons  pf  Kerosene 
per  day  in  drums;  that  said  drums  will  be  kept  out  of 
doors  on  the  premises  at  a  location  on  the  premises  suitable 
to  the  Board  and  that  it  be  permitted  to  receive  not  more 
than  110  gallons  of  Solvesso  No.  3  in  drums  to  be  placed 
in  manufacture  the  same  day  as  received. 

Resolved,  that  the  order  of  the  fire  commissioner  No. 
89912-LC,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  amount  of  kerosene  stored  shall  not  exceed  10 
drums  and  the  number  of  Solvesso  No.  3  stored  shall  not 
exceed  3  drums;  that  such  drums  shall  be  stored  with¬ 
in  the  unrestricted  district  in  the  existing  shed  near  the 
corner  of  Avenue  Y  and  East  17th  street  until  used 
and  that  such  materials  shall  be  used  within  2  days  from 
the  date  of  delivery;  that  the  fire-fighting  equipment  shall 
be  maintained  to  the  satisfaction  of  the  fire  commissioner. 


109-42-A. 

APPLICANT — Bethlehem  Steel  Company,  lessee,  for 
)  United  States  Navy  Department,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  Ah  EEC  TED — 3255  Richmond  terrace,  north 
side,  100  ft.  west  of  South  avenue  (Block  No. 
1208,  Lot  No.  27),  Mariners  Harbor,  Borough  of 
Richmond.  (Under  section  35,  General  City  Law 
re  bed  of  mapped  street.) 

APPEARANCES— 

For  Applicant,:  Thomas  J.  Hughes. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  granted  on  condition 
THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  q 

THE  RESOLUTION— 

(109-42-A) 

Whereas,  Bethlehem  Steel  Company,  lessee,  for  U.  S. 
Navy  Department,  owner,  filed  on  February  5,  1942  an 
appeal  from  a  decision  of  the  borough  superintendent  for 
application  for  permission  to  erect  a  building  in  the  bed  of 
a  mapped  street  (Richmond  terrace)  ;  premises  3255  Rich¬ 
mond  terrace,  north  side,  100  ft.  west  of  South  avenue 
(Block  No.  1208,  Lot  No.  27),  Mariners  Harbor,  Borough 
of  Richmond;  and 

Whereas,  the  decision  of  the  bhrough  superintendent  on 
N.  B.  Applic.  No.  423-42,  dated  January  5,  1942,  reads: 

“This  proposed  building  is  not  permitted  as  it  en¬ 
croaches  in  the  bed  of  a  mapped  street. 

(General  City  Law  Sec.  35  in  effect  Apr.  30,  1926) 
(McKinney’s  Consolidated  Laws  of  N.  Y.)” 

and 

Whereas,  the  applicant  states  that  the  proposed  buildin^ 
will  be  1  story  (16  ft.)  in  height;  40  ft.  by  202  ft.  in  area; 
of  Class  5  construction ;  located  in  an  unrestricted  use  dis¬ 
trict ;  and  occupied  as  a  shipbuilding  shop,  25  persons ;  and 
V  hereas,  the  applicant  contends  that  the  building  will  be 
used  as  a  pipe  shop,  electric  shop  and  tool  room  in  connec¬ 
tion  with  the  shipbuilding  program  now  being  conducted  at 
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this  plant;  that  the  building  will  project  into  the  bed  of 
Richmond  terrace  for  its  entire  width  for  a  distance  of 
approximately  35  ft.  as  shown  on  diagram  filed  with  this 
appeal ;  that  in  view  of  the  fact  that  the  building  as  pro¬ 
posed  is  necessary  in  connection  with  the  national  defense 
program  and  there  is  not  sufficient  available  propertv  within 
the  yard  area  to  construct  a  building  that  will  not  encroach 
upon  the  mapped  street,  it  is  requested  that  the  Board  grant 
a  variance  under  section  35  of  the  General  City  Law  to 
permit  construction  and  use  of  the  building ;  and 
Whereas,  under  date  of  March  5,  1942,  this  Board  was 
advised  by  the  City  Planning  Commission  that  Richmond 
terrace  is  laid  out  on  the  city  map  at  a  width  of  80  ft.  and 
is  designated  as  a  major  street  on  the  adopted  Master  Plan 
of  Express  Highways,  Parkways  and  Major  Streets;  and 
further  that  there  is  presently  no  proposal  before  the  City 
Planning  Commission  for  changing  or  amending  the  street 
lines,  which  procedure  would  be  necessary  in  order  to 
improve  Richmond  terrace  as  a  major  street;  and 

Whereas,  under  date  of  March  6,  1942  this  Board  has 
been  advised  by  the  borough  superintendent  of  Richmond 
that  at  the  present  time  there  is  no  proposal  or  petition  in 
his  office  to  change  the  northerly  line  of  Richmond  terrace 
at  this  point  and  he  sees  no  objection  to  the  granting  of  this 
application  since  the  construction  of  the  building  is  primarily 
a  defense  measure ;  and  further  that  the  proposed  widening 
of  Richmond  terrace  was  outlined  many  years  ago,  and  since 
many  new  buildings  have  been  erected"  on  the  north  side  of 
Richmond  terrace  over  the  line  of  the  proposed  widening 
and  is  developing  for  defense  purposes  to  a  large  extent, 
it  is  proposed  to  submit  to  the  Board  of  Estimate  in  the 
near  future  a  modification  of  the  widening  of  Richmond 
terrace  so  that  there  will  be  no  encroachment  of  the  build¬ 
ings  now  existing  on  the  north  side  or  of  any  buildings 
that  will  be  erected  during  the  period  of  the  emergency. 

Resolved ,  that  the  decision  of  the  borough  superintendent, 
on  N.  B.  Applic.  No.  423-42  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  under  the 
powers  granted  the  Board  under  Section  35  of  the  General 
t  ity  Law,  on  condition  that  the  building  and  occupancy 
shall  comply  in  all  other  respects  with  all  laws,  rules  and 
regulations  applicable  thereto. 


163-42- A. 

APPLICANT — Saul  Goldsmith,  for  S.  F.  R.  Realty  Cor- 

ciTDTcrn'^i0'1,  owner  (Zylo  Ware  Corporation,  lessee). 
-  L  I  >  I  llCT  Appeal  from  a  decision  of  the  borough  super- 
intendent. 

PREMISES  AFFECTED— 11-01  to  11-15  47th  avenue  (8th 
street)  and  46-49  lltli  street  (East  avenue)  (Block- 
No.  06,  Lot  Nos.  18,  21,  22  and  23),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Saul  Goldsmith  and  Edwd  H 
Marks. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

1  ION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative  :  . .  q 

THE  RESOLUTION— 


Whereas,  Saul  Goldsmith,  for  S.  F.  R.  Realty  Corpora¬ 
tion,  owner  (Zylo  Ware  Corporation,  lessee),  filed  on  Feb¬ 
ruary  26,  1942,  an  appeal  from  a  decision  of  the  borough 

S;iP!nrm'en,d/^=l1,:emises  n-01  to  1MS  47th  avenue  and 
46-49  to  46-53  11th  street,  northeast  corner  (Block  No.  56 
Lot  Nos.  18,  21  22,  23)  Long  Island  City,  Borough  'of 
Queens;  and 

\\  hereas,  the  decision  of  the  borough  superintendent  on 
Mi  sc.  Applic.  No.  721-42  dated  February  20,  1Q42,  reads: 
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“1.  An  automatic  sprinkler  system  required  in  a 
structure  in  which  nitro-cellulose  products  are  manu¬ 
factured,  stored  or  kept,  under  the  provisions  of  Sec¬ 
tion  C19-1 101.0,  shall  be  supplied  from  two  of  the  auto¬ 
matic  sources  specified  in  Section  C26-1351.0,  but  such 
sources  shall  consist  of  gravity  tank  and  pressure  tank 
supplies,  when  the  latter  will  provide  a  minimum  work¬ 
ing  pressure  of  at  least  25  lbs.  per  sq.  inch  at  the 
highest  line  of  sprinklers.  C26-1375.0  Admn.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  and  basement  (20  ft.)  in  height;  70  ft.  by  100  ft.  in 
area ;  of  Class  1  construction ;  located  in  an  unrestricted  use 
district;  equipped  with  a  sprinkler  system;  erected  in  1920; 
and  occupied:  basement,  manufacturing  celluloid  eyeglass 
frames,  75  persons;  1st  floor,  same,  20  persons;  and 
Whereas,  it  is  proposed  to  construct  a  one  story  and 
basement  Class  1  extension,  37  ft.  6  in.  by  104  ft.  in  area 
and  20  ft.  in  height,  and  also  to  extend  the  existing  use  and 
occupancy  into  such  building.  The  existing  sprinkler  sys¬ 
tem  will  be  extended  to  cover  the  new  extension ;  and 
Whereas,  the  applicant  contends  that  the  present  floor 
area  is  7100  sq.  ft.  on  each  floor;  that  the  proposed  ex¬ 
tension  will  have  an  area  of  3700  sq.  ft.,  thus  giving  a 
total  floor  area  of  11,000  sq.  ft.  on  each  of  the  basement 
and  first  floors;  that  the  building  now  faces  on  one  street 
and  after  alteration  will  face  on  two  streets;  that  each 
floor  will  have  three  means  of  egress  direct  to  the  street ; 
that  10,000  lbs.  of  celluloid  and  5  gallons  of  acetone  are 
stored  in  compliance  with  all  of  the  Fire  Department  rules 
and  regulations  and  permits  therefor  issued;  that  the 
present  sprinkler  system  is  fed  by  6  in.  connection  to  a  6 
in.  main  which  is  fed  both  ways  from  Jackson  avenue  and 
from  11th  street;  that  the  pressure  at  the  curb  is  45  lbs. 
and  static  pressure  at  the  highest  head .  more  than  35  lbs.; 
that  sprinkler  system  is  connected  with  Central  Station 
Alarm ;  that  it  '  is  requested  that  the  Board  accept  the 
sprinkler  system  as  proposed  to  be  extended  with  the  pres¬ 
ent  single  source  of  supply. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  721-42,  Obj.  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  one  existing  6  in.  street  connection 
shall  be  fed  both  ways  so  that  in  the  event  the  street 
service  in  one  direction  is  shut  off,  the  service  from  the 
other  direction  will  be  at  all  times  available ;  that  the 
building  shall  not  be  increased  in  height  or  area;  that  a 
vault  shall  be  constructed  and  maintained  within  the  build¬ 
ing  for  the  storage  of  nitro-cellulose  products  except  that 
not  over  100  lbs.  loose  may  be  in  process  throughout  the 
factory  and  500  lbs.  may  be  available  for  quick  use  through¬ 
out  the  factory  provided  such  500  lbs.  is  stored  in  ap¬ 
proved  metal  containers;  that  if  required  by  the  fire  de¬ 
partment  additional  sprinkler  heads  shall  be  installed  at 
the  points  where  the  celluloid  is  being  processed  by  ma¬ 
chinery;  that  such  portable  fire-fighting  appliances  shall  be 
furnished  and  maintained  at  such  points  as  the  fire  com¬ 
missioner  shall  direct;  that  the  sprinkler  system  shall  be 
connected  directly  to  fire  headquarters  through  an  approved 
central  station;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


179-42- A. 

APPLICANT— Robert  G.  Zetsche,  for  William  C.  Stohl- 
dreier  and  R.  G.  Zetsche,  for  Florence  Bigler 
Greenhagen,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 135-04  89th  avenue,  north  side, 
90.11  ft.  west  of  Van  Wyck  boulevard  (Block  No. 
9342,  Lot  No.  56),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  C.  Stohldreier  and  Herbert 
Kanon. 

ACTION  OF  BOARD— Appeal  granted  pn  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


THE  RESOLUTION— 

(179-42- A) 

Whereas,  Robert  G.  Zetsche,  for  William  C.  Stohldreier 
and  R.  G.  Zetsche,  for  Florence  Bigler  Greenhagen,  owner, 
filed  on  March  5,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent ;  premises  135-04  89th  avenue,  north 
side,  90  ft.  11  in.  west  of  Van  Wyck  boulevard  (Block 
No.  9342,  Lot  No.  56)  Jamaica,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  277-42  dated  February  21,  1942,  reads: 
“Proposed  change  of  occupancy  of  frame  dwelling  to 
a  business  use  is  contrarv  to  sec.  4.1.3  of  Building 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1)4 
stories  (19  ft.)  in  height;  20  ft.  by  30  ft.  in  area;  of  Class 
4  construction;  erected  in  1921;  on  a  lot  60  ft.  by  90  ft.  in 
area ;  located  in  an  unrestricted  use  district ;  and  occupied 
as  a  dwelling ;  and  proposed  to  be  occupied :  first  floor, 
offices,  administration  and  employment,  10  persons ;  and 

Whereas,  the  applicant  contends  that  due  to  the  national 
emergency  and  urgent  need  of  factor}'  space  required  by 
the  Fairchild  Aviation  Corporation  (the  owner  of  the 
adjoining  building)  it  is  requested  that  the  building  in 
question  be  permitted  to  be  occupied  for  administration 
and  employment  offices  in  connection  with  the  adjoining 
factory  use  for  the  duration  of  the  war;  that  these  offices 
will  not  be  open  nights  or  Sundays  and  no  structural 
changes  are  contemplated,  except  that  it  is  proposed  to  in¬ 
crease  the  width  of  the  front  door  to  3  ft.  8  in.  and  arrange 
same  to  swing  out. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  277-42  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  occupancy  as  proposed  shall  be  only  during  the 
period  of  the  present  war  emergency ;  that  the  building 
shall  not  be  increased  in  height  or  area  and  shall  be  oc¬ 
cupied  for  business  purposes  as  an  employment  office  in 
connection  with  the  adjoining  factory  as  proposed;  that  the 
existing  exits  shall  be  maintained  but  need  not  be  widened ; 
that  the  cellar  ceiling  throughout  shall  be  fire-retarded ; 
that  the  second  floor  shall  not  be  occupied  for  residential 
purposes  and  shall  not  be  occupied  for  business  purposes 
except  for  the  storage  of  office  records ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


580-41 -A 

APPLICANT — Herbert  C.  Bournan,  for  Jno.  B.  Snook 
Sons-Victor  C.  Farrar,  for  Brooklyn  Home  for 
Children,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED— 67-35  112th  street,  southeast 
corner  of  67th  road  (Block  No.  2205,  Lot  No.  1), 
Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Herbert  C.  Bournan  and  Thomas 
E.  Stanley. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 


TION— 

Affirmative:  Chairman  Murdock,  Commis¬ 

sioners  Savage  and  Blum  and  Deputy  Chief 

Gunn  .  4 

Negative :  .  0 


275 


MINUTES 


THE  RESOLUTION— 

(580-41 -A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  67-35  112th  street,  south¬ 
east  corner  of  67th  road  (Block  No.  2205,  Lot  No.  1), 
Forest  Hills,  Borough  of  Queens,  was  granted  by  the  board 
July  22,  1941,  on  certain  conditions,  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  22,  1941  so 
that  as  amended  the  third  preamble  to  the  resolution  shall 
read  in  part : 

“Whereas,  the  building  will  be  two  stories  and  cel¬ 
lar,  20  ft.  in  height.  *  *  *” 

and  that  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  on  N.  B.  Applic.  No.  208-41,  Obj.  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  here¬ 
by  is  granted  on  condition  that  the  apartment  shall  be 
maintained  substantially  as  proposed  and  that  the  rela¬ 
tion  between  the  floor  level  of  such  rooms  and  the 
surrounding  grade  shall  be  substantially  as  indicated 
on  plans  marked  ‘Received  March  5,  1942";  that  the 
windows  in  the  living  rooms  shall  not  be  less  than  3  ft. 
by  5  ft.  between  stop  beads;  that  no  grating  shall  be 
installed  over  such  windows  and  that  in  all  other  re¬ 
spects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  and 
granted  only  so  long  as  the  use  of  the  building  is  con¬ 
tinued  as  proposed  as  a  home  for  children." 


VARIATION  OF  THE  LABOR  LAW. 
123-42-S. 

APPLICANT — Stephen  L.  Heidrich,  for  William  F. 
V reedenburg,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  the  calendar — re  Variation  of  the 
labor  law  as  cited  in  a  decision  of  the  borough 
superintendent  (previously  withdrawn). 

PREMISES  AFFECTED — 244-248  West  27th  street,  south 
side,  150  ft.  east  of  Eighth  avenue  (Block  No.  776, 
Lot  No.  65),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  Aaronson.  ' 

ACTION  OF  BOARD — Application  reopened  and  granted 
on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  VOTE  TO  GRANT  CONDITION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


THE  RESOLUTION— 

(123-42-S) 

Whereas,  Stephen  L.  Heidrich,  for  William  F.  Vreeden- 
burg,  owner,  filed  on  February  11,  1942,  an  application  for 
a  variation  from  the  requirements  of  the  Labor  Law  as 
cited  in  a  decision  of  the  borough  superintendent;  premises 
244-248  West  27th  street,  south  side,  150  ft.  east  of  8th 
avenue  (Block  776,  Lot  65),  Borough  of  Manhattan;  and 
Whereas,  this  application  was  withdrawn  March  3,  1942, 
and  resubmitted  to  the  borough  superintendent,  and  as  a 
result  of  such  resubmission  the  following  decision  was 
issued  by  the  borough  superintendent  dated  March  4,  1942 
referring  to  Alt.  Applic.  No.  80-42 : 


“2.  Repeated.  Stairs  must  be  enclosed  in  fireproof 
partitions  extending  from  roof  to  street.  Sect.  270 
Labor  Law.  Reconsideration  denied.” 

and 

Whereas,  the  applicant  requests  reopening  of  the  applica-  j 
tion  and  restoration  to  the  calendar  for  the  purpose  of 
consideration  of  the  application  based  on  the  new  decision 
of  the  borough  superintendent ;  and 

Whereas,  this  application  was  reopened  and  restored  to 
the  calendar  by  vote  of  the  Board;  and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  (66  ft.)  in  height;  60  ft.  2  in.  by  95  ft.  in  area;  of 
Class  3  construction;  erected  in  1898;  located  in  an  un¬ 
restricted  use  district ;  and  occupied  throughout  for  storage 
with  stores  on  the  first  floor.  It  is  proposed  to  be  occupied  : 
cellar,  storage  of  supplies  for  building  maintenance;  first 
floor,  stores,  60  persons;  second  to  six  floors,  tenant  factory, 

70  persons  each  floor.  The  building  will  be  equipped  with 
an  interior  fire  alarm  system,  and  fire  drills  will  also  be 
maintained.  There  are  two  interior  44  in.  stairs  constructed 
of  iron,  enclosed  with  wood  studs,  metal  lath  and  gypsum 
plaster  on  both  sides,  and  also  equipped  with  one  hour 
fireproof  self-closing  doors.  These  stairs  extend  from 
roof  bulkhead  direct  to  street ;  and 

Whereas,  the  applicant  now  contends  that  Objection 
No.  1  relating  to  the  remoteness  of  exits  has  been  accepted 
on  reconsideration  by  the  borough  superintendent  predicated 
on  revised  plans ;  that  the  plans  on  file  with  the  borough 
superintendent  now  show  iron  stairs  in  fire  retarded  en¬ 
closure  on  each  side  of  the  center  wall  wtih  fire  retarded 
connecting  public  hall;  that  each  floor  is  provided  with  2 
exits,  each  leading  to  fire  retarded  public  hall  or  to  stair 
enclosure  as  shown  on  plans;  that  at  the  first  story  each 
stair  leads  to  a  fireproof  passageway  to  street  enclosed  with 
8  in.  masonry  walls  and  provided  with  4  in.  reinforced 
concrete  floor  and  ceiling;  that  section  271  of  the  Labor 
Law  permits  this  building  to  be  used  as  a  factory  if 
the  present  3  ft.  wide  wooden  stairs  in  the  front  part  of 
the  building  were  provided  with  fire  retarded  enclosures; 
that  the  installation  of  two  new  44  in.  iron  stairs,  as  in¬ 
dicated  on  plans,  provides  a  much  better  condition  for  the 
safety  of  the  occupants. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  80-42,  as  disapproved  March  4,  1942, 
and  that  the  application  be  and  it  hereby  is  granted  as  to 
Objection  No.  2,  on  condition  that  the  proposed  stairs  shall 
comply  with  the  requirements  of  Section  270  of  the 
Labor  Law  in  all  respects  except  that  the  enclosing  wallg 
of  stairs  and  connecting  hallways  may  have  partitions  ap¬ 
proved  for  one  hour  including  one  hour  doors ;  that  the 
passageway  from  the  foot  of  both  stairways  to  the  street 
shall  however  be  of  fireproof  construction;  that  in  the 
event  the  upper  floors  are  subdivided,  each  subdivided  por¬ 
tion  shall  be  provided  with  two  means  of  exit  satisfactory 
to  the  borough  superintendent;  that  the  building  shall  not 
be  increased  in  height  or  area  and  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto  including  the  re¬ 
quirements  of  section  271  of  the  Labor  Law  for'  buildings 
erected  prior  to  1913. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

81 1-41 -SA. 

APPLICANT— Tnterboro  Elevator  Company,  Incorporated, 
owner. 

SUBJECT — Hydromatic  Leveling  Device,  approval  of 
APPEARANCES^ 

For  Applicant:  Robert  D.  Gant. 

V  1  TOR  ON  BOARD  Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 
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THJ 


VOTE  TO  APPROVE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . . 


Negative : 


4 

0 


Leveling  Device,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  above  report. 


THE  RESOLUTION- 


(811-41-SA) 


Whereas,  Interboro  Elevator  Company,  Incorporated, 
owner,  filed  on  September  19,  1941,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ap¬ 
pliance  known  as  the  Hydromatic  Leveling  Device;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads . 

REPORT  OF  COMMITTEE  ON  TESTS. 

February  23,  1942. 

Re:  Cal.  No.  811-41-SA 

Subject:  Hydromatic  Leveling  Device,  approval  of. 

The  Interboro  Elevator  Company,  Inc.,  of  245  l  earl 
St.,  Brooklyn,  New  York,  filed  on  September  19  1941 
an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  Hydromatic  Leveling  Device 
under  the  provisions  of  C26-952-5  and  C26-l9l.0,c  of 
the  Administrative  Building  Code. 

The  purpose  of  the  Hydromatic  Leveling  Device  is 
to  bring  the  car  to  a  stop  level  with  the  floor  landing 
with  a  higher  average  speed  and  to  maintain  the  car 
level  with  the  landing  during  loading  and  unloading. 

This  device  consists  of  an  Atkins  Automatic  valve 
located  in  the  supply  line ;  stationary  cams  are  installed 
in  the  shaftway  for  each  floor;  a  solenoid  switch  with 
two  levers  and  rollers  are  mounted  on  the  top  of  the 
car  and  when  the  car  operating  lever  is  in  the  neutral 
position  at  the  floor  level,  the  cams  and  rolleis  aie 

disengaged.  .  , 

If  the  car  settled  due  to  a  leak,  the  up  direction  cam 
and  roller  engage  and  energize  the  automatic  valve  m 
the  auxiliary  supply  line  and  allows  the  water  to  elite i 
the  up  flow  pressure  line  in  sufficient  amount  to  com¬ 
pensate  for  the  leak  and  keep  the  car  level  at  the 
floors  The  device  does  not  prevent  the  normal  opera¬ 
tion  of  the  elevator  and  its  installation  has  not  removed 
any  of  the  required  safety  devices. 

The  device  was  inspected  and  tested  at  1/6  Broadway 
on  October  24,  1941.  Present  at  the  test  were  repre¬ 
sentatives  of  the  Department  of  Housing  and  Build¬ 
ings  the  Board  of  Standards  and  Appeals  and  the  man¬ 
ufacturer.  On  the  basis  of  this  inspection  and  test,  it 
is  recommended  that  the  Hydromatic  Leveling  Device 
of  the  Interboro  Elevator  Company  be  appro\  ed  foi 
voluntary  installation  in  New  York  City  when  installed 
in  accordance  with  this  report  and  with  the  requirements 
of  Article  14  (Elevators)  of  the  Administrative  Build¬ 
ing  Code  or  the  Elevator  Rules  of  the  Board  of  Stand 
ards  and  Appeals  provided  the  device  has  a  label  per- 
manently  affixed  reading  :  “  Approved  by  the  Boa  id  o  I 

Standards  and  Appeals  for  voluntary  use  in  New  York 
City  as  an  additional  Safety  Device  on  Elevators  under 
Cal.  No.  811-41-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
1099-41-SM. 

APPLICANT— Mueller  Brass  Company,  owner. 
SUBJECT— Mueller  Vacuum  Breaker,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  for  approval  with¬ 
drawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


and 


Whereas,  this  report  recommended  approval  of  this  ap- 
141  mtirp 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Hydromatic 


777-41-SM. 

APPLICANT— Masonite  Corporation,  owner. 

SUBJECT— Masonite  Cell-U-Blanket  (Standard),  and  Ma¬ 
sonite  Cell-U-Blanket  (Silversheen),  approval  of. 
APPEARANCES— 

For  Applicant :  R.  T.  Miller. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative:  .  ® 

THE  RESOLUTION— 

(777-41-SM) 

Whereas,  Masonite  Corporation,  owner,  filed  on  Septem¬ 
ber  11,  1941,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Mason¬ 
ite  Cell-U-Blanket  (Standard  and  Silversheen)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

February  25,  1942. 

Re:  Cal.  No.  777-41-SM 

Subject:  Masonite  Cell-U-Blanket  (Standard  and 

Silversheen),  approval  of.  . 

The  Masonite  Corporation  of  Chicago,  Ill.,  filed  on 
September  11,  1941  with  the  Board  of  Standards  and 
Appeals  a  request  for  the  approval  of  their  insulation 
products  made  of  wood  fibre  into  a  semi-rigid  form 
with  or  without  paper  backing,  and  known  as  Masonite 
Cell-U-Blanket  in  the  Standard  and  Silversheen  types 
for  permissive  use  under  C26-178.0,b  for  use  in  con- 
struction  other  than  class  1  and  2  of  the  Admimstra- 
tive  Building  Code. 

Masonite  Cellufoam 

Masonite  Cellufoam  Insulation  and  acoustical  prod¬ 
ucts  are  manufactured  from  Southern  Pine  Sulphate 
Kraft  Cellulose  fibers.  The  raw  material,  obtained  m 
wet  lap  form,  is  placed  in  a  beater  where  it  is  hydrated 
and  processed  to  the  proper  degree  of  defibration.  After 
this  operation,  necessary  chemicals  are  added  for  water¬ 
proofing  and  flameproofing ;  rot,  mold,  and  termite 
proofing  materials  are  also  added.  The  flameproofing 
salts  are  insoluble  in  the  finished  board.  To  this  mix- 
ture  the  foaming  agent  is  added.  This  mixture  is  then 
pumped  through  the  storage  tanks  up  through  several 
large  mixing  units,  which  thoroughly  mix  and  agitate 
the  raw  materials  to  which  the  foaming  agent  has  been 
added.  The  mixers  increase  the  volume  by  foaming 
approximately  3  to  1. 


277 


MINUTES 


While  the  raw  materials  are  being  pumped  through 
the  agitators  a  measured  quantity  of  air  is  injected  into 
the  mixture,  thus  incorporating  millions  of  minute  air 
cells.  The  aerated  mixture  then  flows  into  the  head 
box  and  from  there  on  to  the  Fourdrinier  wire,  form¬ 
ing  wetlap  approximately  8'  wide  and  in  a  continuous 
sheet  of  uniform  density  and  thickness.  The  foaming 
agent  supports  the  aerated  fibrous  structure  in  its  formed 
volume  to  and  through  the  dryer. 

I  he  drying  unit  is  made  up  of  a  number  of  drying 
zones  where  the  temperature  varies  from  300°  F.  to  700° 
F.  The  wetlap,  consisting  of  approximately  95%  of  the 
volume  in  air  and  water,  passes  through  these  various 
zones,  emerging  bone  dry. 

An  automatic  cut-off  saw  is  located  at  the  end  of 
the  dryer  where  the  sheet  is  cut  to  proper  length  and 
then  picked  up  on  a  conveyor  and  sent  through  the 
slitter  knives  which  trim  and  cut  it  to  width. 

Cellufoam  is  manufactured  in  densities  varying  from 
1.25  to  1.75  lbs.  per  cubic  foot,  and  in  y2,  J4,  and  1" 
thicknesses. 

The  thermal  conductivity  or  “K”  factor  for  this  prod¬ 
uct  is  0.26  BTU  per  hour,  per  square  foot,  per  degree 
F%  difference  per  inch  thickness. 

1  he  acoustical  value  of  Masonite  Cellufoam  has  a 
coefficient  of  .58  at  512  frequency  when  attached  to 
furring  strips,  or  .60  when  cemented  in  place.  Its  noise 
reduction  coefficient  is  .65. 

Masonite  Cell-U -Blanket  and  Masonite  Silvershcen 
Cell-U -Blanket 

Masonite  Cell-U-Blanket  and  Masonite  Silversheen 
Cell-U-Blanket  is  made  from  Cellufoam  as  a  core, 
which  is  encased  in  two  layers  of  paper.  The  first 
paper  is  50  lb.  Kraft  Paper  asphalt  saturated,  and  as¬ 
phalt  glaze  coated.  This  paper  is  an  exceptionally  effi¬ 
cient  vapor  barrier,  and  is  adhered  to  the  Cellufoam 
by  means  of  an  asphalt  adhesive.  The  back  covering  is 
50  lb.  embossed  saturated  Kraft  which  is  used  as  a 
waterproof  covering  and  breather  sheet.  This  paper 
is  not  cemented  to  the  Cellufoam,  but  is  attached  and 
clamped  at  the  edges  to  the  vapor  barrier  sheet. 

Masonite  Silversheen  Cell-U-Blanket  is  manufactured 
in  the  same  manner  as  outlined  above,  with  the  excep¬ 
tion  that  a  reflective  non-metallic  paper  is  used  in  place 
of  the  50  lb.  glazed  Kraft  paper.  This  paper  is  used 
for  its  reflective  and  emissivity  values  to  increase  the 
insulation  value  as  well  as  having  somewhat  better 
vapor  barrier  characteristics.  The  back  sheet  is  a  50  lb. 
embossed  saturated  Kraft  paper  as  is  used  on  the  Cell- 
U-Blanket,  and  is  attached  in  the  same  manner. 

_  Masonite  Cell-U-Blanket  and  Masonite  Silversheen 
Cell-U-Blankets  are  supplied  in  rolls  in  y2,  54,  and  1" 
thickness  to  fit  supports  varying  in  spacing  from  12" 
to  38"  o.c. 

The  following  are  heat  transmission  tests  on  both 
types  of  Cellufoam  blankets : 


HEAT  TRANSMISSION  TESTS  OF  CELLUFOAM 
BLANKETS  HOT  PLATE  METHOD  (ARMOUR 
INSTITUTE  BY  J.  C.  PEEBLES  8/29/40 
AND  12/6/40) 


Size 

Sample  Inches 

No.  1  15x15 

(Standard) 

No.  2  15x15 

(  Silversheen) 


‘Density 

44  Thickness  Lb. 
Inches  Cu.  Ft. 

0.55  4.30 

0.55  3.65 


Heat 

Transmis- 
Mean  Temp,  sion 
Deg.  Fall.  “U” 

72  0.26 

72  0.21 


*  Including  Paper  Wrapping 
No.  1  16^x16/  0.84  2.77* 

(Standard) 

No.  2  16Uxl6 y2  0.80  2.50* 

(Silversheen). 


80  0.213 

80  0.182 


*  Including  Paper  Wrapping 


Size 

Sample  Inches 

No.  i  i6y2xi6y 

(Silversheen) 

No.  2  16y2xl6y2 

(Standard) 


Thickness 

Inches 

‘Density 

Lb. 

Cu.  Ft. 

Transmis- 
Mean  Temp,  sion 

Deg.  Fah.  “U” 

1.09 

2.49* 

85 

0.157 

1.07 

2.74* 

85 

0.183 

*  Including  Paper  Wrapping 


xviaouimt  onvciMieeii  ^eu-u-i3ianKet 


Standard  Cell-U-Blanket  has  been  tested  by  the  Re¬ 
search  Foundation  of  Armour  Institute  of  Technology 
to  determine  their  vapor  penetration  qualities : 

V  apor^Penetration  (Armour  Institute  by  J.  C.  Peebles 

Masonite  Silversheen 

1  Cell-U-Blanket  .38  grams  per  day,  per 

,  ,  .  square  foot  of  area 

Masonite  Standard 

1  Cell-U-Blanket  .53  grams  per  day,  per 

square  foot  of  area 


ACOUSTICAL  ABSORPTION. 

Tests  were  conducted  at  the  National  Bureau  of 
Standards,  file  \  I-2/Tn-86211,  on  Acoustical  Cellu- 
ioam  type  HD  in  a  thickness  of  1"  and  tested  on  two 
different  mountings,  viz,  nailed  to  13/16"  x  2"  furring 
12  o.c.  and  when  cemented  to  gypsum  wall  board  with 
results  as  follows  : 


Frequency 
(Cycles  per  Second) 
128 
256 
512 
1024 
2048 
4096 

Noise  Coefficient 
Weight  in  lb.  per  sq.  ft. 


Coefficient  of  Sound  Absorption 

Nailed  to  Furring 

Cemented 

.14 

.11 

.33 

.28 

.58 

.60 

.82 

.70 

.83 

.73 

.82 

.78 

.65 

.60 

.14 

.14 

RECOMMENDATIONS. 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  lests  recommends  the  approval  of  y2",  and  1" 
Masonite  Cell-U-Blankets  in  the  Standard  and  Silver¬ 
sheen  types  and  made  by  the  Masonite  Corp.,  Chicago, 
111.,  as  an  acoustical  and  thermal  insulation  material 
under  the  provisions  of  C26:178.0,b  of  the  Administra¬ 
te^  Building  Code  for  use  in  all  class  of  construction 
other  than  1  and  2  as  a  heat  or  sound  insulation  material. 

it  is  further  recommended  that  all  packages  or  con¬ 
tainers  of  these  materials  be  stamped,  marked  or  labeled 
i  eading  as  follows  :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  under  Cal.  No.  777-41-SM  for  use  in 
New  York  City.” 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

,  Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  the  material  known  as  Masonite  Cell-U- 

blanket  (Standard  and  Silversheen),  on  condition  that  the 
material  be  manufactured,  installed  and  labelled,  stamped 
or  tagged  in  accordance  with  above  report. 


93-42-SM. 

APPLICANT— Proof ene  Manufacturing  Company,  owner. 
SUBJECT— Proof  ene  (Flameproofing  Compound),  ap¬ 
proval  of. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  HOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(93-42-SM) 

Whereas,  Proofene  Manufacturing  Company,  owner, 
filed  on  January  29,  1942,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Proofene  (Flameproofing  Compound)  ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

February  25,  1942. 

Re:  Cal.  No.  93-42-SM 

Subject:  Proofene  (Flameproofing  Compound),  ap¬ 

proval  of. 

The  Proofene  Manufacturing  Company  of  Brook¬ 
lyn,  N.  Y.,  filed  on  January  29,  1942  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  its  flameproofing  compound  known  as  Proofene  un¬ 
der  the  requirements  of  Section  C26-178.0,b  of  the  Ad¬ 
ministrative  Building  Code  and  the  Board  s  Rules  for 
Tests  of  Fire-Resistive,  Flameproofed  Materials,  such 
as  Textiles,  Paper,  Similar  Materials  and  Adhesives 
used  for  Decorative  Purposes  and  Treated  Acoustical 
Draperies,  Carpets  and  Similar  Materials  for  use  in 
Places  of  Public  Assembly  and  Special  Occupancy 
Structures.” 

Proofene  is  a  liquid,  applied  at  room  temperatures  by 
spraying  or  immersing  the  fabrics  to  be  flameproofed. 
Samples  of  materials  submitted  for  test  purposes  were 
treated  with  Proofene  in  the  presence  of  a  representa¬ 
tive  of  the  Board  and  forwarded  to  Columbia  Univer-i 
sity  for  test  in  accordance  with  the  above-mentioned 
rules.  The  results  of  the  tests  are  as  follows :  (Re¬ 
port  K-11765,  dated  2/6/42)  : 


Duration 

Duration 

of  Flame 

of  Glow 

Material 

(Seconds) 

(Seconds) 

Observations 

Cotton  Duck 

1 

0 

3 

2 

0 

3 

3 

0 

4 

4 

0 

4 

5 

0 

3 

6 

0 

1 

7 

29 

3 

Material  100% 
consumed. 

China  Silk 

1 

0 

0 

Material  25% 
consumed. 

2 

0 

0 

Material  20% 
consumed. 

X 

3 

0 

0 

Material  30% 
consumed. 

4 

0 

0 

Material  25% 
consumed. 

5 

0 

0 

Material  25% 
consumed. 

6 

0 

0 

Material  30% 

X  jr 

consumed. 

7 

2 

'C- 

Material  80% 
consumed. 

Satin  Net 

1 

0 

1 

2 

0 

1 

3 

0 

1 

7 

9 

M  ate  rial  100% 
consumed. 

Duration 

Duration 

of  Flame 

of  Glow 

Material 

(Seconds) 

(Seconds) 

Observations 

Cotton  Damask 

1 

0 

3 

2 

0 

4 

3 

0 

2 

4 

0 

1 

5 

0 

1 

6 

0 

1 

7 

26 

Material  100% 
consumed. 

Cotton  Interlining 

1 

0 

1 

2 

0 

1 

3 

0 

1 

4 

0 

0 

5 

0 

1 

6 

0 

0 

7 

18 

Material  100% 
consumed. 

Cotton  and 

Rayon  Damask 

1 

0 

4 

2 

0 

18 

3 

0 

4 

4 

0 

4 

5 

0 

6 

6 

6 

0 

Cotton  Net 

1 

0 

0 

2 

0 

0 

3 

0 

0 

7 

6 

Material  100% 
consumed. 

Unbleached  Muslin 

1 

0 

0 

2 

0 

1 

3 

2 

1 

4 

0 

2 

5 

0 

1 

6 

0 

1 

7 

17 

Material  100% 
consumed. 

Cotton  Du  felt 

1 

0 

0 

2 

0 

0 

3 

0 

0 

4 

0 

1 

5 

0 

2 

6 

0 

1 

7 

21 

Material  100% 

consumed. 

Cotton  Sateen 

1 

0 

0 

2 

0 

1 

3 

0 

1 

4 

0 

0 

5 

0 

0 

6 

0 

1 

7 

15 

Material  100% 
consumed. 

Rayon  Plush 

1 

0 

4 

2 

0 

5 

3 

0 

5 

4 

0 

5 

5 

0 

4 

6 

0 

4 

7 

45 

Material  85% 
consumed. 

Cotton  Satin 

1 

0 

1 

2 

0 

0 

3 

0 

0 

4 

0 

0 

5 

0 

0 

6 

0 

0 

7 

17 

Material  100% 
consumed. 

MINUTES 


Duration  Duration 


Material 

of  Flame 

of  Glow 

(Seconds) 

(Seconds)  Observations 

Cotton  Velvet 

1 

0 

11 

2 

0 

8 

3 

0 

6 

4 

0 

4 

5 

0 

3 

6 

0 

5 

Wool  Carpet  with 
Cotton  and  Jute 

7 

52 

Material  100% 
consumed. 

Backing 

1 

0 

0 

2 

0 

0 

3 

0 

0 

4 

0 

2 

5 

0 

0 

6 

0 

0 

7 

60+ 

Flame  confined 
to  backing  only. 

Cotton  Tapestry 

1 

0 

12 

2 

0 

5 

3 

0 

6 

4 

0 

12  . 

5 

0 

20 

6 

0 

22 

Samples  number  1,  2  and  3  were  treated  by  dipping; 
samples  4,  5  and  6  were  treated  by  immersion ;  sample 
7  was  untreated. 


A  report  of  analysis  of  the  compound  made  by 
Schwarze  Laboratories,  Inc.,  reads  as  follows: 


Moisture  (Toluol  Method)  .  71.8% 

Grams  Per 

.  100  Milliliters 

Total  Solids  (Drying  at  105°C. 

8  hours)  .  19.90 

Phosphates  (As  P2O5)  .  5.00 

Ammonia  (As  NH3)  .  3.12 

Sulphates  (As  H2SO4)  .  6 TO 

Sodium  (As  Na)  .  1  13 


+  —  Loss  of  Ammonia  occurred  while 
drying  at  that  temperature. 

The  solids  probably  consist  of  salts  of  ammonium 
and  sodium  phosphate  and  sulphate. 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  Proofene  as  a 
flameproofing  compound  for  use  on  fabrics  susceptible 
of  being  satisfactorily  flameproofed  by  the  proper  ap¬ 
plication  of  this  compound.  Tests  for  each  specific 
installation  of  originally  treated  combustible  material 
or  any  retests  thereof,  shall  be  made  by  the  Fire  Com¬ 
missioner  or  in  a  laboratory  approved  bv  him  in  ac¬ 
cordance  with  the  Rules  of  the  Board'  hereinbefore 
referred  to. 

The  Committee  further  recommends  that  each  con¬ 
tainer  in  which  this  material  is  marketed  shall  be  la¬ 
beled  or  marked  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal. 
No.  93-42-SM.”  The  label  shall  also  include  specifi¬ 
cations  to  be  followed  in  the  application  of  this  com¬ 
pound  to  the  various  types  of  fabrics  so  as  to  insure 
their  being  flameproofed  in  accordance  with  the  re¬ 
quirements  of  the  Rules  for  “Tests  of  Fire-resistive, 


Flameproof  Materials,  such  as  Textiles,  Paper,  Similar 
Material  and  Adhesives  used  for  Decorative  Purposes 
and  Treated  Acoustical  Draperies,  Carpets  and  Similar 
Materials,  for  use  in  places  of  Public  Assembly  and  ; 
Special  Occupancy  Structures,”  adopted  bv  the  Board  1 
under  Cal.  No.  294-40-SR. 

( Sgd. )  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and  ^ 

Whereas,  this  report  recommended  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Proofene  (Flame¬ 
proofing  Compound),  on  condition  that  the  material  be  man- 
11  tactured,  installed  and  labelled,  stamped  or  tagged  in  ac-  1 
cordance  with  above  report. 


Adjourned,  4:50  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


oi  LL1AL  xVLEETlJNG. 

FRIDAY  MORNING,  MARCH  13,  1942. 

I  resent :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

1098-41 -A. 

APPLICANT — Morris  B.  Kessler,  for  Leeds  Realty  Cor¬ 
poration,  adjoining  owners. 

OWNER  OF  PREMISES — Standard  National  Corpora¬ 
tion  (Joseph  Glicker,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  su¬ 
perintendent  re  Revocation  of  Certificate  of"  Occu¬ 
pancy  No.  192-41. 

PREMISES  AFFECTED — 2050-2066  White  Plains  ave¬ 
nue,  northeast  corner  of  Bronxdale  avenue  and 
southeast  corner  of  Bradv  avenue  and  White  Plains 
avenue  (Block  No.  4284,  Lot  Nos.  5,  11,  13  and 
15),  Borough  of  The  Bronx. 

APPEARANCES— 

Applicant :  Earl  I.  Gallant  and  Mortimer  Stein 
bor  Opposition:  Arthur  Haaren,  I.  Coleman,  Tohn 
Connoughton,  Joe  Feigenbaiun,  T.  Glicker,  G. 
Zimmerman,  and  Joe  Stees. 

For  Administration:  "M.  C.  E.  Theide,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  THE  BOARD — Laid  over  for  decision  by 
the  Board.  No  date  set. 


Adjourned,  11:20  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk.  1 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
postage  to  be  added  if  the  forms  are  forwarded  by 
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Minutes  of  Regular  Meeting  March  17,  1942,  at  10  A.  M., 
Affecting  Calendar  Numbers  463-41-BZ,  503-41-BZ, 

1081-41-BZ,  1097-41-BZ,  46-42-BZ,  668-41-BZ,  1098-24- 
BZ,  217-41-BZ,  282-41-BZ,  407-41-BZ,  418-41-BZ,  747- 
41-BZ  and  960-41-BZ. 

Minutes  of  Regular  Meeting  March  17,  1942,  at  2  P.  M., 
Affecting  Calendar  Numbers  627-41-BZ,  256-41-BZ, 

389-29-BZ,  755-38-BZ,  235-37-BZ,  334-37-BZ,  1226-40- 
BZ,  48-42-A,  83-42-A,  137-42-A,  82-38-A,  29-42-A, 

36-42-A,  126-42-A,  1831-17-A,  262-36-A,  793-41-A, 

113-42-S,  183-42-S,  1092-41-S,  121-42-S,  176-36-SA, 

1104-41-SA,  37-40-SM,  808-41-SM  and  1036-41-SM. 

Resolution  affecting  Calendar  Number  673-41-SM. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  IT.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  March  17,  1942. 


Cal.  No.  Department  Premises  Affected 

194-42-SM . “Instant”  Fire  Extinguisher  (dry 


powder),  manufactured  by 
National  Chemical  Corpora¬ 
tion.  Material. 


195-42-SM . Lumpilast  (luminous  pigment  to 

be  used  on  EXIT  signs), 
manufactured  by  Technicraft 
Incorporated.  Material. 


196-42-BZ . H.B.Q.. .  .62-10  Woodside  avenue,  east  side, 

200  ft.  south  of  62nd  street 
(Block  No.  1337,  part  of  Lot 
No.  27),  Woodside,  Borough 
of  Queens.  N.  B.  6190-41. 


197-42-S . H.B.B.. .  .395-403  Pearl  street,  423  Fulton 

street,  northeast  corner  and  20 
Willoughby  street  (Block  No. 
150,  Lot  No.  11),  Borough  of 
Brooklyn.  Alt.  652-42. 


198 -42- A . H.B.B...  .395-403  Pearl  street,  423  Fulton 

street,  northeast  corner  and  20 
Willoughby  street  (Block  No. 
150,  Lot  No.  11),  Borough  of 
Brooklyn.  Alt.  652-42. 


199-42-A . H.B.M.. .  .304-306  West  88th  street,  south 

side,  100  ft.  west  of  West 
End, avenue  (Block  No.  1249, 
Lot  Nos.  37  and  37)4),  Bor¬ 
ough  of  Manhattan. 

Decision  re  B.  N.  4623-41. 


200-42-BZ . H.B.M. ..  .253-255  Seventh  avenue,  east 

side,  86  ft.  11  in.  north  of 
West  24th  street  (Block  No. 
800,  Lot  Nos.  5  and  80),  Bor¬ 
ough  of  Manhattan. 

Decision  re  Certificate  of 
Occupancy. 


201-42-A . Pl.B.Q.. .  .47-31  31st  place,  east  side,  204  ft. 

north  of  48th  avenue  (Block 
No.  280,  part  of  Lot  No.  5), 
Long  Island  City,  Borough  of 
Queens. 

Amendment  to  Alt.  3124-41. 


202-42-A . F.D . 172-176  and  178-184  South  Elliot 

place,  west  side,  131  ft.  4  in. 
north  of  Atlantic  avenue  and 
189-191  Fort  Greene  place 


(Block  No.  2002,  Lot  Nos. 
46-52),  Borough  of  Brooklyn. 

89922-C  and  Decision.  , 

203-42-SA . Seaberg  Elevator  Company  In-  | 

corporated,  Elevator  Door  or  i 
Gate  Switch,  Type  G.  S. 

Appliance. 


204-42-SA . E.  S.  Payne  Company,  Bulletin 

No.  765,  No.  3,  Interlock. 

Appliance. 


205-42-BZ . H.B.Bx. .  .  1754  Jerome  avenue  and  1-7  East 

175th  street,  northeast  corner 
(Block  No.  2850,  Lot  No.  1), 
Borough  of  The  Bronx. 

E.  S.  Applic.  46-42. 


206-42-BZ . Pl.B.Q. ..  .91-02  63rd  drive,  northeast  corner 

of  Alderton  street  (Block  No. 
3104,  Lot  No.  208),  Rego 
Park,  Borough  of  Queens. 

M -292-42. 


207-42-A . H.B.Q. . .  .8-03  26th  avenue,  north  side, 

102.03  ft.  west  of  9th  street 
(Block  No.  906,  Lot  No.  5), 
Astoria,  Borough  of  Queens 
(Under  section  35,  General 
City  Law  re  bed  of  mapped 
street).  N.  B.  208-42. 


208-42-SM . Superior  One  Hour  and  One  and 

One-Half  Hour  Hollow  Metal 
Door,  manufactured  by  Su¬ 
perior  Fireproof  Door  and 
Sash  Company,  Incorporated. 

Material. 


209-42-SM . Superior  One  Hour  and  One  and 

One-Half  Hour  Kalamein 
Eire  Door,  manufactured  by 
Superior  Fireproof  Door  and 
•Sash  Company,  Incorporated. 

Material. 


Restored  to  Calendar. 

176-36-SA . Twin  Control  Burner,  Models 

E,  J'H,  JU  and  NU. 

Appliance. 


256-41-BZ . H.B.M. ...261  West  27th  street,  north  side, 

82  ft.  east  of  Eighth  avenue 
(Block  No.  777,  Lot  Nos.  8 
and  9),  Borough  of  Man¬ 
hattan. 

Decision  re  Certificate  of 
Occupancy. 
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DESIGNATIONS:  H.II. — Department  of  Housing  and  Buildings; 

11. It. II. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M _ 

Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.II. — Department 
of  Housing  and  Buildings,  Richmond;  H.O.Bx. — Department  of 
Housing^  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
P.D. —  I'ire  Department. 


COURT  DECISION 


Oh  May  12,  1936,  under  Cal.  No.  282-35-BZ  the  Board  granted  a 
zoning  variance  to  permit  a  gasoline  selling  station  at  Utica  avenue 
and  Clarendon  road,  Brooklyn.  The  premises  were  80  feet  by  100 
feet  and  a  building  existed  designed  for  an  office,  five-tar  garage  and 
automobile  laundry  with  a  paved  area,  as  usually  is  provided  where  a 
gasoline  station  is  proposed.  It  was  granted  by  a  three  to  one  vote 
tinder  section  21.  On  court  review  the  Board  was  reversed  at  Special 
Term  (Matter  of  Finn  vs.  Board,  N.Y.L.J.  January  19,  1937). 

On  April  30,  1940,  upon  a  rehearing  under  new  facts,  the  Board 
by  a  three  to  one  vote,  under  section  21,  granted  a  temporary  zoning 
variance  on  condition  for  a  term  of  five  years.  On  court  review  at 
Special  Term  the  Board’s  determination  was  upheld.  On  Appeal  to 
the  Appellate  Division,  second  department,  the  Court  overruled  the 
Board  and  Special  Term  as  to  the  grant  under  section  21,  saying- 
inter  alia  “The  proof  fails  *  *  *  to  show  that  the  hardship  *  *  *  is  a 
unique,  undue  or  special  hardship  to  which  others  in  the  same  zone 
are  not  similarly  subject.  In  the  absence  of  such  a  showing  the 
Board  was  not  justified  in  granting  a  variance  under  section  21.” 
“Moreover*  assuming  that  the  record  shows  a  unique  hardship,  it  is  a 
hardship  of  the  owner’s  own  creation”  *  *  *  “Jn  no  event  may  such 
a  self-created  hardship  be  made  the  basis  for  a  variance  under 
section  21.” 


The  Court,  however,  took  judicial  notice  of  the  amendment  of  the 
zoning  resolution,  adopted  after  the  Board’s  decision,  of  section  7, 
subdivision  F  stating  in  part  “it  may  be  said  that  while  proper  practice 
might  require  that  the  matter  be  returned  to  the  Board  to  decide  the 
application  on  the  correct  theory,  nevertheless,  as  it  seems  clear  upon 
the  evidence  presented  and  the  findings  made  that  the  Board  should 
exercise  its  power  to  grant  the  variance  under  section  7  (f)  no  sub¬ 
stantial  right  of  any  party  will  be  affected  by  any  affirmance  of  the 
order  appealed  from”  *  *  “The  rule  is  now  well  established  that  in 
determining  the  correctness  of  a  decision  the  Appellate  Court  must 
apply  the  law  as  it  exists  at  the  time  it  makes  its  determination  *  *  *” 
“No  useful  purpose  would  be  served  by  having  the  Board  hear  the 
application  for  a  variance  de  novo.”  The  Court  found  Section  7  (f) 
constitutional  in  a  lengthy  expression  of  opinion. 

The  order  was  accordingly  affirmed,  substituting  section  7  (f)  as 
tlie  basts  of  granting  the  variance  for  section  21.  One  justice 
(  laylor)  dissented,  stating  in  part,  “If  respondent  *  *  *  desires  relief 
upon  facts  claimed  to  justify  it  under  Section  7  (f)  it  should  plead 
them  in  an  appropriate  application  to  the  Board.”  *  *  *  “In  their 
brief  the  appellants  question  the  constitutionality  of  section  7  (f). 
That  question  *  *  should  not  be  decided  herein.”  (Germaine  M 
ib°-et  al.  vs.  Board,  N.Y.L.J.  February  14,  1941  and  February 
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MARCH  24,  1942,  10  A.  M. 

Buildinf 7  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
24,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cm.,  no.  159-36-BZ — Application  of  Alurion  Realty  Corpo- 
ation,  owner,  and  Public  Service  Inter¬ 
state  Transportation  Co.,  lessee,  re¬ 
opened  February  18,  1941,  under  section 
7 h  of  the  building  zone  resolution,  to 
permit  in  a  retail  one  (1)  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245- 
259  West  41st  street,  north  side,  100  ft. 
east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

cal.  no.  13-42-BZ — Application,  January  6,  1942,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  William  Katz,  lessee  and  applicant 
on  behalf  of  Morris  Ginsberg,  owner, 
to  permit  in  a  restricted  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  27-29  East  60th 
street,  northeast  corner  of  Madison 
•  avenue  (Block  No.  1375,  Lot  No.  21), 

Borough  of  Manhattan. 

cal.  no.  7-42-BZ — Application,  January  2,  1942,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lawrence  M.  Rothman, 
applicant,  on  behalf  of  Course  Realty 
Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
extension  of  an  existing  store  located 
in  the  first  story  of  an  existing  Class  A 
multiple  dwelling;  premises  1815  Grand 
Concourse,  northwest  corner  of  inter¬ 
section  of  Henwood  place  and  Morris 
avenue  (Block  No.  2826,  Lot  No.  72), 
Borough  of  The  Bronx. 

cal.  no.  691-41-BZ — Application  of  Albert  Thompson,  ap¬ 
plicant,  on  behalf  of  Serena  Davis, 
owner,  reopened  and  restored  to  calen¬ 
dar,  March  3,  1942,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use,  F  and  E  area  dis- 
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trict,  the  alteration  of  an  existing 
dwelling  by  subdividing  same  into  two 
(2)  two-family  dwellings  without  the 
required  side  yards  (previously  with¬ 
drawn)  ;  premises  178-08  Wexford  ter¬ 
race  and  87-05  Edgerton  boulevard, 
southeast  corner  (Block  No.  9937,  Lot 
No.  1),  Jamaica  Estates,  Borough  of 
Queens. 

cal.  no.  76-42-BZ — Application,  January  21,  1942,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Hovell,  Clarkson  and  Klupt, 
applicants,  on  behalf  of  Coyou  Realty 
Corporation,  owner,  to  permit  partly  in 
a  business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  3839-3849  Flatlands 
avenue,  north  side,  100  ft.  Y,  in.  west 
of  Flatbush  avenue  Block  No.  7817,  Lot 
No.  6),  Borough  of  Brooklyn. 

cal.  no.-  475-40-BZ — Application,  May  7,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Rebecca  Schneider,  applicant  and 
lessee,  on  behalf  of  Ruth  Berman, 
owner,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  35-37  Rutgers  street, 
east  side,  22  ft.  south  of  Madison  street 
(Block  No.  271,  Lot  Nos.  26  and  27), 
Borough  of  Manhattan. 

cal.  NO.  37-42-BZ — Application,  Januarv  14,  1942,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  William  S.  Worrall,  Jr.,  appli¬ 
cant,  on  behalf  of  Queens  Windsor 
Corporation,  owner,  to  permit  partly  in 
a  business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  108-36  to  1  OS- 
48  Oueens  boulevard  and  107-26  to  107- 
34  Windsor  place  (71st  road),  southeast 
corner  (Block  No.  3257,  Lot  No.  1), 
Forest  Hills,  Borough  of  Queens. 

cal.  no.  1078-41-BZ — Application,  December  11,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Sombra  Realty  Corporation, 
owner  (Thomas  Muzzonigro,  lessee), 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1455-1461  Gates  avenue,  north 
side,  250  ft.  east  of  Knickerbocker  ave¬ 
nue  (Block  No.  3335,  Lot  Nos.  50  and 
52),  Borough  of  Brooklyn. 

cal.  no.  390-37-BZ — Application  of  Aaron  A.  Roth,  appli¬ 
cant,  on  behalf  of  George  M.  Thomson, 
owner,  reopened  February  3,  1942,  tin¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied)  ; 
premises  50-02  Skillman  avenue,  south 


side,  between  50th  street  and  51st  street 
(Block  No.  131,  Lot  No.  17),  Wood- 
side,  Borough  of  Queens. 

cal.  no.  786-41-BZ — Application,  September  16,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  E.  McKillop,  applicant, 
on  behalf  of  August  Bindrim,  owner, 
to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than 
five  (5)  motor  vehicles  and  gasoline 
service  station ;  premises  68-72  North 
Henry  street,  east  side,  50  ft.  south  of 
Engert  avenue  ( Block  No.  2729,  Lot 
No.  20),  Borough  of  Brooklyn. 

cal.  no.  135-42-BZ — Application,  February  17,  1942,  under 
sections  7c,  7h  and  21  of  the  building 
zone  resolution,  of  Henry  T.  Kilburn, 
applicant,  on  behalf  of  Oaks  Holding 
Company,  Incorporated,  owner,  to  per¬ 
mit  upon  a  plot  of  ground  located  partly 
in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district  and,  also,  ‘in  an  F 
area  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  office, 
laboratory  and  light  manufacturing  and, 
also,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  60-15  Little  Neck 
parkway,  northeast  corner  of  61st  ave¬ 
nue  (Block  No.  8400,  Lot  No.  146), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  649-40-BZ — Application  of  LeRoy  A.  Perry,  appli¬ 
cant,  on  behalf  of  45  West  38th  Street 
Corporation,  owner,  reopened  and  re¬ 
stored  to  calendar  April  1,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  retail  use  district, 
the  extension  of  a  factory  occupancy, 
in  an  existing  building,  in  excess  of  the 
allowable  area  (previously  withdrawn)  ; 
premises  45-47  West  38th  street,  north 
side,  270  ft.  east  of  Sixth  avenue 
(Block  No.  840,  Lot  No.  16),  Borough 
of  Manhattan. 

cal.  no.  766-41-BZ — Application,  September  4,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  E.  McKillop,  applicant, 
on  behalf  of  Giovanna  Scicutella, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  dis¬ 
trict,  the  alteration  and  conversion  of 
occupancv  of  the  1st  story  of  an  exist¬ 
ing  building  to  a  garage  for  more  than 
five  (5)  motor  vehicles  and  gasoline 
service  station;  premises  130-132  Dia¬ 
mond  street,  east  side.  95  ft.  north  of 
Norman  avenue  (Block  No.  2625,  Lot 
No.  40),  Borough  of  Brooklvn. 

•  % 

cat.,  no.  570-41-BZ — Application,  June  23,  1941,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Berlin,  Berlin  and  Albert,  applicants, 
on  behalf  of  Gar  Holding  Company,  In¬ 
corporated,  owner  (George  Hofbauer, 
lessee),  to  permit  for  a  term  of  years, 
in  an  unrestricted  use  district,  the  con¬ 
version  of  occupancy  of  a  building  to 
a  garage  for  more  than  five  (5)  motor 
vehicles :  the  said  garage  being  on  the 
same  street  and  within  the  same  inter¬ 
secting  streets  on  which  portion  there 
exists  an  exit  from  or  an  entrance  to 
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a  public  school ;  premises  369-375  (379 
displayed)  Suydam  street,  northwest 
side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

1 1 7-41  -A- — 369-375  (379  displayed)  Suydam  street,  north¬ 
west  side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

785-41-A — 130-132  Diamond  street,  east  side,  95  ft.  north  of 
Norman  avenue  (Block  No.  2625,  Lot  No. 
40),  Borough  of  Brooklyn. 

180-42-S — 45-47  West  38th  street,  north  side,  270  ft.  east 
of  Sixth  avenue  (Block  No.  840,  Lot  No. 
16),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  24,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

881-40-A — 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353,  Lot 
No.  13),  Borough  of  Brooklyn. 

337- 41-A — 212-220  Concord  street,  southwest  corner  of 

Prince  street  (Building  A);  (Block  No. 
122,  Lot  No.  9),  Borough  of  Brooklyn* 
(reopened  and  restored  to  calendar,  De¬ 
cember  9,  1941  ;  previously  dismissed  for 
lack  of  prosecution). 

338- 41-A — 30-38  Prince  street,  west  side,  274  ft.  south  of 

Concord  street  (Buildings  C  and  D)  ; 
(Block  No.  122,  Lot  No.  9),  Borough  of 
Brooklyn  (reopened  for  reconsideration. 
December  9,  1941;  previously  denied). 

48-42- A—- 115  West  71st  street,  north  side,  100  ft.  west  of 
Columbus  avenue  (Block  No.  1143,  Lot 
No.  27),  Borough  of  Manhattan. 

183-42-S — 5114  Fourth  avenue,  west  side,  75  ft.  2  in.  north 
of  52nd  street  (Block  No.  798,  Lot  No. 
46),  Borough  of  Brooklyn. 

185- 42-S— 192-210  Van  Brunt  street,  west  side,  51  ft.  8  in. 

south  of  Bowne  street  (Block  No.  507, 
part  of  Lot  No.  1),  Borough  of  Brooklyn. 

149-42- A — 2047  Westchester  avenue,  north  side,  311  ft.  6 
in.  west  of  Olmstead  avenue  (Block  No. 
3932,  Lot  No.  18),  Borough  of  The  Bronx. 

186- 42-A — 390  East  200th  street,  south  side,  75  ft.  west  of 

Webster  avenue  (Block  No.  3279,  Lot  No. 
75),  Borough  of  The  Bronx. 

187- 42-S — 390  East  200th  street,  south  side,  75  ft.  west  of 

Webster  avenue  (Block  No.  3279,  Lot  No. 
75),  Borough  of  The  Bronx. 

156-42-A — 213-1 7  Northern  boulevard  and  43-34  Bell  ave¬ 
nue,  northwest  corner  (Block  No.  6287, 
Lot  No.  32),  Bayside,  Borough  of  Queens. 

96-42-S — 43  East  20th  street,  north  side,  200  ft.  west  of 
Fourth  avenue  (Block  No.  849,  Lot  No. 
30),  Borough  of  Manhattan. 

133-42-A — 705-713  Fifth  avenue  and  3-5  East  55th  street, 
northeast  corner  (Block  No.  1291,  Lot 
Nos.  1  to  5,  inclusive),  Borough  of  Man¬ 
hattan. 


145-42-A — 303-307  Greenwich  street,  northeast  corner  of 
Chambers  street  (Block  No.  140,  Lot  No.- 
15),  Borough  of  Manhattan. 

175-42-A — 403-415  Sixth  avenue  and  1-5  Greenwich  ave¬ 
nue,  southwest  corner  and  southeast  corner 
of  Christopher  street  (Block  No.  593,  Lot 
No.  13),  Borough  of  Manhattan. 

128 -42 -A — 933-939  Fulton  street,  northeast  corner  of 
Waverly  avenue  (Block  No.  1978,  Lot 
Nos.  1  and  45),  Borough  of  Brooklyn. 

Appliance  and  Materials  for  Approval. 

1 095-41 -S A — Economy  Elevator  Equalizer. 

1076-41-SM — Buffalo  Non-Static  Rubber  Flooring. 

28-42-SM — Airlok  Mineral  Wool  Insulation. 


MARCH  31,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  March 
31,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cai..  no.  640-41-BZ — Application,  July  10,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Tillie  Resnick, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  a  gasoline  service 
station;  premises  1568-1574  McDonald 
avenue,  west  side,  90  ft.  north  of  60th 
street  (Block  No.  6563,  Lot  Nos.  36 
and  39),  Borough  of  Brooklyn. 

cal.  no.  503-41-BZ — Application,  June  2,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Harry  D.  Pease,  owner,  to 
permit  in  a  retail  use  district,  for  a  term 
of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue 
(Block  No.  1033,  Lot  Nos.  41,  42  and 
43),  Borough  of  Manhattan. 

cal.  no.  1081-41 -BZ — Application,  December  16,  1941,  under 
sections  21  and  19h  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Francis  H.  Luce, 
owner,  to  permit  in  a  local  retail  use 
district,  the  conversion  of  occupancy 
of  the  cellar  story  of  a  building  to  a 
bowling  alley;  the  said  bowling  alley 
having  a  proposed  entrance  located 
more  than  twenty-five  (25)  feet  from 
the  business  street;  premises  102-43  to 
102-55  Queens  boulevard,  northeast 
corner  of  68th  road  (Block  No.  2137. 
Lot  No.  1),  Forest  Hills,  Borough  of 
Queens. 

cal.  no.  468-1 7-BZ — Application  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  1137  Prospect  Cor¬ 
poration,  owner,  reopened  December  23, 
1941,  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
business  use  district,  the  proposed 
alteration  and  extension  of  a  garage 
(previously  granted  by  the  Board)  by 
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the  conversion  of  store  occupancy  to 
garage  entrance  and  motor  vehicle  re¬ 
pair  shop;  premises  1137-1145  Prospect 
avenue,  west  side,  50  ft.  north  of  East 
167th  street  (Block  No.  2680,  Lot  No. 
55),  Borough  of  The  Bronx. 

cai..  no.  923-41-BZ — Application,  October  31,  1941,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Estate  of  Helen 
Margaret  Hansen,  owner  (Frank 
Hughes,  lessee),  to  permit  upon  a  plot 
located  partly  in  an  unrestricted  use 
and  partly  in  a  business  use  district, 
the  conversion  of  occupancy  of  a  build¬ 
ing  to  a  motor  vehicle  repair  shop ; 
premises  1473  Macombs  road,  west  side, 
20.02  ft.  north  of  Inwood  avenue  and 
1450  Cromwell  avenue  (Block  No.  2857, 
Lot  No.  23),  Borough  of  The  Bronx. 

cal.  no.  1002-41-BZ — Application  November  19,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Board  of  Transportation,  City 
of  New  York  and  Henbar,  Incorpo¬ 
rated,  owner  (Patrick  Sottile,  lessee), 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  137-151  Livingston  street  and 
22-30  Smith  street,  northwest  corner 
(Block  No.  154,  Lot  Nos.  26  and  28), 
Borough  of  Brooklyn. 

cal.  no.  532-41 -BZ— Application,  June  12,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  John  H.  Dair  and  Charles  E. 
Smith,  owners,  to  permit  in  a  residence 
use  district,  the  erection  and  mainte¬ 
nance  of  a  storage  garage  for  more 
than  three  (3)  motor  vehicles,  outdoor 
parking  and  storage  for  more  than 
three  (3)  motor  vehicles  and  an  auto 
laundry ;  premises  45-12  to  45-20  79th 
■  street,  northwest  corner  of  46th  avenue 
(Block  No.  1530,  Lot  No.  42),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  729-41 -BZ— Application,  August  12,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  John  McBride,  applicant  and 
lessee,  on  behalf  of  Camager  Corpora¬ 
tion,  owner,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  91-01  North¬ 
ern  boulevard,  north  side,  between  91st 
and  92nd  streets  (Block  No.  1421,  Lot 
Nos.  40  and  49),  Jackson  Heights, 
Borough  of  Queens. 

cal.  no.  14-42-BZ — Application,  January  6,  1942,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Paul  Friedman,  applicant,  on  behalf 
of  Rose  Pavone,  owner  (Fred  Signall. 
lessee),  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  on  a  plot  now  occupied, 
in  part,  by  a  garage  for  more  than  five 
(5)  motor  vehicles  and  a  dwelling: 


premises  675-683  Ashford  street,  east 
side,  290  ft.  south  of  New  Lots  avenue 
(Block  No.  4312,  Lot  Nos.  65,  67  and 
68),  Borough  of  Brooklyn. 

cal.  no.  1060-41-BZ — Application,  December  9,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Wessell,  Nichols  and 
Gross,  Incorporated,  owner  (J.  K.  Con¬ 
struction  Company,  Incorporated,  les¬ 
see),  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  451-453  West 
45th  street,  north  side,  125  ft.  east  of 
Tenth  avenue  (Block  No.  1055,  Lot 
Nos.  6  and  7),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  31,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

113-42-S — 806-808  Broadway,  east  side,  204  ft.  4  in.  north 
of  East  10th  street  and  104-106  Fourth 
avenue  (Block  No.  204,  Lot  No.  9),  Bor¬ 
ough  of  Manhattan. 

Materials  for  Approval. 

62-39-SM — The  Philip  Carey  Company  Built-Up  Roofing. 

261-41-SM — Frewal  Flat  Clip  #101,  Frewal  Corner  Clip 
#201  and  .Frewal  Channel  Clip  #301 
(Floating  Wall  System). 


APRIL  7,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
7,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  701-41-BZ — Application,  July  29,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants  on  behalf  of  Henrietta  Grum, 
owner,  to  permit  in  a  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  183-193  Bush- 
wick  avenue  and  223-231  Scholes  street, 
northeast  corner  (Block  No.  3037,  part 
of  Lot  No.  1),  Borough  of  Brooklyn. 

cal.  no.  950-40-BZ — Application,  October  1,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ernst  C.  Wal- 
deck,  owner,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy 
of  the  basement  and  first  story  of  a 
residence  building  to  an  undertaking 
establishment;  7610  Fourth  avenue, 
west  side,  59  ft.  south  of  76th  street 
(Block  No.  5950,  Lot  No.  47),  Bor¬ 
ough  of  Brooklyn. 
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i'm-  no.  370-41 -BZ — Application,  April  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Albert  Homer  Swanke,  applicant,  on 
behalf  of  Louis  H.  Pink,  Superintendent 
of  Insurance,  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and  Guar¬ 
anty  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  443- 
445  Myrtle  avenue  and  143-155  Waverly 
avenue,  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brook¬ 
lyn. 

cal.  no.  1000-40-BZ — Application,  October  15,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Oscar  Goldschlag,  applicant,  on 
behalf  of  Eckert  Realty  Corporation, 
owner,  to  permit  in  a  residence  use 
district,  the  alteration  and  conversion 
of  occupancy  of  part  of  the  first  story 
of  an  existing  multiple  dwelling  to  busi¬ 
ness  use  (stores)  ;  premises  2337  Grand 
Concourse  and  164  Field  place,  south¬ 
west  corner  (Block  No.  3164,  Lot  No. 
19),  Borough  of  The  Bronx. 

cal.  no.  1079-41-BZ— Application,  December  16,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  Henry  Nordheim,  applicant, 
on  behalf  of  Charlotte  M.  Smarto, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2414  Prospect 
avenue,  east  side,  100  ft.  north  of  East 
187th  street  (Block  No.  3115,  Lot  No. 
5),  Borough  of  The  Bronx. 

cal.  no.  256-41 -BZ — Application  of  Herman  Kron,  appli- 

.  cant,  on  behalf  of  350  Eighth  Avenue 

Corporation,  owner,  reopened  and  re¬ 
stored  to  calendar,  March  17,  1942, 
under  section  7c  of  the  building  zone 
resolution,  to  permit  upon  a  plot  partly 
in  a  retail  use  district  and  partly  in  an 
unrestricted  use  district,  the  extension 
of  a  gasoline  service  station,  so  as  to 
include  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion)  ;  premises  261  West  27th  street, 
north  side.  82  ft.  east  of  Eighth  avenue 
(Block  No.  777,  Lot  Nos.  8  and  9), 
Borough  of  Manhattan. 

cal.  no.  320-34-BZ- — Application  of  M.  Allen  Schlendorf, 
applicant,  on  behalf  of  George  Werst, 
Incorporated,  owner,  reopened  Novem¬ 
ber  5,  1941,  under  section  7c  of  the 
building  zone  resolution,  to  permit 
partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  of  a  build¬ 
ing  from  a  funeral  home  (previously 
granted  by  the  Board)  to  a  funeral 
home  and  undertaking  establishment;, 
premises  71-39  to  71-49  Cooper  avenue 
and  71-54  to  71-66  72nd  street,  north¬ 
west  corner  (Block  No.  3688,  Lot  No. 
38),  Glendale,  Borough  of  Queens. 

cal.  no.  759-41 -BZ— Application,  September  3,  1942,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Tack  Z.  Cohen,  applicant,  on 


behalf  of  New  York  Central  Railroad, 
owner  (Peter  Gianopolous,  lessee),  to 
permit  in  a  residence  use  district,  the 
maintenance  of  a  business  use  (refresh¬ 
ment  stand)  ;  premises  361  Dyckman 
street,  north  side,  1080  ft.  west  of  Pay- 
son  avenue  (Block  No.  2255,  Lot  No. 
1031),  Borough  of  Manhattan. 

cal.  no.  971-41-BZ — Application,  November  12,  1941,  under 
section  71i  of  the  building  zone  resolu¬ 
tion,  of  Alfred  J.  L’Heureux,  appli¬ 
cant,  on  behalf  of  City  Bank  Farmers 
Trust  Company  and  72  Schermerhorn 
Street,  Incorporated,  owners  (West  and 
Dey  Stations,  Incorporated,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  32-36  Clinton  street,  west  side, 
174  ft.  6  in.  north  of  Pierrepont  street 
(Block  No.  238,  Lot  Nos.  65,  66  and 
67),  Borough  of  Brooklyn. 

cal.  no.  628-39-BZ — Application  of  James  J.  Dunnigan, 
applicant,  on  behalf  of  Gertrude  Mos- 
bacher,  owner,  reopened  October  28, 
1941,  under  section  7h  of  the  building 
zone  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  140-150 
Featherbed  lane,  1554-1564  University 
avenue,  southeast  corner  and  1535 
Plimpton  avenue  (Block  No.  2875,  Lot 
No.  56),  Borough  of  The  Bronx. 

cal.  no.  997-41-BZ — Application,  November  18,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Joseph  Lau,  applicant,  on  be¬ 
half  of  L.  S.  G.  G.  Corporation  and 
Mary  Zerbo,  owners  (Charles  Ricotta, 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1891-1893 
Second  avenue,  west  side,  26  ft.  2  in. 
south  of  East  98th  street  (Block  No. 
1647,  Lot  Nos.  26  and  27),  Borough  of 
Manhattan. 

cal.  no.  196-42-BZ — Application,  March  12,  1942,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Charles  M.  Lobejager, 
applicant,  on  behalf  of  Lawrenceville 
Realty  Company,  Incorporated,  owner 
Bulova  Watch  Company,  lessee),  to 
permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building 
to  be  used  for  rest  and  recreation  rooms 
and  to  be  used  in  conjunction  with  a 
factory  on  the  same  lot  and  located  in 
a  business  use  district;  premises  62-10 
Woodside  avenue,  southeast  corner  of 
62nd  street  (Block  No.  1337,  Lot  No. 
27),  Woodside,  Borough  of  Queens. 

cm.,  no.  413-39-BZ — Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
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erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritory,  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  15  Ocean  avenue,  south  side,  100 
ft.  west  of  Flatbush  avenue  (Block  No. 
5024,  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 

Appeals  from  Administrative  Decisions. 

1088-41 -A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

32-42- A — 7610  Fourth  avenue,  west  side,  59  ft.  south  of 
76th  street  (Block  No.  5950,  Lot  No.  47), 
Borough  of  Brooklyn. 

HARRIS  M.  MURDOCK,  Chairman. 


APRIL  7,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

83-42- A— 7325  67th  road,  north  side,  121.06  ft.  west  of 
75th  street  (Block  No.  3770,  Lot  No.  38), 
Middle  Village,  Borough  of  Queens. 

142-42-A — 5020  Independence  avenue,  east  side,  145.95  ft. 

south  of  West  252nd  street  (Block  No. 
3419,  part  of  Lot  No.  520),  Borough  of 
The  Bronx  (under  section  35,  General 
City  Law — re  bed  of  mapped  street) . 

207-42-A — 8-03  26th  avenue,  north  side,  102.03  ft.  west  of 
9th  street  (Block  No.  906,  Lot  No.  5), 
Astoria,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  bed  of 
mapped  street). 


APRIL  14,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  'morning,  April 
14,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  1307-39-BZ— -Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 
rated,  lessee),  reopened  November  25, 
1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot  in  question)  ; 


premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  Nos.  48  to  53, 
inclusive),  Borough  of  Manhattan. 

HARRIS  M.  MURDOCK,  Chairman. 


APRIL  21,  1942,  10  A.  M. 

Building  Zone  A  p plications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

of  the  building  zone  resolution,  Tuesday  morning,  April 
21,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  463-41-BZ — Application,  May  20,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Gulf  Oil  Corporation,  owner, 
to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  occupied  as  a  gasoline  ser¬ 
vice  station,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  618-628  Jamaica  avenue  and 
1  Hale  avenue,  southeast  corner  (Block 
No.  3905,  Lot  Nos.  3  and  5),  Borough 
of  Brooklyn. 

cal.  no.  1097-41-BZ — -Application,  December  22,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Maurice  Courland,  applicant, 
on  behalf  of  Congregation  Magen 
David,  Incorporated,  owner,  to  permit 
in  a  residence  use  and  C  area  district, 
the  erection  and  maintenance  of  an  ex¬ 
tension  to  an  existing  school  building; 
the  proposed  extension  does  not  comply 
with  rear  yard  requirements  of  the 
building  zone  resolution;  premises  2017- 
2025  67th  street,  north  side,  140  ft.  east 
of  20th  avenue  (Block  No.  5563,  Lot 
No.  66),  Borough  of  Brooklyn. 

cal.  no.  46-42-BZ — Application,  January  13,  1942,  under 
section  21  of  the  building  zone  resolu-  1 
tion,  of  Starrett  and  Van  Vleck,  appli¬ 
cants,  on  behalf  of  Level  Realtv  Cor¬ 
poration,  owner  (Alexander’s  Depart¬ 
ment  Stores,  Incorporated,  lessee),  to 
permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  non¬ 
flashing.  illuminated,  business  sign  on 
the  roof  of  an  existing  business  build¬ 
ing  ;  premises  2501  Grand  Concourse, 
northwest  corner  of  Fordham  road  and 
2508  Creston  avenue  (Block  No.  3167. 
Lot  No.  1),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  cop}’  of  Form  7NO. 

Tf  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  17,  1942. 

1  resent :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  March  10,  1942  and  Tuesday  after¬ 
noon,  March  10,  1942  and  of  the  special  meeting  of  the 
Board  held  on  Friday  morning,  March  13,  1942,  were  ap¬ 
proved  as  printed  in  Bulletin  No.  11,  Volume  27 


BUILDING  ZONE  CASES 


463-41 -BZ. 


APPLICANT  Lama  and  Proskauer,  for  Gulf  Od  Corpo¬ 
ration,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  building  zone 
resolution,  to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence  use  district, 
occupied  as  a  gasoline  service  station,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 618-628  Jamaica  avenue  and  1 
Hale  avenue,  southeast  corner  (Block  No.  3905, 
Lot  Nos.  3  and  5),  Borough  of  Brooklvn. 
APPEARANCES— 


For  Applicant:  Alfred  A.  Lama  and  Albert  E. 
Langdon. 

For  Opposition:  Vincent  R.  Siler,  W.  Mayer, 
Lena  Misar,  E.  Nehrbass,  Mary  Piekut,  Eliza¬ 
beth  Fortenbach  and  Wm.  Clark,  Ir. 

ACTION  OF  BOARD — Laid  over  to  April  21,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board,  after 
revised  plans  have  been  filed. 


503-41 -BZ. 

APPLICANT  Lama  and  Proskauer,  for  Harry  D.  Pease, 
owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7f  and  21  of  the  building 
zone  resolution,  to  permit  in  a  retail  use  district, 
for  a  term  of  years  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue  (Block  No. 
1033,  Lot  Nos.  14,  42  and  43),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  H.  Haus- 
knecht. 

For  Opposition  :  Harold  Klorfein,  Dep’t  of  Parks, 
Florence  Levy,  G.  E.  Lynch,  Irwin  Stern  anti 
Joseph  Maloney. 

For  Administration :  Fred  Daldem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  4  ION  OF  BOARD — Laid  over  to  March  31,  1942  at  10 
A.  M.  for  consideration  by  the  Board,  after  build¬ 
ings  on  the  site  have  been  demolished. 


PREMISES  AFFECTED— 102-43  to  102-55  Queens  boule¬ 
vard,  northeast  corner  of  68th  road  (Block  No. 
2137,  Lot  No.  1),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  M.  Fishbein,  F. 
H.  Luce,  Mortimer  H.  Coleman,  F.  J.  Owens 
and  Bernard  Stolzenburg. 

For  Opposition :  Simon  Gross. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  31,  1942  at  10 
A.  M.  for  decision  by  the  Board,  without  further 
argument. 


1097-41-BZ. 

APPLICANT— Maurice  Courland,  for  Congregation 
Magen  David,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  C  area  dis¬ 
trict,  the  erection  and  maintenance  of  an  extension 
to  an  existing  school  building;  the  proposed  exten¬ 
sion  does  not  comply  with  rear  yard  requirements 
of  the  building  zone  resolution. 

PREMISES  AFFECTED— 2017-2025  67th  street,  north 
side,  140  ft.  east  of  20th  avenue  (Block  No.  5563, 
Lot  No.  66),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Maurice  Courland,  Joseph  Tawil, 
J.  S.  Kassin  and  A1  Gable. 

For  Opposition:  Frances  Doctorin,  Jeanette  Petro- 
celli,  Anna  Kershenberg,  Beckie  Shpater, 
Charles  W.  Tavenner,  Fannie  Dworsh,  Giu¬ 
seppe  Caputo,  S.  Richter  and  Mrs.  Luger,  and 
G.  Goldman,  Dep’t  of  Education. 

ACTION  OF  BOARD— Laid  over  to  April  21,  1942  at  10 
A.  M.  for  decision  by  the  Board  without  further 
argument. 


46-42-BZ. 

APPLICANT — Starrett  and  Van  Vleck,  for  Level  Realty 
Corporation,  owner  (Alexander’s  Department 
Stores,  Incorporated,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  a  non-flashing, 
illuminated,  business  sign  on  the  roof  of  an  existing 
business  building. 

PREMISES  AFFECTED — 2501  Grand  concourse,  north¬ 
west  corner  of  Fordham  road  and  2508  Creston 
avenue  (Block  No.  3167,  Lot  No.  1),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Leon  Jaffe  and  Frank  Gaertner. 

For  Opposition :  Vincent  J.  Duffy. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  21,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board. 


668-41-BZ. 


1081-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Francis  H.  Luce, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  21  and  19h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  local  retail  use 
district,  the  conversion  of  occupancy  of  the  cellar 
story  of  a  building  to  a  bowling  alley;  the  said 
bowling  alley  having  a  proposed  entrance  located 
more  than  twenty-five  (25)  feet  from  the  business 
street. 


APPLICANT — Lama  and  Proskauer,  for  Henrietta  Grum, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 647-655  Herkimer  street,  north 
side,  250  ft.  east  of  Schenectady  avenue  (Block 
No.  1701,  Lot  Nos.  53,  57  and  58),  Borough  of 
Brooklyn. 
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APPEARANCES — 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn,  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  ^ 


1098-24-BZ. 

APPLICANT— Frank  V.  Laspia,  for  Harry  Schwartzberg, 
owner. 

SUBJECT— Application  reopened  February  24,  1937  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  the  conversion  of 
occupancy  of  a  garage  for  more  than  five  (5) 
motor  vehicles  to  a  motor  vehicle  repair  shop  (said 
garage  use  was  previously  granted  by  the  Board). 
PREMISES  AFFECTED— 458-466  Leonard  street  and  499- 
511  Manhattan  avenue,  southwest  corner  (Block 
No.  2712,  Lot  No.  10),  Borough  of  Brooklyn. 

APPEARANCES—  . 

For  Applicant :  Charles  Schwartzberg  and  Michael 
Augusta. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  9 

THE  RESOLUTION— 

(1098-24-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  the  change  of  occupancy  of  a  garage  for  five  (5) 
motor  vehicles  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  premises  458-466  Leonard  street  and 
499-511  Manhattan  avenue  (Block  No.  2712,  Lot  No.  10), 
Borough  of  Brooklyn,  was  granted  by  the  Board  March  31, 
1925,  under  section  7g  of  the  building  zone  resolution,  on 
certain  conditions ;  and 

Whereas,  Frank  V.  Laspia,  for  Harry  Schwartzberg, 
owner,  requested  reopening  of  the  application  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  conversion  of  occupancy  of  said  garage  for 
more  than  five  (5)  motor  vehicles  to  a  motor  vehicle  repair 
shop ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  February  24,  1937,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  at  its  regular  meeting,  March  17,  1942,  after 
due  notice  by  publication  in  the  Bulletin  of  the  Board  of 
Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Leonard  street  is.  in  business, 
residence  and  unrestricted  use  districts ;  Manhattan  avenue 
is  in  business  and  unrestricted  use  districts;  Newton  street 
is  in  business  and  unrestricted  use  districts ;  Eckford  street 
is  in  an  unrestricted  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  5013-1941  of  Buildings  dated  January  9, 
1942,  reads: 

“Proposed  change  of  occupancy  of  building  located  in 
a  business  use  district  from  public  garage  for  more 
than  five  motor  vehicles  granted  under  resolution 


1098/24  B.Z.  to  an  automobile  repair  shop  is  contrary  j 
to  Art.  II,  Secs.  4  and  6  of  the  Zoning  resolution.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construction,  I 
72  ft.  frontage  on  Leonard  street,  98  ft.  on  Manhattan 
avenue,  a  distance  of  69  ft.  8  in.  along  the  south  lot  line,’ 
and  one  story  in  height.  It  is  proposed  to  convert  the 
occupancy  of  the  existing  garage  for  more  than  five  (5) 
motor  vehicles  to  a  motor  vehicle  repair  shop ;  and 

Whereas,  at  the  hearing  the  applicant  amended  his  appli-  I 
cation  so  as  to  substitute  section  7i  of  the  building  zone 
resolution  in  place  of  section  21. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  31,  1925, 
so  that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  board  of  standards  and  appeals  j 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  structure  shall  be  restricted  in  size  1 
and  area  to  that  of  the  existing  building ;  that  there  shall 
be  no  entrance  or  exit  on  Leonard  street ;  and  that  there 
shall  be  no  gasoline  storage  equipment  installed  or 
maintained  on  the  premises. 

Resolved  further,  that  in  the  event  the  oztmer  desires 
to  occupy  the  premises  hereinbefore  permitted  as  a 
garage  for  more  than  five  (5)  motor  vehicles  for  a 
motor  vehicle  repair  shop  for  a  term  of  five  (5)  years 
from  the  date  of  this  amended  resolution,  such  use  in 
licit  of  such  garage  use  may  be  permitted  on  condition  , 
that  there  shall  be  no  \change  in  the  entrances  or  curb 
cuts  to  Leonard  street  and  that  any  existing  sigtrs  on 
the  Leonard  street  facade  shall  be  removed  and  no  [ 
nezv  signs  shall  be  erected  \on  such  street;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  lazes,  rules  and  regulations  applicable  thereto.” 


217-41-BZ. 

APPLICANT — Jack  Z.  Cohen,  for  Martin  Walters,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7a  and  7c  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
the  erection  of  a  new  accessory  building  on  an 
existing  gasoline  service  station. 

PREMISES  AFFECTED— 60-01  39th  (Stryker)  avenue 
and  38-05  to  38-11  60th  street,  northeast  corner 
(Block  No.  1215,  Lot  No.  10),  Woodside,  Borough  , 
of  Queens. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  M.  H.  Hofstadter. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  HOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . .  0 

THE  RESOLUTION— 

(217-41-BZ) 

Whereas,  Jack  Z.  Cohen,  for  Martin  Walters,  owner, 
filed  March  17,  1941,  an  application  under  sections  7a  and 
7c  of  the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  erection  of  a  new  accessory  building  on  an 
existing  gasoline  service  station;  premises  60-01  39th 
(Stryker)  avenue  and  38-05  to  38-11  60th  street,  northeast 
corner  (Block  No.  1215,  Lot  No.  10),  Woodside,  Borough 
of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  March  17,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  39th  avenue  is  in  business 
and  unrestricted  use  districts;  38th  avenue  is  in  business  and 
residence  use  districts;  60th  street  is  in  business  and  resi¬ 
dence  use  districts;  61st  street  is  in  a  business  use  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  8156-1940,  dated  February  20,  1941, 
reads : 

“The  erection  of  a  gasoline  selling  station  in  a  busi¬ 
ness  zone  district  is  contrary  to  the  Zone  Law  (Art.  II, 
Sec.  4).  Not  further  considered.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  irontage  ot  2o  tt.  on  39th  avenue  and  92  tt.  on  60th 
street,  occupied  as  a  gasoline  service  station.  It  is  proposed 
lo  remove  the  existing  office  (30  tt.  by  8  it.  6  in.  irregular 
in  area)  and  to  erect  on  the  northerly  portion  of  the  plot 
a  one-story  accessory  building  25  ft.  by  32  ft.  in  area,  to  be 
used  as  auto  laundry,  lubntorium  and  office;  and 

Whereas,  the  premises  and  surrounding  area  were  sur¬ 
veyed  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  zoning  variance 
under  sections  7 a  and  7c  ot  the  building  zone  resolution. 

Ke  solved,  that  the  ttoaru  ot  btandards  and  Appeals  does 
hereby  inane  a  variation  in  the  application  ot  the  use  district 
regulations  ot  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  premises  to  be  altered  and  recon¬ 
structed,  substantially  as  proposed  on  plans  tiled  herewith, 
on  conuition  that  no  windows  in  the  proposed  accessory- 
building  shall  be  constructed  opening  on  adjoining  premises; 
that  skylights  may  be  constructed  over  the  proposed  laundry 
and  lubntorium  space,  provided  they  are  glazed  with  plain 
glass  with  screen  protection  under  and  above;  that  this 
accessory  building  shall  be  constructed  ot  incombustible 
materials,  except  that  the  roof  beams,  roof  boarding,  win¬ 
dow  frames  and  sash,  door  frames  and  doors  may  be  of 
wood,  provided  the  ceiling  is  tire-retarded  throughout  in 
accordance  with  the  rules  of  the  board  of  standards  and 
appeals ;  that  all  existing  buildings  shall  be  removed  and  the 
balance  of  the  premises  where  not  occupied  by  the  proposed 
accessory  building  shall  be  cement  paved;  that  the  surround¬ 
ing  sidewalks  on  60th  street  and  39ih  avenue  shall  be  cement 
paved  and  a  new  curb  installed  with  curb  cuts  on  60th  street 
opposite  the  laundry  and  lubntorium  building,  not  exceeding 
25  ft.  in  width  and  one  additional  curb  cut  on  60th  street 
as  an  exit  and  entrance  to  the  gasoline  selling  area  and  one 
curb  cut  on  39th  avenue  tor  similar  purposes ;  that  all  exist¬ 
ing  pumps  shall  be  removed  and  no  pumps  installed  nearer 
■  than  10  feet  to  either  street  building  line;  that  along  the 
interior  easterly  lot  line  from  the  accessory  building  to  39th 
avenue  there  shall  be  constructed  masonry  wall  agreeing  in 
material  with  the  accessory  building  and  constructed  to  a 
height  of  not  less  than  6  feet;  that  such  wall  may  be 
reduced  to  a  height  of  5  ft.  from  the  front  wall  of  the  build¬ 
ing  on  the  adjoining  Lot  No.  9  to  the  building  line  and 
that  such  wall  shall  be  properly  coped ;  that  any  lights  for 
general  illumination  shall  be  on  pipe  standards  not  over 
10  ft.  in  height  and  equipped  with  metallic  reflectors ;  that 
no  portable  gasoline  tanks  shall  be  used  on  or  from  the 
premises ;  that  the  premises  shall  be  occupied  for  no  other 
use  than  as  herein  permitted  and  no  signs  shall  be  erected 
on  the  premises  except  there  may  be  a  permanent  sign 
attached  to  the  accessory  building  and  the  illuminated  globes 
of  the  pumps,  excluding  all  roof  signs  and  all  temporary 
signs;  that  storage  tanks  for  gasoline  shall  not  exceed  the 
three  existing;  that  there  shall  be  erected  at  the  intersection 
of  60th  street  and  39th  avenue  a  triangular  block  of  con¬ 
crete  not  less  than  12  inches  in  height,  extending  for  not 
less  than  3  feet  long  either  street  building  line;  that  at  this 
intersection  there  may  be  erected  within  the  building  line 
i  post  standard  for  supporting  a  sign  which  may  be  illumi- 
iated,  advertising  only-  the  brand  of  gasoline  on  sale  pro¬ 


vided  such  sign  does  not  extend  beyond  the  building  line  for 
a  distance  of  more  than  4  feet ;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  one  (1) 
year  from  the  date  of  this  resolution. 


282-41 -BZ. 

APPLICANT — Joseph  J.  Furman,  for  Rolegru  Realty  Cor¬ 
poration,  owner  (Crown  Motion  Picture  Supplies, 
lessee) . 

SUBJECT — Application  reopened  January  20,  1942  (re  de¬ 
cision  of  the  borough  superintendent)  under  section 
7c  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  conversion  of  the  2nd 
story  of  an  existing  building  from  residence  use  to 
business  use  (offices)  ;  (previously  denied). 
PREMISES  AFFECTED — 346  West  44th  street,  south 
side,  225  ft.  east  of  Ninth  avenue  (Block  No.  1034, 
Lot  No.  55),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  J.  Furman  and  Lieut.  Wal¬ 
lace  Katz. 

For  Opposition :  Kate  Detroy. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  (on  condition)  :  Commissioner  Sav¬ 
age  . .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn  .  3 


THE  RESOLUTION— 

(282-41-BZ) 

Whereas,  this  application,  under  section  7c  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  use  district  the 
conversion  of  occupancy  of  the  two  (2)  upper  stories  of 
an  existing  building  from  residence  use  to  business  use 
(offices),  premises  346  West  44th  street,  south  side,  225  ft. 
east  of  Ninth  avenue  (Block  No.  1034,  Lot  No.  55),  Bor¬ 
ough  of  Manhattan,  was  denied  by  the  Board  July  15,  1941  ; 
and 

Whereas,  Joseph  J.  Furman,  for  Rolegru  Realty  Corpo¬ 
ration,  owner,  requested  reopening  of  the  application  under 
section  7c  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district  the  conversion  of  occupancy  of  the 
second  floor  of  an  existing  building  from  residence  use  to 
business  use  (offices)  ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  January  20,  1942,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  17,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  44th  street  is  in  resi¬ 
dence  and  retail  use  districts ;  West  43rd  street,  Ninth  ave¬ 
nue  and  Eighth  avenue  are  in  retail  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  2186,  dated  January  12,  1942,  reads : 
“Disapproved  as  follows — changing  present  residence 
use  on  the  2nd  floor  to  a  business  use  is  contrary  to 
Sect.  3,  Building  Zone  Resolution.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construc¬ 
tion,  25  ft.  front  by  100  ft.  in  depth  on  1st  story,  25  ft. 
by  40  ft.  above  and  three  (3)  stories  in  height.  The  build¬ 
ing  is  occupied  as  stores  on  the  1st  story  and  as  dwellings 
above.  It  is  proposed  to  convert  the  occupancy  of  the  2nd 
story  to  business  use  (offices),  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  c,  of  the  building  zone 
resolution. 
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Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  i-t  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


407-41-BZ. 

APPLICANT— Jack  Z.  Cohen,  for  Celia  Tack,  owner 
(Sparkling  Coal  Company,  Incorporated,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  use  of  a 
plot  of  ground  for  coal  storage ;  the  parking  of  five 
(5)  motor  trucks,  and  also,  the  erection  of  a  scale 
and  an  office  building. 

PREMISES  AFFECTED — 195-205  Malta  street,  east  side, 
95  ft.  north  of  Stanley  avenue  (Block  No.  4343, 
Lot  No.  42),  Borough  of  Brooklyn. 
APPEARANCES— 

Applicant :  Larry  Meltzer,  A.  Steinhauser,  J.  Z. 

Cohen  and  Louis'  J.  Lipstein. 

For  Opposition :  Harry  Fass,  Gabriel  Elias,  Dor¬ 
othy  Klein,  Susie  Sangiamo,  Arnold  O.  Char¬ 
ters,  Vera  Sangiamo,  Harry  Klein,  Rocco 
Sangiamo,  James  Sangiamo,  Esther  Russo  and 
Mary  Gregorona. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION— 

(407-41-BZ) 

Whereas,  Jack  Z.  Cohen,  for  Celia  Tack  (Sparkling 
Coal  Company,  Incorporated,  lessee),  filed  May  5,  1941,  an 
application  under  sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  use  of  a  plot  of  ground 
for  coal  storage,  the  parking  of  five  (5)  motor  trucks,  and 
also  the  erection  of  a  scale  and  an  office  building ;  premises 
195-205  Malta  street,  east  side,  95  ft.  north  of  Stanley 
avenue  (Block  No.  4343,  Lot  No.  42),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on' this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  17,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Malta  street  is  in  residence, 
business,  unrestricted  and  undetermined  use  districts;  Ala¬ 
bama  avenue  is  in  residence,  business  and  undetermined  use 
districts ;  Stanley  avenue  is  in  business,  unrestricted  and 
undetermined  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  1829-1940,  dated  April  30,  1941, 
reads : 

“1.  As  premises  are  located  partially  in  a  residence 
use  district  and  partially  in  a  business  use  district,  the 
proposed  use  for  coal  storage  and  parking  of  five  motor 
trucks  and  the  erection  of  a  scale  and  office  building 
are  prohibited  by  Art.  II,  Sect.  3  and  Art  IT,  Sect. 
4a  (45)  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  with  a  depth  of  100  ft.  The 
south  portion  of  the  plot  (having  a  frontage  of  5  feet  on 
Malta  street)  is  in  the  business  use  district,  while  the  re¬ 
mainder  of  the  plot  is  in  the  residence  use  district.  It  is 
proposed  to  use  the  plot  for  coal  storage,  the  parking  of 
five  (5)  motor  trucks,  and  also,  the  erection  and  mainte¬ 
nance  of  a  scale  and  a  one-story  frame  office  building;  and 


Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning- 
variance  under  section  7-c  of  the  building  zone  resolution, 
and  that  the  applicant  had  failed  to  substantiate  a  basis  of 
appeal  under  section  21  thereof  and  was,  therefore,  not 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


418-41-BZ. 

APPLICANT— Jane  Grillo,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 1480-1484  Coney  Island  avenue, 
west  side,  440  ft.  north  of  Avenue  L  (Block  No. 
6536,  part  of  Lot  No.  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Jane  Grillo. 

For  Opposition :  Samuel  Weiss. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

N  egative :  .  0 

THE  RESOLUTION— 

(418-41-BZ) 

Whereas,  Jane  Grillo,  owner,  filed  May  6,  1941,  an 
application  under  section  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  1480-1484 
Coney  Island  avenue,  west  side,  440  ft.  north  of  Avenue  L 
(Block  No.  6536,  part  of  Lot  No.  20),  Borough  of 
Brooklyn;  and 

W hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  17,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Coney  Island  avenue  is  in  a 
business  use  district;  East  10th  street  is  in  a  residence  use 
district ;  Avenue  K  and  Avenue  L  are  each  in  residence  and 
business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  217-41,  dated  April  29,  1941,  reads: 
“The  storage  or  parking  of  more  than  five  motor 
vehicles  in  a  business  use  district  is  prohibited  by  Art.  2, 
Sect.  4a  (15)  of  the  Building  Zone  Resolution. 

Note:  Garage  and  repair  shop  building  are  the  same 
as  was  before  the  Board  of  Standards  and  Appeals 
under  Cal.  No.  25-36-BZ.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  60  ft.  with  a  depth  of  100  ft.  Upon  the  south 
portion  of  the  plot  there  is  a  one-storv  building,  22  ft.  by 
100  ft.  in  area,  occupied  as  a  garage  for  more  than  five  (5) 
motor  vehicles  and  a  motor  vehicle  repair  shop.  It  is  pro¬ 
posed  to  use  the  remainder  of  the  plot,  having  a  frontage  of 
38  ft.  on  Coney  Island  avenue,  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  building  zone  resolution,  and  was 
therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted,  to  permit  the  plot 
with  a  frontage  of  33  ft.  and  a  depth  of  100  ft.  to  be  occu¬ 
pied  for  the  transient  parking  of  motor  vehicles,  on  condi¬ 
tion  that  only  motor  vehicles  of  the  pleasure  car  type  shall 
be  so  parked  and  only  those  capable  of  operation;  that  the 
plot  shall  be  leveled  substantially  to  the  grade  of  Coney 
Island  avenue  and  shall  be  surfaced  with  concrete  or 
asphalt;  that  no  additional  curb  cuts  shall  be  constructed 
other  than  the  one  now  existing;  that  this  lot  shall  not  be 
used  for  other  than  the  transient  parking  of  motor  vehicles 
as  herein  permitted  and  may  be  operated  by  the  tenant  of 
the  adjoining  building  at  No.  1484  Coney  Island  avenue,  but 
shall  not  be  used  in  conjunction  with  the  use  therein  per¬ 
mitted;  that  the  existing  metal  fence  shall  be  maintained 
along  the  street  building  line;  that  all  signs  on  this  lot  shall 
be  removed  and  no  signs  shall  be  constructed  or  maintained 
except  there  may  be  a  sign  attached  to  the  fence  advertising 
the  transient  parking  use  and  the  rates  charged,  provided 
such  sign  does  not  exceed  15  sq.  ft.  in  area  and  does  not 
extend  beyond  the  building  line  and  is  not  illuminated;  that 
adequate  fences  shall  be  maintained  across  the  rear  lot  lines 
and  along  the  side  lot  lines  where  walls  of  adjoining  build¬ 
ings  do  not  occur;  that  proper  bumpers  shall  be  maintained 
against  all  fences  and  building  for  protection  to  same;  that 
proper  aisles  shall  be  maintained  at  all  times  for  easy 
entrance  and  egress ;  that  no  building  shall  be  erected  on  the 
premises;  that  such  portable  fire  fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  resolution. 


747-41-BZ. 

APPLICANT — William  C.  Sommerfeld,  for  K  and  H 
Warehouse  Holding  Corporation,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to 
a  garage  for  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 516-520  West  181st  street, 
south  side,  25  ft.  east  of  Audubon  avenue  and  309 
Audubon  avenue,  east  side,  100  ft.  south  of  West 
181st  street  (Block  No.  2152,  Lot  No.  67),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  C.  Sommerfeld. 

For  Opposition:  Sol  A.  Herzog  and  S.  Gleich. 
ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION— 

(747-41-BZ) 

Whereas,  Wm.  C.  Sommerfeld,  for  K  and  H  Warehouse 
Holding  Corporation,  owner,  filed  August  28,  1941,  an  appli¬ 
cation  under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  the  conversion  of  occupancy 
of  an  existing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles;  premises  516-520  West  181st  street,  south 
side,  25  ft.  east  of  Audubon  avenue  and  309  Audubon  ave¬ 
nue,  east  side,  100  ft.  south  of  West  181st  street  (JSlock  No. 
2152,  Lot  No.  67),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  17,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  181st  street  is  in  a  busi¬ 
ness  use  district;  West  180th  street  is  in  residence  and 
business  use  districts;  Audubon  avenue  and  Amsterdam 
avenue  are  each  in  business  and  residence  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  1921-1941,  dated  August  14,  1941, 
reads : 

"1.  A  garage  for  more  than  five  cars  not  permitted 
in  a  business  district  as  per  Sec.  4  (a)  Article  2  of 
Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  75  ft.  on  West  181st, 
19  ft.  6  in.  on  Audubon  avenue  and  a  distance  of  119  ft. 
along  the  easterly  lot  line.  Upon  the  West  181st  street  front 
of  the  plot  there  is  located  a  six-story,  Class  1,  building. 
Upon  the  Audubon  avenue  front  of  the  plot  there  is  located 
a  two-story  building  having  a  frontage  of  19  ft.  6  in., 
occupied  as  a  restaurant.  It  is  proposed  to  alter  and  to 
convert  the  occupancy  of  the  six-story  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  wrere  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  building  zone  resolution,  and 
was  therefore  not  entitled  to  relief. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


960-41-BZ. 

APPLICANT — Abraham  N.  Horwitz,  for  Agnes  I.  Olvany, 
owner  (Charles  Di  Bella,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7i  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED — 3962  Tenth  avenue,  west  side, 
87.5  ft.  north  of  West  211th  street  (Block  No. 
2229,  part  of  Lot  No.  32),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  N.  Horwitz. 

For  Opposition:  G.  Goldman,  Dep’t  of  Education. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Not  Voting:  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(960-41-BZ) 

Whereas,  Abraham  N.  Horwitz,  for  Agnes  I.  Olvany, 
owner  (Charles  Di  Bella,  lessee),  filed  November  7,  1941 
an  application  under  section  7i  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  conversion  of 
occupancy  of  a  building  to  a  motor  vehicle  repair  shop ; 
premises  3962  Tenth  avenue,  west  side,  87.5  ft.  north  of 
West  211th  street  (Block  No.  2229,  part  of  Lot  No.  32), 
Borough  of  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  17,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Tenth  avenue  is  in  business 
and  unrestricted  use  districts;  Broadway  is  in  a  business 
use  district;  West  211th  street  and  West  212th  street  are 
each  in  residence  and  business  use  districts;  and 


MINUTES 


Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  2388-1941,  dated  October  30,  1941,  reads: 

“1.  Proposed  changed  use  to  a  motor  vehicle  repair 
shop  in  a  business  district  contrary  to  Sec.  4,  Zone 
Resolution.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
12  ft.  6  in.  front  by  50  ft.  in  depth  and  one  story  in  height. 
It  is  proposed  to  use  the  existing  building  as  a  motor  vehicle 
repair  shop ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a.  zoning 
variance  under  section  7,  subdivision  i,  of  the  building  zone 
resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 

^  s 


Adjourned,  2:25  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  17,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 

627-41  -BZ. 

APPLICANT — Loring  M.  Black,  for  Galway  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service 
station,  automobile  repair  shop  and  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 188-01  Hillside  avenue,  north¬ 
east  corner  of  188th  street  (Flushing  avenue)  ; 
(Block  No.  10499,  Lot  No.  92),  Hollis,  Borough  of 
Oueens. 

APPEARANCES— 

For  Applicant :  Kermit  F.  Kip. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  . . . . .  0 


256-41 -BZ. 

APPLICANT — Herman  Kron,  for  350  Eighth  Avenue 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Application  (decision  of 
the  borough  superintendent)  under  section  7c  of  the 
building  zone  resolution,  to  permit  upon  a  plot, 
partlv  in  a  retail  use  and  partly  in  an  unrestricted 
use  district,  the  extension  of  a  gasoline  service  sta¬ 
tion,  so  as  to  include  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (previously  dis¬ 
missed  for  lack  of  prosecution). 

PREMISES  AFFECTED — 261  West  27th  street,  north 
side,  82  ft.  east  of  Eighth  avenue  (Block  No.  777, 
Lot  Nos.  8  and  9),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  Kron. 


ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  April  7,  1942  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


389-29-BZ. 

APPLICANT — Max  Siegel,  for  2356  Grand  Concourse 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — rescindment  of 
reopening  re  amendment  of  resolution — re  Appli¬ 
cation  (decision  of  the  borough  superintendent) 
previously  granted  on  condition,  under  section  7c 
of  the  building  zone  resolution,  permitting  in  a 
residence  use  district,  the  alteration  and  change  of 
occupancy  of  part  of  the  first  story  of  an  apart¬ 
ment  house  from  residence  use  to  business  use 
(  stores ) . 

PREMISES  AFFECTED— 2356-2366  Grand  concourse,  245 
Field  place,  2355-2365  Ryer  avenue  and  246  East 
184th  street  (Block  No.  3159,  Lot  Nos.  40  and  42), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Resolution  of  November  18,  1941 
rescinded. 

THE  VOTE  TO  RESCIND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

-Negative:  .  0 


755-38-BZ. 

APPLICANT — Bankers  Trust  Company,  as  trustees  of 
Keith  W.  Morris  and  Louis  H.  Morris,  owners. 
SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  alleged  new  facts — re  Application  (de¬ 
cision  of  the  borough  superintendent)  under  section 
7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (previously 
denied) . 

PREMISES  AFFECTED— 890  Dawson  street  and  935  In¬ 
tervale  avenue,  southwest  corner  (Block  No.  2702, 
Lot  No.  41),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Eric  Nelson. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

.Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION— 

(755-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  890  Dawson  street  and  935  Intervale  avenue,  south¬ 
west  corner  (Block  No.  2702,  Lot  No.  41),  Borough  of  The 
Bronx,  was  denied  by  the  Board  January  4,  1939;  and 
Whereas,  Bankers  Trust  Company,  as  trustees  of  Keith 
W.  Morris  and  Louis  H.  Morris,  owpers,  requested  reopen¬ 
ing  of  the  application  and  rehearing  by  the  Board  on  the  • 
basis  of  alleged  new  facts;  and 

Whereas,  after  inspection,  the  Board  deemed  that  no  , 
substantial  new  facts  were  presented  to  justify  the  rehearing,  j 
Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
denied. 
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235-37-BZ. 

APPLICANT — Irving  Kaplow,  for  3331  Fish  avenue  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  period  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 3311-3349  Eastchester  road, 
west  side,  100  ft.  north  of  Given  avenue  (Block 
No.  4743,  Lot  No.  20),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Floyd  S.  Sanford. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . * .  0 

THE  RESOLUTION— 

(235-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  two  (2)  years,  the  parking  of  more 
than  five  (5)  motor  vehicles,  premises  3311-3349  Eastchester 
road,  west  side,  100  ft.  north  of  Given  avenue  (Block  No. 
4743,  Lot  No.  20),  Borough  of  The  Bronx,  was  granted  by 
the  Board  July  9,  1937,  on  certain  conditions,  permit  ex¬ 
tended  June  25,  1940,  and  owner  requested  a  further  exten¬ 
sion  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  July  9, 
1937,  only  so  far  as  it  has  reference  to  the  term  of  the 
permit,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  under  section  7h  thereof,  for  a  temporary 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution  *  * 


334-37-BZ. 

APPLICANT — The  New  York  Central  Railroad  Company, 
owner. 

SUBJECT- — Application  for  consideration — reopening  and 
extension  of  permit- — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
transient  parking  of  more  than  five  (5)  motor 
vehicles  for  a  period  of  two  (2)  years. 

PREMISES  AFFECTED — 412-414  Lexington  avenue,  west 
side,  opposite  East  43rd  street  (Block  No.  1280, 
Lot  No.  54),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Gerald  Dwyer. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION— 

(334-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  412-414  Lexington  avenue,  west  side,  opposite  East 


43rd  street  (Block  No.  1280,  Lot  No.  54),  Borough  of 
Manhattan,  was  granted  by  the  Board  March  4,  1938,  on 
certain  conditions,  permit  extended  March  19,  1940,  and 
applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  4,  1938,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  2  years  from 
the  date  of  this  amended  resolution  to  permit  *  *  *  ” 


1226-40-BZ. 

APPLICANT — George  R.  Tyler,  for  F.  &  G.  Service  Sta¬ 
tion  (lessee)  for  W.  M.  Husson,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
alteration  of  an  existing  gasoline  service  station. 
PREMISES  AFFECTED — 361  White  Plains  road,  south¬ 
west  corner  of  Patterson  avenue  (Block  No.  3474, 
Lot  No.  35),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  J.  W.  Herrmann. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(1226-40-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  'the  alteration  of  an  existing  gasoline  service  station, 
premises  361  White  Plains  road,  southwest  corner  of  Patter¬ 
son  avenue  (Block  No.  3474,  Lot  No.  35),  Borough  of  The 
Bronx,  was  granted  by  the  Board  March  18,  1941,  on  certain 
conditions ;  and 

Whereas,  George  R.  Tyler,  for  F.  &  G.  Service  Station 
(lessee)  for  W.  M.  Husson,  owner,  requested  an  extension 
of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  18,  1941, 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  ope  (1)  year  from  the  date  of  this 
amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
48-42-A. 

APPLICANT — Joseph  B.  Klein,  for  Laneva  Holding  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 115  West  71st  street,  north 
side,  100  ft.  west  of  Columbus  avenue  (Block  No. 
1143,  Lot  No.  27),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Klein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  24,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 
Applicant  to  file  copy  of  letter  to  Pyronell  Company. 
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83-42-A. 

APPLICANT — Morris  Perlstein,  for  First  Ladies  Benevo¬ 
lent  and  Daughters  of  Abraham,  Incorporated, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 73-25  67th  road,  north  side, 
121.06  ft.’ west  of  75th  street  (Block  No.  3770,  Lot 
No.  38),  Middle  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morris  Perlstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1942  at 
2  P.  M.  for  inspection  by  a  committee  of  the  Board 
and  decision  by  the  Board,  without  further  argu¬ 
ment. 


137-42- A. 

APPLICANT— Arthur  Jovis,  for  Patsey  Cesaroni,  owner. 
SUBJECT — Appeal  fronl  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1662  Hering  avenue,  east  side, 
27.07  ft.  south  of  Van  Nest  avenue  (Block  No. 
4113,  Lot  No.  65),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Arthur  Jovis. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous: 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  . . .  0 


82-38-A. 

APPLICANT — Grover  C.  Sniffen,  for  J.  Arthur  Kennedy 
and  Son,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  dis¬ 
missed  for  lack  of  prosecution). 

PREMISES  AFFECTED — 60-64  Commerce  street,  east 
side,  175  ft.  north  of  Richards  street  and  53-57 
Seabring  street  (Block  No.  511,  Lot  Nos.  16,  18, 
36,  37,  38),  Borough  of  Brooklyn.  "  ■ 

APPEARANCES— 

For  Applicant:  Grover  C.  Sniffen. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  . . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 


29-42-A. 

APPLICANT — Anthony  Parrella  (lessee),  for  Mary  C. 
Clarke,  owner.  , 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 414  West  127th  street,  south 
side,  200  ft.  west  of  Momingside  avenue  (Block 
No.  1967,  Lot  No.  14),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Anthony  Parrella. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


Tin;  RESOLUTION— 

(29-42-A) 

Whereas,  Anthony  Parrella  (lessee),  for  Mary  C. 
Clarke,  owner,  filed  on  January  9,  1942,  an  appeal  from  a 
decision  re  an  order  of  the  fire  commissioner ;  premises  414 
West  127th  street,  south  side,  200  ft.  west  of  Momingside 
avenue  (Block  No.  1967,  Lot  No.  14),  Borough  of  Man¬ 
hattan;  and 

Whereas,  Order  No.  28038-LC,  issued  by  the  fire  com¬ 
missioner  October  17,  1941,  and  repeated  in  a  decision  of 
the  fire  commissioner  dated  December  10,  1941,  reads : 

“Before  a  permit  may  be  issued  to  conduct  a  motor 
vehicle  repair  shop,  the  following  must  be  done: 

1.  Discontinue  the  use  of  flame  or  fire  in  same  room 
or  compartment  in  which  fueled  motor  vehicles  are 
kept. 

2.  Discontinue  the  spraying  of  any  article  or  thing 
with  any  flammable  paints,  varnishes,  lacquers  or  any 
other  inflammable  or  combustible  substances,  mixtures 
or  compounds,  commonly  used  for  painting,  varnishing, 
staining  or  similar  purposes  on  these  premises  except  in 
conformance  with  the  rules  governing  the  use  of  equip¬ 
ment  for  spraying  of  paints,  varnishes,  lacquers  and 
other  flammable  surface  coatings  adopted  by  the  Board 
of  Standards  and  Appeals,  June  10,  1932,  and  revised 
July  16,  1937.  Sec.  488,  N.  Y.  C.  Charter. 

Note:  Under  the  rules  it  is  optional  with  the  person 
concerned  whether  he  elects  to  provide  an  approved 
spray  booth  or  file  plan  with  and  have  it  approved  by 
the  Department  of  Housing  and  Buildings  to  erect  a 
spray  room  in  accordance  with  requirements  of  the 
spray  rules.  As  the  requirements  vary  with  respect  to 
booth  or  room  it  is  suggested  that  you  obtain  a  copy  of 
the  rules  at  Room  1000,  Municipal  Building,  in  order  to 
determine  what  course  you  intend  to  pursue. 

Note :  Ventilation,  electrical  equipment  and  sprinkler 
protection  must  conform  to  Rules  3-4  and  6.3.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (38  ft.)  in  height;  25  ft.  by  143  ft.  in  area;  of 
Class  1  construction ;  located  in  an  unrestricted  use  district ; 
erected  in  1927 ;  and  occupied :  cellar,  storage  of  bottles ; 
first  floor,  motor  vehicle  repair  shop,  2  persons ;  second 
floor,  cosmetic  manufacturing,  15  persons ;  third  floor,  manu¬ 
facturing  electric  signs,  30  persons ;  and 

Whereas,  the  applicant  requests  dismissal  of  the  order 
due  to  the  small  size  of  the  business  carried  on  and  contends 
that  the  erection  of  a  welding  enclosure  and  the  installation 
of  approved  spray  booth  or  room  as  required  by  the  order 
will  work  an  undue  hardship  on  the  owner;  that  as  to  Item  1 
of  the  order,  it  is  agreed  that  at  any  time  when  a  welding 
torch  or  other  sparking  or  open  flame  device  is  used,  the 
vehicle  undergoing  repairs  will  be  the  only  vehicle  on  the 
premises  and  will  have  its  fuel  tank  drained  and  no  paint 
spraying  will  be  done  while  the  open  flame  is  in  use;  that 
as  to  Objection  No.  2  of  the  order,  that  an  average  of  less 
than  4  quarts  per  month  of  spray  material  is  used  and  there¬ 
fore  the  amount  of  material  does  not  exceed  2  quarts  per 
day  which  is  less  than  the  amount  requiring  a  permit  under 
Rule  1,  Section  1.1  of  the  Paint  Spray  Rules;  that  all  port¬ 
able  fire  fighting  appliances,  waste  cans,  no  smoking  signs, 
etc.,  have  been  provided  to  the  satisfaction  of  the  fire  com¬ 
missioner  and  the  premises  will  be  kept  free  and  clear  of 
rubbish  at  all  times. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
28038-LC,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
there  shall  at  no  time  be  more  than  four  (4)  motor  vehicles 
on  the  premises  with  gasoline  in  their  tanks;  that  as  to 
Objection  No.  2,  the  spraying  shall  be  incidental  only  to  the 
minor  repairing  and  not  more  than  two  (2)  quarts  of  spray 
material  shall  be  in  use  at  any  time  and  which  shall  be 
sprayed  with  an  approved  nozzle;  that  any  other  paints, 
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varnishes,  lacquers  or  similar  substances  on  the  premises 
shall  be  stored  in  an  approved  metal  cabinet ;  that  whenever 
spraying  is  carried  on,  the  mechanical  ventilating  system 
consisting  of  a  motor  driven  fan  exhausting  through  a  duct 
to  the  roof  at  the  easterly  side  shall  be  kept  in  operation ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  any  existing  order  against  the  premises  shall 
be  complied  with ;  that  this  variance  shall  continue  only  so 
long  as  it  is  maintained  substantially  as  set  forth  and  to  the 
satisfaction  of  the  fire  commissioner. 


36-42-A. 

APPLICANT — John  Burke,  for  Board  of  Estimate,  City 
of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 721-723  First  avenue,  west 
side,  in  bed  of  East  41st  street  (Block  Nos.  1333 
and  1334),  Borough  of  Manhattan  (under  section 
35,  General  City  Law  re  bed  of  mapped  street). 

APPEARANCES— 

For  Applicant:  Thomas  S.  Augusta. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . '. .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

THE  RESOLUTION— 

(36-42- A) 

Whereas,  John  Burke,  for  Board  of  Estimate,  City  of 
New  York,  owner,  filed  on  January  13,  1942  an  appeal  from 
a  decision  of  the  borough  superintendent  for  an  application 
for  permission  to  erect  a  building  in  the  bed  of  a  mapped 
street  (East  41st  street)  and  also  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent;  premises  721-723  First 
avenue,  west  side,  in  bed  of  East  41st  street  (Block  Nos. 
1333  and  1334),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  No.  155/41,  dated  January  2,  1942,  reads: 

“1.  Building  located  in  bed  of  a  mapped  street  must 
be  approved  by  B’d.  of  Standards  &  Appeals.  Sect.  35 
General  City  Law. 

4.  Indicate  compliance  with  Sect.  21-A  Zone  Resolu¬ 
tion  as  to  location  with  regard  to  schools,  hospitals, 
playgrounds,  library  and  museum.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  60 
ft.  by  49  ft.  in  area;  used  since  1924  as  a  gasoline  selling 
station ;  on  which  it  is  proposed  to  erect  a  one  story  build¬ 
ing,  11  ft.  6  in.  in  height  and  14  ft.  by  18  ft.'  8  in.  in  area; 
of  Class  3  construction ;  to  be  used  as  an  office  in  connection 
with  the  existing  gasoline  service  station;  and 

Whereas,  the  applicant  contends  that  the  proposed  im¬ 
provement  is  for  the  purpose  of  enhancing  the  site;  that  it 
is  proposed  to  remove  the  existing  two  metal  shacks  and 
replace  same  with  a  modern  structure  from  plans  approved 
by  the  Bureau  of  Real  Estate  of  the  Board  of  Estimate 
and  Apportionment  and  filed  w_ith  the  borough  superin¬ 
tendent  under  N.  B.  Applic.  No.  155/41;  and 
Whereas,  the  Board,  after  inspection,  deemed  that  the 
bed  of  the  mapped  street  should  not  be  occupied  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  155-41,  Items  1  and  4,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


126-42- A. 

APPLICANT — McFarlane  Fire  ■  Prevention  Corporation, 
for  Young  Men’s  Christian  Association,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 350-358  West  34th  street,  south 
side,  49  ft.  east  of  Ninth  avenue  and  351-359  West 
33rd  street  (Block  No.  757,  Lot  No.  66),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

N  egative :  .  0 

THE  RESOLUTION— 

(126-42-A) 

Whereas,  McFarlane  iFire  Prevention  Corporation,  for 
Young  Men’s  Christian  Association,  owner,  filed  on  Febru¬ 
ary  12,  1942  an  appeal  from  an  erder  of  the  fire  commis¬ 
sioner;  premises  350-358  West  34th  street,  south  sid^,  49 
ft.  east  of  Ninth  avenue  and  351-359  West  33rd  street 
(Block  No.  757,  Lot  No.  66),  Borough  of  Manhattan;  and 

Whereas,  Order  No.  13141-LF  issued  by  the  fire  com¬ 
missioner  January  13,  1942,  reads : 

“3.  Provide  a  fixed  fire  extinguishing  system  or 
other  means  for  the  extinguishment  of  fire  satisfactory 
to  the  Fire  Commissioner,  in  cellar.  09-161 .0  Adm. 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  14 
stories  (142  ft.  2J4  in.)  in  height;  116  ft.  by  197  ft.  6  in. 
in  area;  of  Class  1  construction;  equipped  with  a  standpipe 
system;  located  in  a  retail  use  district;  erected  in  1929; 
and  occupied  as  a  residence  club  pursuant  to  certificate  of 
occupancy  16179-30  issued  March  3,  1930  on  N.  B.  Applic. 
No.  198-28;  and 

W hereas,  the  applicant  contends  that  the  cellar  contains 
check  rooms,  storage  rooms,  locker  rooms  and  other  uses 
incidental  to  the  conduct  of  the  building,  all  as  indicated  on 
plan  filed  with  this  appeal ;  that  there  is  no  combustible 
storage  of  any  description  maintained  for  any  lengthy  period 
throughout  the  cellar :  that  the  building  is  maintained  in  an 
orderly  fashion  and  is  subject  to  constant  inspection  by  the 
Factory  Mutual  Insurance  Companies;  that  the  portion  of 
the  cellar  occupied  as  a  carpenter  shop  as  indicated  on  plan 
filed  with  this  appeal  is  equipped  with  a  junior  sprinkler 
system  directly  connected  with  the  domestic  water  supply 
with  automatic  sprinkler  heads  within  the  carpenter  shop 
area;  that  this  system  does  not  comply  with  the  rules  of 
the  Board  of  Standards  and  Appeals  with  respect  to  pipe 
sizes,  but  the  protection,  however,  is  afforded  to  the  car¬ 
penter  shop;  that  the  cellar  is  constantly  supervised  by 
employees  during  all  hours  of  the  day  and  night  and  the 
possibility  of  fire  is  remote;  that  the  cellar,  as  well  as  the 
entire  building,  is  completely  equipped  with  a  standpipe 
system  and  portable  fire-fighting  appliances  are  readily 
accessible  at  all  times;  that  in  view  of  the  fact  that  the 
building  is  fireproof,  that  a  standpipe  system  with  hose  out¬ 
lets  is  available  to  cover  all  parts  of  the  cellar,  that  a 
sufficient  number  of  portable  appliances  are  in  place,  it  is 
requested  that  the  requirements  of  Item  3  of  the  fire  com¬ 
missioner’s  order  be  waived. 

Resolved,  that  the  order  of  the  fire  commissioner.  No. 
13141-LF,  Item  No.  3,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  there  shall  be  sprinkler  heads  fed  from  the  domestic 
water  supply  line  of  the  building  in  all  rooms  used  for  stor¬ 
age  or  checking  including  the  rooms  now  similarly  sprin- 
klered,  namely,  the  carpenter  shop,  waste  paper  room  and 
tailor  shop;  that  an  additional  means  of  exit  approved  by 
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the  borough  superintendent  from  the  cellar  to  West  34th 
street  shall  be  constructed  and  maintained;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  other  than  as 
varied  by  the  Board  under  Cal.  No.  896-28-BZ. 


1831-17-A. 

APPLICANT — Arnold  W.  Lederer,  for  Minck  Brothers 
and  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  appeal  from  a  deci¬ 
sion  of  the  fire  commissioner  (previously  granted). 

PREMISES  AFFECTED — 18-26  Bainbridge  street,  south 
side,  165  ft.  east  of  Sumner  avenue  (Block  No. 
1684,  Lot  No.  9),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION— 

(1831-17-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  premises  18-26  Bainbridge  street,  south  side,  165 
ft.  east  of  Sumner  avenue  (Block  No.  1684,  Lot  No.  9), 
Borough  of  Brooklyn,  was  granted  by  the  board  Novem¬ 
ber  20,  1917;  and 

__  Whereas,  Arnold  W.  Lederer,  for  Minck  Brothers  and 
Company,  owner,  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  20,  1917, 
so  that  as  amended,  the  resolution  shall  read : 

"Resolved,  that  the  appeal  to  require  the  acceptance 
by  the  fire  commissioner  of  the  decision  of  the  super¬ 
intendent  of  buildings  as  to  the  requirements  of  article 
8  of  the  building  code  be  and  it  hereby  is  denied;  and 
that  the  appeal  as  to  the  applicability  of  the  building- 
zone  resolution  be  and  it  hereby  is  granted,  inasmuch 
as  the  premises  lie  wholly  in  an  unrestricted  district 
and  not  partly  in  a  business  district  as  stated  by  the 
fire  commissioner;  that  the  appeal,  in  so  far  as  it 
applies  to  exit  facilities,  be  and  it  hereby  is  granted, 
as  a  modification  of  law  and  in  accordance  with  the 
permit  heretofore  issued  by  the  superintendent  of 
buildings. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  occupy  the  second  floor  for  factory  purposes,  such 
use  may  be  permitted  in  addition  to  the  storage  of 
trucks,  provided  the  structural  requirements  of  this 
resolution  are  complied  zvith  and  the  building  is  not 
increased  in  height  or  area  and  a  proper  application 
shall  be  filed  zvith  the  borough  superintendent  of  De¬ 
partment  of  Housing  and  Buildings  upon  which  a  new 
certificate  of  occupancy  shall  be  issued  after  permis¬ 
sion  by  adjoining  owner  for  exit  through  the  gate'  and 
fence  is  filed ;  that  all  permits  shall  be  obtained  and 
all  work  completed  zvithin  one  (1)  year  from  the  date 
of  this  resolution;  that  in  all  other  respects  the  re¬ 
quirements  of  all  laws,  rules  and  regulations  shall  be 
complied  with  as  herein  varied  and  as  varied  under 
Calendar  Number  1092-41 S.” 


262-36-A. 

APPLICANT — Frank  C.  Keller,  for  Evelyn  Hyland, 

owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  commissioner  of  buildings. 

PREMISES  AFFECTED — 154-34  Riverside  drive,  south 
side,  465.69  ft.  northeast  of  7th  avenue  (Block  No. 
4543,  Lot  No.  7),  Beechhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Frank  C.  Keller  and  Evelyn  Hy¬ 
land. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(262-36-A) 

Whereas,  this  appeal  from  a  decision  of  the  commis¬ 
sioner  of  buildings  affecting  premises  154-34  Riverside  drive, 
south  side,  465.69  ft.  northeast  of  7th  avenue  (Block  No. 
4543,  Lot  No.  7),  Beechhurst,  Borough  of  Queens,  was 
granted  by  the  board  September  29,  1936,  on  certain  con¬ 
ditions  ;  and 

Whereas,  Frank  C.  Keller,  for  Evelyn  Hyland,  owner, 
requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  29,  1936, 
so  that  as  amended  the  resolution  shall  read : 

“*  *  *  granted  for  a  term  of  five  (5)  years  from 

the  date  of  this  amended  resolution,  permitting  the 
premises  to  be  occupied  as  a  nursing  home,  on  condition 
that  the  number  of  patients  accommodated  shall  not 
exceed  9  on  the  first  floor  and  8  on  the  second  floor ; 
that  the  ceiling  over  the  boiler  in  the  cellar  shall  be 
made  to  conform  to  the  requirements  of  the  Oil  Burner 
Rules  of  the  Board;  that  the  oil  burning  equipment 
shall  so  conform  in  all  respects;  that  there  shall  be 
no  portion  of  the  cellar  used  for  cooking  purposes ; 
that  the  third  story  shall  be  occupied  only  by  attendants 
or  those  in  direct  charge ;  that  there  shall  be  erected 
an  exterior  fire  escape  approved  by  the  borough  super¬ 
intendent  of  buildings  and  satisfactory  to  the  Depart¬ 
ment  of  Hospitals  with  direct  access  thereto  to  the 
second  floor  without  passing  through  any  bedroom,  and 
with  direct  access  to  the  third  floor ;  tliat  the  building 
while  occupied  as  a  nursing  home  shall  not  be  increased 
in  height  or  area,  and  the  distance  between  this  building 
and  the  existing  buildings  at  side  and  rear  shall  not 
be  less  than  30  ft.;  that  at  all  times  there  shall  be 
not  less  than  two  registered  nurses  or  registered  prac¬ 
tical  nurses  in  attendance;  that  an  inspection  of  the 
cellar  shall  be  made  at  regular  intervals  during  the 
day  and  night,  and  that  a  record  of  such  inspection  by 
the  fire  department  shall  be  kept;  that  in  all  other 
respects,  other  than  as  modified  herein,  the  building 
shall  comply  with  all  laws,  rules  and  regulations  appli¬ 
cable  thereto,  including  a  requirement  of  the  Depart¬ 
ment  of  Hospitals  that  certifications  of  the  Depart¬ 
ment  of  Hospitals  shall  be  obtained  and  submitted  to 
the  borough  superintendent  of  buildings  before  a  new 
certificate  of  occupancy  is  issued;  that  such  portable 
fire  extinguishing  equipment  shall  be  furnished  and 
maintained  as  the  fire  commissioner  shall  require.” 


793-41-A. 

A1  PLTCANT  Barth  Lipori,  d/b  as  Lipori  Hat  Company, 
for  Jennie  Macri,  owner. 
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SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 637  Washington  avenue,  south¬ 
east  corner  of  Bergen  street  (Block  No.  1147,  Lot 
No.  12),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ernest  Lipori. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative:  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(793-41 -A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  premises  637  Washington  avenue,  southeast  corner 
of  Bergen  street  (Block  No.  1147,  Lot  No.  12),  Borough 
of  Brooklyn,  was  granted  by  the  Board  December  9,  1941, 
on  certain  conditions,  and  applicant  requested  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  9,  1941, 
so  that  as  amended,  the  resolution  shall  read  : 

“Resolved,  that  the  order  of  the  fire  commissioner, 
No.  88527-LC,  Items  Nos.  1  and  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  no  varnoline  with  a  flashpoint  higher 
than  Varnoline  No.  5  shall  be  stored  on  the  premises; 
that  such  varnoline,  except  for  the  quantity  necessary 
for  use  within  the  cleaning  room  in  the  cellar  shall  be 
stored  in  the  drum  in  which  it  is  received ;  that  the 
space  in  which  the  hat  cleaning  is  carried  on  shall  be 
within  a  space  enclosed  in  incombustible  material  and 
with  a  self-closing  fireproof  door  thereto  and  with  a 
window  opening  to  the  outer  air ;  that  the  cleaning  shall 
be  in  a  motor  driven  washing  machine ;  that  there  shall 
be  installed  within  this  room  a  motor  driven  fan  of  the 
spark-proof  type  as  approved  for  use  in  explosive  occu¬ 
pancies  or  other  types  as  approved  by  the  Division  of 
Combustibles  of  the  Fire  Department  and  exhausting 
to  the  outer  'air;  that  all  lights  and  switches  within 
this  room  shall  be  of  the  spark-proof  type ;  that  at 
least  one  1  in.  sprinkler  head  shall  be  installed  within 
the  room  connected  from  the  domestic  water  line;  that 
such  additional  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that 
during  the  time  the  cleaning  machine  is  in  operation 
the  fan  shall  be  kept  in  operation  and  the  fire-proof 
doors  shall  be  closed  and  to  insure  that  the  fan  is  kept 
in  operation,  it  shall  be  electrically  interlocked  with  the 
hat  cleaning  machine ;  that  the  varnoline  shall  be  taken 
from  the  drum  by  means  of  a  pump,  as  approved  either 
by  the  National  Board  of  Fire  Underwriters  or  by  the 
Factory  Mutual  Insurance  Laboratories ;  that  the  trans¬ 
fer  of  No.  5  varnoline  from  the  drum  to  the  cleaning 
room  shall  be  by  means  of  an  approved  safety  can 
having  a  capacity  of  not  over  5  gallons ;  tfiat  a  duct 
connected  to  the  fan  shall  be  installed  for  exhausing 
air  from  the  cleaning  room  to  the  outside  air,  such 
duct  to  be  of  metal,  extending  within  6  in.  of  the  floor: 
that  a  concrete  sill  shall  be  installed  across  the  door 
opening,  not  less  than  6  in.  in  height;  that  during  the 
hat  cleaning  process  the  cleaning  room  shall  have  but 
one  occupant ;  that  this  variation  may  continue  so  long 
as  the  requirements  of  this  resolution  are  complied  with 
and  to  the  satisfaction  of  the  fire  commissioner.” 


VARIATIONS  OF  THE  LABOR  LAW. 

113-42-S. 

APPLICANT — Louis  E.  Ordwein,  for  Romac  Holding 
Corporation,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFEECTED — 806-808  Broadway,  204  ft.  4 
in.  north  of  East  10th  street  and  104-106  Fourth 
avenue  (Block  No.  557,  Lot  No.  9),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  David  Weinberg. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  31,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 
Applicant  to  submit  revised  plan  showing  method 
of  compliance. 


1 83-42- S. 

APPLICANT — Arnold  W.  Lederer,  for  Bay  Ridge  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 5114  Fourth  avenue,  west  side, 
75  ft.  2  in.  north  of  52nd  street  (Block  No.  798, 
Lot  No.  46),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer,  Harry  Kraut 
and  L.  H.  Szerlip. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 


1 092-41 -S. 

APPLICANT — Arnold  W.  Lederer,  for  Minck  Brothers 
and  Company,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 18-26  Bainbridge  street,  south 
side,  165  ft.  east  of  Sumner  avenue  (Block  No. 
1684,  Lot  No.  9),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(1092-41-S) 

^  Whereas,  Arnold  W.  Lederer,  for  Minck  Brothers  and 
Company,  owner,  filed  on  December  19,  1941  an  application 
for  a  variation  from  the  requirements  of  the  Labor  Law 
as  cited  in  a  decision  of  the  borough  superintendent:  prem¬ 
ises  18-26  Bainbridge  street,  south  side,  165  ft.  east  of 
Sumner  avenue  (Block  No.  1684,  Lot  No.  9),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Applic.  No.  2856-41,  dated  December  23,  1941,  reads: 
;  “L  Exits  to  comply  with  sec.  270  of  Labor  Law  as 
b’ldg  has  been  practically  reconstructed  under  permit 
1804-17. 

2.  Landings  between  stairs  not  to  exceed  12 ’-6"  in 
height  as  per  sec.  270  of  Labor  Law.” 

and 
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Whereas,  the  applicant  states  that  the  building  is  2 
stories  (30  ft.)  in  height;  87  ft.  6  in.  by  76  ft.  irregular 
in  area ;  of  Class  1  construction ;  located  in  business  and 
unrestricted  use  districts;  altered  in  1917;  and  occupied  as 
follows :  cellar,  garage ;  first  floor,  garage ;  second  floor, 
garage.  It  is  proposed  to  be  occupied :  cellar,  storage  of 
bottles,  1  person;  1st  floor,  beverage  bottling  works,  stor¬ 
age  of  8  automobile  trucks  and  office,  5  persons;  2nd  floor, 
storage,  mixing  room  and  bottling  works,  4  persons.  The 
building  is  equipped  with  one  3  ft.  8  in.  interior  stairs,  of 
concrete  construction,  enclosed  in  6  in.  terra  cotta  and 
brick  partitions,  equipped  with  fireproof  self-closing  doors, 
and  leading  from  roof  bulkhead  direct  to  street,  and  also 
one  fire  escape  at  the  rear  extending  to  roof  by  ladder  and 
to  grade  by  stationary  iron  stairs  with  egress  therefrom 
to  adjoining  yard  over  a  6  ft.  high  fence.  Windows  on 
the  course  of  the  fire  escape  are  fireproof ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
converted  to  a  public  garage  use  in  1917  and  is  constructed 
of  fireproof  materials  with  continuous  patented  fireproof 
arches ;  that  permission  is  requested  to  omit  the  required 
additional  fireproof  stairway  and  to  provide  a  counter-bal¬ 
anced  iron  stairway  at  the  front  of  the  second  floor  as 
permitted  by  the  Labor  Law  for  buildings  erected  prior 
to  1913 ;  that  the  construction  of  a  new  fireproof  stairway 
would  be  impracticable  in  view  of  the  continuity  of  the 
concrete  arches  on  the  second  and  roof  tiers ;  that  the 
building  will  not  be  used  for  hazardous  purposes;  and  that 
it  is  proposed  to  install  a  stationary  iron  ladder  on  the 
fence  leading  to  adjoining  premises. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the'  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  2856-41,  Objections  No.  1  and  2,  and 
that  the  application  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  the  building  shall  be  maintained  substantially  as 
herein  proposed  and  occupied  throughout  for  the  bottling 
of  beverages  and  the  storage  of  8  trucks  used  in  connec¬ 
tion  therewith  and  in  accordance  with  the  amended  reso¬ 
lution  adopted  by  the  Board  on  this  date  under  Cal.  No. 
1 831-1 7-A  and  granted  so  long  as  the  conditions  as  herein 
permitted  are  continued ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  other  .than  as  modified 
by  the  Board  under  Cal.  No.  1831-17-A. 


121-42-S. 

APPLICANT — Saul  Goldsmith,  for  240  44th  Street,  In¬ 
corporated,  owner  (Atlasko  Paper  Box  Company, 
Incorporated,  lessee). 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 236-260  44th  street,  south  side, 
200  ft.  west  of  Third  avenue  (Block  No.  736,  Lot 
No.  23),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

THE  RESOLUTION— 

(121-42-S) 

Whereas,  Saul  Goldsmith,  for  240  44th  Street,  Inc., 
owner,  filed  on  February  10,  1942  an  application  for  a  varia¬ 
tion  from  the  requirements  of  the  Labor  Law  as  cited  in 
an  order  and  a  decision  of  the  borough  superintendent ; 


premises  236-260  44th  street,  south  side,  200  ft.  west  of 
Third  avenue  (Block  No.  736,  Lot  No.  23),  Borough  of 
Brooklyn ;  and 

Whereas,  Order  No.  7307-LF  issued  by  the  fire  commis¬ 
sioner  October  2,  1941,  reads: 

“1.  Arrange  stationary  iron  bars  and  wire  mesh  on 
all  windows  on  the  1st  story  and  cellar  so  as  to  be 
readily  movable  or  removable  from  both  sides  in  such 
a  manner  as  to  afford  the  free  and  unobstructed  use 
of  such  windows  for  the  purposes  of  egress  as  per 
Section  272  of  the  Labor  Law.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner  dated  February  6,  1942;  and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (42  ft.)  in  height;  160  ft.  by  90  ft.  in  area;  of  Class 
3  construction  ;  erected  in  1900;  located  in  an  unrestricted 
use  district;  and  occupied:  cellar,  manufacturing  of  paper 
boxes,  5  persons;  1st  floor,  manufacturing  of  paper  boxes, 
30  persons;  2nd  floor,  manufacturing  dresses,  150  persons; 
3rd  floor,  manufacturing  of  picture  frames,  20  persons.  The 
building  is  equipped  with  a  sprinkler  system,  one  3  ft.  8  in. 
interior  stairs  constructed  of  wood  enclosed  in  partitions 
of  metal  lath  and  cement  plaster  and  equipped  with  kala- 
mein  doors,  and  also  two  fire  escapes  which  extend  to  roof 
by  ladder  and  directly  to  street  by  stationary  iron  stairs. 
Windows  on  the  course  of  the  fire  escapes  are  kalameined 
and  glazed  with  wire  glass.  The  adjoining  building  to  tin- 
east  is  one  story  in  height ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  an  automatic  sprinkler  system  with  central 
alarm  connection  ;  that  the  iron  bars  and  chicken  wire  con¬ 
struction  over  the  windows  is  an  existing  condition  and 
was  in  place  at  the  time  the  lessee  occupied  the  premises; 
that  no  exits  are  affected  by  these  conditions;  that  the 
chicken  wire  screening  at  the  front  windows  of  the  1st 
story  and  at  the  rear  cellar  windows  are  in.  mesh  and 
can  be  quickly  removed  in  case  of  an  emergency ;  that  the 
iron  bars  at  the  rear  and  at  the  east  side  of  the  first  floor 
will  be  arranged  as  follows:  alternate  windows  at  the  rear 
will  be  provided  with  hinged  sections  so  as  to  permit  ingress 
and  egress;  these  hinged  sections  will  be  painted  a  dis¬ 
tinguishing  color  and  a  sign  will  be  placed  over  same  to 
indicate  the  hinged  section;  a  sign  will  also  be  placed  on 
the  outside  so  as  to  be  visible  to  the  fire  department ;  that 
the  toilet  windows  and  the  east  windows  on  the  first  floor 
are  to  remain  barred;  that  in  view  of  the  existing  condi¬ 
tions  on  the  first  floor  and  the  sufficiency  of  exits,  it  is 
requested  that  the  Board  grant  the  relief  requested. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
7307-LF,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  premises  shall  be  maintained  substantially  as  pro¬ 
posed  except  that  at  the  windows  at  the  rear  on  the  first 
story  and  cellar,  there  shall  be  a  hinged  section  for  the 
full  height  and  width  between  divisions  arranged  to  be 
openable  readily  from  the  interior  at  every  alternate  win¬ 
dow;  that  on  the  east  side,  the  two  southerly  windows 
shall  be  similarly  arranged;  that  the  exit  from  the  rear 
yard  shall  remain  at  all  times  as  indicated  and  also  avail¬ 
able  through  adjoining  premises  to  the  west  under  the  same 
ownership;  that  all  existing  entrances  shall  be  maintained 
and  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rides  and  regulations  applicable 
thereto. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

176-36-SA. 

APPLICANT — Modern  Utilities  Engineering  Company,  for 
H.  J.  Hueller  Manufacturing  Company,  Incorpo¬ 
rated,  present  owner  (Macrae  Incorporated,  previ¬ 
ous  owner). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Homestead  Oil  Burner, 
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Model  E,  also  known  as  Homestead  Twin  Control 
Oil  Burner,  Models  J,  N,  H,  JU  and  NU  (previ¬ 
ously  approved)  re  change  of  name  to  Twin  Con¬ 
trol  Oil  Burner,  Models  E,  J,  H,  JU  and  NU. 
APPEARANCES— 

For  Applicant:  Joseph  A.  Ross. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


1104-41-SA 

APPLICANT — Selectrol  Engineering  Company,  owner. 
SUBJECT — Auto-matic  Dual  Flame  Oil  Burner,  approval 
of. 

APPEARANCES— 

For  Applicant :  M.  Galumbeck. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commis¬ 

sioners  Savage  and  Blum  and  Deputy 

Chief  Gunn  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(1104-41-SA) 

Whereas,  Selectrol  Engineering  Company,  owner,  filed 
on  December  26,  1941,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Automatic  Dual  Flame  Oil  Burner;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

February  28,  1942. 

Re:  Cal.  No.  1104-41-SA 

Subject:  Automatic  Dual  Flame  Oil  Burner,  approval 
of. 

The  Selectrol  Engineering  Co.  of  Brooklyn,  N.  Y., 
filed  December  26,  1941,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  Auto¬ 
matic  Dual  Flame  Oil  Burner  under  the  provisions 
of  C  19-57.0  Administrative  Code  and  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals. 

The  Automatic  Dual  Flame  Oil  Burner  is  of  the 
pressure  atomizing  gun  type  with  the  following  excep¬ 
tions, — instead  of  being,  equipped  with  the  standard  one 
nozzle,  this  burner  has  two  nozzles,  one  which  oper¬ 
ates  on  low  gallonage  (one  gallon  per  hour)  aontinu- 
ously  while  the  burner  is  in  service  and  the  other  of 
high  gallonage  (two  gallons  per  hour)  which  operates 
only  when  energized  by  means  of  the  pressuretrol. 
Normally  when  the  load  is  thrown  on  the  burner,  both 
nozzles  operate  and  when  the  pressuretrol  reaches  a 
predetermined  setting  it  closes  a  solenoid  oil  valve  on 
the  high  gallonage  nozzle,  thus  leaving  only  the  low 
gallonage  nozzle  in  operation. 

When  the  pressure  falls  to  a  certain  predetermined 
point,  the  pressuretrol  then  energizes  the  valve  and 
allows  the  high  gallonage  nozzle  to  operate.  The  air 
supply  to  the  low  gallonage  nozzle  is  fixed  by  means 
of  a  manually  set  damper.  The  damper  governing  the 
air  supply  to  the  high  gallonage  nozzle  is  operated 
automatically  by  means  of  a  magnetic  valve. 

When  the  pressuretrol  calls  for  the  operation  of  the 
high  gallonage  nozzle  it  also  automatically  opens  up 
the  damper  in  the  blower  supplying  the  ajr  to  this 
nozzle  and  when  the  high  gallonage  nozzle  is  shut-off 
this  damper  is  automatically  closed,  otherwise  the 
burner  is  the  same  as  any  standard  gun  type  burner, 


using  a  1/6  H.P.  Ohio  Motor,  a  Tuthill  Fuelstat  con¬ 
sisting  of  pump  and  pressure  regulating  valve  and 
strainer,  and  the  nozzles  used  are  of  standard  type  and 
have  all  been  previously  approved,  the  other  parts  of 
the  burner  are  the  blower  and  blower  housing,  the 
solenoid  valve,  the  pressure  gauge  and  the  air  tube 
and  pedestal. 

The  ignition  is  by  G.E.  Transformer  110-10000  Volts 
also  previously  approved.  All  controls  are  manufac¬ 
tured  by  Minneapolis-Honeywell  Company  and  consist 
of  a  protecto-relay,  pressuretrol  thermostat  and  two 
Solenoid  valves,  all  approved  by  the  Underwriters 
Laboratories  and  previously  approved  in  use  by  the 
Board. 

The  CO2  flue  gas  analysis  gave  a  rating  of  10%. 

The  burner  was  tested  under  normal  conditions  in 
tbe  presence  of  representatives  of  the  Board  of  Stand¬ 
ards  and  Appeals  and  of  the  Division  of  Combustibles 
of  the  Fire  Department,  and  it  was  found  that  during 
the  period  of  test,  parts  functioned  as  designed  with¬ 
out  giving  any  flarebacks  or  puffs  and  the  flame  was 
clean  and  free  of  soot  and  smoke. 

The  operation  of  both  the  high  and  low  gallonage 
nozzle  was  tested  and  they  were  found  to  function 
properly. 

As  a  result  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  Automatic  Dual  Flame  Oil  Burner  be 
approved  for  domestic  and  commercial  use  with  fuel 
oil  not  heavier  than  #3  U.  S.  Department  of  Com¬ 
merce  standards  when  installed  in  accordance  with  the 
report  and  the  oil  burner  yules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  provided  the  burner  bear  a  label 
permanently  affixed  reading,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  #1104-41-SA.” 

<Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM,. 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Automatic  Dual 
Flame  Oil  Burner,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  the  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
37-40-SM. 

APPLICANT — Combustion  Service  Company,  owner. 
SUBJECT — Liquid  Kleen-Flo  (Oil  Conditioner),  approval 
of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  referred 
to  Committee  on  Tests  for  further  consideration. 


1020-41-SM. 

APPLICANT — Timbolok  Incorporated,  owner. 

SUBJECT — Timbolok  Solid  Wood  Construction,  approval 
of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  written  request  of  applicant. 

THE  VOTE  TO  WITHDRAW—  ' 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 


MINUTES 


808-41-SM. 

APPLICANT — Security  Fire  Door  Company,  owner. 
SUBJECT — Seco  One  and  One-Half  Hour  Counterbal¬ 
anced  Elevator  Door,  approval  of. 
APPEARANCES— 

For  Applicant:  Wm.  Harris  Stevens,  Jr. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  Tp  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative :  .  0 

THE  RESOLUTION— 

(808-41-SM) 

Whereas,  Security  Fire  Door  Company,  owner,  filed  on 
September  19,  1941,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
the  Seco  One  and  One-half  Hour  Counterbalanced  Elevator 
Door ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

January  22,  1942. 

Re:  Cal.  No.  808-41-SM 

Subject:  Seco  One  and  One-half  Hour  Counterbal¬ 
anced  Elevator  Door,  approval  of. 

The  Security  Fire  Door  Company  of  St.  Louis,  Mis¬ 
souri,  filed  on  September  19,  1941,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
its  material  known  as  the  Seco  One  and  One-half 
Hour  Counterbalanced  Elevator  Door  under  the  re¬ 
quirements  of  Sections  C26-178.0,b  and  C26-663.0,b  of 
the  Administrative  Building  Code. 

This  door  assembly  consists  of  two  panels,  or  sec¬ 
tions,  about  equal  in  size,  the  guides  in  which  they 
operate,  the  counterbalancing  and  locking  mechanism, 
and  the  movable  lintel.  The  door  sections  are  mounted 
one  above  the  other  in  an  offset  position  to  permit  the 
door  sections  to  slide  past  the  door  sections  of  open¬ 
ings  above  or  below.  These  sections  move  vertically 
in  the  guides,  lap  where  they  come  together  at  the 
middle  of  the  opening  and  are  suspended  by  chains, 
rods  and  pulleys,  so  that  they  ’counterbalance  each 
other.  They  are  installed  on  the  shaft  side  of  elevator 
openings,  lap  the  openings  3  in.  at  the  top  and  2  in. 
at  the  bottom  and  sides,  when  in  a  closed  position. 

A  sample  submitted  to  the  Underwriters  Laboratories 
for  test  (See  Report  R1587,  dated  January  13,  1942) 
consisted  of  an  assembly  as  shown  on  Fig.  1  mounted 
on  a  standard  8  in.  channel  frame  provided  with  head 
and  sill  for  an  opening  10  ft.  high  by  8  ft.  wide.  The 
jambs  of  the  channel  frame  extend  about  18  in.  above 
and  below  the  opening. 

Guides — Details  are  shown  by  Section  D-D.  The 
guides  consisted  of  a  2)4  by  2  by  3/16  in.  wall  angle 
provided  with  1-7.16  by  1  in.  slotted  holes  for  Y  in. 
attachment  bolts  to  the  channel  frame;  a  1)4  by  1)4 
by  3/16  in.  angle  plug  welded  at  15  in.  centers  to  the 
main  guide  angle,  this  angle  extends  for  the  height 
of  the  lower  panel.  The  upper  half,  the  main  angle 
was  provided  with  a  2)4  by  1)4  by  3/16  in.  angle  plug 
welded  to  the  main  angle.  The  guides  were  secured  to  the 
channel  frame  by  Y  in.  bolts  mounted  in  countersunk 
slotted  holes  spaced  at  not  exceeding  18  in.  centers  and  6 
in.  from  each  end.  In  order  to  add  rigidity  and  prevent 
movement  of  the  entire  assembly  on  the  opening,  J4  in. 
bolts  in  round  holes  were  provided  adjacent  to  the  sill 
and  the  sheave  at  each  side  of  the  opening.  All  slotted 
hole?  were  provided  with  heavily  galvanized  washers. 


1  lie  guides  for  regular  type  doors  are  constructed 
similar  to  lower  half  for  the  pass  type  doors  as  shown. 
See  D-D  regular  type.  Guides  for  attachment  to  open¬ 
ings  not  provided  with  steel  frame  work  are  constructed 
as  assembled  and  secured  in  position  as  shown.  See 
D-D  Regular  Type. 

Panel  Construction: 

Panel  Frame — The  panel  frame  was  constructed  of 

2  by  2  by  3/16  in.  angles. 

Panel  Guide  Angle — Details  are  shown  by  Section 
D-D.  Each  vertical  edge  of  the  panel  frame  was  pro¬ 
vided  with  a  2)4  by  2)4  by  3/16  in.  angle  plug  welded 
at  12  in.  centers  to  the  frame  angle. 

Astragal — Details  are  shown  by  Section  B-B.  The 
lower  edge  of  the  upper  panel  was  provided  with  a 
5  by  3  by  Y.  in.  angle  secured  to  the  panel  frame  by 
5/16  in.  rivets  mounted  in  slotted  holes  in  the  panel 
frame  and  round  holes  in  the  astragal  angle. 

Pane!  on  Door  Section — The  core  of  top  door  sec¬ 
tion  was  constructed  of  a  two-ply  wood  core  with  a 
metal  covering  lapped  and  nailed  along  the  edges  as 
shown  in  Sections  B-B  and  D-D.  This  covering  was 
of  24  gauge  galvanized  steel  sheets,  seamed  and  se¬ 
cured  to  the  wood  core  as  shown  Fig.  1,  Section  F-F. 
Sheets  of  1/16  in.  asbestos  were  provided  between  the 
two  thicknesses  of  the  wood  core.  The  two-ply  wood 
core  of  bottom  door  panel  was  constructed  similar  to 
the  top  panel  except  that  Y  in.  of  asbestos  sheets  was 
applied  to  the  unexposed  face  and  over  this  was  ap¬ 
plied  a  16  gauge  steel  covering  forming  a  flush  surface, 
as  shown  in  Fig.  1,  Section  F-F.  Each  panel  or  door 
section  was  secured  to  panel  frame  by  )4  in.  carriage 
bolts  spaced  at  15  in.  centers  and  6  in.  from  each 
corner. 

Vision  Panel — The  top  panel  was  equipped  with  a 
8  by  10  in.  vision  panel  glazed  with  )4  in.  wire  glass 
as  shown  in  Section  E-E. 

Vent  Holes — The  top  and  bottom  panels  were  pro¬ 
vided  with  vent  holes  on  shaft  face  as  shown,  Fig.  1. 

Trucking  Sill — The  top  edge  of  the  lower  panel  was 
provided  with  a  5  by  5  by  Y  in.  angle.  The  trucking- 
angle  was  reinforced  by  a  3)4  by  2)4  by  Y  in.  angle 
plug  welded  and  bolted  to  the  main  angle  as  shown, 
Section  B-B. 

T oc  Guard — The  toe  guards  were  provided  and 
secured  to  the  trucking  sill  as  shown.  Section  B-B 
and  to  the  bottom  of  the  door  as  shown,  Section  C-C. 
On  regular  type  doors  the  sill  angle  is  constructed  of 
a  3)4  by  3  by  Y  in.  angle  reinforced  as  shown,  Sec¬ 
tion  B-B. 

Counterbalanced  Mechanism : 

Chain  Rod  Arm — Two  3  by  Y  in.  chain  rod  arms 
were  secured  to  the  trucking  sill  by  three  ;)4  in.  bolts 
at  each  side  of  the  opening  as  shown,  Fig.  1. 

Chain  and  Rods — An  adjustable  Y>  in."  rod  was  se¬ 
cured  to  the  chain  rod  arm.  The  chain  was  No.  6 
cable  chain  which  passed  over  the  sheave  and  was 
pinned  to  a  clip  riveted  to  the  bottom  of  the  panel 
guide  angle  of  the  top  door  and  to  the  %  in.  rod  at 
the  other  end  as  shown  oa  the  elevation,  Fig.  1. 

Sheaves — The  chain  sheaves  were  equipped  with  ball 
bearings  supported  by  a  malleable  iron  housing  secured 
to  the  guide  structure  at  each  edge  above  the  opening. 

Adjustable  Guide  Shoes — Each  door  section  was. 
equipped  with  four  adjustable  guide  shoes,  riveted  to 
the  frame  angle.  Each  shoe  was  provided  with  a 
combustible  back  piece  so  that  the  door  was  permitted 
to  expand  when  subjected  to  high  temperatures  with¬ 
out  distorting  the  door  or  the  guide  structure. 

Locking  M echanism : 

The  locking  mechanism  consisted  of  two  1)4  by  5/16 
in.  bars  extending  from  the  central  operating  handle 
through  bearings  mounted  adjacent  to  each  vertical 
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edge.  The  latches  were  provided  with  two  keepers 
bolted  to  the  door  panel  as  shown,  Fig.  1.  The  handle, 
to  which  the  latch  bars  were  secured,  was  attached  to 
a  steel  bearing  plate.  This  plate  was  attached  to  the 
trucking  angle  and  to  door  panel  by  through  bolts. 
A  latch  catch  was  secured  to  each  guide  which  sup¬ 
ported  the  end  of  the  latch  bars. 

Center  Door  Stop — A  2 Ys  by  25/,  by  in.  angle  was 
secured  to  the  guide  by  two  /  in.  bolts,  at  each  ver¬ 
tical  edge  at  about  the  center  of  the  opening  in  order 
to  sustain  the  load  of  the  top  door  section  when  the 
chains  expand  under  fire  exposure. 

Movable  Lintel — The  top  edge  of  the  upper  door 
section  was  provided  with  a  movable  lintel  designed 
to  close  the  space  between  the  top  edge  of  the  off-set 
panel  and  the  lintel.  The  movable  lintel  was  con¬ 
structed  as  shown,  Section  A-A.  Three  hinges  were 
provided  and  an  additional  drop  arm,  held  in  position 
by  a  fusible  link  during  the  regular  use  and  in  case 
of  fire,  falls  from  position  and  sets  as  a  support  for 
the  movable  lintel. 

Sill  Supports — Two  sill  supports  are  required  for 
each  door.  These  supports  are  formed  of  heavy  angles 
having  one  leg  secured  to  trucking  angle,  and  the  other 
leg  projects  toward  the  opening  and  rests  on  the  sill 
when  the  doors  are  in  an  open  position,  thus  trans¬ 
ferring  part  of  load  to  the  sill. 

Fire  Test 

The  test  was  witnessed  by  Commissioners  Bernard 
A.  Savage  and  Charles  M.  Blum,  Chief  Engineer  Les¬ 
lie  V.  Huber  and  Deputy  Chief  of  the  Fire  Department 
John  E.  Gunn.  The  frame  for  the  assembly  was 
mounted  in  an  8  ft.  by  10  ft.  opening  in  a  12  in.  brick 
wall. 

After  the  panel  on  which  the  door  was  mounted  was 
drawn  into  position,  the  fire  was  started  in  the  furnace, 
exposing  one  face  of  the  door  to  gas  flames  controlled 
in  accordance  with  the  Standard  Time  Temperature 
Curve.  This  exposure  to  fire  was  continued  for  l1/ 
hours,  after  which  time  the  panel  was  withdrawn  from 
the  furnace,  and  the  exposed  surface  was  immediately 
subjected  to  the  impact  and  cooling  action  of  a  30-lb. 
water  steam  applied  for  1  min.  24  sec.  in  accordance 
with  the  Standard  Fire  Test  Specifications. 

.  The  furnace  chamber  temperatures  were  indicated  by 
thirteen  calibrated  thermocouples  -symmetrically  lo¬ 
cated. 

Temperatures  on  the  unexposed  surface  of  the  door 
were  indicated  by  two  thermocouples  on  unexposed 
face  of  door.  Each  thermocouple  was  covered  by 
a  6  by  6  in.  dry  asbestos  pad,  in  accordance  with  the 
Standard  Fire  Test  Specifications.  In  addition  to  the 
above,  bare  thermacouples  were  placed  on  the  uninsu¬ 
lated  door  and  at  32,  64  and  96  in.  away  from  the  un¬ 
exposed  face,  about  60  in.  up  from  the  sill  of  the  door. 

Deflections  of  the  doors  were  determined  by  measure¬ 
ments  at  about  the  center  point  on  a  horizontal  line 
across  the  center  of  each  door,  and  at  the  astragal. 
The  reference  base  was  a  fine  wire,  mounted  on  the 
wall  frame,  with  one  end  fixed  to  the  door  and  the 
other  free  to  slide  so  as  to  remain  in  a  constant  posi¬ 
tion  with  respect  to  the  original  location  of  the  points 
at  which  measurements  were  taken. 

Throughout  the  fire  and  fire  hose  stream  tests,  ob¬ 
servations  were  made  to  note  the  character  of  the  fire 
and  its  control ;  the  condition  of  the  exposed  face  as 
observed  through  mica  windows  provided  in  the  end 
walls  of  the  furnace,  and  all  developments  pertinent  to 
the  performance  of  the  door  as  a  fire  retardent  with 
special  reference  to  stability,  heat  insulation,  and  flame 
passage;  and  the  general  condition  of  the  door  result¬ 
ing  from  application  of  the  fire  hose  stream. 


Summary  of  Temperature  During  Test. 


Temperatures  on  Unexposed  Face 


Time 

Average 

Furnace 

Upper  Door 

Lower  Door 

Upper  Door 

(Min.) 

Temp. 

(Under  pad) 

(Under  pad) 

(Bare  couple) 

0 

70 

78 

78 

50 

5 

995 

80 

80 

58 

10 

1305 

82 

82 

59 

15 

1465 

84 

84 

66. 

20 

1415 

92 

86 

75 

25 

1545 

108 

92 

95 

30 

1595 

130 

105 

110 

35 

1648 

156 

116 

135 

40 

1685 

184 

168 

146 

45 

1685 

196 

181 

159 

50 

1715 

200 

191 

168 

55 

1738 

225 

190 

170 

60 

1696 

275 

1^5 

178 

65 

1730 

394 

184 

197 

70 

1800 

505 

195 

245 

75 

1795 

925 

235 

310 

80 

1790 

1022 

278 

348 

85 

1795 

1050 

344 

375 

90 

1805 

1080 

400 

355 

Summary  of  Observations  During  Test. 

No  passage  of  flame  through  or  around  the  door  ir 
significant  amount  occurred  during  the  lj4  hour  firt 
exposure  except  that  there  was  at  intervals  during  the 
test  flame  along  the  top  of  the  door  due  to  the  ignitior 
of  the  gases  from  the  wood  core.  Smoke  in  small 
volume  was  observed  on  the  room  side  from  5  to  1(J 
min.  after  the  start  of  the  test.  The  smoke  ignited 
at  20  min.  During  the  fire  exposure  there  was  a  maxi¬ 
mum  bulge  of  154  in.  toward  the  fire  of  the  lower  door 
section  away  from  the  sill,  but  after  the  applicatioi 
of  the  hose  stream,  the  lower  edge  was  in  contact  witl| 
the  sill.  The  top  edge  of  the  upper  door  section  rei 
mained  in  alignment  during  the  fire  test  but  was  bulgec 
about  1  in.  away  from  the  masonry  after  the  fire  am: 
hose  stream  test. 

Recom  m  enuation  s. 

On  the  basis  of  the  opening  protective  assemble 
meeting  the  test  requirements  of  Sec.  C26-610.0  in  al 
particulars  and  on  the  basis  of  the  foregoing  data,  thy 
Committee  on  Tests  recommends  the  approval  of  this 
Seco  Counterbalanced  Elevator  Door  (By-Pass  Type' 
as  made  by  the  Security  Fire  Door  Company,  St.  Louis 
Mo.,  for  use,  as  an  opening  protective  assembly  witj 
a  one  and  one-half  hour  fire  resistive  rating,  under  Sec 
tions  C26-661.0,  C26-662.0,  and  C26-663.0,b  of  the  Ad 
ministrative  Code.  The  doors  shall  be  constructed  in  size 
as  permitted  under  Sec.  C26-610.0,a  and  to  the  specifi 
cations  contained  herein,  with  these  changes : 

(1)  The  top  edge  of  the  wood  core  shall  be  coverec 
with  not  less  than  1/16  in.  asbestos  extending  ove 
the  edge  and  down  each  face  at  least  6  in.  (2)  Tin 
upper  door  section  shall  lap  the  lintel  not  less  thai 
3  in.  excluding  the  angle  to  which  the  movable  linte 
is  secured. 

Tp  is  further  recommended  that  all  opening  pro  tec 
tive  assemblies  manufactured  under  this  approval  shal 
be  inspected  and  labeled  in  accordance  with  the  Rule 
of  the  Board  for  the  Inspection  of  Opening  Protectivi 
Assemblies. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests, 
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id 

Whereas,  this  report  recommended  approval  of  this 
laterial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  approve  the  material  known  as  the  Seco  One  and 
>nc-half  Hour  Counterbalanced  Elevator  Door,  on  con- 
ition  that  the  material  be  manufactured,  installed  and 
tbelled,  stamped  or  tagged  in  accordance  with  above 
.'port. 


036-41 -SM. 

.PPLICANT — American  Radiator  and  Standard  Sanitary 
Corporation,  owner. 

OBJECT — American  Radiator  and  Standard  Sanitary 
Corporation  HF-12302  or  F-575  Vitreous  China 
Flushing  Rim  Dental  Lavatory  with  Integral  Vac¬ 
uum  Breaker,  approval  of. 
iPPEARANCES — 

For  Applicant :  None. 

iC'TTON  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

'HE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

'HE  RESOLUTION— 

(1036-41-SM) 

Whereas,  American  Radiator  and  Standard  Sanitary 
Corporation,  owner,  filed  on  December  1,  1941,  an  applica- 
ion  with  the  Board  of  Standards  and  Appeals  for  approval 
f  the  material  known  as  the  American  Radiator  and 
itandard  Sanitary  Corporation  HF-12302  or  F-575  Vitre- 
us  China  Flushing  Rim  Dental  Lavatory  with  Integral 
Vacuum  Breaker;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
n  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

Feb.  28,  1942. 

Re:  Cal.  No.  1036-41-SM 

Subject :  Approval  of  American  Radiator  and  Standard 
Sanitary  Corporation  # HF-12302  or  F-575  Vitre¬ 
ous  China  Flushing  Rim  Dental  Lavatory  with 
Integral  Vacuum  Breaker. 

The  American  Radiator  and  Standard  Sanitary  Cor¬ 
poration  filed  December  1,  1941,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
American  Radiator  and  Standard  Sanitary  Corpora¬ 
tion  #HF-12302  or  F-575  Vitreous  China  Flushing 
Rim  Dental  Lavatory,  with  Integral  Vacuum  Breaker 
under  the  provisions  of  C26-1277.fi  of  the  Administra¬ 
tive  Code  and  the  Rules  relative  to  submerged  Inlets 
and  protective  methods  to  be  applied  to  prevent  con¬ 
tamination  of  water. 

This  unit  was  inspected  and  tested  at  the  test  bench 
of  the  Department  of  Water  Supply,  Gas  and  Elec¬ 
tricity  on  January  14,  1942.  Present  at  the  test  were 
representatives  of  the  Board  of  Standards  and  Appeals, 
the  Department  of  Water  Supply,  Gas  and  Electricity 
and  the  manufacturers. 

The  mechanical  principle  of  this  unit  is  the  intro¬ 
duction  of  both  hot  and  cold  water  in  a  chamber 
formed  on  the  back  of  the  lavatory  of  vitreous  china, 
with  outlets  from  this  chamber  to  the  flushing  rim  of 
the  unit  and  spout  outlet  to  the  basin,  with  two  atmo¬ 
spheric  relief  openings  at  the  top  of  the  chamber  lo¬ 
cated  4J4  inches  above  the  maximum  overflow  rim  level 
of  the  lavatory. 

The  unit  is  a  vitreous  china  wall  hung  flushing  rim, 
dental  lavatory  with  integral  shelf  strainer  and  trap 
with  cleanout,  Yi"  supply  pipes  with  castwell  escutch¬ 
eons,  well  to  front,  lSj^  inches  length  16"  height  over 
all  16J4". 


The  unit  was  subjected  to  28  inches  of  Hg  vacuum 
and  no  simulated  contaminated  water  was  drawn  from 
the  flood  basin  into  the  riser.  A  vacuum  of  5 1/2  inches 
of  Hg  was  sustained  for  five  minutes,  this  being  the 
maximum  attainable  with  the  atmospheric  relief 
afforded  through  the  openings  at  the  top  of  the  dis¬ 
tributing  chamber  of  the  basin. 

As  a  result  of  these  tests  it  is  recommended  that  the 
American  Radiator  and  Standard  Sanitary  HF-12302 
or  F-575  Vitreous  China  Flushing  Rim  Dental  Lava¬ 
tory  be  approved  under  the  provisions  of  Sect.  C26- 
1277.0,h,  Administrative  Code  and  the  Rules  Relative 
to  the  Submerged  Inlet  and  protective  methods  to  be 
applied  to  prevent  contamination  of  water,  of  the  Board 
of  Standards  and  Appeals,  provided  the  unit  bear  a 
label  permanently  affixed  reading  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  #  1036-41-SM.’’ 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  American  Radi¬ 
ator  and  Standard  Sanitary  Corporation  HF-12302  or  F-575 
Vitreous  China  Flushing  Rim  Dental  Lavatory  with  In¬ 
tegral  Vacuum  Breaker,  on  condition  that  the  material  be 
manufactured,  installed  and  labelled,  stamped  or  tagged  in 
accordance  with  the  above  report. 


Adjourned,  5:10  P.  M. 

Joseph  J.  Doyle,  Chief  clerk. 


673-41-SM. 

Note  :  In  Bulletin  No.  7,  Vol.  27,  issued  February 
17,  1942,  notation  was  made  of  publication  in  a  subsequent 
issue  of  the  Bulletin — this  resolution  is  now  published  and 
follows : 

THE  RESOLUTION— 

(673-41-SM) 

Whereas,  Richards-Wilcox  Manufacturing  Company, 
owner,  filed  on  July  18,  1941,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  Richards-Wilcox  Fye-R  Ward  Fire  Door  and 
Sliding  Fire  Door  Hardware;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  lest  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Tanuarv  22,  1942. 

Re:  Cal.  No.  673-41-SM. 

Subject:  APPROVAL  OF  RICHARDS-WTLCOX 
FYE-R  WARD  FIRE  DOOR  AND  SLIDING 
FTRF.  DOOR  HARDWARE. 

Richards-Wilcox  Manufacturing  Companv  of  Aurora, 
Illinois,  filed  on  July  18,  1941,  an  application  with  the 
Board  of  Standards  and  Appeals  for  the  approval  under 
the  requirements  of  Section  C26-1 78.0b  of  the  Admin¬ 
istrative  Building  Code  of  Richard-Wilcox  Fye-R  Ward 
Fire  Doors  and  Sliding  Fire  Door  Hardware. 

The  Richards-Wilcox  Fye-R  Ward  Fire  Door  (Figs. 
1  and  2)  is  of  the  corrugated  sheet  metal  pattern  and 
of  the  sliding  or  swinging  type.  It  consists  essentially 
of  a  door  frame  or  border  formed  of  sheet  metal  mem- 
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bers  surrounding  and  attached  to  door  plates,  which 
are  formed  of  corrugated  sheets  of  galvanized  sheet 
steel  with  a  thin  layer  of  asbestos  between  them. 

A  test  door  was  submitted  to  a  lire  and  hose  stream 
test  at  the  Underwriters  Laboratories  in  Chicago  (Re¬ 
port  in  Retardant  No.  1013).  This  test  door  was  con¬ 
structed  as  follows :  Each  frame  member  consisted  of 
four  strips  of  No.  11  U.  S.  gauge  block  steel  2J4  in. 
wide,  surrounded  by  an  angle  shaped  strip  of  16  U.  S. 
gauge  galvanized  steel  and  by  the  ends  of  the  sheets 
forming  the  unexposed  face  of  the  door,  which  lapped 
the  frame  member  at  the  sides.  The  parts  of  the  border 
members  were  fastened  together  by  a  row  of  1/a  in. 
rivets  and  secured  to  the  plates  of  the  door  by  J4  in. 
bolts,  extending  through  the  frame  member  and  the 
sheets  forming  the  plates  of  the  door.  The  members 
of  the  frame  were  joined  at  the  corners  by  the  lapping 
of  the  parts  and  fastened  by  a  in.  bolt  and  nut  at 
each  intersection.  Each  plate  of  the  door  consisted  of 
sheets  of  24  U.  S.  gauge  corrugated  steel,  galvanized, 
the  corrugations  extending  horizontally  on  the  side  next 
to  the  wall  and  vertically  on  the  opposite  side.  The 
adjacent  edges  of  the  component  sheets  lapped  each 
other  2  inches  and  were  fastened  by  a  row  of  %  in. 
rivets  10  in.  o.c.  A  layer  of  1/16  in.  asbestos  was  held 
in  place  between  the  plates  by  the  rivets  fastening  the 
plates  together.  The  rivets  were  6  in.  apart  in  rows  5 
in.  from  each  border  member.  There  was  also  another 
row  of  rivets  10  in.  apart  between  the  joints  of  the 
sheets.  The  edges  of  the  outer  plate  lapped  the  border 
member  at  the  sides  and  were  fastened  by  )4  in.  rivets. 
Standard  hardware  (see  (Figs.  1  and  2)  was  employed. 

The  finished  door  was  244  in.  thick  at  the  edges,  5 
ft.  8  in.  wide,  7  ft.  4  in.  high  at  the  front  edge  and 
7  ft.  8  in.  high  at  the  rear  edge.  It  was  provided  with 
two  standard  hangers  for  flat  track  attached  to  it  10 
inches  from  the  front  and  rear  edges.  The  rear  edge 
was  provided  with  a  catch  at  a  point  about  half  way 
between  top  and  bottom  for  a  hook  binder.  For  the 
fire  test,  the  door  was  installed  over  an  opening  5  ft. 
wide  bv  7  ft.  high  in  the  movable  wall  of  a  large  fur¬ 
nace.  The  door  fitted  the  wall  with  the  following  clear¬ 
ances  : 


North  Edge 
Top — 1/16  in. 
Middle — Contact 
Bottom- — 1/16  in. 
Top  Edge 
Front — 1/16  in. 
Middle — %  in. 
Rear — 1/16  in. 


South  Edge 
Top — 1/16  in. 
Middle — contact 
Bottom — 1  /16  in. 
Sill 

Front — -34s  in. 
Middle — V*  in. 
Rear — *4  in. 


The  front  edge  of  the  door  did  not  rest  against  the 
bearing  flange  of  the  binders,  there  being  a  space  of 
in.  at  the  lower  binder  and  /4  in.  at  the  top  binder. 
The  binder  hook  in  the  masonry  engaged  the  reinforcing 
plate  at  the  rear  edge  of  the  door  to  within  '%  in.  of 
the  length  of  the  shoe. 

Furnace 


The  furnace  proper  consisted  of  a  shallow  combustion 
chamber,  16  in.  deep,  12  ft.  wide  and  1234  ft.  high, 
communicating  at  the  bottom  with  a  pit  19  in.  wide  bv 
36  in.  deep.  The  chamber  was  enclosed  by  a  solid  brick 
wall  at  the  back  and  one  end  and  by  movable  brick 
walls  in  steel  frames  at  the  front  and  other  end.  The 
movable  walls  were  suspended  from  overhead  steel 
beams  by  trolleys.  The  wall  forming  the  front  of  the 
furnace  was  provided  with  an  opening  of  the  same 
size  as  the  sample  tested.  The  top  of  the  furnace  con¬ 
sisted  of  heavy  fire  clay  blocks  containing  six  vents 
leading  to  a  stack.  The  vents  were  provided  with 
dampers  made  of  fire-resisting  material.  The  furnace 
was  heated  by  means  of  six  4J/2  in.  blast  burners 
mounted  in  the  back  wall  of  the  furnace  at  the  bottom 
of  the  combustion  chamber  and  arranged  so  that  they  dis¬ 
charged  horizontally  at  right  angles  to  the  plane  of  the 


308 


test  sample.  The  temperatures  within  the  furnace  were 
indicated  by  means  of  thermocouples  inserted  through 
openings  in  the  walls.  The  couples  were  connected  to 
a  common  switchboard  by  which  any  particular  couple 
might  be  placed  in  circuit  with  a  galvanometer  or 
potentiometer.  The  temperature  measurements  at  the 
unexposed  side  of  the  test  sample  were  taken  by  means 
ol  thermocouples  in  contact  with  the  test  sample  and 
by  mercury  thermometers  at  varying  distances  from  the 
face. 

The  Test 

The  test  was  of  one  hour  duration  and  during  it  the 
temperatures  of  the  furnace  were  increased  rapidly 
in  the  first  5  minutes  and  then  more  gradually  to  2,000 
degrees  by  the  end  of  the  hour.  Plotting  the  time  tem¬ 
perature  curve  of  the  test  showed  the  curve  to  cover  a 
considerably  greater  area  than  that  required  by  the 
time  temperature  curve  of  Sec.  C26-579.0  of  the  Ad¬ 
ministrative  Building  Code.  Throughout  the  test  the 
fire  was  brightly  luminous  and  well  distributed.  The 
maximum  temperatures  attained  on  the  unexposed  side 
at  different  distances  from  the  door  at  the  end  of  one 
hour  are  shown  in  the  following  table: 

Max. 

Furnace  Unexposed  32  in. 

Temp.  Side  from  door  64  in.  96  in. 

2130°F.  510°F.  240  °F.  153°F.  108°F. 

At  the  end  of  the  test  the  galvanizing  had  burned 
away  from  the  fire  side  and  the  asbestos  between  the 
faces  of  the  door  was  dark  and  brittle.  The  structural 
stability  of  the  door  was  not  affected. 

At  the  conclusion  of  the  fire  test  the  end  wall  of  the 
test  furnace  was  moved  back  and  the  front  wall  carry¬ 
ing  the  sample  drawn  away  from  the  furnace.  A  hi. 
stream  of  water  was  then  applied  for  one  minute  from 
a  distance  of  20  ft.  with  a  pressure  of  60  lbs.  The 
impact,  pressure  and  sudden  cooling  action  of  the  hose 
stream  had  no  effect  on  the  structural  stability  of  the 
assembly. 

Recommendations. 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval,  pursuant  to  Sec.  C26- 
191.0  of  the  Administrative  Building  Code  of  the  Rich- 
ards-W  ilcox  Fve-R  Ward  Fire  Doors  and  Fire  Door 
Hardware  for  use  as  opening  protective  assemblies 
having  fire-resistive  ratings  of  34  hr.  and  1  hour  under 
Sec.  C26-662.0,  C26-663.0a  and  C26-663.0b  (under  the 
exception  therein  set  forth)  of  the  Administrative 
Building  Code  and  under  those  sections  of  the  Multiple 
Dwelling  Law  which  require  opening  protectitve  assem¬ 
blies  to  have  a  fire-resistive  rating  of  one  hour  or  less, 
when  manufactured  in  accordance  with  the  sizes  per¬ 
mitted  under  the  Building  Code  and  specifications  herein 
set  forth.  This  door,  however  shall  not  be  used  in 
passageways  to  required  means  of  exit. 

All  opening  protective  assemblies  manufactured  under 
this  approval  shall  be  inspected  and  labeled  in  accordance 
with  the  Rules  of  the  Board  for  the  Inspection  of 
Opening  Protective  Assemblies. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ma¬ 
terial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Richards- Wilcox 
Fve-R  Ward  Fire  Door  and  Sliding  Fire  Door  Hardware. 
on  condition  that  the  material  be  manufactured,  installed  and 
labelled,  stamped  or  lagged  in  accordance  with  above  report. 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  March  24,  1942. 


Cal.  No. 

Department 

Premises  Affected 

210-42-SA. . . 

Seaberg  Elevator  Company,  In¬ 
corporated  Elevator  Electric 
Barlock,  Type  B.L. 

Appliance. 

211-42-S . 

..F.D . 

.43-47  to  43-57  10th  street,  east 
side,  123  ft.  south  of  43rd 
road  (1st  floor)  ;  (Block  No. 
453,  Lot  No.  1),  Long  Island 
City,  Borough  of  Queens. 

7969-L.  F.  and  Decision. 

2 12-42- A.... 

...H.B.Q... 

,43-47  to  43-57  10th  street,  east 
side,  123  ft.  south  of  43rd 
road  (1st  floor)  ;  (Block  No. 
453,  Lot  No.  1),  Long  Island 
City,  Borough  of  Queens. 

M-1067-42. 

213-42-BZ. . . 

...H.B.Q... 

.69-02  to  69-40  Austin  street  and 
102-30  to  102-38  69th  avenue 
(Stafford  avenue),  southeast 
corner  (Block  No.  3234,  Lot 
No.  110  and  part  of  Lot  No. 
150),  Forest  Hills,  Borough 
of  Queens.  Misc.  1203-42. 

214-42-S _ 

...H.B.M... 

.80  Lafayette  street,  west  side 
from  Franklin  to  White 
streets  (2nd,  3rd,  4th,  5th, 
6th,  11th,  12th,  16th  and  17th 
floors)  ;  (Block  No.  172,  Lot 
No.  20),  Borough  of  Man¬ 
hattan.  Decision. 

215-42-BZ. . , 

....H.B.B... 

.8101-8111  Third  avenue  and  302- 
312  81st  street,  southeast  cor¬ 
ner  (Block  No.  5997,  Lot 
Nos.  7  and  11),  Borough  of 
Brooklyn.  B.  N.  537-41. 

216-42-S - 

...F.D . 

..274  Water  street,  north  side,  52 
ft.  9H  in.  west  of  Dover 
street  (Block  No.  106,  Lot 
No.  3),  Borough  of  Manhat¬ 
tan.  13610-L.  F. 

217-42-BZ. . 

.  ...H.B.Bx. 

..158  East  205th  street,  south  side, 
80  ft.  east  of  Grand  concourse 
(Block  No.  3311,  Lot  No. 
105),  Borough  of  The  Bronx. 
Decision  re  certificate  of 
Occupancy. 

218-42-A . H.B.B _ 5114  Fourth  avenue,  west  side,  75 

ft.  2  in.  north  of  52nd  street 
(Block  No.  798,  Lot  No.  40), 
Borough  of  Brooklyn 

Alt.  552-42. 


219-42-A . H.B.Q _ 78-19  Albion  avenue,  northwest 

corner  of  Queens  boulevard 
(Block  No.  1536,  Lot  No. 
101),  Elmhurst,  Borough  of 
Queens.  M-1292-42. 


220-42-BZ . H.B.Q _ 19-19  24th  avenue,  northwest  cor¬ 

ner  of  21st  street  (Block  No. 
890,  Lot  No.  1),  Astoria,  Bor¬ 
ough  of  Queens.  Alt.  217-42. 


221-42-SA . Smith’s  Type  “D”  and  Type  “J” 

Portable  Acetylene  Gener¬ 
ators,  K815,  K830,  K850, 

K1515,  K1530  and  K1550. 

Appliance. 


222-42-SA . Smith’s  Type  “L”  Stationary 

Acetylene  Generators,  K2100, 
K2200,  K2300  and  K2500. 

Appliance. 


223-42-SA . Smith’s  Welding  Torches,  Nos.  2, 

80  and  Lifetime,  Smith’s  Life¬ 
time  Cutting  Torch  and 
Smith’s  Cutting  Assemblies, 
Nos.  200,  800  and  Lifetime. 

Appliance. 


224-42-A . H.B.B _ 599  Empire  boulevard,  north 

side,  80  ft.  east  of  Kingston 
avenue  (Block  No.  1312,  Lot 
No.  79),  Borough  of  Brook¬ 
lyn.  Alt.  605-42. 


225-42-A . H.B.R _ South  side  of  Richmond  terrace, 

blocks  bounded  by  Richmond 
terrace,  Wayne  street,  Broad¬ 
way  and  North  Burgher  ave¬ 
nue  (Block  Nos.  169  to  173, 
inclusive,  Lot  Nos.  None), 
West  Brighton,  Borough  of 
Richmond.  N.  B.  16-42. 


226-42-A.  .F.D.  &  H.B.Q. .34-19  10th  (Hancock)  street,  east 

side,  146  ft.  south  of  34th  ave¬ 
nue  (Block  No.  325,  Lot  No. 
15  and  part  of  Lot  No.  9), 
Long  Island  City,  Borough  of 
Queens. 

80698- C  and  Alt.  190-42. 
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227-42-A . H.B.Q.. .  .96-18  43rd  avenue,  southwest 

corner  of  97th  place  (Block 
No.  1613  (850),  Lot  No.  17), 
Corona,  Borough  of  Queens. 

M- 107 1-42. 


228-42-BZ . H.B.Q. ... 39-16  48th  avenue,  southwest  cor¬ 

ner  of  39th  place  (Block  No. 
206,  Lot  No.  18),  Long  Island 
City,  Borough  of  Queens. 

Misc.  387-42. 


229-42-A . F.D . 246-248  Plymouth  street,  south 

side,  200  feet  east  of  Bridge 
street  (Block  No.  32,  Lot  No. 
4),  Borough  of  Brooklyn. 

90402-C. 


230-42-A . F.D . 1752  Broadway,  207  West  47th 

street,  northeast  corner  and 
702-708  Seventh  Avenue 
(Block  No.  1019,  Lot  No.  29), 
Borough  of  Manhattan. 

Decisions. 


231-42-A . H.B.M.. ..  1259-1261  Broadway,  northwest 

corner  of  West  31st  street  and 
524-526  Sixth  avenue  (Block 
No.  833,  Lot  No.  1),  Borough 
of  Manhattan. 

Amendment  to  Alt.  1275-41. 


Lot  No.  77),  Borough  of 
Brooklyn.  Alt.  759-42. 


236  42- S . H.B.B.. .  .457-459  Livonia  avenue  and  517- 

527  Van  Sinderen  avenue, 
northeast  corner  (Block  No. 
3799,  Lot  No.  51),  Borough  of 
Brooklyn.  Alt.  722-42. 


237  42- A . H.B.Bx. .  .2676  Grand  concourse,  east  side 


238-42-A . H.B.B.. .  .45 


239-42-A . F.D . 4 


156.53  ft.  north  of  Kings- 
bridge  road  (Block  No.  3304, 
Lot  No.  20),  Borough  of  The 
Bronx. 

Amendment  to  B.  N.  1014-40. 

(45-55  official)  Willoughby 
street,  northeast  corner  of  Jay 
street  (Block  No.  147,  Lot 
Nos.  44  and  49),  Borough  of 
Brooklyn. 

E.  S.  124-42. 

West  18th  street,  south  side, 
175  ft.  west  of  Fifth  avenue 
(Block  No.  819,  Lot  No.  49), 
Borough  of  Manhattan. 

13904-L.  F. 


240-42-SM 


Teco-Timber  Connectors,  manu¬ 
factured  by  Timber  Engi¬ 
neering  Company.  Material. 


232-42- SM . St.  Louis  Fire  Door  Company 

“Ti-Co-Dor”  Metal  Clad 
Counterbalanced  Freight  Ele¬ 
vator  Door,  manufactured  by 
St.  Louis  Fire  Door  Company. 

Material. 


233 -42- A . H.B.Bx..  .60  East  191st  street,  southeast 

corner  of  Morris  avenue 
(Block  No.  3175,  Lot  Nos. 
15,  19  and  24),  Borough  of 
The  Bronx. 

P.  &  D.  Applic.  1110-41. 


234-42-A . F.D . 11-27  West  42nd  street,  north 

side,  208  ft.  4  in.  west  of 
Fifth  avenue  and  18-30  West 
43rd  street  (Block  No.  1258, 
Lot  No.  21),  Borough  of 
Manhattan. 

Decisions  re  26870-L.  C. 


235-42-A . H.B.B.. .  .475-485  Flushing  avenue,  north 

side,  245  ft.  8  in.  east  of  Bed¬ 
ford  avenue  (Block  No.  2263, 


241  42-A . H.B.Q.. .  .136-30  Arcadia  avenue,  south  side, 

287  ft.  east  of  Hazel  avenue 
(Block  No.  4201,  Lot  No.  65), 
South  Ozone  Park,  Borough 
of  Queens.  N.  B.  219-42. 


242-42-A . F.D . 55-00  Maspeth  avenue,  south 

side,  242  ft.  west  of  Rust 
street  (Block  No.  2216,  Lot 
Nos.  17  and  18),  Maspeth, 
Borough  of  Queens.  9055 1-C. 


Restored  to  Calendar. 

58-41-BZ . H.B.Q. . .  .67-12  to  67-18  73rd  place,  west 

side,  107  ft.  4J4  in.  south  of 
Metropolitan  avenue  (Block 
No.  3667,  Lot  No.  362),  Mid¬ 
dle  Village,  Borough  of 
Queens.  N.  B.  283-42. 


879-38  BZ . H.B.Q. ..  .31-53  to  31-73  31st  street,  east 

side,  178.14  ft.  north  of  Broad¬ 
way  (Block  No.  613,  Lot  Nos. 
13  and  19),  Long  Island  City, 
Borough  of  Queens. 

M-348-42. 
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DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  II-B-M*' 
Department  of  Housing  and  Buildings,  Manhattan;  HAl.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.  Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
F.D. — Fire  Department. 


RULES 

hast  Publication  In  Bulletin 

Blended  Cements,  Buies  for  Testing  _  „  - 

and  Use  of  . Feb.  17,  1942 — Vol.  27,  JNo.  7 

Carbon  Dioxide  Liquefier,  Rules. ..  .Mar.  10,  1942 — Vol.  27,  No.  10 

Certificates  of  Occupancy,  approved  „  . 

fnrm  Nov.  25,  1941 — Vol.  26,  No.  47 

Concrete  Flat ' Slabs,  Rules . July  13,  1937— Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules  for 

Manufacture,  Testing  an  se  ^  ^  1941_Vo]  26>  No  2S 

Concrete  Rules  (Hydrated  Lime) ...  Aug.  3,  1937— Vol.  22,  No.  31 

Elevator  Rules  . •••••• . rIar'  is’  1017  v^i’  V>  Nn' 

Exit  Rules  (Revolving  Doors) . June  15,  1937— Vo  .  22,  No.  24 

Factory  Exit  Rules  . . Dec.  2,  941— Vo.  26,  No.  48 

Fire  Alarm  Rules  (Interior) . Sept.  2,  1941— Vo  .  26,  No.  35 

Fire  Drill  Rules  . J«»-  20,  1942— Vol.  27,  No.  3 

Fire-resistive,  Flameproof  Mate-  1  07  t\t„  1 

rials,  etc.,  Rules  for  Testing  of  Jan.  6,  1942— Vol.  27,  No.  1 

Fire  Retarding  Rules  for  Garages,  ^  ^  ig41_Vol>  26>  No  50 

Fireproof ‘Wood,'  Testing  of . Apr.  13,  1937— Vol.  22,  No.  15 

Frame  Garages,  Ruling  for - ....Jan.  21,  1919  Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting  ^  ^  1941_Vol<  26>  No.  20 

P  off  Buies  ..  Apr.  7,  1925 — Vol.  10,  No.  14 

Hatciwav  Protection  ‘ June  5,  1928— Vol.  13,  No.  23 

KlS  Rb",  Board  Roles . Mar.  31.  W2-Vol.  27,  No.  13 

Oil  Burner  Rules  . Jan-  13>  1942— Vol.  27,  No.  2 

°Kt„L  for”SS|S.iooAoS"”M!":.ran.  b,  1942-Vol.  27,  No.  1 

25.  1941 — Vol.  26,  No.  47A 
Platform  Trucks,  Specifications  for.  Nov.  24,  1936  Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

Plumbing  Rules  (Prevention  of  Con- 

tamination  of  Water  Supply) .  .Nov.  25,  1941  Vol.  26,  No.  47 A 

Procedure,  Rules  of . '  *ept‘  Jr  WJi  rr°i'  Jr  74 

Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941  Vol  26,  No.  34 

Smoking  in  Factories,  Rules  for - Mar.  10,  1942  J  oj.  27,  No.  10 

Sprinkler  Rules  . June  29,  1937— Vo  .  22,  No.  26 

Standpipe  Fireline  Rules  . . June  8,  1937  Vol.  -2,  No.  23 

Structural  Alterations,  Reporting ...  June  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vo  .  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ...  Apr.  10,  1923— Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . ...Nov.  25,  1941 — Vol.  26,  No.  47A 

Fireline  Hose  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and  „  .  __ 

Commercial  Use  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Industrial  Use. Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pumps . Nov.  25,  1941— Vol.  26,  No.  47A 

Gas  Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Equipment  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space  „  . 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941 — Vol.  26,  No.  47A 


CAL.  NO.  503-41-BZ— Application,  June  2,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Harry  D.  Pease,  owner,  to 
permit  in  a  retail  use  district,  for  a  term 
of  years,  the  parking  and  storage  of  , 
more  than  five  (5)  motor  vehicles; 
premises  314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue 
(Block  No.  1033,  Lot  Nos.  41,  42  and 
43),  Borough  of  Manhattan. 

cal.  no.  1081-41-BZ — Application,  December  16,  1941,  under 
sections  21  and  19h  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Francis  H.  Luce, 
owner,  to  permit  in  a  local  retail  use 
district,  the  conversion  of  occupancy 
of  the  cellar  story  of  a  building  to  a 
bowling  alley;  the  said  bowling  allev 
having  a  proposed  entrance  located 
more  than  twenty-five  (25)  feet  from 
the  business  street;  premises  102-43  to 
102-55  Queens  boulevard,  northeast 
corner  of  68th  road  (Block  No.  2137, 
Lot  No.  1),  Forest  Hills,  Borough  of 
Queens. 

cat.,  no.  468-1 7-BZ — Application  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  1137  Prospect  Cor¬ 
poration,  owner,  reopened  December  23, 
1941,  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
business  use  district,  the  proposed 
alteration  and  extension  of  a  garage 
(previously  granted  by  the  Board)  by 
the  conversion  of  store  occupancy  to 
garage  entrance  and  motor  vehicle  re¬ 
pair  shop;  premises  1137-1145  Prospect 
avenue,  west  side,  50  ft.  north  of  East 
167th  street  (Block  No.  2680,  Lot  No.  | 
55),  Borough  of  The  Bronx. 

cat.,  no.  923-41-BZ — Application,  October  31,  1941,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Estate  of  Helen 
Margaret  Hansen,  owner  (Frank 
Hughes,  lessee),  to  permit  upon  a  plot 
located  partly  in  an  unrestricted  use 
and  partly  in  a  business  use  district, 
the  conversion  of  occupancy  of  a  build¬ 
ing  to  a  motor  vehicle  repair  shop: 
premises  1473  Macombs  road,  west  side, 
20.02  ft.  north  of  Inwood  avenue  and 
1450  Cromwell  avenue  (Block  No.  2857, 
Lot  No.  23),  Borough  of  The  Bronx. 


MARCH  31,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GTVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  tinder  the  provisions 
of  the  building  zone  resolution,  Tnesdav  morning.  March 
31,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters ; 

cat.,  no.  640-41-BZ — Application,  July  10,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Tillie  Resnick, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  a  gasoline  service 
station;  premises  1568-1574  McDonald 
avenue,  west  side,  90  ft.  north  of  60th 
street  (Block  No.  6563,  Lot  Nos.  36 
and  39),  Borough  of  Brooklyn. 


cal.  no.  1002-41 -BZ — Application  November  19,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Board  of  Transportation,  City 
of  New  York  and  Henbar,  Incorpo¬ 
rated,  owner  (Patrick  Sottile,  lessee), 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  137-151  Livingston  street  and 
22-30  Smith  street,  northwest  corner 
(Block  No.  154,  Lot  Nos.  26  and  28), 
Borough  of  Brooklyn. 

cai..  no.  532-41-BZ — Application,  June  12,  1941,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  John  H.  Dair  and  Charles  E. 
Smith,  owners,  to  permit  in  a  residence 
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use  district,  the  erection  and  mainte¬ 
nance  of  a  storage  garage  for  more 
than  three  (3)  motor  vehicles,  outdoor 
parking  and  storage  for  more  than 
three  (3)  motor  vehicles  and  an  auto 
laundry;  premises  45-12  to  45-20  79th 
street,  northwest  corner  of  46th  avenue 
(Block  No.  1530,  Lot  No.  42),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  729-41-BZ — Application,  August  12,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  John  McBride,  applicant  and 
lessee,  on  behalf  of  Camager  Corpora¬ 
tion,  owner,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  91-01  North¬ 
ern  boulevard,  north  side,  between  91st 
and  92nd  streets  (Block  No.  1421,  Lot 
Nos.  40  and  49),  Jackson  Heights, 
Borough  of  Queens. 

:al.  no.  14-42-BZ — Application,  January  6,  1942,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Paul  Friedman,  applicant,  on  behalf 
of  Rose  Pavone,  owner  (Fred  Signall, 
lessee),  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  on  a  plot  now  occupied, 
in  part,  by  a  garage  for  more  than  five 
(5)  motor  vehicles  and  a  dwelling: 
premises  675-683  Ashford  street,  east 
side,  290  ft.  south  of  New  Lots  avenue 
(Block  No.  4312,  Lot  Nos.  65,  67  and 
68),  Borough  of  Brooklyn. 

cal.  no.  1 060-4 1-BZ — Application,  December  9,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Wessell,  Nichols  and 
Gross,  Incorporated,  owner  (J.  K.  Con¬ 
struction  Company,  Incorporated,  les¬ 
see),  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  451-453  West 
45th  street,  north  side,  125  ft.  east  of 
Tenth  avenue  (Block  No.  1055,  Lot 
Nos.  6  and  7),  Borough  of  Manhattan. 

al.  no.  649-40-BZ — Application  of  LeRoy  A.  Perry,  appli¬ 
cant,  on  behalf  of  45  West  38th  Street 
Corporation,  owner,  reopened  and  re¬ 
stored  to  calendar  April  1,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  retail  use  district, 
the  extension  of  a  factory  occupancy, 
in  an  existing  building,  in  excess  of  the 
allowable  area  (previously  withdrawn)  ; 
premises  45-47  West  38th  street,  north 
side,  270  ft.  east  of  Sixth  avenue 
(Block  No.  840,  Lot  No.  16),  Borough 
of  Manhattan. 

Appeal  from  Administrative  Decision. 

180-42- S — 45-47  West  38th  street,  north  side,  270  ft.  east 
of  Sixth  avenue  (Block  No.  840,  Lot  No. 
16),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  31,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

113-42-S — 806-808  Broadway,  east  side,  204  ft.  4  in.  north 
of  East  10th  street  and  104-106  Fourth 
avenue  (Block  No.  204,  Lot  No.  9),  Bor¬ 
ough  of  Manhattan. 

181-42-A — 34-01  73rd  street,  southeast  corner  of  34th  ave¬ 
nue  (Block  No.  1260,  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens. 

226- 42- A — 34-19  10th  (Hancock)  street,  east  side,  146  ft. 

south  of  34th  avenue  (Block  No.  325,  Lot 
No.  15  and  part  of  Lot  No.  9),  Long 
Island  City,  Borough  of  Queens. 

219-42-A— 78-19  Albion  avenue,  northwest  corner  of 
Queens  boulevard  (Block  No.  1536,  Lot 
No.  101),  Elmhurst,  Borough  of  Queens. 

227- 42-A — 96-18  43rd  avenue,  southwest  corner  of  97th 

place  (Block  No.  1613  (850),  Lot  No.  17), 
Corona,  Borough  of  Queens. 

157- 42-A — Re  Transportation  of  Light  Fuel  Oil  in  Tank 

Truck  (capacity  of  tank  not  in  conformity 
with  Fire  Department  specifications  gov¬ 
erning  tank  trucks)  in  New  York  City. 

158- 42-A — 1423  Oriental  boulevard,  northwest  corner  of 

Mackenzie  street  (Block  No.  7517,  Lot  No. 
1252),  Borough  of  Brooklyn. 

Materials  for  Approval. 

62-39-SM — The  Philip  Carey  Company  Built-Up  Roofing. 

261-41-SM — Frewal  Flat  Clip  ff  101,  Frewal  Corner  Clip 
#201  and  Frewal  Channel  Clip  #301 
(Floating  Wall  System). 


APRIL  7,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
7  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  701 -41 -BZ— Application,  July  29,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants  on  behalf  of  Henrietta  Grum, 
owner,  to  permit  in  a  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  183-193  Bush- 
wick  avenue  and  223-231  Scholes  street, 
northeast  corner  (Block  No.  3037,  part 
of  Lot  No.  1),  Borough  of  Brooklyn. 

cal.  no.  950-40-BZ — Application,  October  1,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ernst  C.  Wal- 
deck,  owner,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy 
of  the  basement  and  first  story  of  a 
residence  building  to  an  undertaking 
establishment;  7610  Fourth  avenue, 
west  side,  59  ft.  south  of  76th  street 
(Block  No.  5950,  Lot  No.  47),  Bor¬ 
ough  of  Brooklyn. 
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CAT..  NO.  370-41 -BZ— Application,  April  25,  1941,  under  sec¬ 
tion  7 h  of  the  building  zone  resolution, 
of  Albert  Homer  Swarike,  applicant,  on 
behalf  of  Louis  H.  Pink,  Superintendent 
of  Insurance,  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and.  Guar¬ 
anty  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  443- 
445  Myrtle  avenue  and  143-155  Waverly 
avenue,  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brook¬ 
lyn. 

cal.  no.  1000-40-BZ — Application,  October  15,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Oscar  Goldschlag,  applicant,  on 
behalf  of  Eckert  Realty  Corporation, 
owner,  to  permit  in  a  residence  use 
district,  the  alteration  and  conversion 
of  occupancy  of  part  of  the  first  story 
of  an  existing  multiple  dwelling  to  busi¬ 
ness  use  (stores)  ;  premises  2337  Grand 
Concourse  and  164  Field  place,  south¬ 
west  corner  (Block  No.  3164,  Lot  No. 
19),  Borough  of  The  Bronx. 

cal.  no.  1079-41-BZ— Application,  December  16,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  Henry  Nordheim,  applicant, 
on  behalf  of  Charlotte  M.  Smarto, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2414  Prospect 
avenue,  east  side,  100  ft.  north  of  East 
187th  street  (Block  No.  3115,  Lot  No. 
5),  Borough  of  The  Bronx. 

cal.  no.  691-41-BZ— Application  of  Albert  Thompson,  ap¬ 
plicant,  on  behalf  of  Serena  Davis, 
owner,  reopened  and  restored  to  calen¬ 
dar,  March  3,  1942,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use,  F  and  E  area  dis¬ 
trict.  the  alteration  of  an  existing 
dwelling  by  subdividing  same  into  two 
(2)  two-family  dwellings  without  the 
required  side  yards  (previously  with¬ 
drawn)  ;  premises  178-08  Wexford  ter¬ 
race  and  87-05  Edgerton  boulevard, 
southeast  comer  (Block  No.  9937.  Lot 
No.  1),  Jamaica  Estates,  Borough  of 
Queens. 

cal.  no.  256-41-BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  350  Eighth  Avenue 
Corporation,  owner,  reopened  and  re¬ 
stored  to  calendar,  March  17,  1942, 
under  section  7c  of  the  building  zone 
resolution,  to  permit  upon  a  plot  partly 
in  a  retail  use  district  and  partly  in  an 
unrestricted  use  district,  the  extension 
of  a  gasoline  service  station,  so  as  to 
include  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion)  ;  premises  261  West  27th  street, 
north  side.  82  ft.  east  of  Eighth  avenue 
(Block  No.  777,  Lot  Nos.  8  and  9), 
Borough  of  Manhattan. 

cal.  no.  320-34-BZ — Application  of  M.  Allen  Schlendorf, 
applicant,  on  behalf  of  George  Werst, 
Incorporated,  owner,  reopened  Novem¬ 


ber  5,  1941,  under  section  7c  of  the 
building  zone  resolution,  to  permit 
partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  of  a  build¬ 
ing  from  a  funeral  home  (previously 
granted  by  the  Board)  to  a  funeral 
home  and  undertaking  establishment ; 
premises  71-39  to  71-49  Cooper  avenue 
and  71-54  to  71-66  72nd  street,  north¬ 
west  corner  (Block  No.  3688,  Lot  No. 
38),  Glendale,  Borough  of  Queens. 

cal.  no.  759-41 -BZ — Application,  September  3,  1942,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  New  York  Central  Railroad, 
owner  (Peter  Gianopolous,  lessee),  to  I 
permit  in  a  residence  use  district,  the 
maintenance  of  a  business  use  (refresh-  } 
ment  stand)  ;  premises  361  Dyckman 
street,  north  side,  1080  ft.  west  of  Pay- 
son  avenue  (Block  No.  2255,  Lot  No. 
1031),  Borough  of  Manhattan. 

cal.  no.  971-41-BZ — Application,  November  12,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Alfred  J.  L’Heureux,  appli¬ 
cant,  on  behalf  of  City  Bank  Farmers 
Trust  Company  and  72  Schermerhom 
Street,  Incorporated,  owners  (West  and 
Dey  Stations,  Incorporated,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  32-36  Clinton  street,  west  side, 
174  ft.  6  in.  north  of  Pierrepont  street 
(Block  No.  238,  Lot  Nos.  65,  66  and 
67),  Borough  of  Brooklyn. 

cal.  no.  628-39-BZ — Application  of  James  J.  Dunnigan, 
applicant,  on  behalf  of  Gertrude  Mos- 
bacher,  owner,  reopened  October  28, 
1941,  under  section  7h  of  the  building 
zone  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  140-150 
Featherbed  lane,  1554-1564  University 
avenue,  southeast  corner  and  1535 
Plimpton  avenue  (Block  No.  2875,  Lot 
No.  56),  Borough  of  The  Bronx. 

cal.  no.  997-41-BZ — Application,  November  18,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Joseph  Lau,  applicant,  on  be¬ 
half  of  L.  S.  G.  G.  Corporation  and 
Mary  Zerbo,  owners  (Charles  Ricotta, 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1891-1893 
Second  avenue,  west  side,  26  ft.  2  in. 
south  of  East  98th  street  (Block  No. 
1647,  Lot  Nos.  26  and  27),  Borough  of 
Manhattan. 

cal.  no.  196-42-BZ — Application,  March  12,  1942,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Charles  M.  Lobejager, 
applicant,  on  behalf  of  Lawrenceville 
Realty  Company,  Incorporated,  owner 
Bulova  Watch  Company,  lessee),  to 
permit  in  a  residence  use  district,  the 
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erection  and  maintenance  of  a  building 
to  be  used  for  rest  and  recreation  rooms 
and  to  be  used  in  conjunction  with  a 
factory  on  the  same  lot  and  located  in 
a  business  use  district;  premises  62-10 
Woodside  avenue,  southeast  corner  of 
62nd  street  (Block  No.  1337,  Lot  No. 
27),  Woodside,  Borough  of  Queens. 

cal.  no.  570-41-BZ — Application,  June  23,  1941,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Berlin,  Berlin  and  Albert,  applicants, 
on  behalf  of  Gar  Holding  Company,  In¬ 
corporated,  owner  (George  Hofbauer, 
lessee),  to  permit  for  a  term  of  years, 
in  an  unrestricted  use  district,  the  con¬ 
version  of  occupancy  of  a  building  to 
a  garage  for  more  than  five  (5)  motor 
vehicles;  the  said  garage  being  on  the 
same  street  and  within  the  same  inter¬ 
secting  streets  on  which  portion  there 
exists  an  exit  from  or  an  entrance  to 
a  public  school;  premises  369-375  (379 
displayed)  Suydam  street,  northwest 
side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

cal.  no.  413-39-BZ — Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritory,  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  15  Ocean  avenue,  south  side,  100 
ft.  west  of  Flatbush  avenue  (Block  No. 
5024,  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 

Appeals  from  Administrative  Decisions. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

32-42- A — 7610  Fourth  avenue,  west  side,  59  ft.  south  of 
76th  street  (Block  No.  5950,  Lot  No.  47), 
Borough  of  Brooklyn. 

11 7-41 -A — 369-375  (379  displayed)  Suydam  street,  north¬ 
west  side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  7,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

83-42- A — 7325  67th  road,  north  side,  121.06  ft.  west  of 
75th  street  (Block  No.  3770,  Lot  No.  38), 
Middle  Village,  Borough  of  Queens. 

128-42-A — 933-939  Fulton  street,  northeast  corner  of 
Waverly  avenue  (Block  No.  1978,  Lot 
Nos.  1  and  45),  Borough  of  Brooklyn. 

142-42-A — 5020  Independence  avenue,  east  side,  145.95  ft. 

south  of  West  252nd  street  (Block  No. 
3419,  part  of  Lot  No.  520),  Borough  of 
The  Bronx  (under  section  35,  General 
City  Law — re  bed  of  mapped  street). 


207-42- A— 8-03  26th  avenue,  north  side,  102.03  ft.  west  of 
9th  street  (Block  No.  906,  Lot  No.  5), 
Astoria,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  bed  of 
mapped  street). 

Appliances  and  Material  for  Approval. 

116-42-SA— Thatcher  “Comfortmaster”  Gas  Fired  Burner 
Unit. 

167-38-SA— Sloan  Vacuum  Breaker,  Model  V80,  for  sub¬ 
merged  inlets  as  an  amendment  to  the  ap¬ 
proval  for  flushometer  valves  (reopened 
May  16,  1939). 

969-41 -SA  Central  Stations  Signals,  Incorporated  Auto¬ 
matic  Thermostatic  Central  Office  Con¬ 
nected  Fire  Alarm  System  (Temp-O-Rise 
Fire  Detector  Thermostat). 

10^4-41-SA— ‘“Lowe  Spot  Fire  Detector”  Thermostat. 

25-42-SM  Conviser  Concrete  Filled  Steel  Columns, 
Heavy  Weight. 


APRIL  14,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

of  the  building  zone  resolution,  Tuesday  morning,  April 
14,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building 
Manhattan,  on  the  following  matters  : 

cal.  no.  1307-39-BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 
rated,  lessee),  reopened  November  25, 
1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot  in  question)  ; 
premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  Nos.  48  to  53, 
inclusive),  Borough  of  Manhattan. 

CAL.  NO.  475-40-BZ— Application,  May '7,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Rebecca  Schneider,  applicant  and 
lessee,  on  behalf  of  Ruth  Berman, 
owner,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  35-37  Rutgers  street, 
east  side,  22  ft.  south  of  Madison  street 
(Block  No.  271,  Lot  Nos.  26  and  27), 
Borough  of  Manhattan. 

cal.  no.  1019-41-BZ— Application,  November  26,  1941,  under 
section  7g  of  the  building  zone  resolu¬ 
tion,  of  James  E.  McKillop,  applicant, 
on  behalf  of  Amanda  Hamilton,  owner, 
to  permit  upon  a  plot  located  in  an 
unrestricted  use  district,  the  mainte¬ 
nance  of  five  (5)  garages,  each  for  the 
storage  of  two  (2)  motor  vehicles, 
with  driveway  from  same  on  the  same 
street  and  between  the  same  intersect¬ 
ing  streets  _  with  a  school ;  premises 
66-68  Dobbins  street,  east  side,  70  ft. 
south  of  Norman  avenue  (Block  No. 
2643,  Lot  Nos.  157  and  56),  Borough 
of  Brooklyn. 
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cal  no.  1024-41-BZ— Application,  November  27,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Gabriel  Nathan,  applicant,  on 
behalf  of  Minnie  Weinstein,  owner,  to 
permit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  121-131  Beach  30th  street, 
west  side,  130  ft.  south  of  Lewmay 
road  (Block  No.  302,  Lot  No.  42), 
Edgemere,  Borough  of  Queens. 

cal.  i*o.  695-41-BZ— Application,  July  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  David  Koss,  applicant,  on  behalf  of 
Maewright  Realty  Corporation,  owner 
(Morris  Kraus,  lessee),  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  96-02 
Rockaway  Beach  boulevard  and  207 
Beach  96th  street,  northwest  corner 
(Block  No.  581,  Lot  No.  74),  Rockaway 
Beach,  Borough  of  Queens. 

cal.  no.  698-41-BZ— Application,  July  29,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 

1  of  Simon  Cohen,  applicant,  on  behalf 
of  B  and  F.  Holding  Corporation, 
owner  (Sarah  Brodsky,  lessee),  to  per¬ 
mit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  157  Beach  61st  street,  south¬ 
west  corner  of  Larkin  avenue  (Block 
No.  354,  Lot  No.  47),  Arverne,  Bor¬ 
ough  of  Queens. 

cal.  no.  732-41-BZ — Application,  August  14,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  The  Seaside  Improvement 
Company,  owner  (The  Parkway  Ser¬ 
vice  Station,  lessee),  to  permit  in  a 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
.  vehicles  on  an  existing  gasoline  service 
station;  premises  100-17  Beach  Channel 
drive  and  336  Beach  101st  street,  south¬ 
east  corner  (Block  No.  585,  part  of 
Lot  No.  24),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

cal.  no.  741-41-BZ— Application,  August  22,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Estate  of  Ann  Eliza 
Morrison  (Leonore  Morrison,  execu¬ 
trix),  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  of  more  than  five  (5)  motor 
vehicles ;  premises  165  Beach  102nd 
street,  northwest  corner  of  Ocean 
Promenade  (Block  No.  641,  Lot  Nos. 
35  and  48),  Rockaway  Beach,  Borough 
of  Queens. 

cal.  no.  743-41-BZ— Application,  August  22,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Seaside  Improvement 
Company,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 


parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  138  Beach 
101st  street,  northeast  corner  of  Ocean 
Promenade  (Block  No.  639,  part  of 
Lot  No.  11),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

cal.  no.  744-41 -BZ— Application,  August  22,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  The  Seaside  Improvement 
Company,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  161  Beach 
101st  street,  northwest  corner  of  Ocean 
Promenade  (Block  No.  640,  part  of 
Lot  No.  35),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

cal.  no.  800-41-BZ — Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  behalf 
of  Leo  M.  Rich,  owner  (Louis  Langer, 
lessee),  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  116  Beach 
36th  street  and  35-18  Sprayview  ave¬ 
nue,  northeast  corner  (Block  No.  316, 
Lot  No.  1),  Edgemere,  Borough  of 
Queens. 

cal.  no.  801-41-BZ — Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  behalf 
of  Yetta  Klepper,  owner,  to  permit  in 
a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  132 
Beach  31st  street,  east  side,  120  ft. 
south  of  Lewmay  road  (Block  No.  302, 
Lot  No.  23),  Edgemere,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  14,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

149-42-A — 2047  Westchester  avenue,  north  side,  311  ft.  6 
in.  west  of  Olmstead  avenue  (Block  No. 
3932,  Lot  No.  18),  Borough  of  The  Bronx. 

186- 42- A— 390  East  200th  street,  south  side,  75  ft.  west  of 

Webster  avenue  (Block  No.  3279,  Lot  No. 
75),  Borough  of  The  Bronx. 

187- 42-S— 390  East  200th  street,  south  side,  75  ft.  west  of 

Webster  avenue  (Block  No.  3279,  Lot  No. 
75),  Borough  of  The  Bronx. 

133-42-A — 705-713  Fifth  avenue  and  3-5  East  55th  street, 
northeast  corner  (Block  No.  1291,  Lot 
Nos.  1  to  5,  inclusive),  Borough  of  Man¬ 
hattan. 

175-42-A — 403-415  Sixth  avenue  and  1-5  Greenwich  ave¬ 
nue,  southwest  corner  and  southeast  corner 
of  Christopher  street  (Block  No.  593,  Lo^ 
No.  13),  Borough  of  Manhattan. 

197-42-S — 395-403  Pearl  street,  423  Fulton  street,  northeast 
corner  and  20  Willoughby  street  (Block- 
No.  150,  Lot  No.  11),  Borough  of 
Brooklyn. 
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198-42- A — 395-403  Pearl  street,  423  Fulton  street,  northeast 
corner  and  20  Willoughby  street  (Block 
No.  150,  Lot  No.  11),  Borough  of 
Brooklyn. 

224-42-A — 599  Empire  boulevard,  north  side,  80  ft.  east  of 
Kingston  avenue  (Block  No.  1312,  Lot  No. 
79),  Borough  of  Brooklyn. 


APRIL  21,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
21,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters  : 

cal.  no.  463-41-BZ — Application,  May  20,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Gulf  Oil  Corporation,  owner, 
to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  occupied  as  a  gasoline  ser¬ 
vice  station,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  618-628  Jamaica  avenue  and 
1  Hale  avenue,  southeast  corner  (Block 
No.  3905,  Lot  Nos.  3  and  5),  Borough 
of  Brooklyn. 

cal.  no.  1097-41-BZ — Application,-  December  22,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Maurice  Courland,  applicant, 
on  behalf  of  Congregation  Magen 
David,  Incorporated,  owner,  to  permit 
in  a  residence  use  and  C  area  district, 
the  erection  and  maintenance  of  an  ex¬ 
tension  to  an  existing  school  buil'ding ; 
the  proposed  extension  does  not  comply 
with  rear  yard  requirements  of  the 
building  zone  resolution;  premises  2017- 
2025  67th  street,  north  side,  140  ft.  east 
of  20th  avenue  (Block  No.  5563,  Lot 
No.  66),  Borough  of  Brooklyn. 

cal.  no.  46-42-BZ — Application,  January  13,  1942,  under 
section  21  of  the  building  zone  resolu¬ 


tion,  of  Starrett  and  Van  Vleck,  appli¬ 
cants,  on  behalf  of  Level  Realty  Cor¬ 
poration,  owner  (Alexander’s  Depart¬ 
ment  Stores,  Incorporated,  lessee),  to 
permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  non¬ 
flashing,'  illuminated,  business  sign  on 
the  roof  of  an  existing  business,  build¬ 
ing;  premises  2501  Grand  Concourse, 
northwest  corner  of  Fordham  road  and 
2508  Creston  avenue  (Block  No.  3167, 
Lot  No.  1),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  21,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

881-40-A — 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353,  Lot 
No.  13),  Borough  of  Brooklyn. 


MAY  12,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

of  the  building  zone  resolution,  Tuesday  morning,  May  12, 
1942,  at  10  o’clock  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matter : 

cal.  no.  159-36-BZ — Application  of  Alurion  Realty  Corpo- 
ation,  owner,  and  Public  Service  Inter¬ 
state  Transportation  Co.,  lessee,  re¬ 
opened  February  18,  1941,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  retail  one  (1)  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245- 
259  West  41st  street,  north  side,  100  ft. 
east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  24,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  March  17,  1942  and  Tuesday  after¬ 
noon,  March  17,  1942,  were  approved  as  printed  in  Bulletin 
No.  12,  Volume  27. 


BUILDING  ZONE  CASES. 

159-36-BZ. 

APPLICANT— Alurion  Realty  Corporation,  owner,  and 
Public  Service  Interstate  Transportation  Company, 
lessee. 


SUBJECT— Application  reopened  February  18,  1941  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tion  7h  of  the  building  zone  resolution,  to  permit 
in  a  retail  one  (1)  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  3^ears,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles 
(bus  terminal). 

PREMISES  AFFECTED — 245-259  West  41st  street,  north 
side,  100  ft.  east  of  Eighth  avenue  (Block  No. 
1013,  Lot  No.  3),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Edward  G.  Bathon. 

ACTION  OF  BOARD — Laid  over  to  May  12,  1942  at  10 
A.  M.  on  request  of  applicant. 


475-40-BZ. 

APPLICANT — Rebecca  Schneider  (lessee),  for  Ruth  Ber¬ 
man,  owner. 
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SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 35-37  Rutgers  street,  east  side, 
22  ft.  south  of  Madison  street  (Block  No.  271,  Lot 
Nos.  26  and  27),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD— Laid  over  to  April  14,  1942  at  10 
A.  M.  at  request  of  the  applicant  so  as  to  amend 
application  to  include  additional  lot. 


649-40-BZ. 

APPLICANT— LeRoy  A.  Perry,  for  45  West  38th  Street 
Corporation,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
April  1,  1941  (re  decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  retail  use  district  the 
extension  of  a  factory  occupancy,  in  an  existing 
building  in  excess  of  the  allowable  area  (previously 
withdrawn). 

PREMISES  AFFECTED— 45-47  West  38th  street,  north 
side,  270  ft.  east  of  Sixth  avenue  (Block  No.  840, 
Lot  No.  16),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  LeRoy  A.  Perry  and  Samuel 
Nazansky. 

ACTION  OF  BOARD— Laid  over  to  March  31,  1942  at 
10  A.  M.  on  request  of  applicant,  and  for  decision 
by  the  Board,  without  further  argument. 


570-4 1-BZ. 

APPLICANT — Berlin,  Berlin  and  Albert,  for  Gar  Holding 
Company,  Incorporated,  owner  (George  Hofbauer, 
lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7g  of  the  building  zone 
resolution  to  permit  for  a  term  of  years,  in  an 
unrestricted  use  district,  the  conversion  of  occu¬ 
pancy  of  a  building  to  a  garage  for  more  than  five 
(5)  motor  vehicles;  said  garage  being  on  the  same 
street  and  within  the  same  intersecting  streets  on 
which  portion  there  exists  an  exit  from  or  an  en¬ 
trance  to  a  public  school. 

PREMISES  AFFECTED— 369-375  (379  displayed)  Suy- 
dam  street,  northwest  side,  117  ft.  11  in.  west  of 
Wyckoflf  avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Evelyn  Golden. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1942  at  10 
A.  M.  on  request  of  applicant. 


691-41-BZ. 

APPLICANT — Albert  Thompson,  for  Serena  Davis,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar, 
March -3,  1942 — (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution  to  permit  in  a  residence  use,  F  and  E 
area  district,  the  alteration  of  an  existing  dwelling 
by  subdividing  same  into  two  (2)  two-family  dwell¬ 
ings  without  the  required  side  yards  (previously 
withdrawn). 

PREMISES  AFFECTED— 178-08  Wexford  terrace  and 
87-05  Edgerton  boulevard,  southeast  corner  (Block 
No.  9937,  Lot  No.  1),  Jamaica  Estates,  Borough  of 
Queens. 


APPEARANCES— 

For  Applicant :  Albert  Thompson. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board. 


390-37-BZ. 

APPLICANT — Aaron  A.  Roth,  for  George  M.  Thomson, 
owner. 

SUBJECT — Application  reopened  February  3,  1942  (re  de¬ 
cision  of  the  borough  superintendent)  under  sec¬ 
tions  7h  and  21  of  the  building  zone  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 50-02  Skillman  avenue,  south 
side,  between  50th  street  and  51st  street  (Block  No. 
131,  Lot  No.  17),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Aaron  A.  Roth  and  George  M. 
Thomson. 

For  Opposition :  Abraham  L.  Coles,  Z  Klunsky, 
Nora  E.  Murphy,  Sadie  Schliff,  Mary  Farrell, 
Martha  Schmitz,  Elizabeth  Mulligan,  Catherine 
Sweeney,  Julie  Schenrle,  George  S.  Tark  and 
M.  O'Donnell. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION— 

(390-37-BZ) 

Whereas,  this  application,  under  sections  7h  and  21  of 
the  building  zone  resolution,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  50-02  Skillman  avenue,  south  side,  between  50th 
street  and  51st  street  (Block  No.  131,  Lot  No.  17),  Borough 
of  Queens,  was  denied  by  the  Board  January  17,  1939;  and 
Whereas,  on  December  23,  1939  the  action  of  the  Board 
was  sustained  by  the  court ;  and 

Whereas,  Aaron  A.  Roth,  for  George  M.  Thomson, 
owner,  requested  reopening  of  the  application  and  rehearing 
by  the  Board,  under  sections  7h  and  21  of  the  building  zone 
resolution,  on  the  basis  of  new  facts;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  February  3,  1942,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  24,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Skillman'  avenue  is  in  a  busi¬ 
ness  use  district;  50th  street  and  51st  street  are  each  in 
residence  and  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  745-1942,  dated  February  17,  1942, 
reads : 

“The  use  of  these  premises  for  the  storage  and  park¬ 
ing  of  more  than  five  motor  vehicles  in  a  business  dis¬ 
trict  and  extending  into  a  residence  district  is  contrary 
to  Art.  2,  Sec.  3  and  4  ‘A’,  sub-division  15  of  the  Zone 
Resolution.  Not  further  considered.” 

and 
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Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  200  ft.  on  Skillman  avenue,  123  ft.  on 
50th  street  and  116  ft.  on  51st  street.  The  south  part  of 
the  plot  extends  for  a  maximum  distance  of  approximately 
23  ft.  into  the  residence  use  district,  while  the  remainder 
of  the  plot  is  in  the  business  use  district.  It  is  proposed  to 
use  the  plot  for  a  temporary  period  of  not  more  than  two 
(2)  years,  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h,  of  the  building  zone 
resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  745-42,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


766-41 -BZ. 

APPLICANT — James  E.  McKillop,  for  Giovanna  Scicu- 
tella,  owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent)  under  section  21  of  the  building 
zone  resolution,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  alteration 
and  conversion  of  occupanc}7  of  the  1st  story  of 
an  existing  building  to  a  garage  for  more  than  five 
(5)  motor  vehicles  and  gasoline  service  station. 
PREMISES  AFFECTED — 130-132  Diamond  street,  east 
side,  95  ft.  north  of  Norman  avenue  (Block  No. 
2625,  Lot  No.  40),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  James  E.  McKillop. 

For  Opposition:  Joseph  Goryszewski,  John  Wit- 
kowski,  Joseph  Buskowitz,  B.  Trypuc,  Mike 
Hallinan,  K.  Gargan,  J.  Martino,  T.  Loptka, 
J.  Vetter,  J.  Rasecki,  J.  Sikorski,  F.  Siedlecke, 
Marion  Lund,  James  Barbarite,  Catherine  Bren¬ 
nan,  Andrew  J.  Riechter,  John  Paezkauski, 
Jennie  McCaffrey  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing,  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION— 

(76 6-41-BZ) 

Whereas,  James  E.  McKillop,  for  Giovanna  Scicutella, 
owner,  filed  September  4,  1941,  an  application  under  section 
21  of  the  building  zone  resolution,  to  permit  partly  in  a 
business  district  use  and  partly  in  a  residence  use  district, 
the  alteration  and  conversion  of  occupancy  of  the  1st  story 
of  an  existing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles  and  gasoline  service  station;  premises  130- 
132  Diamond  street,  east  side,  95  ft.  north  of  Norman 
avenue  (Block  No.  2625,  Lot  No.  40),  Borough  of  Brook¬ 
lyn  :  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  24,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Norman  avenue  is  in  a  busi¬ 
ness  use  district ;  Diamond  street  is  in  residence  and  business 
use  districts ;  Jewell  street  is  in  residence,  unrestricted  and 
business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  1622-1941,  dated  September  3,  1941  and 
as  amended  February  18,  1942,  reads: 


This  building  is  located  partly  in  a  residence  and 
partly  in  a  business  use  district  with  a  Certificate  of 
Occupancy  #4914  issued  in  1924  for  a  public  stable, 
wagon  house,  private  garage  for  three  cars  and  1 
family.  Proposed  structural  alteration  and  change  of 
occupancy  to  public  garage  for  more  than  5  cars  and 
gasoline  selling  station  with  two  gasoline  pumps  and 
two  tanks  is  contrary  to  sections  3,  4a(15)  4a(46)  and 
sect.  6  of  Art.  II,  B.  Z.  Resolution. 

Also  public  garage  in  a  2  story  frame  building  is 
.  contrary  to  sect.  4.2.1.  Building  Code.  Proposition 
denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  50  ft.  with  a  depth  of  100  ft.  The  south 
portion  of  the  plot  extends  for  a  distance  of  5  ft.  into 
the  business  use  district,  while  the  remainder  is  in  the 
residence  use  district.  Upon  the  northerly  front  of  the 
plot  there  is  located  a  one-story  cement  block  building,  30 
ft.  by  20  ft.  in  area  used  as  a  one  car  garage.  Upon  the 
southerly  and  rear  portion  of  the  plot  there  is  located  a 
one  and  2  story  frame  building,  occupied  on  the  1st  story  as 
a  stable  for  more  than  5  horses  and  wagon  storage,  and 
occupied  on  the  2nd  story  as  a  hay  loft  and  dwelling.  It 
is  proposed  to  alter  the  structures  on  the  site,  to  remove 
the  stalls  and  interior  frame  walls,  to  replace  with  12  in. 
brick  walls  part  of  the  northerly  lot  line  wall,  to  remove 
part  of  the  2nd  story  and  to  increase  the  depth  of  the 
dwelling  portion  of  the  2nd  story.  It  is  proposed  to  use 
the  1st  story  as  a  garage  for  more  than  5  motor  vehicles 
and  also  gasoline  service  stations,  and,  also,  to  use  the  2nd 
story  as  a  dwelling  for  one  dwelling;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  re¬ 
lief  on  the  grounds  of  practical  difficulty  and  unnecessary 
hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1622-41  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


786-41 -BZ. 

APPLICANT — James  E.  McKillop,  for  August  Bindrim, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,'  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to 
a  garage  for  more  than  five  (5)  motor  vehicles  and 
gasoline  service  station. 

PREMISES  AFFECTED — 68-72  North  Henry  street,  east 
side,  50  ft.  south  of  Engert  avenue  (Block  No. 
2729,  Lot  No.  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Tames  E.  McKillop  and  August 
Bindrim. 

For  Opposition :  Joseph  Goryszewski,  John  Wit- 
kowski  and  Joseph  Buskowitz. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(  786-41  -BZ) 

Whereas,  James  E.  McKillop,  for  August  Bindrim, 
owner,  filed  September  16,  1941,  an  application  under  sec- 
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lion  21  of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five  (5)  motor  vehicles; 
premises  68-72  North  Henry  street,  east  side,  SO  ft.  south  of 
Engert  avenue  (Block  No.  2729,  Lot  No.  20),  Borough  of 
Brooklyn;  and  ..... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  24,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  North  Henrj'  street  is  in 
business  and  residence  use  districts;  Meeker  avenue  and 
Engert  avenue  are  in  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  8146-1929  dated  September  5,  1941 
and  as  amended  February  13,  1942,  reads :  _  . 

“The  proposed  occupancy  of  this  building  in  a  busi¬ 
ness  use  district  as  a  garage  for  more  than  five  motor 
vehicles  and  a  gasoline  selling  station  is  contrary  to  the 
Zoning  Resolution,  Sect.  4-15.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
60  ft.  5  in.  front  by  63  ft.  6  in.  irregular  in  depth,  and  one 
story  in  height.  It  is  proposed  to  use  the  existing  building 
as  a  garage  for  more  than  five  (5)  motor  vehicles  and 
gasoline  service  station ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  f  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  woke  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7f 
thereof,  for  a  term  of  five  (5)  years  from  the  date  of  this 
resolution,  to  permit  the  existing  building  to  be  occupied 
as  a  non-storage  garage  for  not  more  than  ten  (10)  cars, 
on  condition  that  the  cars  stored  shall  be  of  the  pleasure-car 
type  only  and  only  those  in  condition  for  operation;  that  no 
signs  shall  be  erected  on  the  premises,  except  one  sign 
attached  to  the  front  of  the  building  over  the  entrance,  pro¬ 
vided  such  sign  is  not  illuminated,  and  does  not  exceed 
10  sq.  ft.  in  area;  that  during  the  term  of  this  permit  the 
premises  shall  be  occupied  for  no  other  use  than  for  the 
storage  of  cars  herein  permitted  and  there  shall  be  no  motor 
vehicle  repairing  nor  sale  of  gasoline  or  oil ;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  for  a 
garage  hereafter  erected ;  that  all  permits  required  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


1078-41-BZ. 

APPLICANT— Jack  Z.  Cohen,  for  Sombra  Realty  Corpo¬ 
ration,  owner  (Thomas  Muzzonigro,  lessee). 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 1455-1461  Gates  avenue,  north 
side,  250  ft.  east  of  Knickerbocker  avenue  (Block 
No.  3335,  Lot  Nos.  50  and  52),  Borough  of 
Brooklyn. 

APPEARANCES—  , 

For  Applicant:  Larry  Meltzer,  Sidney  A.  Clark¬ 
son,  Thomas  Muzzonigro  and  Anthony  Maglio. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF 'BOARD— Application  granted  oil  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(1078-41-BZ) 

Whereas,  Jack  Z.  Cohen,  for  Sombra  Realty  Corpora¬ 
tion,  owner  (Thomas  Muzzonigro,  lessee),  filed  December 
11,  1941,  an  application  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for  a  tern-  ( 
porary  period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises 
1455-1461  Gates  avenue,  north  side,  250  ft.  east  of  Knicker¬ 
bocker  avenue  (Block  No.  3335,  Lot  Nos.  50  and  52), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  24,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Gates  avenue,  Linden  street, 
Knickerbocker  avenue  and  Irving  avenue  are  in  business  use 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  M.  Application  No.  1988-1941,  dated  December  3,  1941, 

“Proposed  parking  and  storage  of  more  than  5  cars 

within  a  business  use  district,  is.  contrary  to  Art.  2, 

Sect.  4a-15  of  the  Zoning  Resolution.” 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  with  a  depth  of  129  ft.  It  is  proposed 
to  use  the  plot  for  a  temporary  period  of  not  more  than 
two  (2)  years,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deems  that  this  is  a  proper  case  in 
which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  to  permit  the  premises  to  be  occupied  for  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles,  for  a 
term  of  two  (2)  years  from  the  date  of  this  resolution, 
on  condition  that  onlv  motor  vehicles  of  the  pleasure-car 
type  shall  be  so  stored  or  parked,  and  only  those  in  condi¬ 
tion  to  be  operated  shall  be  so  stored  or  parked;  that  the 
plot  shall  be  leveled  substantially  to  the  grade  of  Gates 
avenue  and  be  surfaced  with  steam  cinders,  clean  gravel  or 
other  suitable  material,  properly  rolled  and  treated  with  an 
asphalt  binder  so  as  to  render  a  reasonably  impervious,  sur¬ 
face;  that  on  the  interior  lot  lines  where  walls  of  adjoining 
buildings  do  not  occur  there  shall  be  maintained  a  sub¬ 
stantial  tight-board  fence,  which  shall  be  kept  in  repair  and 
painted  or  there  shall  be  maintained  a  substantial  woven 
wire  fence  of  the  chain-link  type  with  anchored  steel  posts ; 
that  such  fence  shall  be  not  less  than  6  in.  in  height;  that 
a  similar  fence  of  the  chain-link  type,  not  less  than  6  ft.  in 
height  shall  be  maintained  on  the  street  building  line  of  the 
premises  in  place  of  the  existing  fence;  that  such  fence 
shall  be  continuous  except  for  an  entrance  to  Gates  avenue, 
not  over  15  ft.  in  width  with  curb  cut  opposite  of  similar 
width;  that  during  the  term  of  this  permit  the  premises 
shall  be  occupied  for  no  other  use  than  that  herein  per¬ 
mitted  and  no  building  shall  be  erected  thereon,  except  there 
may  he  constructed  a  building  not  over  one  story  in  height 
and  100  sq.  ft.  in  area,  to  be  occupied  solelv  as  an  office  and 
shelter  for  the  attendant;  that  such  building  may  be  of 
frame;  that  no  sign  shall  be  constructed  on  the  premises, 
except  there  mav  be  a  sign  attached  to  the  fence,  advertising 
the  parking  and 'storage  use  and  the  rates  charged,  providing 
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the  sign  does  not  exceed  15  sq.  ft.  in  area,  is  not  illuminated 
and  does  not  extend  beyond  the  building  line;  that  proper 
aisles  shall  be  maintained  at  all  times  for  easy  entrance  and 
egress;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  any 
lights  for  general  illumination  shall  be  on  pipe  standards 
with  metal  reflectors  so  arranged  as  to  reflect  toward  the 
center  of  the  premises  and  away  from  the  adjoining  resi¬ 
dential  occupancies ;  that  such  pipe  standards  shall  not  exceed 
10  ft.  in  height;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  six  months  from  the  date 
of  this  resolution;  that  until  such  work  is  completed,  a 
certificate  of  occupancy  shall  not  be  issued. 


7-42-  BZ. 

APPLICANT — Lawrence  M.  Rothman,  for  Course  Realty 
Corporation,  owner. 

SUP>JECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  alteration  and  extension  of  an  ex¬ 
isting  store  located  in  the  first  story  of  an  existing 
Class  A  multiple  dwelling. 

PREMISES  AFFECTED — 1815  Grand  concourse,  north¬ 
west  corner  of  intersection  of  Henwood  place  and 
Morris  avenue  (Block  No.  2826,  Lot  No.  72),  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Lawrence  M.  Rothman. 

For  Opposition:  Leonard  A.  Swarthe  and  Edward 
Goodman. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

I 

THE  RESOLUTION— 

(7-42-BZ) 

Whereas,  Lawrence  M.  Rothman,  for  Course  Realty 
Corporation,  owner,  filed  January  2,  1942,  an  application 
under  Sections  7c  and  21  of  the  building  zone  resolution, 
to  permit  in  a  residence  use  district  the  alteration  and  ex¬ 
tension  of  an  existing  store  located  in  the  first  story  of  an 
existing  Class  A  multiple  dwelling;  premises  1815  Grand 
concourse,  northwest  corner  of  intersection  of  Henwood 
place  and  Morris  avenue  (Block  No.  2826,  Lot  No.  72), 
Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  24,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  concourse,  Morris  ave¬ 
nue  and  Henwood  place  are  in  residence  use  districts,  East 
176th  street  is  in  residence  and  business  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1176-41,  dated  December  23,  1941,  reads: 
“A-l.  Proposed  extension  to  present  store  in  this 
six  story  and  cellar  non-fireproof  Class  A  Multiple 
Dwelling  (tenement)  in  a  residence  district,  is  con¬ 
trary  to  the  provisions  of  Art.  2,  Sec.  3  of  the  zoning 
resolution.” 
and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
having  a  frontage  of  132  ft.  6  in.  on  Grand  concourse,  25 
ft.  6  in.  on  Henwood  place,  100  ft.  on  Morris  avenue, 
irregular  in  area  and  six  stories  in  height.  The  building  is 
a  Class  “A”  multiple  dwelling.  ,  Upon  the  northerly  portion 
of  the  Grand  concourse  frontage  (approximately  65  ft.)  of 
the  first  story  of  the  building,  there  are  located  three  (3) 
stores.  It  is  proposed  to  extend  the  area  of  the  southerly 


store  (which  store  is  used  as  a  restaurant)  by  an  addition 
having  a  frontage  of  26  ft.  8  in.  along  Grand  concourse  and 
a  depth  of  15  ft.,  and  to  use  the  extension  as  a  dining 
room ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  c,  of  the  building  zone 
resolution,  and  that  the  applicant  failed  to  substantiate  a 
basis  to  warrant  exercise  of  discretion  to  grant  under  sec¬ 
tion  21  of  the  building  zone  resolution  and  was  therefore 
not  entitled  to  relief. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  December  23,  1941  on  Alt.  Applic.  No.  1176-41,  Ob¬ 
jection  A-l,  be  and  it  hereby  is  affirmed  and  that  the  applica¬ 
tion  be  and  it  hereby  is  denied. 


13-42-BZ. 

APPLICANT— William  Katz,  for  Morris  Ginsberg,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution  to  permit  in  a  restricted  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 27-29  East  60th  street,  north¬ 
east  corner  of  Madison  avenue  (Block  No.  1375, 
Lot  No.  21),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Anson  W.  Van  Ness  and  William 
Katz. 

For  Opposition:  R.  J.  Stark  and  F.  C.  Pouth. 
For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  o 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION— 

(13-42-BZ) 

Whereas,  William  Katz,  fqr  Morris  Ginsberg,  owner, 
filed  January  6,  1942,  an  application  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  restricted  retail  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  27-29  East  60th  street,  northeast  corner 
of  Madison  avenue  (Block  No.  1375,  Lot  No.  21),  Borough 
of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  24,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Madison  avenue  is  in  a  re¬ 
stricted  retail  use  district;  Park  avenue  is  in  retail  and 
residence  use  districts;  East  60th  street  is  in  retail  and 
restricted  retail  use  districts;  East  61st  street  is  in  resi¬ 
dence  and  restricted  retail  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  January  5,  1942,  repeating  denial  of  November  27. 
1941,  reads: 

“Relative  to  your  application  dated  November  14th, 
1941  for  a  certificate  of  occupancy  for  use  of  above 
premises  for  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  we  wish  to  advise  you  that  same  has 
been  denied  for  the  reason  that  the  premises  are  located 
in  restricted  retail  district  where  this  occupancy  is 
prohibited  by  Section  4-B,  Article  2,  Building  Zone 
Resolution.” 
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and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  89  ft.  on  East  60th  street  and  100  ft.  on 
Madison  Avenue.  It  is  proposed  to  use  the  plot  for  a 
temporary  period  of  not  more  than  two  (2)  years,  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h,  for  the  use  of  the 
plot  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  January  5,  1942  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


37-42-BZ. 

APPLICANT— William  'S.  Worrall,  Jr,  for  Queens  Wind¬ 
sor  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 108-36  to  108-48  Queens  boule¬ 
vard  and  107-26  to  107-34  Windsor  place  (71st 
road),  southeast  corner  (Block  No.  3257,  Lot  No. 
1),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  S.  Worrall,  Jr. 

For  Opposition:  Vahe  Tinghiz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

THE  RESOLUTION— 

(37-42-BZ) 

Whereas,  William  S.  Worrall,  Jr,  for  Queens  Windsor 
Corporation,  owner,  filed  January  14,  1942  an  application 
under  section  7h  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  108-36  to  108-48  Queens  boulevard 
and  107-26  to  107-34  Windsor  place,  (71st  road)  southeast 
corner  (Block  No.  3257,  Lot  No.  1),  Forest  Hills,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  24,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Queens  boulevard  is  in  busi¬ 
ness,  retail,  and  residence  use  districts ;  Austin  street  is  in 
a  retail  use  district;  71st  road  is  in  business  and  retail  use 
districts ;  72nd  avenue  is  in  residence  and  retail  districts ; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  1413-1941,  dated  January  6,  1941, 
reads : 

“The  storage  or  parking  of  more  than  five  motor 
vehicles  in  a  business  district,  extending  into  a  residence 
district  is  contrary  to  Art.  II,  sections  3  and  4  of  the 
zoning  resolution.” 


and  _  1 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  108  ft.  on  71st  road 
and  155  ft.  on  Queens  boulevard.  The  easterly  portion  of 
the  plot  extends  for  a  distance  of  55  ft.  into  the  residence 
use  district,  while  the  remainder  of  the  plot  is  in  the  busi¬ 
ness  use  district.  Upon  the  plot  there  are  located  a  one- 
family  dwelling  and  accessory  garage.  It  is  proposed  to 
demolish  these  buildings  and  to  use  the  entire  plot  for  a 
temporary  period  of  not  more  than  two  (2)  years,  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h,  of  the  building  zone 
resolution  for  the  use  of  the  plot  for  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

Resohed,  that  the  decision  of  the  borough  superintendent 
dated  January  6,  1941  on  N.  B.  Applic.  No.  1413-41  be  and 
it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


76-42-BZ. 

APPLICANT— Hovell,  Clarkson  and  Klupt,  for  Coyou 
Realty  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3829-3841  Flatlands  avenue, 
north  side,  100  ft.  in.  west  of  Flatbush  avenue 
(Block  No.  7817,  Lot  No.  6),  Borough  of  Brook¬ 
lyn. 

A  PPEARANCES — 

For  Applicant :  Sidney  C.  Clarkson. 

For  Opposition :  Martin  L.  Stein,  Samuel  J.  Cro- 
land,  Annie  Montaperto,  Barbara  Hildebrand, 
Joseph  A.  Yarrie,  Robert  S.  Jones,  Hattie  R. 
Thompson,  Fred  C.  Podeyn,  Samuel  J.  Cohen, 
and  Harold  Klorfein,  Dep’t  of  Parks. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Not  Voting :  Commissioner  Savage  .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn .  3 


THE  RESOLUTION— 

(76-42-BZ) 

Whereas,  Hovell,  Clarkson  and  Klupt,  for  Coyou  Realty 
Corporation,  owner,  filed  January  21,  1942,  an  application 
under  section  7h  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3839-3849  Flatlands  avenue,  north 
side,  100  ft.  Y%  in.  west  of  Flatbush  avenue  (Block  No. 
7817,  Lot  No.  6),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  24,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Flatlands  avenue  and  Flatbush 
avenue  are  in  business  use  districts ;  Kings  highway  and 
Rvder  street  are  each  in  residence  and  business  use  dis¬ 
tricts;  and 
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Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  43-1942,  dated  January  15,  1942, 
reads : 

“Parking  for  more  than  5  motor  vehicles  in  a  busi¬ 
ness  and  residential  zone  is  contrary  to  Art.  II,  Sec.  3 
&  section  4,  par.  15  of  Zone  Resolution.’’ 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  100  ft.  and  a  depth  of 
236  ft.  6  in.  An  irregular  shaped  area  at  the  northwest  part 
of  the  plot  is  in  the  residence  use  district,  while  the  re¬ 
mainder  of  the  plot  is  in  the  business  use  district.  It  is 
proposed  to  use  the  plot  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  the  parking  of  more  than 
five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  h,  of  the  building  zone 
resolution,  for  the  use  of  the  plot  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  January  15,  1942  on  B.  N.  Applic.  No.  43-42  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


135-42-BZ. 

APPLICANT — Henry  T.  Kilburn,  for  Oaks  Holding  Com¬ 
pany,  Incorporated,  owner. 

S  UB  J  ECT — Application  (re  decision  of  the  borough  super- 
intendent)  under  sections  7c  and  7h  of  the  building- 
zone  resolution,  to  permit  upon  a  plot  of  ground 
located  partly  in  a  business  use  district  and  partly 
in  a  residence  use  F  area  district,  the  erection  and 
maintenance  of  a  building  to  be  used  as  office,  lab¬ 
oratory  and  light  manufacturing  and,  also,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 60-15  Little  Neck  parkway, 
northeast  corner  of  61st  avenue  (Block  No.  8400, 
Lot  No.  146),  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Henry  T.  Kilburn,  Charles  S. 

Aronstam  and  Lester  A.  Bassett. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(135-42-BZ) 

Whereas,  Henry  T.  Kilburn,  for  Oaks  Holding  Com¬ 
pany,  Incorporated,  owner,  filed  February  17,  1942,  an  ap¬ 
plication  under  sections  7c  and  7h  of  the  building  zone 
resolution,  to  permit  upon  a  plot  of  ground,  located  partly 
in  a  business  use  district  and  partly  in  a  residence  use  F 
area  district,  the  erection  and  maintenance  of  a  building  to 
3e  used  as  office,  laboratory  and  light  manufacturing,  and 
also,  for  a  temporary  period  of  not  more  than  two  (2) 
rears,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  60-15  Little  Neck  parkway,  northeast 
•orner  of  61st  avenue  (Block  No.  8400,  Lot  No.  146),  Little 
N’eck,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
>y  the  Board  of  Standards  and  Appeals,  at  its  regular 
neeting,  March  24,  1942,  after  due  notice  by  publication  in 
he  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Little  Neck  parkway  is  in  a 
business  use  district;  262nd  street  is  in  a  residence  use 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  175-1942,  dated  February  16,  1942, 
reads : 

“The  erection  of  a  building  for  use  as  office,  labora¬ 
tory  and  light  manufacturing,  partially  within  a  i-esi- 
dence  district  is  contrary  to  Article  2,  section  3  of  the 
Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  559  ft.  on  Little  Neck  parkway  with  a 
depth  of  580  ft.  It  is  proposed  to  erect  upon  the  plot  a 
one-story  fireproof  building,  321  ft.  4  in.  by  141  ft.  4  in.  in 
area.  The  proposed  building  extends  into  the  residence  use 
district  for  a  distance  of  91.3  ft.  and  the  remainder  of  the 
building  is  in  the  business  use  district.  It  is  proposed  to 
occupy  the  building  as  offices,  laboratory  and  light  manufac¬ 
turing.  It  is  also  proposed  to  use  an  area  (having  a  depth 
of  150  ft.)  at  the  rear  and  also  to  the  south  of  the  building 
as  a  driveway  to  loading  platforms,  and  also,  for  a  tempo- 
i-ai-y  period  of  not  more  than  two  (2)  years,  the  use  of  this 
area  for  parking  cars  of  the  employees ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Boai-d  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivisions  c  and  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c  for  a 
temporary  term  of  10  years,  to  permit  the  extension  of  the 
pi'oposed  building  into  the  more  restricted  district,  substan¬ 
tially  as  indicated  on  plans  filed  with  this  application  marked 
“Received  March  4,  1942  and  February  19,  1942”,  on  condi¬ 
tion  that  the  building  shall  be  of  fireproof  construction; 
that  it  shall  not  be  further  increased  in  height  or  area ;  that 
it  shall  be  located  not  nearer  to  Little  Neck  pai'kway  than 
50  ft.  as  shown ;  and  granted  also  under  section  7h  for  a 
term  of  two  (2)  years,  to  permit  transient  parking  of 
motor  vehicles  of  the  pleasure  car  type  owned  by  the 
employees ;  that  the  balance  of  the  pi'emises  shall  remain 
unbuilt  upon  and  shall  be  maintained  with  shrubbery  and 
planting;  that  plans  showing  landscaping  shall  be  submitted 
to  the  Board  for  approval  by  the  chairman;  that  the 
building  shall  be  occupied  for  no  other  use  than  the  use  as 
described ;  that  such  portable  fire  fighting  appliances  shall  be 
furnished  and  maintained  as  the  fire  comrnissioner  shall 
dii-ect;  that  no  signs  shall  be  erected  on  the  premises  except 
there  may  be  one  sign  attached  to  the  front  of  the  building 
facing  Little  Neck  parkway  at  the  entrance;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one  (1) 
year  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

117-41-A. 

APPLICANT — William  B.  Herlands,  Dep’t  Investigation, 
City  of  New  York. 

OWNER  OF  PREMISES :  Garage  Holding  Co.  Inc. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings  re  revocation  of  certificate 
of  occupancy  No.  28871/24,  Permit  No.  18153-23 
and  Alt.  23071-23. 

PREMISES  AFFECTED— 369-375  Suydam  street,  north 
side,  117  ft.  11  in.  west  of  Wyckoff  avenue  (Block 
No.  3210,  Lot  No.  41),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Willard  B.  Carmel. 

For  Opposition :  Evelyn  Golden. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1942  at  10 
A.  M.  in  connection  with  Cal.  No.  570-41-BZ. 


785-41-A. 

APPLICANT— James  E.  McKillop,  for  Giovanni  Scicutella, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 130-132  Diamond  street,  east 
side,  95  ft.  north  of  Norman  avenue  (Block  No. 

*  2625,  Lot  No.  40),  Borough  of  Brooklyn. 

APPEARANCES— 

.  For  Applicant:  James  E.  McKillop. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  in  view  of  ac¬ 
tion  taken  on  Cal.  No.  766-41-BZ. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


BUILDING  ZONE  CASES. 

879-38-BZ. 

APPLICANT— John  M.  Baker,  for  Rocco  Tricarico, 
owner.  .  j 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution  re  extension  of  area 
(decision  of  the  borough  superintendent)  under 
section  7h  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 31-53  to  31-73  31st  street,  east 
side,  178.14  ft.  north  of  Broadway  (Block  No.  613, 
Lot  Nos.  13  and  19),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  John  M.  Baker. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN—' 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 


136-42-A. 

APPLICANT— Henry  T.  Kilburn,  for  Oaks  Holding  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 60-15  Little  Neck  parkway, 
northeast  corner  of  61st  avenue  (Block  No.  8400, 
Lot  No.  146),  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Henry  T.  Kilburn,  Charles  S.  Aron- 
stam  and  Lester  A.  Bassett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn,  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


VARIATION  OF  THE  LABOR  LAW. 

1 80-42- S. 

APPLICANT— LeRoy  A.  Perry,  for  45  West  38th  Street 
Corporation,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 45-47  West  38th  street,  north 
side,  270  ft.  east  of  Sixth  avenue  (Block  No.  840, 
Lot  No.  16),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  LeRoy  A.  Perry  and  Samuel 
^ azansky 

ACTION  OF  BOARD— Laid  over  to  March  31,  1942  at  10 
A.  M.  on  request  of  applicant  and  for  decision  by 
the  Board,  without  further  argument. 


Adjourned,  1 :25  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  24,  1942. 

Present:'  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


58-41-BZ. 

APPLICANT — Morris  Perlstein,  for  Gootzeit  Realty  and 
Construction  Company,  owner. 

SUBJECT — Application  for  consideration-reopening  and 
amendment  of  resolution  re  rehearing  on  a  new 
proposal  (decision  of  the  borough  superintendent) 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 67-12  to  67-18  73rd  place,  west 
side,  107  ft.  4)4  in.  south  of  Metropolitan  avenue 
(Block  No.  3667,  rear  of  Lot  No.  362),  Middle 
Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Morris  Perlstein. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


414-20-BZ. 

APPLICANT — Ashley  and  Booth,  for  Rose  Ash,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  building  zone 
resolution,  permitting  on  a  plot  of  ground,  in  a 
residence  use  district,  the  maintenance  for  a  tem¬ 
porary  period  of  eighty  (80)  individual  garages 
to  be  rented  to  persons  not  residing  on  the 
premises. 

PREMISES  AFFECTED — Southwest  corner  of  West 
186th  street  and  Laurel  Hill  terrace  (Block  No. 
2149,  Lot  No.  84),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Everett  L.  Booth. 

For  Opposition :  Harold  Klor.fein,  Dept,  of  Parks. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 
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THE  RESOLUTION— 

(414-20-BZ) 

Whereas,  this  application,  affecting  premises  southwest 
corner  of  West  186th  street  and  Laurel  Hill  terrace  (Block 
No.  2149,  Lot  No.  84),  Borough  of  Manhattan,  was  granted 
by  the  Board  July  20,  1920,  for  a  temporary  period  of  two 
years;  period  extended  July  11,  1922,  July  IS,  1924,  Sep¬ 
tember  22,  1925,  September  30,  1927,  October  2,  1928,  Sep¬ 
tember  24,  1929,  March  27,  1934,  April  21,  1936,  March  29, 
1938  and  March  26,  1940,  and  applicant  requests  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  20,  1920  as 
amended  thereafter  through  resolution  adopted  on  May  26, 
1940,  only  so  far  as  it  has  reference  to  the  term  of  the 
permit,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  under  section  7f  for  a  temporary  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution, 
on  condition  *  * 


1236-27-BZ. 

APPLICANT — Archie  H.  Samuels,  for  Dorothy  Rehder, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  for  a  temporary  period. 

PREMISES  AFFECTED — Southeast  corner  of  Wood- 
haven  boulevard  and  163rd  avenue  (Block  No. 
4046,  Lot  No.  63),  Aqueduct,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Archie  H.  Samuels. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  egative :  .  0 

THE  RESOLUTION— 


(1236-27-BZ) 

Whereas,  this  application,  affecting  premises  southeast 
corner  of  Woodhaven  boulevard  and  163rd  avenue  (Block 
No.  4046,  Lot  No.  63),  Aqueduct,  Borough  of  Queens,  was 
granted  by  the  Board  May  29,  1928,  on  certain  conditions, 
time  to  complete  work  expired  and  the  case  was  reopened 
January  9,  1934,  and  application  granted  May  1,  1934,  under 
the  provisions  of  section  7,  subdivision  f,  for  a  temporary 
period  of  two  years ;  a  writ  of  certiorari  was  obtained  but 
was  withdrawn  and  the  case  was  again  reopened  March  31, 
1936,  and  the  temporary  period  extended  for  two  years  from 
April  21,  1936,  April  5,  1938  and  March  26,  1940,  and  owner 
now  requests  a  further  extension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  29,  1928  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“granted  under  section  7f  for  a  temporary  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution, 
on  condition  *  * 


the  commissioner  of  buildings)  previously  granted 
on  condition,  under  sections  7h  and  21  of  the  build¬ 
ing  zone  resolution,  permitting  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  park¬ 
ing  of  more  than  five  (5)  motor  vehicles  for  a 
period  of  two  (2)  years. 

PREMISES  AFFECTED — 344-346  Eldert  street,  southeast 
corner  of  Irving  avenue  (Block  No.  3419,  Lot  Nos. 
31  and  37),  Borough  of  Brooklyn. 
APPEARANCES— 

bor  Applicant:  Howard  Nestlen  and  S.  Muscarello. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  o 


THE  RESOLUTION— 


(293-36-BZ) 

Whereas,  this  application  under  the  building  zone  resolu¬ 
tion,  under  sections  7h  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  partly  in  a  business  use  district  and  partly 
in  a  residence  use  district  the  parking  of  more  than  five 
motor  vehicles,  premises  344-346  Eldert  street,  southeast 
corner  of  Irving  avenue  (Block  No.  3419,  Lot  Nos.  31  and 
37),  Borough  of  Brooklyn,  was  granted  by  the  Board  June 
15,  1937,  on  certain  conditions,  permit  extended  April  11, 
1939;  and 

Whereas,  Ferdinand  Nestlen  and  Howard  Nestlen, 
owners,  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  15,  1937  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

that  the  application  be  and  it  hereby  is  granted  under 
section  7h  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution  to  permit  the  plot  under 
appeal  to  be  occupied  for  the  parking  of  more  than  five 
(5)  motor  vehicles,  on  condition  *  * 


150-38-BZ. 

APPLICANT — William  R.  Altman,  for  Estate  of  Patrick 
H.  McNulty,  owner  (System  Service  Station,  In¬ 
corporated,  lessee). 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 4275-4295  Broadway,  west  side, 
182  ft.  1)4  in.  north  of  West  181st  street  (Block 
No.  2180,  Lot  No.  95),  Borough  of  Manhattan. 
APPEARAN  CES — 

For  Applicant :  Wm.  R.  Altman  and  John 
Fredericks. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 

THE  RESOLUTION— 


293-36-BZ. 

APPLICANT — Ferdinand  Nestlen  and  Howard  Nestlen, 
owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 


(150-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
premises  4275-4295  Broadway,  west  side,  182  ft.  1  %  in! 
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north  of  West  181st  street  (Block  No.  2180,  Lot  No.  95), 
Borough  of  Manhattan,  was  granted  by  the  Board  April  16, 
1940,  on  certain  conditions,  and  applicant  requested  an  ex¬ 
tension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  16,  1940,  only 
so  far  as  it  refers  to  the  term  of  the  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“granted  under  section  7,  subdivision  h,  thereof  for  a 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  to  permit  *  * 


691-40-BZ. 

APPLICANT— Schwartz  and  Accardy  (lessees),  for  Citi¬ 
zens  Savings  Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  on  a  plot  occupied,  in  part,  as  a 
gasoline  service  station. 

PREMISES  AFFECTED— 3325-3331  Broadway,  west  side, 
49  ft.  11  in.  north  of  West  134th  street  (Block  No. 
2001,  Lot  Nos.  31,  32  and  33  and  part  of  Lot  No. 
36),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ann  Accardy. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  . .  0 

THE  RESOLUTION— 

(691-40-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  on  a  plot  occupied  in  part  as  a  gasoline 
service  station,  premises  3325-3331  Broadway,  west  side, 
49  ft.  11  in.  north  of  West  134th  street  (Block  No.  2001, 
Lot  Nos.  31,  32  and  33  and  part  of  Lot  No.  36),  Borough 
of  Manhattan,  was  granted  by  the  Board  January  14,  1941, 
on  certain  conditions,  under  section  7h  of  the  building  zone 
resolution ;  and 

Whereas,  Schwartz  and  Accardy  (lessees),  for  Citizens 
Savings  Bank,  owner,  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  14,  1941, 
only  so  far  as  it  has  reference  to  obtaining  of  permits  and 
completion  of  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this 
amended  resolution.” 


806-40-BZ. 

APPLICANT — Arthur  H.  Haaren,  for  Edlar  Realty  Cor¬ 
poration,  owner  (Cogat  Garage,  Incorporated, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  7c  of  the  building  zone 
resolution,  permitting  in  a  business  use  district, 
the  extension  of  a  gasoline  station  use  to  include 


the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  for  a  temporary  period. 
PREMISES  AFFECTED — 4566  Broadway  and  2  Nagle 
avenue,  northeast  corner  (Block  No.  2172,  Lot  No. 
1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  C.  Holahan. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(806-40-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  the  extension  of  a  gasoline  service  station  use 
to  include  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  premises  4566  Broadway  and  2  Nagle  avenue, 
northeast  corner  (Block  No.  2172,  Lot  No.  1),  Borough  of 
Manhattan,  was  granted  by  the  Board  March  18,  1941,  on 
certain  conditions,  under  section  7c  of  the  building  zone 
resolution,  for  a  temporary  term  of  two  (2)  years,  and 
applicant  requested  an  extension  of  time  to  obtain  permits 
and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  18,  1941 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


940-40-BZ. 

APPLICANT— William  I.  Bangs,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7i  of  the  building  zone 
resolution,  permitting  in  a  business  use  district  the 
conversion  of  occupancy  of  a  building  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED— 73-05  Cooper  avenue,  north 
side,  54  ft.  east  of  73rd  street  (Block  No.  3691, 
Lot  No.  25),  Glendale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Wm.  T.  Bangs. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION— 

(940-40-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  the  conversion  of  occupancy  of  a  building  to  a 
motor  vehicle  repair  shop,  premises .  73-05  Cooper  avenue, 
north  side,  54  ft.  east  of  73rd  street  (Block  No.  3691, 
Lot  No.  25),  Glendale,  Borough  of  Queens,  was  granted 
by  the  Board  December  23,  1941,  on  certain  conditions,  and 
owner  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  23,  1941 
by  omitting  the  words  : 

“that  during  the  term  of  this  resolution  the  occupancy 
shall  be  restricted  to  that  of  the  present  owner,  William 

J.  Bangs.” 
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APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

88 1-40- A. 

APPLICANT — LaBelle  Service  Station,  Incorporated, 
owner;  Ferdinand  F.  Scherpich,  attorney  for 
Edward  Lambert  and  Florence  Scherpich  and 
Sidney  B.  Fisher,  attorney  for  Amelia  Walter, 
holders  of  first  mortgage. 

SUBJECT- — Appeal  from  decisions  of  the  Borough  Super¬ 
intendent. 

PREMISES  AFFECTED— 291-301  Metropolitan  avenue, 
northwest  corner  of  Roebling  street  (Block  No. 
2353,  Lot  No.  13),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Nathan  Schwartz. 

For  Administration :  Morris  Hannes,  Dept,  of 
Housing  and  Buildings,  and  Willard  J.  Carmel, 
Dept,  of  Investigation. 

ACTION  OF  BOARD— Laid  over  to  April  21,  1942  at 
2  P.  M.  on  request  of  applicant. 


128-42- A. 

APPLICANT — George  G.  Lake,  for  Cadorna  Ghelardi, 
adjoining  property  owner. 

OWNER  OF  PREMISES — The  Salvation  Army. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 933-939  Fulton  street,  northeast 
corner  of  Waverly  avenue  (Block  No.  1978,  Lot 
Nos.  1  and  45),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  P.  Goldfarb. 

For  Opposition:  Donald  H.  Lorimer. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1942  at 
2  P.  M.  on  request  of  applicant. 


133-42-A. 

APPLICANT — Edwin  M.  Forbes,  for  711  Fifth  avenue 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 705-713  Fifth  avenue  and  3-5 
East  55th  street,  northeast  corner  (Block  No.  1291, 
Lot  Nos.  1-5,  inclusive),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  J.  Her. 

ACTION  OF  BOARD— Laid  over  to  April  14,  1942  at 
2  P.  M.  on  request  of  applicant. 


149-42- A. 

APPLICANT — Maurice  Courland,  for  Silvestri  Tinelli  and 
Katie  Tinelli,  d/b/a  Parkchester  Funeral  Home, 
owner. 

SLIBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2047  Westchester  avenue,  north 
side,  311  ft.  6  in.  west  of  Olmstead  avenue  (Block 
No.  3932,  Lot  No.  18),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Maurice  Courland  and  Silvestri 
Tinelli. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  14.  1942  at 
2  P.  M.  for  further  consideration  by  the  Board 
and  for  inspection  by  a  committee  of  the  Board. 


175-42-A. 

APPLICANT — One  Christopher  Street,  Incorporated,  ad¬ 
joining  propertv  owner. 

OWNER  OF  PREMISES:  T.  L.  and  L.  Corporation. 


SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Certificate  of  Oc¬ 
cupancy  No.  28674/42. 

PREMISES  AFFECTED — 403-415  Sixth  avenue  and  1-5 
Greenwich  avenue,  southwest  corner  and  south¬ 
east  corner  of  Christopher  street  (Block  No.  593, 
Lot  No.  13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  Henlein. 

For  Opposition :  Robt.  J.  Silberstein. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1942  at 
2  P.  M.  on  request  of  applicant. 


18 1-42- A. 

APPLICANT — Hayes  Seventy-Third  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 34-01  73rd  street,  southeast 
corner  of  34th  avenue  (Block  No.  1260,  Lot  No. 
1),  Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  Haffney  and  V.  O’Cal- 
loghan. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  Ob'  BOARD — Laid  over  to  March  31,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 


186-42- A. 

APPLICANT — Anthony  M.  De  Rose,  for  Jasab  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 390  East  200th  street,  south 
side,  75  ft.  west  of  Webster  avenue  (Block  No. 
3279,  Lot  No.  75),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Anthony  M.  De  Rose  and  S.  Braun. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1942  at 
2  P.  M.  _  for  further  consideration  bv  the  Board 
and  for  inspection  by  a  committee  of  the  Board. 


198-42- A. 

APPLICAN  1 — Saul  Goldsmith,  for  The  Dime  Savings 
Bank  of  Brooklyn,  Mortgagee  in  possession. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 395-403  Pearl  street,  423  Fulton 
street,  northeast  corner  and  20  Willoughby  street 
(Block  No.  150,  Lot  No.  11),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1942  at 
2  P.  M.  for  inspection  by  a  committee  of  the  Board. 


219-42-A. 

APPLICANT— Sidney  L.  Strauss,  for  General  Bronze 
Corporation,  owner. 

SUBJECT- — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 78-19  Albion  avenue,  northwest 
corner  of  Queens  boulevard  (Block  No.  1536,  Lot 
No.  101),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  31,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 
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224-42- A. 

APPLICANT — Charles  B.  Winick,  for  A.  Silverman, 
owner. 

SUBJECT- — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 599  Empire  boulevard,  north 
side,  80  ft.  east  of  Kingston  avenue  (Block  No. 
1312,  Lot  No.  79),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  B.  Winick. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  14,  1942  at 
2  P.  M.  for  inspection  by  a  committee  of  the 
Board. 


226-42-A. 

APPLICANT — Sidney  L.  Strauss,  for  General  Bronze 
Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
and  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED— 34-19  10th  (Hancock)  street, 
east  side,  146  ft.  south  of  34th  avenue  (Block  No. 
325,  Lot  No.  15  and  part  of  Lot  No.  9),  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  March  31,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 


227-42-A. 

APPLICANT — Sidney  L.  Strauss,  for  General  Bronze 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 96-18  43rd  avenue,  southwest 
corner  of  97th  place  (Block  No.  1613  (850),  Lot 
No.  17),  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  31,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 


233-42-A. 

APPLICANT — George  G.  Miller,  for  W.  and  W.  Holding 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 60  East  191st  street,  southeast 
corner  of  Morris  avenue  (Block  No.  3175,  Lot 
Nos.  15,  19  and  24),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(233-42-A) 

Whereas,  George  C.  Miller,  for  W.  and  W.  Holding 
Corporation,  owner,  filed  on  March  21,  1942,  an  appeal  from 
a  decision  of  the  borough  superintendent;  premises  60  East 


191st  street,  southeast  corner  of  Morris  avenue  (Block  No. 
3175,  Lots  15,  19  and  24),  Borough  of  The  Bronx;  and 
Whereas,  the  applicant  failed  to  complete  the  papers  in 
the  subject  case,  although  duly  notified  to  do  so,  and  at  the 
hearing  there  was  no  appearance  made  on  behalf  of  the 
applicant.  ' 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


337-41-A. 

APPLICANT — Empire  Distributors,  Incorporated,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 212-220  Concord  street,  south¬ 
west  corner  of  Prince  street  (Building  A)  ;  (Block 
No.  122,  Lot  No.  9),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Grover  C.  Sniffen. 

For  Administration :  Tlios.  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  . 3 

Absent :  Deputy  Chief  Gunn .  1 


THE  RESOLUTION— 

(337-41-A) 

Whereas,  this  appeal  from  an  order  and  decision  of  the 
fire  commissioner,  premises  212-220  Concord  street,  south¬ 
west  corner  of  Prince  street  (Block  No.  122,  Lot  No.  9), 
Borough  of  Brooklyn  (Building  A)  was  dismissed  by  the 
Board  June  24,  1941,  for  lack  of  prosecution;  and 
Whereas,  Empire  Distributors,  Inc.,  owner,  requested 
reopening  of  the  appeal  and  consideration  by  the  Board ; 
and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 
December  9,  1941,  subject  to  usual  procedure;  and 
Whereas,  Order  No.  4151-LF  issued  by  the  fire  com¬ 
missioner  February  6,  1940,  reads : 

“1.  Arrange  the  standpipe  system  to  conform  to 
the  requirements  of  Article  17,  Chapter  26,  Adminis¬ 
trative  Code  of  the  City  of  New  York  by  complying 
with  the  following  orders : 

A.  Repair  standpipe  system  so  that  same  is  ready 
for  immediate  use. 

B.  Provide  adequate  water  supply  for  tanks  and 
pipes. 

C.  Provide  adequate  heating  apparatus  for  stand¬ 
pipe  tank  to  prevent  water  in  same  from  freezing. 

D.  Provide  proper  protection  against  freezing  for 
all  portions  of  the  standpipe  system  requiring  such 
protection. 

E.  Secure  ladder  to  tank  at  top  and  bottom  and 
paint  same,  above  roof. 

F.  Provide  a  high  and  low  water  closed  circuit 
electric  alarm  for  standpipe  supply  tank,  or  in  lieu 
thereof  arrange  fill  pump  to  be  automatic. 

G.  Arrange  for  a  flow  test  by  washing  and  clean¬ 

ing  of  the  standpipe  system.  Said  test  must  be  con¬ 
ducted  in  the  presence  of  a  representative  of  this 
Department  and  show  60  lbs.  hydrostatic  pressure  in 
excess  of  working  pressure  of  the  system  for  half  an 
hour.  Note — Test  is  to  be  arranged  for  and  con¬ 
ducted  after  all  defects  are  complied  with  and  said 
test  is  held  at  owner’s  risk.  The  Fire  Department, 
Division  of  Fire  Prevention  must  be  notified  at  least 
48  hours  before  the  test.  490A2  New  York  City 
Charter.”  | 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  March  14,  1941;  and 
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Whereas,  the  applicant  states  that  the  building  is  eight 
stories  in  height;  137  ft.  by  81  ft.  in  area;  of  Class  1  con¬ 
struction  ;  equipped  with  a  standpipe  system ;  located  in  an 
unrestricted  use  B  area  district;  erected  in  1907;  and  occu¬ 
pied  for  the  storage  of  newsprint  paper  in  rolls ;  and 

Whereas,  the  applicant  contends  that  the  building  has 
been  used  for  many  years  for  the  manufacture  of  corru¬ 
gated  boxes  but  has  been  used  for  the  storage  of  newsprint 
for  the  past  two  and  one  half  years ;  that  the  storage  of 
newsprint  does  not  constitute  a  fire  hazard;  that  a  stand¬ 
pipe  system  with  a  tank  on  the  roof  is  the  greatest  hazard 
which  could  be  maintained  in  and  about  the  premises ;  that 
even  to  arrange  a  flow  test  at  this  time  would  be  out  of  the 
question  for  a  leak  would  do  tremendous  damage  to  the 
newsprint  and  to  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
4151-LF,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


338-41 -A. 

APPLICANT — Empire  Distributors,  Incorporated,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 30-38  Prince  street,  west  side, 
274  ft.  south  of  Concord  street  (Buildings  C  and 
D)  ;  (Block  No.  122,  Lot  No.  9)  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Grover  C.  Sniffen. 

For  Administration:  Thos.  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . 0 

Negative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  . 3 

Absent :  Deputy  Chief  Gunn  .  1 

THE  RESOLUTION— 

(338-41-A) 

Whereas,  this  appeal  from  an  order  and  decision  of  the 
fire  commissioner,  premises  30-38  Prince  street,  west  side, 
274  ft.  south  of  Concord  street  (Block  No.  122,  Lot  No.  9), 
(Buildings  C  and  D),  Borough  of  Brooklyn,  was  denied 
by  the  Board  July  22,  1941  without  prejudice  to  reconsidera¬ 
tion  at  a  later  date;  and 

Whereas,  the  applicant  requested  reopening  of  the  appeal 
and  reconsideration  by  the  Board ;  and 
Whereas,  this  appeal  was  reopened  and  restored  to  the 
calendar  December  9,  1941 ;  and 
Whereas,  Order  No.  4152-LF  issued  by  the  fire  com¬ 
missioner  February  6,  1940  and  referred  to  in  a  decision 
dated  March  18,  1941,  reads: 

“1.  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  Art.  17,  Chap.  26  of  the  Adm.  Code 
of  the  City  of  New  York  by  complying  with  the 
following  orders : 

A.  Repair  standpipe  system  so  that  same  is  ready 
for  immediate  use. 

B.  Provide  adequate  water  supply  for  tank  and 
pipes. 

C.  Provide  adequate  heating  apparatus  for  stand¬ 
pipe  tank  to  prevent  water  in  same  from  freezing. 

D.  Provide  proper  protection  against  freezing  for 
all  portions  of  the  standpipe  system  requiring  such 
protection. 

E.  Secure  ladder  to  tank  at  top  and  bottom  and 
paint  same. 

F.  Provide  a  high  and  low  water  closed  circuit 
electric  alarm  for  standpipe  supply  tank,  or  in  lieu 
thereof  arrange  fill  pump  to  be  automatic.  09.161 .0 
Adm.  Code  of  the  City  of  N.  Y. 

G.  Arrange  for  a  flow  test  by  washing  and  clean¬ 
ing  of  the  standpipe  S3'stem.  Said  test  must  be  con¬ 


ducted  in  the  presence  of  a  representative  of  this 
Department  and  show  50  lbs.  hydrostatic  pressure 
in  excess  of  working  pressure  of  the  system  for  half 
an  hour.” 

and 

Whereas,  the  applicant  states  that  the  building  is  12 
stories  in  height;  86  ft.  by  100  ft.  in  area;  of  Class  1  con¬ 
struction;  located  in  an  unrestricted  use  district;  and 
equipped  with  a  standpipe  system;  erected  approximately 
in  1904;  and  used  throughout  for  the  storage  of  news¬ 
print  paper  in  rolls ;  and 

Whereas,  the  applicant  contended  that  a  standpipe  system 
with  a  tank  on  the  roof  is  the  greatest  fire  hazard  which 
could  be  maintained  in  and  about  the  premises ;  that  even 
to  arrange  a  flow  test  at  that  time  of  the  year  would  be  out 
of  the  question  as  any  such  flow  test  or  attempt  to  put 
water  in  the  tank  in  the  winter  time  is  not  proper;  that  in 
the  late  spring  or  early  summer  it  is  possible  that  the 
warehouse  will  be  emptied  when  these  matters  might  be 
arranged. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
4152-LF,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


48-42-A. 

APPLICANT — Joseph  B.  Klein,  for  Laneva  Holding  Cor¬ 
poration,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 115  West  71st  street,  north 
side,  100  ft.  west  of  Columbus  avenue  (Block  No. 
1143,  Lot  No.  27),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Joseph  B.  Klein. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION— 

(48-42-A) 

Whereas,  Joseph  B.  Klein,  for  Laneva  Holding  Corpo¬ 
ration,  owner,  filed  on  January  15,  1942,  an  appeal  from  a 
decision  of  the  borough  superintendent ;  affecting  premises 
115  West  71st  street,  north  side,  100  ft.  west  of  Columbus 
avenue  (Block  No.  1143,  Lot  No.  27),  Borough  of  Manhat¬ 
tan;  and 

Whereas,  the  decision  of  the  superintendent  dated  De¬ 
cember  15,  1941,  reads : 

“One  hr.  self-closing  doors  must  be  provided  at  in¬ 
cinerator  vestibules  as  shown  on  approved  plan.” 

and 

Whereas,  the  applicant  states  the  building  is  nine  stories 
(90  ft.)  in  height;  50  ft.  by  85  ft.  2  in.  in  area;  of  Class 
1  construction ;  equipped  with  a  standpipe  system ;  located 
in  residence  use  district;  erected  in  1913;  and  occupied  as  a 
Class  A  multiple  dwelling;  and  proposed  to  be  occupied  as 
a  Class  A  multiple  dwelling;  and 
Whereas,  the  applicant  contends  that  the  building  is  be¬ 
ing  modernized  with  the  installation  of  an  incinerator;  that, 
it  is  proposed  to  use  Pyroneel  Incinerator  Disposal  Door 
No.  S-115-ST  as  submitted  by  the  Pyroneel  Company  for 
approval  under  Cal.  No.  200-41-SM;  that  this  door  has 
been  previously  tested  and  approved  as  an  opening  pro¬ 
tective  assembly  with  a  fire  resistive  rating  of  one  hour; 
that  it  is  proposed  to  eliminate  the  one  hour  test  assembly 
as  called  for  in  the  objection  of  the  borough  superintend¬ 
ent;  that  the  condition  is  proposed  for  the  purpose  of  con¬ 
serving  floor  space  in  the  kitchens  which  are  located 
directly  behind  the  incinerator;  that  a  strict  interpretation 
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of  the  requirements  of  the  Code  would  cause  a  hardship 
on  the  owner. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent  dated  December  15,  1941,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 

84-42-A. 

APPLICANT — Levy  and  Berger,  for  New  York  and  New 
Jersey  Christian  Missionary  Society,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 176-180  (178-180  displayed) 
Patchen  avenue  and  718  (720  displayed)  Hancock 
street,  southwest  corner  (Block  No.  1662,  Lot  No. 
44),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leo  V.  Berger. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(84-42-A) 

Whereas,  Levy  and  Berger,  for  New  York  and  New 
Jersey  Christian  Missionary  Society,  owner,  filed  on  Jan¬ 
uary  27,  1942  an  appeal  from  a  decision  of  the  borough 
superintendent;  premises  176-180  (178-180  displayed) 

Patchen  avenue  and  718  (720  displayed)  Hancock  street, 
southwest  corner  (Block  No.  1662,  Lot  No.  44),  Borough 
of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  44-42,  dated  February  26,  1942,  reads: 

“8.  Objection  1  pending:  Structure  over  two  stories 
in  height  for  Public  use,  is  contrary  to  4-2-1  and 
2- 1-3-5  of  Bldg.  Code. 

9.  Interior  stairway  does  not  conform  to  sec.  6-4- 
1-8-1  as  regards  to  enclosure  and  sec.  6-4-1-11  as  re¬ 
gards  to  extension  to  roof.  (Enclosure  to  be  of  3  hrs. 
fire  rating.) 

10.  Exterior  stairway  does  not  conform  to  6-1-2-1, 
6-4-1-1,  6-4-1-8-1  and  6-4-1-11  of  Bldg.  Code  as  regards 
to  type  of  exit,  width,  enclosure  and  extension  to  roof.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (36  ft.  6  in.)  in  height;  20  ft.  by  70  ft.  in  area;  of 
Class  3  construction ;  located  in  a  business  use  district ; 
erected  in  1890 ;  and  occupied  since  1903  as  a  private  school. 
It  is  proposed  to  be  occupied:  1st  floor,  church;  2nd  floor, 
meeting  and  classroom,  50  persons ;  3rd  floor,  same ;  and 
Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1890  and  1903  and  was  altered  for  occupancy  by 
Miners’  Business  School  on  1st,  2nd  and  3rd  floors;  that  the 
New  York  and  New  Jersey  Christian  Missionary  Society 
has  purchased  the  property  for  use  by  the  Halsey  Street 
Church;  that  it  is  intended  to  use  the  1st  floor  for  church 
purposes  and  the  2nd  and  3rd  floors  for  classroom  and 
meeting  rooms ;  that  the  change  in  occupancy  is  only  with 
respect  to  the  proposed  use  of  the  first  floor  as  a  church; 
that  the  present  exits  consist  of  an  interior  wood  stairs 
enclosed  in  stud  partitions  and  a  fire  escape  at  rear ;  that  it 
is  proposed  to  install  new  interior  fire  proof  stairs  and 
enclosure  and  an  outside  iron  stairs  26  in.  wide  as  shown 
on  plans  filed  with  the  borough  superintendent;  that  the 
present  building  was  used  as  a  school  and  was  not  to  be 
increased  in  height  or  area ;  that  it  is  requested  a  variance 
be  granted  to  permit  the  first  floor  to  be  used  as  a  church, 
and  that  the  exits  be  accepted  as  proposed  on  plans  filed 
with  the  borough  superintendent,  and  that  permission  be 
granted  to  alter  the  first  floor  only  for  the  present  time 


leaving  the  second  and  third  floor  vacant  until  sufficient 
funds  can  be  obtained  to  complete  the  alteration. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  44-42,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  as  to  Objection  No. 
8,  on  condition  that  the  building  shall  not  be  further  in¬ 
creased  in  height  or  area;  that  as  to  Objection  No.  9,  on 
condition  that  the  proposed  interior  stairway  shall  conform 
in  all  respects  with  the  requirements  of  the  Building  Code 
therefor  and  the  number  of  occupants  per  story  shall  not 
exceed  the  permitted  occupancy  for  such  stairway;  and  that 
the  existing  stairway  enclosure  may  be  permitted  with 
1-hour,  self-closing  doors  thereto;  that  as  to  Objection  No. 
10,  that  the  exterior  stairway  shall  be  substantially  as  indi¬ 
cated  but  shall  not  be  included  for  computing  permitted 
occupancy  above  the  first  floor ;  that  both  the  interior  and 
exterior  stairways  shall  extend  to  the  roof ;  that  the  floor 
loads  shall  be  made  to  comply  with  the  requirements  for  a 
building  hereafter  constructed  for  a  similar  use  based  on 
the  stresses  as  permitted  in  the  Building  Code  as  adopted  in 
1916;  that  all  exits  shown  at  grade  shall  be  maintained;  that 
in  all  other  respects  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto. 


Ill -42- A. 

APPLICANT — American  Meri-Lei  Corporation  (lessee), 
for  Vincent  Astor,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 621-627  Sixth  avenue,  south¬ 
west  corner  of  West  19th  street  (Block  No.  794, 
Lot  No.  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Jules  Schlossberg  and  Victor  T. 
Hoeflich. 

For  Administration:  Inspector  Meyer,  Fire  De^’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(11 1-42- A) 

Whereas,  American  Merri-Lei  Corporation  for  Vincent 
Astor,  owner,  filed  on  February  7,  1942  an  appeal  from  an 
order  of  the  fire  commissioner;  premises  621-627  Sixth 
avenue,  southwest  corner  of  West  19th  street  (Block  No. 
794,  Lot  No.  36),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  29135-LC  issued  by  the  fire  com¬ 
missioner,  January  13,  1942,  reads : 

“With  reference  to  your  application  dated  recently 
for  a  permit  to  use  fireworks  (snappers)  at  above  lo¬ 
cation,  I  regret  to  inform  you  that  this  department  is 
without  power  to  grant  such  a  permit  for  the  reason 
that,  Sec.  C19-41-C-1,  Art.  6,  Administrative  Code  pro¬ 
hibits  the  issuance  of  such  permit  in  a  building  occu¬ 
pied  as  a  workshop  or  factory. 

You  Are  Therefore,  Hereby,  Advised  to 
1 — Discontinue  the  storage  of  fireworks  anywhere 
on  these  premises.  Sec.  C19-41.0.B,  Art.  6,  Adminis¬ 
trative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (70  ft.)  in  height;  108  ft.  by  150  ft.  in  area;  of 
Class  1  construction;  equipped  with  a  sprinkler  system  and 
a  standpipe  system ;  located  in  an  unrestricted  use  district ; 
erected  in  1878;  and  occupied  since  1917  as  follows:  cellar, 
storeroom,  no  persons;  1st  floor,  stores,  20  persons;  2nd 
floor,  factory  and  show-room,  30  persons;  3rd  floor,  manu¬ 
facturing  chairs  and  tables  and  show-room,  20  persons ;  4th 
floor,  mamifacturing  paper  novelties  and  show-room,’  100 
persons.  Certificate  of  Occupancy  No.  584  issued  in  1917 
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permits  the  use  of  the  building  as  a  factory'  with  140  per¬ 
sons  on  each  floor ;  and 

Whereas,  the  applicant  contends  that  the  order  refers  to 
snappers  containing  a  silver  fulminate  powder,  these  snap¬ 
pers  are  not  what  is  commonly  known  as  fireworks ;  that 
snappers  are  used  in  making  paper  mottos  containing  a  pa¬ 
per  hat  and  a  motto ;  that  the  Board  in  a  similar  situation 
modified  the  order  of  the  fire  commissioner  for  the  Clever 
Idea  Company  and  for  the  Kashner  Novelty  Company; 
that  approximately  100  gross  of  snappers  are  stored  on  the 
premises  and  are  stored  in  heavy  gauge  metal  barrel  with 
a  removable  lid ;  that  the  finished  favors  are  packed  in 
cardboard  containers  of  1,  2,  or  3  dozen  quantities;  that 
the  applicant  occupies  the  entire  4th  floor ;  that  snappers 
and  favors  are  kept  on  the  most  northerly  and  westerly 
corner ;  that  the  sprinkler  sj'Stem  in  the  building  is  fed 
from  the  adjoining  building  known  as  No.  113  West  18th 
street,  which  is  fed  from  a  pressure  tank  on  the  roof  at 
135  lbs.  pressure. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
29135-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  qranted  on  condition  that  the  sprinkler 
system  and  standpipe  system  shall  be  maintained  through¬ 
out  the  building  to  the  satisfaction  of  the  fire  commis¬ 
sioner  ;  that  the  quantity  of  material  on  hand  at  any  one 
time  shall  not  exceed  100  gross  of  the  impregnated  strips 
and  50  gross  of  the  bon  bons  or  similar  material  contain¬ 
ing  such  strips ;  that  the  finished  articles  shall  be  stored 
in  pasteboard  boxes  on  steel  shelves  and  the  strips  shall  be 
stored  in  approved  fireproof  containers ;  that  such  portable 
fire  fighting  appliances  shall  be  furnished  and  maintained 
as  the  fire  commissioner  shall  direct. 


145-42-A. 

APPLICANT — John  J.  Asselta,  for  Chamgreen  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 303-307  Greenwich  street, 

northeast  corner  of  Chambers  street  (Block  No. 
140,  Lot  No.  15),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  J.  Asselta. 

.  For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(145-42-A) 

Whereas,  John  J.  Asselta,  for  Chamgreen  Corporation, 
owner,  filed  on  February  19,  1942  an  appeal  from  a  decision 
of  the  borough  superintendent;  premises  303-307  Greenwich 
street,  northeast  corner  of  Chambers  street  (Block  No.  140, 
Lot  No.  15),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  315-41,  dated  January  20,  1942,  reads: 

“1.  Construction  as  shown  contrary  to  2.4.1.  B.  Code. 

a.  Incombustible  materials  required. 

b.  Drain  marquise  to  sewer. 

c.  Marquise  lawful  only  on  entrances  to  public 
bldgs.,  theatres,  hotels,  M.  Dllgs.,  Large  Dep’t  Stores 
and  similar  structures  of  a  public  nature.” 

and 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  (55  ft.)  in  height;  78  ft.  10  in.  by  107  ft.  in  area; 
of  Class  3  construction;  located  in  an  unrestricted  use  dis¬ 
trict;  erected  in  1885;  and  occupied  throughout  for  the 
storage  of  butter  and  eggs ;  and 


Whereas,  Violation  No.  152-41  was  issued  January  9, 
1941  for  changing  the  supports  of  awning  on  front  of  build¬ 
ing  without  filing  plans  and  obtaining  a  permit;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
located  in  the  wholesale  butter,  eggs  and  cheese  market 
area;  that  the  marquise  has  been  maintained  in  front  of 
these  premises  for  upwards  of  45  years  and  is  absolutely 
essential  to  the  conduct  of  the  business;  that  the  marquise 
was  attached  to  the  elevator  structure  and  due  to  an  order 
from  the  Transit  Commission  a  contractor  was  engaged  to 
install  rods  supporting  the  marquee  to  the  front  wall  of  the 
building;  that  upon  completion  of  the  work  violation  was 
served  and  plans  filed  to  remove  such  violation ;  that  the 
existence  of  the  marquise  for  the  length  of  time  heretofore 
mentioned  precludes  the  application  of  Section  2.4.1  of  the 
Building  Code  and  that  the  use  of  the  marquise  is  essential 
to  the  business  and  its  present  use  should  be  allowed.  • 
Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  315-41,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  marquee  shall  be  •  con¬ 
structed  substantially  as  indicated  on  plans  filed  with  the 
borough  superintendent  and  shall  be  not  nearer  than  two 
feet  to  the  proposed  new  location  of  curb ;  that  this  varia¬ 
tion  is  for  a  term  of  two  (2)  years  from  the  date  of  this 
resolution  and  only  so  long  as  the  premises  are  used  as  at 
present  for  the  wholesaling  of  food  products. 


156-42- A. 

APPLICANT — Lama  and  Proskauer,  for  White  Castle 
System,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 213-17  Northern  boulevard  and 
43-34  Bell  avenue,  northwest  corner  (Block  No. 
6287,  Lot  No.  32),  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  . . .  0 

THE  RESOLUTION— 

(156-42- A) 

Whereas,  Lama  and  Proskauer,  for  White  Castle  Sys¬ 
tem,  Inc.  owner,  filed  on  February  24,  1942,  an  appeal  from 
a  decision  of  the  borough  superintendent;  premises  213-17 
Northern  boulevard  and  43-34  Bell  avenue,  northwest  cor¬ 
ner  (Block  No.  6287,  Lot  No.  32),  Bayside,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  70-42,  dated  February  12,  1942,  reads  : 
“1.  The  extension  of  a  business  building  of  frame 
construction  is  contrary  to  Sec.  4.1.5.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  81.61  ft.  by  106.04  ft.  in  area:  located 
in  a  business  use  C  area  district.  Upon  the  plot  there  exists 
a  one-story  building,  12  ft.  in  height ;  31  ft.  by  13  ft.  in  area ; 
of  Class  5  construction;  used  as  a  restaurant.  It  is  pro¬ 
posed  to  erect  a  one-story  extension,  7  ft.  by  14  ft.  in  area; 
of  Class  4  construction;  and  to  occupy  the  entire  premises 
as  restaurant  and  parking  for  more  than  five  motor  vehicles 
for  patrons  of  the  restaurant  only,  with  no  fee  to  be 
charged  for  parking ;  and 

Whereas,  the  existing  building  is  occupied  as  a  lunch 
room  under  Certificate  of  Occupancy  No.  49407,  which 
classifies  the  construction  as  brick;  and 
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Whereas,  the  applicant  contends  that  the  proposed  ex¬ 
tension  will  be  used  as  a  service  shelter,  which  will  be  open 
at  all  times,  except  that  storm  sashes  will  be  used  when 
necessary ;  that  both  inside  and  outside  the  frame  construc¬ 
tion  will  be  covered  with  3/16  in.  tempered  masonite;  that 
the  request  to  permit  the  frame  construction  is  due  to  the 
fact  that  the  metal  cann6t  be  secured  under  present  war 
priorities ;  that  in  view  of  the  fact  that  the  service  shelter 
faces  a  large  open  air  area  and  adjoins  no  other  building, 
it  will  not  be  harmful  or  a  fire  hazard. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  70-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  extension  shall  not  exceed  the 
area  indicated,  namely  7  ft.  by  14  ft.  and  one  story ;  that 
the  construction  shall  be  substantially  as  indicated,  with  the 
spaces  between  studs  filled  with  rock  wool,  packed  to  a 
density  of  not  less  than  6  lbs.  per  cu.  ft.;  that  a  new  cer¬ 
tificate  of  occupancy  shall  be  issued  replacing  Certificate 
No.  49407  so  as  to  include  this  proposed  extension,  the 
existing  metal  restaurant  building  and  the  permitted  parking 
use  on  the  same  lot  for  patrons  for  which  no  fee  is  charged 
in  accordance  with  the  provisions  of  the  zoning  resolution, 
Section  4-a  paragraph  15. 


20 1-42- A. 

APPLICANT— Jack  Z.  Cohen,  for  William  B.  Welsh  and 
Richard  J.  Welsh,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 47-31— 31st  place,  east  side,  204 
ft.  north  of  48th  avenue  (Block  No.  280,  part  of 
Lot  No.  5),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 

THE  RESOLUTION— 

(201-42-A) 

Whereas,  Jack  Z.  Cohen,  for  William  B.  and  Richard 
J.  Welsh,  owners,  filed  on  March  13,  1942  an  appeal  from 
a  decision  of  the  borough  superintendent ;  premises  47-31 
31st  place,  east  side,  204  ft.  north  of  48th  avenue  (Block 
No.  280,  part  of  Lot  No.  5),  Long  Island  City,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  3124-41  dated  March  6,  1942,  reads : 

“1.  The  proposed  use  of  premises  to  include  4  car 
g'arage  and  gasoline  storage  tank  is  contrary  to  provi¬ 
sions  of  Section  4.2.1  of  the  Bldg.  Code. 

Note  excessive  area  for  garage.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (17  ft.)  in  height;  96  ft.  by  90  ft.  in  area;  of  Class 
3  construction ;  located  in  an  unrestricted  use  district ; 
erected  in  1938;  and  occupied:  cellar,  boiler-room;  1st 
floor,  beer  distributing  plant,  5  persons;  and  proposed  to 
be  occupied:  cellar  same;  1st  floor,  beer  distributing  and 
storage  garage  for  four  (4)  motor  vehicles;  and 
Whereas,  the  applicant  contends  that  the  building  was 
erected  under  New  Building  Applic.  No.  5451-37  as  a  fac¬ 
tory;  that  the  proposed  use  for  beer  distributing  was  ap¬ 
proved  by  the  borough  superintendent  and  an  amendment 
made  to  include  the  four  (4)  car  storage  garage;  that  it 
is  from  the  decision  of  the  borough  superintendent  on  this 
amendment,  that  the  appeal  herein  is  taken;  that  the  Board 
is  requested  to  modify  the  decision  of  the  borough  super¬ 


intendent,  due  to  the  fact  that  the  building  has  built  up 
platforms  for  more  than  half  of  its  area;  that  the  total 
area  of  the  building  is  8272  square  feet,  which  is  only  750 
square  feet  over  the  permitted  area  for  garage  use  for 
this  type  of  construction;  that  the  four  (4)  car  garage  is 
only  an  accessory  use  to  the  primary  use  of  beer  distrib¬ 
uting. 

Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  on  Alt.  Applic.  3124-41,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  that  not  more  than  four  (4) 
trucks  shall  be  stored  at  any  time  within  the  building;  that 
such  trucks  shall  be  used  only  as  accessory  to  the  business 
conducted  on  the  premises;  that  any  gasoline  tank  with 
pump  installed  on  the  premises  shall  be  solely  for  the  use 
of  fueling  such  trucks  and  shall  be  installed  within  the 
building,  and  no  sale  made  to  passing  vehicles;  that  an 
affidavit  to  that  effect  shall  be  filed  with  the  borough  su¬ 
perintendent  ;  that  such  portable  fire-fighting  appliances 
shall  be  furnished  and  maintained  as  the  fire  commissioner 
shall  direct ;  that  the  building  shall  comply  in  all  other 
respects  with  all  laws,  rules  and  regulations  applicable 
thereto. 


2 18-42- A. 

APPLICANT— Arnold  W.  Lederer,  for  Bay  Ridge  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 5114  Fourth  avenue,  west  side, 
75  ft.  2  in.  north  of  52nd  street  (Block  No.  798, 
Lot  No.  40),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer  and  L.  H. 
Szerlip. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  o 

THE  RESOLUTION— 

(2 18-42- A) 

V  hereas,  Arnold  W.  Lederer,  for  Bay  Ridge  Savings 
Bank,  owner,  filed  on  March  18,  1942,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent;  premises  5114  Fourth 
avenue,  west  side,  75  ft.  2  in.  north  of  52nd  street  (Block- 
No.  798,  Lot  No.  40),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  552/42,  dated  March  3,  1942,  reads: 

“1.  For  factory  use  floors  should  be  able  to  carry 
120#  live  load.  Sec.  7.3.2.3.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  and  mezzanine  (38  ft.)  in  height;  25  ft.  by  96  ft.  in 
area  at  1st  floor  and  25  ft.  by  90  ft.  in  area  at  typical  floor 
level;  of  Class  3  construction;  erected  in  1923;  located  in 
a  business  use  district;  and  occupied:  cellar,  vacant  club; 
1st  floor,  vacant  club;  2nd  floor,  toilets  and  office;  3rd 
floor,  vacant  club.  It  is  proposed  to  be  occupied:  cellar, 
storage;  1st  floor,  factory  and  storage,  25  persons;  2nd 
floor,  toilets  and  office,  5  persons;  3rd  floor,  factory  and 
storage,  20  persons;  and 

Whereas,  the  applicant  contends  that  the  building  is 
small  and  that  exits  are  adequate;  that  the  plant  is  to  be 
used  in  National  Defense  work;  that  the  top  floor  will  be 
used  only  for  light  manufacturing  as  stated  in  an  affidavit 
filed  with  this  appeal;  that  it  is  requested  that  permission 
be  granted  for  a  100  lb.  live  load  on  the  top  floor  only  as  it 
would  cause  great  hardship  to  reinforce  same  for  120# 
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live  load  when  the  floor  load  will  not  exceed  a  live  load  of 
100  lbs. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  552-42,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  live  load  on  each  of  the  first  floor  and 
second  floors  shall  not  exceed  100  lbs.  per  superficial  foot 
as'  originally  approved  by  the  Department  of  Buildings 
under  N.  B.  Applic.  No.  11693-23;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable,  other  than  as  varied  under  Cal. 
No.  183-42-S. 


225-42-A. 

APPLICANT — Edwin  Markham  Houses  Architects,  for 
New  York  Housing  Authority,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superim 
tendent. 

PREMISES  AFFECTED — Blocks  bounded  by  south  side 
of  Richmond  Terrace,  Broadway,  Wayne  street  and 
North  Burgher  avenue  (Block  Nos.  169-173,  in¬ 
clusive),  West  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  John  P.  Riley,  Janies  Mongitore, 
Sullivan  A.  S.  Paterno,  Jacob  Moscowitz  and 
Frederick  Math,esins. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  . : .  0 

THE  RESOLUTION— 

(225-42-A) 

Whereas,  Edwin  Markham  Houses  Architects,  for  New 
York  City  Housing  Authority,  owner,  filed  on  March  19, 
1942  an  appeal  from  decisions  of  the  borough  superin¬ 
tendent;  premises  Blocks  bounded  by  Richmond  terrace, 
Broadway,  Wayne  street  and  North  Burgher  avenue  (Block 
Nos.  169  to  173  inclusive),  West  Brighton,  Borough  of 
Richmond;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  No.  16-42,  dated  February  16,  1942,  reads: 
“2.  Wood  cornices  are  prhobited  by  Sec.  10.12.13.1 
B.C.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  Applic.  No.  16-42,  dated  March  18,  1942,  reads : 

“6.  The  schedule  showing  Defense  Housing  require¬ 
ments  of  the  War  Production  Board,  also  shows  cer¬ 
tain  sizes  of  vents,  wastes,  traps  and  omission  of  house 
traps  and  vents,  and  therefore  is  contrary  to  the  re¬ 
quirements  of  Sec.  13  of  the  New  York  City  Building 
Code.” 

and 

Whereas,  the  proposed  buildings  will  be  two  stories 
(19/  ft.)  in  height;  of  Class  3  construction;  located  in 
unrestricted,  business  and  retail  use  districts ;  and  occupied 
as  two  family  dwellings  and  a  community  building ;  and 
Whereas,  the  applicant  contends  as  to  Objection  No.  2 
of  the  borough  superintendent’s  decision  dated  February 
16,  1942,  that  it  is  proposed  to  erect  a  continuous  wood  cor¬ 
nice  for  each  building  as  shown  on  the  drawings  filed  with 
the  borough  superintendent ;  that  the  cornice  will  be  backed 
up  with  a  masonry  wall  and  completely  separated  from 
interior  of  the  building,  except  for  a  one  inch  air  space 
under  roof  boarding  to  allow  ventilation  of  the  roof  space ; 
that  spaces  between  jack  rafters  at  each  side  of  the  fire 
walls  from  end  of  fire  walls  to  back  of  cornice  facia  will 
be  filled  with  rock  wool ;  that  the  one  inch  air  space  will 
be  completely  shut  off  at  the  ends  of  each  fire  wall ;  that 
the  fire  walls  occur  between  each  two  family  unit;  that  the 
cut  off  will  be  accomplished  by  extending  the  masonry  walls 


to  the  under  side  of  the  roof  boards;  that  as  to  Objection 
No.  6  of  the  borough  superintendent’s  decision  dated  March 
18,  1942,  that  the  revision  of  the  requirements  of  the  Build¬ 
ing  Code  for  plumbing  is  requested  so  as  to  permit  the 
installation  of  the  plumbing  systems  in  compliance  with  the 
Emergency  Plumbing  Standards  for  Defense  Housing  as 
based  on  mandatory  order  from  the  War  Production  Board 
for  the  purpose  of  conserving  all  critical  material ;  that  the 
following  deviations  from  the  requirements  of  the  Building 
Code  are  requested : 

1.  The  elimination  of  bath  tub  vents. 

2.  The  use  of  standard  weight  cast  iron  piping  with¬ 
in  buildings  above  ground.  Piping  under  ground  wrilb 
be  extra  heavy  cast  iron. 

3.  The  use  of  tile  house  trap  and  tile  FAI  within 
the  buildings.  In  this  connection  it  is  proposed  to  sub¬ 
stitute  No.  1  salt  glazed  vitreous  tile  for  cast  iron  house 
traps  and  vents,  which  are  safely  located  inside  the 
building  walls  in  the  heat  protected  pipe  spaces  under 
the  first  floors  and  accessible  to  the  maintenance  per¬ 
sonnel. 

4.  Fixture  drains  and  trap  sizes  to  be  installed  in 
accordance  with  the  following  table: 

TRAPS  AND  FIXTURE  DRAINS 


Size  of  Trap  and 
Fixtures  Fixture  Drain,  In. 

Bath  tubs  .  1/ 

Combination  fixtures  .  1!/ 

Drinking  fountains  .  1/ 

Floor  drains  .  2  or  3 

Laundry  trays  .  1/ 

Lavatories  .  1/ 

Shower  stalls  .  2 

Sinks,  Kitchen,  residence  .  1J4 

Sinks,  public  .  2 

Sinks,  small,  pantry  or  bar .  1/ 

Sinks,  dishwasher  . 1J4 

Sinks,  service  .  2 

Urinals,  trough  . . .  2 

Urinals,  stall  . . .  2 


5.  Size  horizontal  branches  will  be  installed  in  ac¬ 
cordance  with  the  following  table: 

NUMBER  OF  FIXTURE  UNITS  ON  * 
HORIZONTAL  BRANCHES 

Pipe  Size 

iy/'  i 

vy2”  3 

2"  6 

2i/;" 

3"'  32  (Waste  only) 

3"  20  (Soil) 

4"  160 

5"  360 

6"  640 

6.  House  drain  sizes  will  be  installed  in  accordance 
with  the  following  table  : 

NUMBER  OF  FIXTURE  UNITS 


Primary 

House  Drain  Branches 

Pipe  Size  and  Sewer  Fall/ft. 

i  y/'  i  - 

D/2"  3  — 

2"  6  — 

3"  (waste  only)  32  36 

3"  (soil)  20  24 

4"  160  180 

5"  360  400 

6"  600  660 


7.  Waste  and  soil  stacks  will  be  installed  in  the 
sizes  shown  on  following  table : 
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NUMBER  OF  FIXTURE  UNITS  ON  SOIL 
AND  WASTE  STACKS 


Pipe  Size 

M" 

l  Vi" 

2" 

2V2" 

3" 

3" 

4" 

4" 

r  tr 


E.P.S. — D.H. 
2 
4 
10 


48  (Waste  only) 
30  (Soil) 

240 

540 


5"  — 

6"  •  960 

a"  _ 


8.  Vent  pipe  sizes  will  be  installed  in  accordance 
with  the  following  table : 

VENT  PIPE  SIZES 


Maximum  Developed  Length  in  Feet 
- iof  Main  Vent  Stack - 


Fixture  units 

IX" 

1V2" 

2" 

254" 

yt 

on  Soil  Stack 

Vent 

Vent 

Vent 

Vent 

Vent 

2 

75 

— 

— 

— 

— 

6 

— 

— 

- — . 

— 

— 

8 

70 

150 

— 

— 

— 

24 

28 

70 

300 

— 

— 

40 

— 

20 

80 

260 

650 

72 

— 

— 

— 

— 

— 

80 

— 

18 

75 

240 

600 

120 

— 

— 

— 

— 

— 

310 

— 

— 

30 

95 

240 

620 

— 

— 

22 

70 

180 

Max.  Stack  size  for 
vent  stack  listed 

2" 

3" 

4" 

5" 

6"  EPS 

9.  Fixture 

unit 

values  as 

shown 

on  plumbing  plans 

filled  with  the  borough  superintendent  have  been  rated 
in  accordance  with  the  following  table : 


FIXTURE  UNITS  PER  FIXTURE  OR  GROUP 


Fixture 


Number  of 
fixture  units 


Lavatory  or  wash  basin,  public  .  2 

“  “  “  “  ,  private  .  1 

Water  Closet,  public  .  10 

“  ,  private  .  6 

Bath  tub,  public  .  4 

“  “  ,  private  . 2 

Shower  head,  public  .  4 

“  “  ,  private  . . . . .  2 

Pedestal  Urinal,  public  .  10 

Wall  or  Stall  Urinal,  public  .  5 

Service  sink  .  3 

Kitchen  sink,- private  .  2 

Bath  room  group,  private .  8 

Bath  room  group  with  separate  shower  stall, 

private  .  10 

Two  or  three  laundry  trays  with  single  trap, 

private  .  3 

Combination  sink  and  laundry  tray,  private.  .  3 

Sewage  ejector  or  sump  pump — EA.25 
G.PM .  50 


10.  It  is  proposed  to  use  12  in.  high  vent  exten¬ 
sions  through  flat  roofs. 


11.  It  is  proposed  to  use  1  in.  deep  lead  caulking 
on  joints  for  cast  iron  piping. 

and 

Whereas,  the  applicant  further  contends  as  to  the  use  of 
12  in.  vent  extensions  through  roofs  that  while  the  roofs  are 
flat,  they  are  not  designed  or  intended  to  be  used  in  any 
manner. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  16-42,  Objection  No.  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  wood  cornices  shall  be  con¬ 
structed  substantially  as  shown  and  shall  be  kept  painted  at 


all  times;  that  the  rock' wool  proposed  as  a  fire  stop  shall  be 
densely  packed  at  the  rate  of  not  less  than  7  lbs.  per  cubic 
foot;  as  to  Objection  No.  6,  that  the  plumbing  equipment 
throughout  may  be  installed  as  proposed  and  in  accordance 
with  the  tables  herein  proposed,  as  set  up  by  the  Division 
of  Defense  Housing  Coordination  of  the  Office  of  Emer¬ 
gency  Management  for  defense  housing,  except  that  the 
venting  of  bath  tubs  shall  be  provided ;  that  in  all  other 
respects  the  buildings  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


568-41 -A. 

APPLICANT — Eric  Kebbon,  for  Board  of  Education, 
City  of  New  York,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 22-50  90th  street,  northwest 
corner  of  23rd  avenue  (Block  No.  10M,  Lot  No. 
2),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  G.  Goldman. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative:  .  0 

THE  RESOLUTION— 

(568-41- A) 

Whereas,  this  appeal,  from  a  decision  of  the  borough 
superintendent,  premises  22-50  90th  street,  northwest  corner 
of  23rd  avenue  (Block  No.  1064,  Lot  No.  2),  Corona,  Bor¬ 
ough  of  Queens,  was  granted  by  the  Board  July  15,  1941 
on  certain  conditions ;  and 

Whereas,  the  applicant  requested  amendment  of  the  reso¬ 
lution  adopted  on  July  15,  1941  as  to  a  new  decision  ren¬ 
dered  by  the  borough  superintendent,  dated  March  18,  1942, 
which  decision  reads : 

“1.  The  proposed  construction  of  Class  6  of  the 
hangar  portion  of  the  school  is  in  excess  of  the  area 
permitted,  Sec.  4.2.1  of  the  Building  Code,  for  that 
class  of  construction. 

2.  The  hangar  portion,  if  of  Class  6  construction, 
must  be  separated  from  the  remainder  of  the  school 
structure  by  approved  fire  walls  and  fire  doors.” 

and 

Whereas,  the  applicant  contends  that  the  size  of  the 
hangar,  which  is  only  1  story  high,  is  143  ft.  8  in.  by  119 
ft.  4  in.,  or  a  total  of  17,112  sq.  ft.;  that  it  is  a  portion 
of  this  building  which  faces  on  three  streets;  that  the 
Federal  Government  will  not  issue  a  priority  rating  for 
structural  steel ;  that  for  this  reason  it  is  proposed  to 
change  to  slow  burning  wood  construction  for  the  trusses, 
roof  decks  and  supporting  members  for  the  hangar  only; 
that  the  trusses  will  rest  on  reinforced  concrete  columns; 
that  sprinklers  will  be  installed  as  per  the  requirement  of 
the  building  code;  that  the  sprinkler  system  will  have  a 
6  in.  water  supply  line. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  15,  1941  by 
adding  thereto: 

“That  in  the  event  the  owner  desires  to  construct 
(he  roof  over  the  hangar  portion  with  wood  trusses  and 
tongue  and  groove  2  in.  plank,  such  construction  may 
be  permitted  in  lieu  of  the  structural  steel  trusses  and 
concrete  steel  slab  on  condition  that  the  entire  hangar 
space  shall  be  protected  with  a  sprinkler  system  and 
such  sprinkler  heads  shall  be  extended  under  the  bot¬ 
tom  chords  of  such  wood  trusses  and  that  the  details 


334 


MINUTES 


of  the  construction  of  the  trusses  shall  be  filed  with 
and  approved  by  the  borough  superintendent  and  that 
the  enclosing  walls  shall  be  in  accordance  with  the 
requirements.” 

VARIATIONS  OF  THE  LABOR  LAW. 
187-42-S. 

APPLICANT — Anthony  M.  DeRose,  for  Jasab  Realty 
Corporation,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  acting  borough  superintendent. 
PREMISES  AFFECTED — 390  East  200th  street,  south 
side,  75  ft.  west  of  Webster  avenue  (Block  No. 
3279,  Lot  No.  75),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Anthony  M.  DeRose  and  S.  Braun. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1942  at 
2  P.  M.  for  inspection  by  a  Committee  of  the 
Board. 


197-42-S. 

APPLICANT — Saul  Goldsmith,  for  The  Dime  Savings 
Bank  of  Brooklyn,  Mortgagee  in  possession. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 395-403  Pearl  street,  423  Ful¬ 
ton  street,  northeast  corner  and  20  Willoughby 
street  (Block  No.  150,  Lot  No.  11),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1942  at 
2  P.  M.  for  inspection  by  a  Committee  of  the 
Board. 


553-41-S. 

APPLICANT — Pathe,  Engineering  and  Tool  Manufactur¬ 
ing  Corporation,  lessee,  for  Bernadel  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a 
decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 40-09  21st  street,  east  side,  58 
ft.  south  of  40th  avenue  (Block  No.  410,  Lot  No. 
9),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed,  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

THE  RESOLUTION— 

(553-41-S) 

Whereas,  the  Pathe  Engineering  and  Tool  Manufactur¬ 
ing  Corporation,  lessee,  for  Bernadel  Realty  Corporation, 
owner,  filed  on  June  19,  1941,  an  application  with  the 
Board,  for  a  variation  of  the  requirements  of  the  Labor 
Law,  affecting  premises  40-09  21st  street,  east  side,  58  ft. 
south  of  40th  avenue  (Block  No.  410,  Lot  No.  9),  Long 
Island  City,  Borough  of  Queens ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
the  subject  case,  although  duly  notified  to  do  so,  and  at  the 
hearing  there  was  no  appearance  made  on  behalf  of  the 
applicant. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


96-42-S. 

APPLICANT — Sidney  Daub,  for  Estate  of  William  Col¬ 
gate,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 43  East  20th  street,  north  side, 
200  ft.  west  of  Fourth  avenue  (Block  No.  849,  Lot 
No.  30),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Sidney  Daub  and  Ed.  Coebler. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 

THE  RESOLUTION— 

(96-42-S) 

Whereas,  Sidney  Daub,  for  Estate  of  William  Colgate, 
owner,  filed  on  January  30,  1942,  an  application  for  a  varia¬ 
tion  of  the  requirements  of  the  Labor  Law  affecting  prem¬ 
ises  43  East  20th  street,  north  side,  200  ft.  west  of  Fourth 
avenue  (Block  No.  849,  Lot  No.  30),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  23-42  dated  January  10,  1942,  reads : 

”2.  Means  of  egress  from  rear  fire  exit  to  comply 
with  Section  273,  Subdiv.  9  of  Labor  Law — as  shown 
it  is  inaccessible.” 

and 

Whereas,  the  applicant  states  that  the  building  is  eight 
stories  (98  ft.)  in  height;  25  ft.  by  92  ft.  in  area  at  first 
floor;  25  ft.  by  83  ft.  in  area  at  typical  floor;  of  Class  1 
construction;  erected  1899;  located  in  an  unrestricted  use 
district  and  occupied  as  follows :  Cellar,  storage  of  building 
materials,  no  persons ;  first  floor,  restaurant,  50  persons ; 
second  floor,  manufacture  of  rubber  pads,  10  persons ;  third 
floor,  manufacture  of  leather  goods,  10  persons ;  fourth 
floor,  manufacture  of  leather  novelties,  10  persons ;  fifth 
floor,  manufacturing  leather  goods,  belts,  10  persons;  sixth 
floor,  tailors,  10  persons ;  seventh  floor,  furniture  finishers, 
10  persons;  eighth  floor,  manufacturing  leather  goods,  10 
persons.  No  change  in  use  or  occupancy  is  proposed.  The 
building  is  equipped  with  a  two  source  sprinker  system  and 
a  standpipe  system.  There  is  one  interior  3  ft.  wide  stair¬ 
way  of  fireproof  construction  leading  from  roof  to  street 
and  one  exterior  stairs  at  rear  extending  to  roof  by  stair 
and  to  grade,  with  egress  from  termination  through  rear 
building.  Windows  on  the  course  of  the  exterior  fire  escape 
are  fireproof  and  self-closing ;  and 

Whereas,  the  applicant  contends  the  building  is  small  in 
area  with  an  unhazardous  occupancy  and  has  been  used  for 
manufacturing  since  its  erection ;  that  in  1914  the  State 
Department  of  Labor  approved  the  erection  of  the  2  ft. 
wide  rear  exterior  stairway  with  egress  from  the  termina¬ 
tion  to  the  adjacent  northerly  yard;  that  in  lieu  of  this 
means  of  egress,  it  is  proposed  to  provide  a  connection  to 
the  fire  escape  to  the  second  story  of  the  adjacent  westerly 
building  which  is  under  the  same  ownership ;  that  this  fire 
escape  will  terminate  in  the  adjacent  northerly  yard,  which 
is  also  under  the  same  ownership  as  the  building  in  question ; 
that  the  proposed  condition  will  be  similar  to  the  existing 
condition  and  it  is  therefore  requested  that  the  proposed 
conditions  be  permitted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  23-42,  Objection  No.  2 ;  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
exit  from  the  fire  escape  of  the  building  in  question  shall  be 
constructed  substantially  as  indicated  on  plans  filed  with  the 
borough  superintendent  on  January  8,  1942,  providing  exit 
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to  the  street  either  through  building  at  41  East  20th  street 
or  building  at  42  East  21st  street ;  that  the  doors  into  such 
buildings  shall  be  open  to  permit  such  exit  during  working 
hours. 


162-42-S. 

APPLICANT — Oscar  Goldsclilag  for  524  Broadway  Cor¬ 
poration,  owner  (Max  Feinberg,  lessee). 
SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 520  Broadway,  east  side,  51  ft. 
2  in.  south  of  Spring  street  (Block  No.  483,  Lot 
No.  15),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(162-42-S) 

Whereas,  Oscar  Goldschlag,  for  524  Broadway  Corpora¬ 
tion,  owner,  filed  on  February  25,  1942  an  application  for 
variation  from  the  requirements  of  the  Labor  Law  as  cited 
in  a  decision  of  the  borough  superintendent ;  premises  520 
Broadway,  east  side,  51  ft.  2  in.  south  of  Spring  street 
(Block  No.  485,  Lot  No.  15),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  2662-41  dated  February  5,  1942,  reads : 

“1.  Stairs  should  have  fire  proof  enclosure  with 
doors  top  and  bottom.” 

and 

Whereas,  the  building  is  11  stories  (149  ft.)  in  height, 
50  ft.  by  94  ft.  2  in.  in  area  at  1st  floor,  50  ft.  by  86  ft.  in 
area  at  typical  floor ;  located  in  an  unrestricted  use  district ; 
erected  in  1900 ;  Class  1  construction ;  occupied  as  follows : 
subcellar,  boiler-room  and  storage ;  cellar,  store,  4  persons ; 
1st  floor,  store,  15  persons;  2nd  to  11th  floors,  manufactur¬ 
ing  wearing  apparel,  75  persons  each  floor.  The  building  is 
equipped  with  sprinkler,  standpipe  and  interior  fire  alarm 
systems ;  fire  drills  are  maintained.  The  building  is  also 
equipped  with  one  interior  3  ft.  8  in.  fireproof  stairs  which 
leads  from  roof  directly  to  street  and  one  exterior  stairs  at 
rear  which  leads  from  roof  to  rear  yard  and  egress  from 
termination  thereof  by  means  of  a  connecting  balcony  at 
1st  floor  to  No.  524  Broadway,  under  same  ownership. 
Windows  in  the  course  of  fire  escape  are  fireproof,  self¬ 
closing  and  there  is  safe  egress  from  the  roof ;  and 

Whereas,  the  applicant  contends  that  the  building  is  fire¬ 
proof  and  100%  sprinklered ;  that  the  occupancy  has  not 
been  changed;  that  the  proposed  stairway  to  cellar  from 
1st  floor  in  present  store  is  completely  enclosed  with  6  in. 
terra  cotta  blocks  with  1J4  hour  self-closing  fire  door  at 
bottom ;  that  this  will  be  used  for  store  only  and  the  in¬ 
stallation  of  a  trap  door  will  mar  the  appearance  of  a  store 
and  inconvenience  the  occupants  generally;  that  the  stairway 
is  of  an  ornamental  type  with  ornamental  railings  at  first 
floor  level. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  require¬ 
ments  of  the  Labor  Law,  as  cited  in  a  decision  of  the  bor¬ 
ough  superintendent  on  Alt.  Applic.  No.  2662-41,  Objection 
No.  1  and  that  the  application  be  and  it  hereby  is  granted 
on  condition  that  the  ornamental  stairway  as  proposed  shall 
be  solely  for  use  as  a  connecting  stairway  between  the  first 
floor  and  the  cellar  occupied  by  the  same  tenant ;  that  it 
shall  be  enclosed  with  6  in.  terra  cotta  block  partition  at 
cellar  level  with  an  approved  self  closing  1-hour  door  at  the 
foot  thereof. 


183-42-S. 

APPLICANT — Arnold  W.  Lederer,  for  Bay  Ridge  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 5114  Fourth  avenue,  west  side, 
75  ft.  2  in.  north  of  52nd  street  (Block  No.  798, 
Lot  No.  46),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer  and  L.  H. 
Szerlip. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  Commissioner  Savage .  1 


THE  RESOLUTION— 

(183-42-S) 

Whereas,  Arnold  W.  Lederer,  for  Bay  Ridge  Savings 
Bank,  owner,  filed  on  March  6,  1942  an  application  for 
variation  of  the  requirements  of  the  Labor  Law  affecting 
premises  5114  Fourth  avenue,  west  side,  75  ft.  2  in.  north 
of  52nd  street  (Block  No.  798,  Lot  No.  46),  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  552-42,  dated  March  6,  1942,  reads: 

“5.  This  building  was  erected  in  1923,  and  the 
means  of  egress  from  both  floors  should  comply  with 
the  requirements  of  Section  270,  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  and  mezzanine  (38  ft.)  in  height,  25  ft.  by  96  ft. 
4  in.  in  area  at  first  floor,  25  ft.  by  90  ft.  in  area  at  2nd 
floor,  of  Class  3  construction,  erected  in  1923,  located  in  a 
business  use,  “C”  area  district  and  occupied  as  follows : 
cellar,  vacant  club;  1st  floor,  vacant  club;  mezzanine,  toilets 
and  offices ;  2nd  floor,  vacant  club ;  and  proposed  to  be  oc¬ 
cupied  as  follows:  cellar,  storage,  1st  floor,  manufacturing 
metal  and  rubber  stamps  and  identification  plates  and  stor¬ 
age,  25  persons ;  mezzanine,  toilets  and  offices,  5  persons ; 
2nd  floor,  manufacturing  metal  and  rubber  stamps  and 
identification  tags,  20  persons ;  that  manufacturing  in  the 
building  will  comply  with  the  provisions  of  the  building 
zone  resolution;  that  the  building  is  equipped  with  one  3  ft. 
8  in.  fireproof  stairs,  located  at  front  of  building  and  ex¬ 
tending  from  roof  bulkhead  direct  to  street  and  one  fire 
escape  at  rear  leading  to  roof  by  ladder  and  to  grade  by 
counterbalanced  drop  ladder  in  guides  with  egress  there¬ 
from  through  the  adjoining  lot  occupied  by  a  public  library 
building ;  that  windows  on  the  course  of  the  fire  escape  are 
fireproof  glazed  with  wire  glass;  and 

Whereas,  the  applicant  contends  that  the  existing  stair- 
hall  is  fireproof,  equipped  with  fireproof  doors  and  com¬ 
plies  with  the  1916  Building  Code  for  exits;  that  the  plant 
is  engaged  in  defense  work  and  is  small  in  area  and  is 
provided  with  adequate  exits;  that  the  ladder  to  be  used 
as  a  rear  exit  will  consist  of  a  counterbalanced  sliding  drop 
ladder  to  be  located  6  in.  or  8  in.  south  of  the  north  build¬ 
ing  line,  so  that  when  lowered,  it  will  land  within  these 
premises. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  552-42,  Objection  No.  5,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
exits  as  shown  on  plans  approved  by  the  Department  of 
Buildings,  under  N.  B.  Applic.  No.  11693-23,  and  Fire 
Escape  Applic.  No.  21269-23,  approved  December  26,  1923, 
shall  be  complied  with,  and  the  counterbalanced  drop  ladder 
at  the  rear  shall  be  maintained  solely  on  this  lot;  and 
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granted  so  long  as  the  open  access  is  available  across  the 
adjoining  lot  to  the  north,  and  in  the  event  that  such  access 
is  no  longer  available,  that  a  fireproof  passage  through  the 
building  from  the  lower  level  of  the  fire  escape  to  Fourth 
avenue  shall  be  constructed  and  maintained ;  that  in  any 
portion  of  the  first  floor  or  second  floor  used  for  factory 
purposes  in  accordance  with  the  restrictions  of  the  zoning 
resolution,  no  power  driven  machinery  shall  be  employed 
having  motor  power  per  machine  not  exceeding  3  h.p. ; 
that  if  such  motor  driven  machinery  is  employed,  the 
windows  on  the  northerly  wall  facing  the  library  shall  be 
made  fixed  and  unopenable;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  the  requirements 
of  the  zoning  resolution  and  all  other  laws,  rules  and  regu¬ 
lations  applicable  thereto,  other  than  as  varied  under  Cal. 
No.  218-42A. 


18S-42-S. 


APPLICANT — Atlantic  Zinc  Works,  Incorporated,  lessee, 
for  New  York  Dock  Company,  owner. 

SUBJECT — Variatioh  of  the  Labor  Law  as  cited  in  a  de¬ 
cision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 192-210  Van  Brunt  street,  west 
side,  51  ft.  8  in.  south  of  Bowne  street  (Block  No. 
507,  part  of  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Roy  Manny. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . 
Negative :  . 


4 

0 


THE  RESOLUTION— 

(185-42-S) 

Whereas,  the  Atlantic  Zinc  Works,  Inc.,  for  New  York 
Dock  Company,  owner,  filed  on  March  7,  1942,  an  applica¬ 
tion  for  variation  of  the  requirements  of  the  Labor  Law 
affecting  premises  192-210  Van  Brunt  street,  west  side,  51 
ft.  8  in.  south  of  Bowne  street  (Block  No.  507,  part  of  Lot 
No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
February  5,  1942  reads : 

“In  response  to  your  letter  of  January  30,  1942, 
wherein  you  request  permission  for  your  employees  to 
smoke  in  various  sections  of  your  plant,  you  will  please 
be  advised  that  your  application  must  be  denied  for  the 
reason  that  the  provisions  of  the  State  Labor  Law  pro¬ 
hibit  smoking  in  all  factories  in  the  City  of  New  York. 
This  law  is  mandatory  and  the  Fire  Commissioner  is 
without  any  discretion  in  the  matter.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (18  ft.)  in  height,  209  ft.  2  in.  by  80  ft.  and  90  ft. 
in  area,  of  class  3  construction,  erected  in  1925,  located  in 
an  unrestricted  use  district  and  occupied  as  a  zinc  rolling 
mill — 76  persons ;  that  the  building  is  equipped  with  an 
interior  fire  alarm  system  and  fire  drills  are  maintained; 
that  Certificate  of  Occupancy  No.  34102  issued  July  8,  1925, 
permits  the  use  of  the  building  as  a  mill  building  through¬ 
out;  and 

Whereas,  the  applicant  contends  that  it  and  its  subsidiary, 
the  Rolled  Plate  Metal  Company,  share  the  building  under 
a  lease  from  the  New  York  Dock  Company;  that  the 
building  is  one  story  with  concrete  flooring  in  which  is  in¬ 
stalled  heavy  machinery  for  casting,  rolling  and  polishing 
zinc  plates;  that  45  persons  are  employed  by  the  Atlantic 
Zinc  Works  and  19  employees  are  employed  by  the  Rolled 
Plate  Metal  Company;  that  the  office  handling  the  work 
of  both  companies  consists  of  12  persons ;  that  permission 
is  requested  for  the  men  to  smoke  cigarettes,  etc.,  during 
their  rest  periods  in  the  wash  rooms  of  the  two  companies ; 


that  these  wash  rooms  are  entirely  enclosed  by  brick  and 
hollow  tile  walls  and  contain  nothing  inflammable;  that  the 
floors  are  concrete  and  the  rooms  contain  only  the  shower 
stalls,*  wash  basins  and  toilets ;  that  permission  is  also  re¬ 
quested  for  the  office  employees  and  executives  to  smoke 
in  the  office. 

Resolved ,  that  the  decision  of  the  fire  commissioner  dated 
February  5,  1942,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  smok¬ 
ing  shall  be  permitted  only  within  the  office  space  and 
toilet  room  space  provided  such  spaces  are  separated  from 
the  balance  of  the  floor  by  fireproof  partitions ;  and  in  all 
other  respects  in  compliance  with  the  Smoking  in  Factory 
Rules  of  the  Board. 


214-42-S. 

APPLICANT — Carl  L.  Norden,  Inc.  (lessee),  for  Hallen- 
beck-Hungerford  Realty  Corporation,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 80  Lafayette  street,  west  side, 
from  Franklin  street  to  White  street  (Block  No. 
172,  Lot  No.  20),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Monroe  C.  Lapin,  Eugene  C.  Hack 
and  Lt.  Commander  Wm.  L.  Holm. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD- — Application  granted  on  condition. 
THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioner 


Savage  and  Blum  .  3 

Negative:  Deputy  Chief  Gunn  .  1 


THE  RESOLUTION— 


(214-42-S) 

Whereas,  Carl  L.  Norden,  Inc.  for  Hallenbeck-PIunger- 
ford  Realty  Corporation,  owner,  filed  on  March  17,  1942,  an 
application  for  a  variation  of  the  requirements  of  the  Labor 
Law,  affecting  premises  80  Lafayette  street,  west  side, 
between  Franklin  street  and  White  street  (Block  No.  172, 
Lot  No.  20),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  11,  1942,  reads: 

“Following  our  conversation  at  the  office  of  the 
Building  Department,  March  11,  1942,  pertaining  to 
premises  80  Lafayette  street,  in  which  your  concern 
occupies  the  second,  third,  fourth,  fifth  and  sixth  floors 
for  manufacturing  purposes,  and  also  supervises  the 
security  of  the  11th,  12th,  16th  and  17th  floors  of  the 
same  premises,  which  are  also  used  for  manufacturing 
purposes  by  the  Manufacturers  Machine  Tool  Co.  Inc. 
which  you  state  is  a  sub-contractor  on  some  of  your 
work,  we  are  sorry  to  inform  you  that,  although  this 
work  is  done  for  the  United  States  Navy,  and  is  classed 
as  confidential,  and  from  your  information  to  us  the 
Navy  Department  demands  the  exit  doors  on  above 
floors  be  kept  locked  during  working  hours,  we  cannot 
accept  the  above  arrangement,  it  being  contrary  to  Sec. 
272,  subdivision  3,  Labor  Law,  which  reads  specifically 
as  follows : 

‘No  door  leading  into  or  out  of  any  factory  or  any 
floor  thereof  shall  be  locked,  bolted  or  fastened  dur¬ 
ing  working  hours.’ 

We  understand  that  your  request  pertains  particularly 
to  six  exit  doors  on  each  one  of  the  above  mentioned 
floors. 

You  are  advised,  however,  that  you  have  the  right 
to  appeal  within  thirty  days  from  date  for  a  modifica¬ 
tion  of  the  above  provision  of  the  Labor  Law,  by  pre¬ 
senting  your  case  before  the  Board  of  Standards  and 
Appeals,  Room  1000  Municipal  Building.  The  said 
Board  is  the  only  authority  empowered  by  law  to  grant 
such  variation.” 


337 


MINUTES 


and 

Whereas,  the  applicant  states  that  the  building  is  17 
stories  in  height,  120.8  ft.  by  106  ft.  10/4  in.  in  area,  of 
class  1  construction,  located  in  an  unrestricted  use  district, 
erected  in  1914  and  occupied  throughout  for  offices  and  fac¬ 
tory,  with  maximum  occupancy  of  337  persons  per  floor; 
that  the  building  is  equipped  with  a  sprinkler  system,  stand¬ 
pipe  system,  interior  fire  alarm  system  and  fire  drills  are 
maintained;  that  there  are  four  fireproof  interior  stairs, 
46  in.  in  width  leading  from  roof  direct  to  street  and  two 
exterior  stairs  leading  from  roof  by  stairs  and  to  street  by 
stairs ;  that  windows  on  the  course  are  fireproof ;  and 

W hereas,  the  applicant  contends  that  it  occupies  the 
2nd,  3rd,  4th,  5th  and  6th  floors  of  the  building  and  super¬ 
vises  the  security  of  the  11th,  12th,  16th  and  17th  floors, 
which  are  also  used  for  factory  purposes  by  Manufacturers 
Machine  &  Tool  Co.,  Inc.  which  is  a  sub-contractor  of  the 
applicant ;  that  all  of  the  work  done  by  the  applicant  and 
its  sub-contractor  is  exclusively  for  the  U.  S.  Navy  De¬ 
partment  and  is  classified  as  confidential  and  restricted 
work;  that  the  Navy  Dept,  has  directed  that  the  exit  doors 
be  kept  locked  during  working  hours,  but  the  applicant  is 
prepared  to  equip  5  of  the  6  exit  doors  on  each  floor  with 
panic  bolts  so  that  they  can  be  opened  from  the  inside ;  that 
the  main  entrance  door  on  each  floor  will  be  locked  by  key ; 
that  it  is  contemplated  that  there  will  be  one  or  more  guards 
on  duty  on  each  floor  at  all  times  and  in  addition  at  least 
2  persons  at  each  exit  door  during  emergencies ;  that  in 
view  of  the  confidential  character  of  the  work  and  the  fact 
that  panic  bolts  would  permit  ready  egress  in  the  event  of 
a  necessity,  it  is  respectfully  requested  that  the  Board  grant 
a  variation  of  the  requirements  of  the  Labor  Law  so  as  to 
permit  the  situation  proposed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
dated  March  11,  1942  and  that  the  application  be  and  it 
hereby  is  granted  on  condition  that  other  than  at  the  main 
entrance  doors  on  each  of  such  floors  opposite  passenger 
elevators,  all  other  exit  doors  may  be  fitted  with  approved 
panic  bolts;  that  at  the  entrance  door  at  passenger  elevators 
the  doors  may  be  locked  during  working  hours,  provided 
that  there  is  a  guard  with  a  key  to  such  door,  stationed  ad¬ 
jacent  to  such  door  during  all  times  that  factory  work  is 
in  progress,  so  that  such  doors  can  be  immediately  opened 
in  the  event  of  an  emergency;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto  and  that  the 
sprinkler,  standpipe,  fire  alarm  systems  and  fire  drills  shall 
be  maintained  to  the  satisfaction  of  the  fire  commissioner 
and  that  the  variation  is  granted  for  the  period  of  the 
present  emergency  only,  and  applying  to  the  floors  as  stated 
occupied  by  the  applicant  engaged  in  a  defense  industry. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

1095-41-SA. 

APPLICANT — Economy  Elevator  Equalizer  Company, 
owner. 

SUBJECT — Economy  Elevator  Equalizer,  approval  of. 

APPEARANCES— 

For  Applicant :  N.  L.  Guilbert. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  . .  0 

TFIE  RESOLUTION— 

(1095-41-SA) 

» 

Whereas,  Economy  Elevator  Equalizer  Company,  owner, 

filed  on  December  22,  1941,  an  application  with  the  Board 


of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Economy  Elevator  Equalizer ;  and 

Whereas,  this  appliance  was  submitted  to  the  Commit¬ 
tee  on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 


March  6,  1942. 

RE:  Cal.  No.  1095-41-SA 

Subject:  Economy  Elevator  Equalizer,  approval  of. 

The  Economy  Elevator  Equalizer  Co.  of  Philadel¬ 
phia,  Pa.,  filed  on  December  22,  1941  with  the  Board  of 
Standards  &  Appeals  an  application  for  approval  of 
its  Automatic  Equalizer  for  elevator  hoist  cables  known 
as  the  Economy  Elevator  Equalizer  under  the  require¬ 
ments  of  Sec.  C26-178.0.b  of  the  Administrative  Code 
for  permissive  use  under  the  pertinent  sections  thereof. 

The  Economy  Equalizer  is  a  device  that  is  mounted 
at  the  regular  location  of  the  cable  hitches  for  the  car 
and  the  counterweight  ends  of  the  cables.  Each  device 
consists  of  a  group  of  rocker  arms  (See  Fig.  1).  The 
hoist  cables  are  attached  to  the  rocker  arms  as  marked 
on  the  particular  device  so  that  when  the  elevator  is  in 
operation  the  combination  of  the  hoist  cables  with  the 
equalizer  device  results  in  automatic  cable  equalization. 
The  principle  of  roping  is  like  that  of  a  “block  and 
fall’’  and  is  adaptable  to  any  number  of  cables. 

Samples  of  this  device,  set  up  in  three  typical  in¬ 
stallations,  were  subjected  to  test  at  Columbia  Uni¬ 
versity  in  the  presence  of  Commissioner  Charles  M. 
Blum  and  Engineer  Fitzsimons,  representing  the  Board, 
Mr.  G.  Dempser,  representing  the  Department  of  Build¬ 
ings,  and  representatives  of  the  applicant  company, 
with  the  following  results  (Report  dated  February 
19,  1942). 


Method  of  Test:  Type  A — Compression  load  applied 
to  unit  by.  means  of  suitable  loadblock  arrangement, 
resulting  in  double  shear  on  equalizer  pins.  Types  B 
and  C — Tensile  load  applied  to  unit  by  means  of  pull 
bar  device,  resulting  in  double  shear  on  equalizer  pins. 
Result  of  Test 


Max. 

Unit 

Load  lbs. 

A  (See  Fig.  1 — 

Type  A) 

51580 

B  ( See  Fig.  1 — 

Type  B) 

55000 

C  ( See  Fig.  1 — 

Type  C) 

49460 

Character  of  failure 

Shear  failure  in  $4"  diam. 

rocker-arm  pin 
Shear  failure  in  Yi"  diam. 

rocker-arm  pin 
Shear  failure  in  $4'"  diam. 
rocker-arm  pin 
The  Board  of  Buildings  in  1935  approved  a  post- 
and-rocker-arm  arrangement  of  this  device,  which  is 
now  superceded  by  these  present  devices,  in  a  resolution 
“that  the  Board  of  Buildings  does  hereby  approve  the 
use  of  the  Economy  Elevator  Equalizer  for  use  in  con¬ 
nection  with  the  elevators  in  the  City  of  New  York, 
for  two  or  more  units,  in  connection  with  cables  not 
exceeding  Y&"  in  diameter.” 

On  the  basis  of  the  foregoing  data  and  the  require¬ 
ments  of  Sec.  C-26- 109 1.0c  the  Committee  on  Tests 
recommends  the  approval  of  the  Economy  Elevator 
Equalizer  for  two  or  more  units  for  use  with  cables, 
the  required  minimum  strength  of  which  does  not  ex¬ 
ceed  45,000  pounds.  All  plans  proposing  the  use  of  this 
device  shall  be  marked  “Approved  bv  the  Board  of 
Standards  &  Appeals  for  use  in  New  York  Citv  Under 
Cal.  No.  1095-41-SA.” 


( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 
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ROPING  DIAGRAM 


PLAN!  OF  WATCH 


NOTES 

ECONOMY  EQUALIZERS  At2.E  A  COMBINATION 
OP  INDEPENDENT  ROCKER-  ARMS  WITH  THE 
HOIST  CARLES  £>0  ARRANGED  AS  To  PRO- 
DUCE  "IN  EFFECT"  A  SINGLE  CAE>l.E  WITH 
TWO  FIXED  ENDS. 

EACH  EQUALIZER  UNIT  IS  ENGINEERED  To 
PROVIDE  A  GOOD  CABLE  LEAD  AND  TO 
MEET  THE  SAFETY  REQUIREMENTS  OF 
GOOD  ELEVATOR  PRACTICE. 

ANY  NUMBER  OF  CABLES,  ODD  OR  EVEN-, 
CAN  BE  EQUALIZ1ED. 

Fig.  1  (Continued) 


and 

Whereas,  this  report  recommended  approval  of  this  ap¬ 
pliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Economy  Ele¬ 
vator  Equalizer,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
1076-41-SM. 

APPLICANT— Lewis  C.  Haynes,  for  Buffalo  Weaving  and 
Belting  Company,  owner. 

SUBJECT — Buffalo  Non-Static  Rubber  Flooring,  approval 
of. 

APPEARANCES— 

For  Applicant:  Lewis  C.  Haynes. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(1076-41-SM) 

Whereas,  Lewis  C.  Haynes,  for  Buffalo  Weaving  and 
Belting  Company,  owner,  filed  on  December  12,  1941,  an 
application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  Buffalo  Non-Static  Rub¬ 
ber  Flooring;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

February  13,  1942. 

Re:  Cal.  No.  1076-41-SM. 

Subject:  Buffalo  Non-Static  Rubber  Flooring,  approval 
of. 

The  Buffalo  Weaving  &  Belting  Co.  of  Buffalo,  N.  Y. 
filed  on  December  12,  1941  with  the  Board  of  Standards 
and  Appeals  an  application  for  approval  of  its  material 
known  as  Buffalo  Non-Static  Rubber  Flooring  under 
the  requirements  of  Sec.  C26-1 78.0b  of  the  Adminis¬ 
trative  Building  Code. 

Buffalo  Non-Static  Rubber  Flooring  consists  of  a 
layer  of  electrically  conductive  rubber  ]/%  in.  thick,  in 
which  a  metallic  12  mesh  grounding  screen  is  embedded 
and  under  which  is  a  layer  of  non-conductive  rubber 
1/32  in.  thick.  It  is  intended  for  use  in  hospital  op¬ 
erating  rooms,  where  an  electrical  conductivity,  sufficient 
to  discharge  static  electricity  readily  and  thereby  to 
prevent  the’  accumulation  of  appreciable  static  electrical 
charges,  is  especially  desirable  to  guard  against  the 
explosion  of  gases  and  vapors  commonly  used  as  anaes¬ 
thetics.  This  material  was  subjected  to  tests  by  the 
Underwriters  Laboratories,  Inc.  of  Chicago,  Illinois 
(Report  MH  3193  dated  May  27,  1941).  The  chemical 
analysis  of  the  rubber  gave  the  following  results : 


Acetone  Extract 

1.99  per 

Chloroform  Extract 

0.50  “ 

Alcoholic  Potash  Extract 

.79  “ 

Total  Sulphur 

1.08  “ 

Free  Carbon 

18.36  “ 

Ash 

59.99  “ 

The  tests  for  discharge  of  static  electricity  indicate 
that  if  suitable  connection  from  flooring  to  ground  is 
provided,  static  electrical  charges  are  readily  discharged 
through  the  conductive  parts  of  this  flooring.  Accumu- 
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lations  of  appreciable  charges  of  static  electricity  are 
thereby  prevented. 

Under  conditions  similar  to  those  occurring  in  prac¬ 
tice,  static  charges  were  discharged  through  the  con¬ 
ductive  parts  of  this  flooring  practically  as  readily  as 
they  were  removed  through  a  direct  metallic  contact. 
In  the  Tests  for  Discharge  of  Static  Electricity,  a 
charged  anaesthetical  apparatus  (capacity  142  mu  mu 
f)  was  reduced  to  a  potential  of  1.5  kv  or  slightly  less, 
by  one  quick  contact  of  a  metal  sphere  grounded 
through  flooring  (Sample  B,  resistance  0.59  megohm)  ; 
in  similar  tests  with  direct  metallic  ground,  the  poten¬ 
tial  was  likewise  reduced  to  1.5  kv.  The  second  quick 
contact  reduced  the  potential  further  to  about  0.4  kv 
irrespective  of  whether  or  not  the  flooring  was  in  the 
grounding  line.  Increasing  the  capacity  of  the  anaes¬ 
thetical  apparatus  (to  1080  mu  mu  f)  by  including  a 
Leyden  jar  in  parallel  with  the  apparatus  did  not  ap¬ 
preciably  reduce  the  rate  of  discharge  by  quick  contact 
of  a  metal  sphere  grounded  through  the  flooring  mate¬ 
rial. 

As  is  generally  known,  contact  of  a  grounded  con¬ 
ductor  with  a  charged  object  usually  results  in  a  spark. 
Thus,  in  some  of  the  Test  for  Discharge  of  Static 
Electricity,  a  spark  to  1  in.  long  was  observed  on 
the  floor  during  the  first  contact  with  the  charged 
anaesthetical  apparatus.  Accordingly,  it  is  necessary  to 
discharge  objects  and  persons  on  which  there  is  a 
dangerous  charge  of  static  electricity  before  they  enter 
the  operating  room.  The  conductive  flooring  should 
therefore  be  installed  for  a  distance  of  not  less  than 
10  ft.  from  the  outside  of  every  door  entering  the 
operating  room  as  well  as  in  the  operating  room  itself. 

During  exposure  of  the  conductive  rubber  compound 
to  common  antiseptics,  to  common  anaesthetic  gases,  to 
washing  with  soap  and  water,  to  oxygen,  to  elevated 
temperatures,  to  dryness,  and  to  ultra-violet  light,  the 
resistance  remained  of  the  same  order  and  underwent 
only  minor  changes. 

Oil  is  injurious  to  rubber  compounds  and  impairs  the 
conductive  properties  of  this  flooring.  On  exposure  to 
oil  for  five  days,  the  resistance  rose  from  0.000500 
megohms  (Wheatstone  Bridge)  to  0.070  to  1.66 
megohms  at  450  V.  The  use  of  floor  oils  and  oily 
sweeping  compounds  on  the  flooring  should  therefore  be 
avoided.  Insulating  floor  waxes  should  not  be  used. 

Exposure  to  ether  for  15  min.  resulted  in  increase  of 
resistance  to  a  maximum  of  0.342  megohms  at  135  V, 
followed  by  rapid  recovery  as  evaporation  occurred. 
Little  change  in  resistance  occurred  due  to  momentary 
exposure  to  ether. 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  Buffalo  Non-Static 
Rubber  Flooring  under  the  requirements  of  Sec.  C26- 
178.0b  for  use  as  a  wearing  surface  in  hospital  operat¬ 
ing  rooms  only  under  Sec.  C26-667.0,  4a  when  installed 
in  accordance  with  the  manufacturer’s  specifications,  the 
installation  to  include  the  extension  of  the  flooring  not 
less  than  10  ft.  from  the  outside  of  each  door  opening 
to  the  room  to  dissipate  static  electrical  charges  which 
may  be  present  on  persons  or  equipment  about  to  enter 
the  operating  room.  The  Committee  further  recom¬ 
mends  that  each  package  of  this  material  shall  be 
tagged,  stamped  or  labelled  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  1076-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Buffalo  Non-Static 
Rubber  Flooring,  on  condition  that  the  material  be  manu¬ 
factured,  installed  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  above  report. 


28-42-SAL 

APPLICANT — The  Plastergon  Wall  Board  Company, 
owner. 

SUBJECT— -Airlok  Mineral  Wool  Insulation,  approval  of. 
APPEARANCES— 

For  Applicant :  B.  AL  Kipperman. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(28-42-SM) 

Whereas,  The  Plastergon  Wall  Board  Company,  owner, 
filed  on  January  9,  1942,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Airlock  Mineral  Wool  Insulation;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

March  5,  1942. 

Cal.  No.  28-42-SM. 

Subject:  Airlok  Mineral  Wool  Insulation,  approval  of. 

The  Plastergon  Wall  Board  Company  of  Buffalo, 
New  York,  filed  on  January  9,  1942,  an  application  with 
the  Board  of  Standards  and  Appeals  for  the  approval 
of  Airlok  Alineral  Wool  Insulation  under  the  require¬ 
ments  of  Sec.  C26- 178.0b  of  the  Administrative  Build¬ 
ing  Code  for  use  under  the  pertinent  provisions  of  the 
Administrative  Code. 

Airlok  Mineral  Wool  Insulation  is  manufactured  by 
the  American  Rock  Wool  Corporation  at  its  plant  in 
South  Plainfield,  New  Jersey,  in  granulated  long  fibre, 
Prepac,  Durac  Bats  and  strip  forms.  The  bats  are  2" 
and  wall  thick  (3^s"  to  4")  backed  with  a  treated  paper 
so  as  to  render  it  moisture-proof.  The  blanket  or  strip 
form  is  in  1",  2"  and  wall  thick  (approximately  3$4"), 
backed  with  a  treated  paper  so  as  to  render  it  moisture- 
proof,  and  faced  with  a  crepe  paper.  The  mineral  wool 
is  treated  to  make  it  water  repellent  and  vermin  proof. 

Fire  tests  on  this  material  were  made  at  Columbia 
University  in  the  presence  of  a  representative  of  the 
Board  (Report  No.  2514,  dated  February  12,  1942). 

The  purpose  of  the  test  was  to  determine  the  fire- 
resistive  properties  of  “Airlok”  Insulating  Wool  when 
used  as  a  filler  in  wood  stud,  wood  lath  and  plaster  par¬ 
titions.  For  this  purpose  two  partition  panels  were  con¬ 
structed,  one  panel  being  filled  with  loose  type  insulating 
wool,  while  wool  in  batt  form  wras  used  in  the  second 
panel.  The  panels  were  subjected  to  a  one-hour  fire  test. 

Description  of  Test  Panels 

Each  test  panel  consisted  of  a  30"  x  42"  wrood  stud 
partition  section  with  a  2"  x  4"  sill  and  cap  and  four 
2"  x  4"  studs  spaced  12",  16"  and  12"  c-c,  respectively. 
Wood  lath  were  nailed  to  both  faces  of  the  panel,  the 
lath  being  spaced  to  provide  a  V\"  plaster  key.  Lime 
plaster  was  applied  to  the  lath  in  two  coats,  using  a 
mixture  of  one  part  lime  putty  to  two  parts  sand,  with 
cattle  hair  added  as  a  binder.  A  finish  coat  was  then 
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applied,  consisting  of  one  part  Plaster  of  Paris  to  two 
parts  lime  putty.  The  total  thickness  of  plaster  on  each 
face  of  the  panel  was  approximately  Y\" .  At  the  time 
of  the  test  the  plaster  was  15  days  old,  during  which 
time  curing  had  proceeded  under  conditions  of  normal 
room  temperature  and  humidity. 

In  one  test  panel,  designated  as  Panel  No.  1,  the 
spaces  between  the  studs  were  filled  with  “Airlock” 
Insulating  Wool  Batts.  These  batts,  size  15"  x  4"  x 
48",  were  paper-backed  and  had  an  average  density  of 
4.2  lbs.  per  cubic  foot.  Panel  No.  2  was  filled  with  loose 
type  “Airlok”  Insulating  Wool,  the  wool  being  packed 
in  the  panel  by  hand  to  a  density  of  8  lbs.  per  cubic 
ft.  After  each  panel  was  filled  the  2"  x  4"  cap  was 
nailed  in  places  across  the  top  of  the  panel  and  suit¬ 
ably  protected  with  a  covering  of  plaster. 

Method  of  Test. 

The  fire  test  was  made  in  an  air-gas  furnace  in  which 
the  test  panels  were  placed  in  a  vertical  position  to 
form  two  sides  of  the  furnace.  This  arrangement  re¬ 
sulted  in  one  face  of  each  panel  being  exposed  to  the 
temperature  within  the  furnace  while  the  opposite  face 
was  exposed  to  room  temperature. 

The  temperature  of  the  furnace  was  increased  in 
accordance  with  the  A.S.T.M.  standard  time- tempera¬ 
ture  curve  but  with  the  time  intervals  reduced  one 
half  so  as  to  reach  1700°  F.  in  30  minutes.  The  tem¬ 
perature  was  then  maintained  practically  constant  at 
1700°  F.  for  an  additional  30  minutes,  making  the  total 
time  of  fire-exposure  one  hour.  Temperature  readings 
were  taken  by  means  of  iron-constantin  thermocouples. 
Two  couples  were  placed  inside  the  furnace  at  the 
third  points  of  its  length  and  centered  as  to  its  width 
and  height.  One  couple  was  placed  in  contact  with 
the  plaster  at  the  center  of  the  exterior  face  of  each 
panel.  The  exterior  couples  were  covered  with  6"  x 
6"  x  asbestos  pads  held  in  place  by  a  suitable  spring 
arrangement. 

Observations  During  Fire  Test 

0  Mins. — Room  temp.  =  72°  F. 

16  Mins. — Steam  coming  from  both  panels. 

20  Mins. — Wood  smoke  coming  from  ends  of  Panel 
No.  1. 

26  Mins.— Wood  smoke  coming  from  ends  of  Panel 
No.  2. 

30  Mins. — Wood  smoke  increasing  from  both  panels. 

Hair-crack  in  exterior  plaster  of  Panel  No.  2. 

40  Mins. — Plaster  on  interior  face  of  both  panels  start¬ 
ing  to  bulge  into  furnace. 

53  Mins. — Flames  of  burning  wood  coming  through 
cracks  in  plaster  on  fire-exposed  face  of  Panel 
No.  2. 

60  Mins. — Test  stopped. 

The  highest  temperatures  on  unexposed  sides  of  the 
panels  were  159°  F.  on  Panel  No.  1  and  127°  F.  on 
Panel  No.  2,  both  recorded  at  the  60  min.  period. 

Examination  After  Test: 

Panel  No.  1 

On  the  fire-exposed  face  of  the  panel  the  plaster  was 
bulged  and  completely  calcined  but  had  not  fallen  away. 
The  wood  lath  on  this  face  was  entirely  consumed, 
while  the  wood  studs  were  charred  to  a  depth  of  ap¬ 
proximately  1"  in  from  this  face  of  the  panel.  The 
insulating  wool  batts  were  smoke  stained  but  otherwise 
not  affected.  The  paper  backing,  which  had  been  placed 
on  the  side  away  from  the  fire,  was  not  charred.  The 
wood  lath  on  this  side  was  slightly  stained  but  other¬ 
wise  in  their  original  condition.  The  plaster  keys  were 
still  round,  while  the  exterior  plaster  face  showed  no 
effect  of  the  fire. 


Panel  No.  2 

At  the  end  of  the  test  the  plaster  on  the  fire-exposed 
face  of  the  panel  fell  away,  exposing  the  stud.  The 
wood  lath  on  this  face  had  been  completely  consumed 
and  fell  away  along  the  plaster.  Charring  of  the  studs 
extended  in  to  a  depth  of  about  1".  The  insulating 
wool  remained  in  place  and  showed  no  effect  of  the 
fire  beyond  being  smoke  stained.  On  the  side  away 
from  the  fire  the  wood  lath  were  in  their  original 
condition.  The  plaster  keys  were  sound.  With  the  ex¬ 
ception  of  two  hair-cracks  formed  during  the  test  the 
exterior  plaster  was  not  visibly  affected  by  the  fire. 

Recom  mendations. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  Airlok  Mineral 
Wool  Insulation  as  fire-retarding  material  for  use  under 
the  pertinent  provisions  of  the  Administrative  Building 
Code,  provided  that  the  densities  for  the  batt  and  for 
the  loose  form  shall  be  4.2  lbs.  and  8  lbs.  per  cu.  ft. 
respectively.  When  blown  it  shall  be  well  compacted 
to  eliminate  possible  voids  and  to  prevent  bridging, 
where  plaster  keys  are  excessive. 

It  is  further  recommended  that  Airlok  Mineral  Wool 
Insulation  shall  be  installed  under  the  supervision  of 
the  manufacturer  or  his  agents  and  that  each  bag  or 
carton  in  which  this  material  is  marketed  shall  be 
stamped,  labeled  or  tagged,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  Use  in  New  York  City 
under  Cal.  No.  28-42-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM,. 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Airlok  Mineral  Wool 
Insulation,  on  condition  that  the  material  be  manufactured, 
installed  and  labeled,  stamped  or  tagged  in  accordance  with 
above  report. 


Adjourned,  5:10  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  Minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  July  18,  1939,  as  they  appeared  in 
Bulletin  No.  30,  Vol.  24,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION— 

(626-39- A) 

Whereas,  C.  F.  Oestereich,  for  Frank  G.  Shattuck,  lessee 
(National  City  Realty  Corporation,  owner),  filed  on  May  15, 
1939,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  13  East  42nd  street,  north  side,  121  ft. 
west  of  Madison  avenue  and  16-18  East  43rd  street  (Block 
No.  1277,  Lot  No.  12),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  16615- 
LC,  issued  March  30,  1939,  reads : 


^Correction — The  word  “east”  changed  to  “west”  in  line 
5  of  resolution,  due  to  applicant’s  error. 
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“1.  Discontinue  direct  system  of  refrigeration  above 
the  first  story  (Air  Conditioning  system). 

NOTE:  Applies  to  Universal  Machines  on  4th  story 
used  for  air  conditioning  on  1st  and  2nd  stories.  Sec. 
C-19.98.0,  Administrative  Code.” 

and 

Whereas,  the  building  is  7  story  and  penthouse  (96  ft.) 
in  height,  with  a  frontage  of  22  ft.  on  42nd  street,  and 
47  ft.  on  43rd  street,  and  a  depth  of  200  ft.,  of  fireproof 
construction,  equipped  with  a  standpipe  system,  located  in 
a  business  use  district,  erected  in  1922  and  occupied :  sub¬ 
cellar — storage ;  cellar- — storage  and  machinery,  12  persons ; 
first  floor — store  and  restaurant,  230  persons ;  mezzanine — 
restaurant,  185  persons;  second  floor — restaurant,  375  per¬ 
sons;  third  floor — restaurant,  190  persons;  fourth  to  seventh 
floors  inclusive — offices,  40  persons  ;  penthouse — offices ;  and 
Whereas,  the  appellant  contends  that  the  equipment  in¬ 
stalled  in  the  premises  consists  of  10  ten-ton  compressors 
located  on  the  fourth  floor,  each  containing  20  lbs.  of  Methyl 
chloride ;  each  compressor  has  its  individual  direct  expansion 
coil  located  on  the  suction  side  of  20,000  C.F.M.  fresh 
air  fan  located  in  the  penthouse  on  the  roof ;  that  there 
are  also  2  ten-ton  compressors  in  the  basement,  one  of 
which  is  connected  to  two  re-circulating  cooling  units  set 
above  the  42nd  street  entrance,  and  one  compressor  con¬ 


nected  to  two  re-circulating  blower  units  set  above  the  43rd 
street  entrance;  that  fresh  air  is  discharged  through  ducts 
to  first  floor,  mezzanine,  second  and  third  floor  dining  rooms. 
Electric  connections  are  arranged,  so  that  compressors  can¬ 
not  be  operated  unless  the  fan  is  operating;  that  the  entire 
refrigerating  system  is  confined  to  the  fourth  floor  and  pent¬ 
house,  connections  between  the  coils  on  the  roof  and  the 
machines  on  the  fourth  floor  are  run  on  the  outside  of  the 
building;  that  due  (o  amount  of  refrigerant,  the  volume  of 
air  conditioned  space,  and  the  amount  of  air  being  introduced 
in  the  conditioned  space,  that  the  system  presents  no  hazard. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
16615-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  air-condi¬ 
tioning  system  shall  meet  the  requirements  of  the  fire 
commissioner  in  all  other  respects;  that  the  refrigerating 
lines  at  the  exterior  of  the  building  shall  be  protected  to 
the  satisfaction  of  the  fire  commissioner;  that  the  space 
in  which  the  air-conditioning  equipment  is  installed  on  the 
4th  floor,  shall  be  separated  from  all  other  parts  of  the 
floor  by  masonry  partitions  and  any  doors  therein  shall  be 
made  self-closing  and  tight-fitting;  that  in  all  other  respects 
it  shall  meet  the  requirements  of  all  laws,  rules  and  regula¬ 
tions  applicable  to  the  equipment  and  occupancy  of  the 
building. 
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RULES  ON  USES  OF  INSULATING  FIBRE  BOARD 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  5  1939  EFFECTIVE 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 

CHARTER,  MAY  29,  1939. 


[170-39-SR] 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C26-189.0  Administrative  Code 
(2.2.1. 1),  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 
C-26-458.0,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
538.0,  sub.  b.  Administrative  Code  (8.7.2.3),  C-26-541.0, 
sub.  a,  Administrative  Code  (8.7.2.6.1),  C-26-667.0,  para¬ 
graphs,  4  and  8,  Administrative  Code  (10.9.2.4),  sub.  c,  and 
(10.9.2.4),  Building  Code,  C- 26-680,  sub.  21,  Administrative 
Code  (10.12.11.1),  C-26-541.0,  Administrative  Code  (87.2.6. 
1),  C-26-619.0,  Administrative  Code  (10.3.1),  and  C- 26- 
721.0,  Administrative  Code  (12.2). 

Note  :  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 

Rule  1.  Classes  of  Fibre  Board. 

(1)  Wood  Fibre 

(2)  Exploded  Wood  Fibre 

(3)  Balsam  and  Wood  Fibre 

(4)  Western  Wood  Fibre 

(5)  Cane  Fibre  (Bagasse) 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Com  Fibre 

1 . 1  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water  resistant,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  No  starch 
ingredient  shall  be  included  unless  made  toxic  to 
household  vermin. 


1.2  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  coarse 
fibres. 

1.3  For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  homo¬ 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 


Table  1 


Building 
Board 
(Note  5) 

Plaster 
Base 
(Note  6) 

Miscel¬ 
laneous 
uses 
(Note  7) 

Maximum  thermal  conductivity 
B.T.U.  per  hour  per  square  foot 
per  degree  F.  per  inch  thickness 
(note  1)  . 

0.36 

0.36 

0.36 

Minimum  transverse  strength, 

Lengthwise  (note  2) . 

14 

14 

7 

Pounds  Crosswise  (note  2) . 

12 

12 

7 

Minimum  deflection  at  ultimate 
load,  inches  . 

0.25 

0.25 

0.25 

Maximum  deflection  at  ultimate 
load,  inches  (note  3) . 

.85 

.85 

1.25 

Minimum  tensile  strength,  pounds 
per  square  inch  (note  4) . 

175 

175 

100 

Water  absorption  per  cent . 

5 

5 

10 

Maximum  linear  expansion,  per  cent 

U 

— 

Nail  holding  strength  lb . 

100 

70 

60 

Bond  strength  per  square  foot  of 
bonded  surface  . 

— 

700 

— 

Note  1.  No  board  of  any  class  having  a  conductance  greater  than 
0.72  b.t.u.  per  hour,  per  square  foot  per  degree  F.  irre¬ 
spective  of-  thickness  will  be  acceptable  under  these  rules. 

Note  2.  This  requirement  is  based  upon  specimens  y2  inch  thick. 

For.  specimens  of  other  thicknesses  the  requirement  shall 
be  increased  in  direct  proportion,  that  is,  for  a  thickness 
of  l-inch,  it  shall  be  double,  etc. 
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Note  3.  Minimum  deflection  at  rupture  shall  be  not  less  than  .25". 

Note  4.  Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  _  1-inch. 

Note  5.  Edges  shall  be  square  for  building  board. 

Note  6.  Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped, 
tongue  and  grooved,  bevel  and  tongue  and  grooved,  “V” 
jointed,  or  ship  lapped  and  grooved.  Each  board  shall  be 
of  a  rough  fibrous  texture  to  insure  good  mechanical  and 
suction  bond. 

Note  7.  Edges  shall  be  square  unless  ship  lapped  or  offset. 


Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

2 . 1  Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  one  and  two 
family  dwellings  not  exceeding  three  stories  in 
height  and  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  rating 
not  exceeding  )4  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458,  Ad¬ 
ministrative  Code  (8.4.10.2)  and  C-26-462.0,  Ad¬ 
ministrative  Code  (8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  fibre  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at 
every  bearing  not  more  than  6"  center  to  center  for 
walls  and  4"  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  \  J/&"  No.  13  gauge  blued  or  gal¬ 
vanized  plaster  board  nails,  with  Yti"  heads  for  )4" 
board  and  1)4"  nails  with  Yi"  heads  for  Yi"  or  1” 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
angles  shall  be  reinforced  with  standard  metal 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 
masonry  construction,  6"  strip  of  expanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

2. 1.2.1  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more  than 
2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  plaster  with  fibres  or  including  other 
materials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  1)4  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  Y\"  thick. 

2. 1.2.2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
Y  by  weight  of  sand  and  the  remaining  *4 
shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other  mate¬ 
rials,  including  fibring.  The  setting  time  shall 
be  not  more  than  five  hours  nor  less  than  two. 
This  brown  coat  shall  have  a  tensile  strength 
of  not  less  than  50  pounds  per  sq.  in.  and 
shall  be  not  less  than  3/16"  in  thickness. 

2. 1.2. 3  “FINISH  COAT” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 


shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2. 1.2. 4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with  each 
thickness  of  fibre  board  so  as  to  insure  a 
minimum  thickness  of  Y>"  plaster.  Fibre  board 
shall  extend  from  floor  to  ceiling  with  grounds 
secured  to  the  framing  members  through  the 
fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  bearing 
on  4  studs  and  fastened  to  each  bearing  with  1)4"  ' 
wire  nails,  6"  or  less  c-c,  with  Yi  head,  and  for 
Y"  or  1"  board,  the  nails  shall  be  2"  long. 
C-26-538.0,  sub.  b  (87.2.3).  The  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 

2.3  MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where  open 
on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (8.7.2.6.1). 

2.4  USE  OF  FIBRE  BOARD  WHEN  COVERED 
BY  AN  INCOMBUSTIBLE.  WEARING  SUR¬ 
FACE.  Untreated  combustible  insulation  board  of  a 
single  layer  or  thickness  not  to  exceed  Yi"  when 
cemented  or  attached  directly  to  the  surface  of  an 
approved  type  of  fire-resistive  floor  construction  may 
be  used  elsewhere  than  in  stair  enclosure  and  corri¬ 
dors  when  covered  by  an  incombustible  wearing  sur¬ 
face,  in  accordance  with  these  rules.  C26-667.0,  sub. 
4c  (10.9.2.4). 

2.5  ROOF  AND  FLOOR  INSTALLATION  IN 
CLASS  1  AND  CLASS  2  STRUCTURES. 

Fibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619.0, 
sub.  a,  Administrative  Code  (10.3.1).  Insulation 
fibre  board  so  applied  shall  be  over  a  screeded  con¬ 
crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar 
pitch.  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet 
surfaces  of  any  kind. 

2.6  ROOF  INSULATION  OTHER  THAN  IN 
CLASS  1  AND  CLASS  2  STRUCTURES. 

The  use  of  fibre  board  as  roof  insulation  is  lawful, 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  applied 
directly  thereto,  C26-680,  sub.  2,  Administrative 
Code  (10.12.11.1),  and  when  installed  in  accordance 
with  the  requirements  of  2.2  of  these  rules. 

2.7  USE  OF  FTBRE  BOARD  IN  FTRE  WALLS. 
(Formerly  Rule  2.8) 

Fibre  board  may  be  used  as  insulation  in  fire  walls 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  and 
attached  directly  to  the  face  of  the  wall  laid  un 
with  no  intervening  air  spaces  and  protected  with 
not  less  than  2  in.  of  secured  masonry  laid  tight 
against  the  fibre  board. 


344 


17 


BULLETIN 


IHfcUJ&RWft  01  THfc 

APR  14  m* 

UNIVERSITY  OF  ILLINOIS 


OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 


CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York. 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  Rooms  1000  to  1018,  Municipal  Building, 

New  York  City. 


Vol.  XXVII 


Subscription 
$2.50  a  year 


APRIL  7,  1942 


Single  Copies,  5  cents  XT 

By  Mail,  8  cents  N°.  J4 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chai  rman 
Bernard  A.  Savage 
Charles  M.  Blum 
Chief  John  E.  Gunn 
Joseph  J.  Doyle,  Chief  Clerk 


Office— Municipal  Building,  Rooms  1000  to  1018. 
Telephone— WOrth  2-0184. 

Office  Hours  for  Public— 9  a.  m.  to  4  p.  m.  Saturdays 
9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  March  31,  1942,  at  10  A.  M., 
Affecting  Calendar  Numbers  468-17-BZ,  503-41-BZ, 
532-41-BZ,  640-41-BZ,  923-41-BZ,  1060-41-BZ,  649-40- 
BZ,  729-41-BZ,  1002-41-BZ,  1081-41-BZ,  14-42-BZ  and 
180-42-S. 

Minutes  of  Regular  Meeting  March  31,  1942,  at  2  P.  M., 
Affecting  Calendar  Numbers  807-40-BZ,  518-41-BZ, 
267-35-BZ,  101-32-BZ,  364-36-BZ,  1285-39-BZ,  289-40- 
BZ,  194-41-BZ,  219-41-BZ,  677-41-BZ,  6-42-A,  95-42-A, 
125-42-A,  155-42-A,  157-42-A,  158-42-A,  184-42-A,  189- 
42-A,  129-42-A,  226-42-A,  62-42-A,  1084-41-A,  94-42-A, 
131-42-A,  167-42-A,  178-42-A,  181-42-A,  219-42-A,  227- 
42-A,  512-41-A,  782-41-S,  60-42-S,  113-42-S,  211-42-S, 
935-24-SA  and  62-39-SM. 

Correction  Affecting  Calendar  No.  521-37-S. 

Interior  Fire  Alarm  Rules. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
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addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
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Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  March  31,  1942. 

Cal.  No.  Dept.  Premises  Affected 

243- 42-BZ — H.B.B. — 291-301  Metropolitan  avenue,  north¬ 
west  corner  of  Roebling  street  (Block  No.  2353,  Lot  Nos. 
13,  15,  16,  22  and  24),  Borough  of  Brooklyn,  B.  N.  504-42. 

244- 42- A — H.B.B. — 367  12th  street,  north  side,  200  ft.  11 
in.  east  of  Sixth  avenue  (Block  No.  1024,  Lot  No.  74), 
Borough  of  Brooklyn,  Alt.  193-42. 

245- 42-BZ— H.B.Bx.— 2460-2468  Grand  Concourse  and 
201  East  188th  street,  northeast  corner  (Block  No.  3153, 
Lot  No.  1),  Borough  of  The  Bronx,  E.  S.  381-41. 


246-42-A— H.B.Bx.— 340  Gerard  avenue,  northeast  corner 
of  East  140th  street  (Block  No.  2344,  Lot  No.  96),  Borough 
of  The  Bronx,  Amendment  to  F.  P.  Applic.  5-42. 


247- 42-S — F.D. — 21-10  49th  avenue,  southeast  corner  of 
21st  street  (5th  floor);  (Block  No.  71,  Lot  No.  1),  Long 
Island  City,  Borough  of  Queens,  8125-L.  F.  and  Decision. 

248- 42-A — F.D. — 149  East  34th  street,  north  side,  250  ft. 
west  of  Third  avenue  (Block  No.  890,  Lot  No.  34),  Bor¬ 
ough  of  Manhattan,  29901 -L(  . 

249- 42- A— F.D. — 517-527  West  35th  street,  north  side, 
225  ft.  east  of  Tenth  avenue  and  516-520  West  36th  street 
(Block  No.  707,  Lot  No.  20),  Borough  of  Manhattan,  9298- 
L.F.,  9301-L.F.  and  Decisions. 

250- 42-SM— Adjusta-Post  (Jack  Column),  manufactured 
by  Adjusta-Post  Company  (Roy  W.  Akins,  sole  owner), 
Material. 

251- 42-A— F.D. — 212-224  East  23rd  street,  south  side, 
188  ft.  east  of  Third  avenue  (Block  No.  903,  Lot  Nos.  47,  51 
and  52),  Borough  of  Manhattan,  29944-C,  29946-L.C. 

252- 42-A — F.D. — 288-302  Seventh  street,  south  side,  214 
ft.  4  in.  west  of  Fifth  avenue  (Block  No.  998,  Lot  Nos.  23- 
29,  inclusive),  Borough  of  Brooklyn,  6358-L.F.  and  Deci¬ 
sion. 


253-42-A — F.D. — 79  Washington  street,  east  side,  96  ft. 
5  in.  north  of  York  street  (3rd  and  4th  floors)  ;  (Block  No. 
51,  Lot  No.  1),  Borough  of  Brooklyn,  90554-L.C. 


254-42-SA — Haughton  Type  “F”  Interlock,  Appliance. 


255- 42-S— H.B.Bx.— 358  East  145th  street,  south  side, 
91.41  ft.  east  of  Third  avenue  (Block  No.  2306,  Lot  No.  66), 
Borough  of  The  Bronx,  Amendment  to  Alt.  904-41. 

256- 42-BZ — H.B.B. — 665  East  17th  street,  east  side,  156 
ft.  %  in.  south  of  Foster  avenue  (Block  No.  5238,  Lot  No. 
31),  Borough  of  Brooklyn,  Alt.  5241-41. 


257-42-BZ — H.B.M. — 330-332  East  110th  street,  south 
side,  250  ft.  west  of  First  avenue  (Block  No.  1681,  Lot  No. 
37),  Borough  of  Manhattan,  Alt.  132-42. 


238-42-S — H.B.M. — 130  Fifth  avenue  and  1  West  18th 
street,  northwest  corner  (Block  No.  820,  Lot  No.  38), 
Borough  of  Manhattan,  B.  N.  838-42. 


259-42- A — F.D. — 231-237  Butler  street,  north  side,  200  ft. 
west  of  Nevins  street  (Block  No.  405,  Lot  No.  51),  Borough 
of  Brooklyn,  90623-L.C. 


260-42-BZ — H.B.Q. — 36-02  Sprayview  avenue  and  111 
Beach  36th  street,  northwest  corner  (Block  No.  317,  part 
of  Lot  Nos.  83  and  87),  Edgemere,  Borough  of  Queens, 
Misc.  1620-42. 


261- 42-A — F.D. — 155-157  East  23rd  street,  north  side,  84 
ft.  west  of  Third  avenue  (Block  No.  879,  Lot  No.  3), 
Borough  of  Manhattan,  30151-L.C. 

262- 42-BZ — H.B.Q. — 159-173  Onderdonk  avenue  and 
1851-1859  Troutman  street,  northwest  corner  (Block  No. 
3394,  Lot  No.  1),  Maspeth,  Borough  of  Queens,  Alt.  375-42. 

263- 42-A — H.B.Q. — 159-173  Onderdonk  avenue  and  1851- 
1859  Troutman  street,  northwest  corner  (Block  No.  3394, 
Lot  No.  1),  Maspeth,  Borough  of  Queens,  Alt.  375-42. 


264-42-A — H.B.Q. — 171-06  Jamaica  avenue,  south  side, 
40.20  ft.  west  of  172nd  street  (Block  No.  10212,  Lot  No. 
17),  Jamaica,  Borough  of  Queens,  Alt.  2726-41. 


Restored  to  Calendar. 

518-41-BZ — H.B.B. — 334-336  Hamilton  avenue,  south¬ 
west  corner  of  Mill  street  (Block  No.  552,  Lot  Nos.  15  and 
16),  Borough  of  Brooklyn,  N.  B.  639-41. 


807-40-BZ — H.B.Bx. — 1168-1184  River  avenue,  east  side, 
129  ft.  north  of  McClellan  street  (Block  No.  2488,  part  of 
Lot  Nos.  1  and  12),  Borough  of  The  Bronx,  Decision  re 
Certificate  of  Occupancy. 


DESIGNATIONS:  II. B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 

Last  Publication  In  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . Feb. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Mar. 

Certificates  of  Occupancy,  approved 

form  . Nov. 

Concrete  Flat  Slabs,  Rules . |uly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  Tune 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  . Dec. 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  . Jan. 


17,  1942— Vol.  27,  No.  7 

10,  1942— Vol.  27,  No.  10 

25,  1941— Vol.  26,  No.  47 

13,  1937— Vol.  22,  No.  28 


24,  1941— Vol.  26,  No.  25 

3.  1937— Vol.  22,  No.  31 

3,  1936— Vol.  21,  No.  9 

15,  1937— Vol.  22,  No.  24 

2.  1941— Vol.  26,  No.  48 

7,  1942— Vol.  27,  No.  14 

20,  1942— Vol.  27,  No.  3 
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Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Jan.  6,  1942 — Vol.  27,  No.  1 
Fire  Retarding  Rules  for  Garages, 

etc . Dec.  16,  1941— Vol.  26,  No.  50 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

Rules  May  20,  1.941 — Vol.  26,  No.  20 

Gas  Shut-Off  Rules  . Apr.  7,  1925 — Vol.  10,  No.  14 

Hatchway  Protection  . lune  5,  1928 — Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Mar.  31,  1942 — Vol.  27,  No.  13 

Oil  Burner  Rules  . Jan.  13,  1942 — Vol.  27,  No.  2 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan.  6,  1942 — Vol.  27,  No.  1 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Nov.  25,  1941— Vol.  26,  No.  47A 

Platform  Trucks,  Specifications  for. Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply)  ..  Nov.  25,  1941 — Vol.  26,  No.  47A 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — Vol.  26,  No.  34 

Smoking  in  Factories,  Rules  for....  Mar.  10,  1942 — Vol.  27,  No.  10 

Sprinkler  Rules  . June  29,  1937 — Vol.  22,  No.  26 

Standpipe  Fireline  Rules  . June  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting. .  .June  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) ...  Apr.  10,  1923 — Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fireline  Hose  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use . ! . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Industrial  Use. Nov.  25,  1941 — -Vol.  26,  No.  47A 

Fuel  Oil  Pumps  . Nov.  25,  1941— Vol.  26,  No.  47A 

Gas  Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25,  1941— Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941 — Vol.  26,  No.  47A 


anty  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  mot  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  443- 
445  Myrtle  avenue  an<)  143-155  Waverly 
avenue,  northeast  corner  (Block  No. 
1889,  Lot  No.  96),  Borough  of  Brook¬ 
lyn. 

cal.  no.  1000-40-BZ— Application,  October  15,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Oscar  Goldschlag,  applicant,  on 
behalf  of  Eckert  Realty  Corporation, 
owner,  to  permit  in  a  residence  use 
district,  the  alteration  and  conversion 
of  occupancy  of  part  of  the  first  story 
of  an  existing  multiple  dwelling  to  busi¬ 
ness  use  (stores)  ;  premises  2337  Grand 
Concourse  and  164  Field  place,  south¬ 
west  corner  (Block  No.  3164,  Lot  No. 
19),  Borough  of  The  Bronx. 

cal.  no.  1079-41-BZ — Application,  December  16,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  Henry  Nordheim,  applicant, 
on  behalf  of  Charlotte  M.  Smarto, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2414  Prospect 
avenue,  east  side,  100  ft.  north  of  East 
187th  street  (Block  No.  3115,  Lot  No. 
5),  Borough  of  The  Bronx, 


APRIL  7,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
7,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building. 
Manhattan,  or.  the  following  matters : 

cal.  no.  701-41-BZ — Application,  July  29,  1941,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants  on  behalf  of  Henrietta  Grum, 
owner,  to  permit  in  a  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  183-193  Bush- 
wick  avenue  and  223-231  Scholes  street, 
northeast  corner  (Block  No.  3037,  part 
of  Lot  No.  1),  Borough  of  Brooklyn. 

cal.  no.  950-40-BZ — Application,  October  1,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ernst  C.  Wal- 
deck,  owner,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy 
of  the  basement  and  first  story  of  a 
residence  building  to  an  undertaking 
establishment;  7610  Fourth  avenue, 
west  side,  59  ft.  south  of  76th  street 
(Block  No.  5950,  Lot  No.  47),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  370-41-BZ — Application,  April  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Albert  Homer  Swanke,  applicant,  on 
behalf  of  Louis  H.  Pink,  Superintendent 
of  Insurance,  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and  Guar¬ 


cal.  no.  691-41-BZ — Application  of  Albert  Thompson,  ap¬ 
plicant,  on  behalf  of  Serena  Davis, 
owner,  reopened  and  restored  to  calen¬ 
dar,  March  3,  1942,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use,  F  and  E  area  dis¬ 
trict,  the  alteration  of  an  existing 
dwelling  by  subdividing  same  into  two 
(2)  two-family  dwellings  without  the 
required  side  yards  (previously  with¬ 
drawn)  ;  premises  178-08  Wexford  ter¬ 
race  and  87-05  Edgerton  boulevard, 
southeast  corner  (Block  No.  9937,  Lot 
No.  1),  Jamaica  Estates,  Borough  of 
Queens. 

cal.  no.  503-41 -BZ — Application,  June  2,  1941,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Harry  D.  Pease,  owner,  to 
permit  in  a  retail  use  district,  for  a  term 
of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles: 
premises  314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue 
(Block  No.  1033,  Lot  Nos.  41,  42  and 
43),  Borough  of  Manhattan. 

cal.  no.  468-1 7-BZ — Application  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  1137  Prospect  Cor¬ 
poration,  owner,  reopened  December  23, 
1941,  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
business  use  district,  the  proposed 
alteration  and  extension  of  a  garage 
(previously  granted  by  the  Board)  by 
the  conversion  of  store  occupancy  to 
garage  entrance  and  motor  vehicle  re¬ 
pair  shop;  premises  1137-1145  Prospect 
avenue,  west  side,  50  ft.  north  of  East 
167th  street  (Block  No.  2680,  Lot  No. 
55),  Borough  of  The  Brofix. 
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cal.  no.  1060-41-BZ— Application,  December  9,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Wessell,  Nichols  and 
Gross,  Incorporated,  owner  (J.  K.  Con¬ 
struction  Company,  Incorporated,  les¬ 
see),  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  451-453  West 
45th  street,  north  side,  125  ft.  east  of 
Tenth  avenue  (Block  No.  1055,  Lot 
Nos.  6  and  7),  Borough  of  Manhattan. 

cal.  no.  256-41-BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  350  Eighth  Avenue 
Corporation,  owner,  reopened  and  re¬ 
stored  to  calendar,  March  17,  1942, 
under  section  7c  of  the  building  zone 
resolution,  to  permit  upon  a  plot  partly 
in  a  retail  use  district  and  partly  in  an 
unrestricted  use  district,  the  extension 
of  a  gasoline  service  station,  so  as  to 
include  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion)  ;  premises  261  West  27th  street, 
north  side,  82  ft.  east  of  Eighth  avenue 
(Block  No.  777,  Lot  Nos.  8  and  9), 
Borough  of  Manhattan. 

cal.  no.  320-34-BZ— Application  of  M.  Allen  Schlendorf, 
applicant,  on  behalf  of  George  Werst, 
Incorporated,  owner,  reopened  Novem¬ 
ber  5,  1941,  under  section  7c  of  the 
building  zone  resolution,  to  permit 
partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  of  a  build¬ 
ing  from  a  funeral  home  (previously 
granted  by  the  Board)  to  a  funeral 
home  and  undertaking  establishment; 
premises  71-39  to  71-49  Cooper  avenue 
and  71-54  to  71-66  72nd  street,  north¬ 
west  corner  (Block  No.  3688,  Lot  No. 
38),  Glendale,  Borough  of  Queens. 

cal.  no.  759-41-BZ — Application,  September  3,  1942,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  New  York  Central  Railroad, 
owner  (Peter  Gianopolous,  lessee),  to 
permit  in  a  residence  use  district,  the 
maintenance  of  a  business  use  (refresh¬ 
ment  stand)  ;  premises  361  Dyckman 
street,  north  side,  1080  ft.  west  of  Pay- 
son  avenue  (Block  No.  2255,  Lot  No. 
1031),  Borough  of  Manhattan. 

cal.  no.  971-41-BZ — Application,  November  12,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Alfred  J.  L’Heureux,  appli¬ 
cant,  on  behalf  of  City  Bank  Farmers 
Trust  Company  and  72  Schermerhorn 
Street,  Incorporated,  owners  (West  and 
Dey  Stations,  Incorporated,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  32-36  Clinton  street,  west  side, 
174  ft.  6  in.  north  of  Pierrepont  street 
(Block  No.  238,  Lot  Nos.  65,  66  and 
67),  Borough  of  Brooklyn. 

cal.  no.  628-39-BZ — Application  of  Tames  J.  Dunnigan, 
applicant,  on  behalf  of  Gertrude  Mos- 
•  bacher,  owner,  reopened  October  28, 


1941,  under  section  7h  of  the  building 
zone  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  140-150 
Featherbed  lane,  1554-1564  University 
avenue,  southeast  corner  and  1535 
Plimpton  avenue  (Block  No.  2875,  Lot 
No.  56),  Borough  of  The  Bronx. 

cal.  no.  196-42-BZ — Application,  March  12,  1942,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Charles  M.  Lobejager, 
applicant,  on  behalf  of  Lawrenceville 
Realty  Company,  Incorporated,  owner 
Bulova  Watch  Company,  lessee),  to 
permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building 
to  be  used  for  rest  and  recreation  rooms 
and  to  be  used  in  conjunction  with  a 
factory  on  the  same  lot  and  located  in 
a  business  use  district ;  premises  62-10 
Woodside  avenue,  southeast  corner  of 
62nd  street  (Block  No.  1337,  Lot  No. 
27),  Woodside,  Borough  of  Queens. 

cal.  no.  570-41-BZ — Application,  June  23,  1941,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Berlin,  Berlin  and  Albert,  applicants, 
on  behalf  of  Gar  Holding  Company,  In¬ 
corporated,  owner  (George  Hofbauer, 
lessee),  to  permit  for  a  term  of  years, 
in  an  unrestricted  use  district,  the  con¬ 
version  of  occupancy  of  a  building  to 
a  garage  for  more  than  five  (5)  motor 
vehicles ;  the  said  garage  being  on  the 
same  street  and  within  the  same  inter¬ 
secting  streets  on  which  portion  there 
exists  an  exit  from  or  an  entrance  to 
a  public  school ;  premises  369-375  (379 
displayed)  Suydam  street,  northwest 
side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

cal.  no.  413-39-BZ — Application  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Cor¬ 
poration,  owner,  reopened  and  restored 
to  calendar  June  17,  1941,  under  section 
7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the 
erection  of  a  new  building  to  be  used 
as  office,  car  washing  and  lubritory,  all 
accessory  to  an  existing  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  15  Ocean  avenue,  south  side,  100 
ft.  west  of  Flatbush  avenue  (Block  No. 
5024,  part  of  Lot  No.  28),  Borough  of 
Brooklyn. 

Appeals  from  Administrative  Decisions. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

32-42- A — 7610  Fourth  avenue,  west  side,  59  ft.  south  of 
76th  street  (Block  No.  5950,  Lot  No.  47), 
Borough  of  Brooklyn. 

1 1 7-41  -A — 369-375  (379  displayed)  Suydam  street,  north¬ 
west  side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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APRIL  7,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

83-42-A — 7325  67th  road,  north  side,  121.06  ft.  west  of 
75th  street  (Block  No. -3770,  Lot  No.  38), 
Middle  Village,  Borough  of  Queens. 

128-42-A — 933-939  Fulton  street,  northeast  corner  of 
Waverly  avenue  (Block  No.  1978,*  Lot 
Nos.  1  and  45),  Borough  of  Brooklyn. 

157-42- A — Re  Transportation  of  Light  Fuel  Oil  in  Tank 
Truck  (capacity  of  tank  not  in  conformity 
with  Fire  Department  specifications  gov¬ 
erning  tank  trucks)  in  New  York  City. 

155-42-A — 120-124  Pearl  street,  103-105  Adams  street  and 
80-84  York  street,  southeast  corner  (south 
side  of  York  street,  106  ft.  east  of  Adams 
street,  Building  No.  3)  ;  (Block  No.  63, 
Lot  No.  5),  Borough  of  Brooklyn. 

6-42- A — 47-51  Pike  street,  east  side,  54.9  ft.  north  of 
Monroe  street  (Block  No.  272,  Lot  No. 
47),  Borough  of  Manhattan. 

125-42-A — 625  Greenwich  street,  east  side,  200  ft.  south  of 

(Morton  street  (Block  No.  602,  Lot  No. 
56),  Borough  of  Manhattan. 

782-41-S — 304  Morgan  avenue  and  1027-1037  Metropolitan 
avenue,  northeast  corner  (Block  No.  2914, 
Lot  No.  1  and  Block  No.  2915,  Lot  No. 
2),  Borough  of  Brooklyn. 

158-42-A — 1423  Oriental  boulevard,  northwest  corner  of 
Mackenzie  street  (Block  No.  7517,  Lot  No. 
1252),  Borough  of  Brooklyn. 

189-42-A — 169-28  to  169-44  26th  avenue,  south  side,  from 
80.12  ft.  to  240.36  ft.  west  of  172nd  street 
(Block  No.  5961,  Lot  Nos.  6  and  7),  Bay- 
side,  Borough  of  Queens. 

184-42-A — 149-35  Northern  boulevard,  north  side,  73  ft. 

east  of  149th  place  (Block  No.  5007,  Lot 
No.  38),  Flushing,  Borough  of  Queens. 

95-42-A — 290-304  Furman  street,  west  side,  306  ft.  1)4” 
north  of  Joralemon  street  (Building  No. 
59)  ;  (Block  No.  245,  part  of  Lot  No.  15), 
Borough  of  Brooklyn. 

208-41-A — 2961-2971  Atlantic  avenue  and  222  Elton  street, 
northwest  corner  (Block  No.  3954,  Lot  No. 
45),  Borough  of  Brooklyn  (reopened  and 
restored  to  calendar,  September  23,  1941 ; 
previously  dismissed  for  lack  of  prosecu¬ 
tion). 

142-42-A — 5020  Independence  avenue,  east  side,  145.95  ft. 

south  of  West  252nd  street  (Block  No. 
3419,  part  of  Lot  No.  520),  Borough  of 
The  Bronx  (under  section  35,  General 
City  Law — re  bed  of  mapped  street). 

207-42- A — 8-03  26th  avenue,  north  side,  102.03  ft.  west  of 
9th  street  (Block  No.  906,  Lot  No.  5), 
Astoria,  Borough  of  Queens  (under  sec¬ 
tion  35.  General  City  Law — re  bed  of 
mapped  street). 

Appliances  and  Materials  for  Approval. 

116-42-SA — Thatcher  “Comfortmaster”  Gas  Fired  Burner 
Unit. 

969-41-SA — Central  Stations  Signals,  Incorporated  Auto¬ 
matic  Thermostatic  Central  Office  Con¬ 
nected  Fire  Alarm  System  (Temp-O-Rise 
Fire  Detector  Thermostat). 


1014-41-SA— “Lowe  Spot  Fire  Detector”  Thermostat. 

261-41-SM— Frewal  Flat  Clip  #101,  Frewal  Corner  Clip 
#201  and  Frewal  Channel  Clip  #301 
(Floating  Wall  System). 

25-42-SM — Conviser  Concrete  Filled  Steel  Columns, 
Heavy  Weight. 


APRIL  14,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
14,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters  : 

cal.  no.  1307-39-BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 
rated,  lessee),  reopened  November  25, 
1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot  in  question)  ; 
premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  Nos.  48  to  53, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  475-40-BZ — Application,  May  7,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Rebecca  Schneider,  applicant  and 
lessee,  on  behalf  of  Ruth  Berman, 
owner,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  35-37  Rutgers  street, 
east  side,  22  ft.  south  of  Madison  street 
(Block  No.  271,  Lot  Nos.  26  and  27), 
Borough  of  Manhattan. 

cal.  no.  923-41-BZ — Application,  October  31,  1941,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Estate  of  Helen 
Margaret  Hansen,  owner  (Frank 
Hughes,  lessee),  to  permit  upon  a  plot 
located  partly  in  an  unrestricted  use 
and  partly  _  in  a  business  use  district, 
the  conversion  of  occupancy  of  a  build¬ 
ing  to  a  motor  vehicle  repair  shop ; 
premises  1473  Macombs  road,  west  side, 
20.02  ft.  north  of  Inwood  avenue  and 
1450  Cromwell  avenue  (Block  No.  2857, 
Lot  No.  23),  Borough  of  The  Bronx. 

cal.  no.  1019-41-BZ — Application,  November  26,  1941,  under 
section  7g  of  the  building  zone  resolu¬ 
tion,  of  James  E.  McKillop,  applicant, 
on  behalf  of  Amanda  Hamilton,  owner, 
to  permit  upon  a  plot  located  in  an 
unrestricted  use  district,  the  mainte¬ 
nance  of  five  (5)  garages,  each  for  the 
storage  of  two  (2)  motor  vehicles, 
with  driveway. from  same  on  the  same 
street  and  between  the  same  intersect¬ 
ing  streets  with  a  school ;  premises 
66-68  Dobbins  street,  east  side,  70  ft. 
south  of  Norman  avenue  (Block  No. 
2643,  Lot  Nos.  157  and  56),  Borough 
of  Brooklyn. 
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cal  no  1024-41-BZ— Application,  November  27,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Gabriel  Nathan,  applicant,  on 
behalf  of  Minnie  Weinstein,  owner,  to 
permit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  121-131  Beach  30th  street, 
west  side,  130  ft.  south  of  Lewmay 
road  (Block  No.  302,  Lot  No.  42), 
Edgemere,  Borough  of  Queens. 

cal.  no.  695-41-BZ— Application,  July  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  David  Koss,  applicant,  on  behalf  of 
Maewright  Realty  Corporation,  owner 
(Morris  Kraus,  lessee),  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  96-02 
Rockaway  Beach  boulevard  and  207 
Beach  96th  street,  northwest  corner 
(Block  No.  581,  Lot  No.  74),  Rockaway 
Beach,  Borough  of  Queens. 

cal.  no.  698-41-BZ— Application,  July  29,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Simon  Cohen,  applicant,  on  behalf 
of  B  and  F.  Holding  Corporation, 
owner  (Sarah  Brodsky,  lessee),  to  per¬ 
mit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  157  Beach  61st  street,  south¬ 
west  corner  of  Larkin  avenue  (Block 
No.  354,  Lot  No.  47),  Arverne,  Bor¬ 
ough  of  Queens. 

cal  no.  732-41-BZ— Application,  August  14,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  The  Seaside  Improvement 
Company,  owner  (The  Parkway  Ser¬ 
vice  Station,  lessee),  to  permit  in  a 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  on  an  existing  gasoline  service 
station;  premises  100-17  Beach  Channel 
drive  and  336  Beach  101st  street,  south¬ 
east  corner  (Block  No.  585,  part  of 
Lot  No.  24),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

cal.  no.  741-41-BZ— Application,  August  22,  1941,'  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Estate  of  Ann  Eliza 
Morrison  (Leonore  Morrison,  execu¬ 
trix),  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  of  more  than  five  (5)  motor 
vehicles ;  premises  165  Beach  102nd 
street,  northwest  corner  of  Ocean 
Promenade  (Block  No.  641,  part  of  Lot 
Nos.  35  and  48),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

cal.  no.  743-41-BZ— Application,  August  22,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Seaside  Improvement 
Company,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 


parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  138  Beach 
101st  street,  northeast  corner  of  Ocean 
Promenade  (Block  No.  639,  part  of 
Lot  No.  11),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

cal.  no.  744-41 -BZ— Application,  August  22,  1941,  under 
m  section  7h  of  the  building  zone  resolu¬ 

tion,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  The  Seaside  Improvement 
Company,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  161  Beach 
101st  street,  northwest  corner  of  Ocean 
Promenade  (Block  No.  640,  part  of 
Lot  No.  35),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

cm.  no.  800-41-BZ— Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  resolu- 
tion,  of  Max  Horn,  applicant,  on  behalf 
of  Leo  M.  Rich,  owner  (Louis  Langer, 
lessee),  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  116  Beach 
36th  street  and  35-18  Sprayview  ave¬ 
nue,  northeast  corner  (Block  No.  316, 
Lot  No.  1),  Edgemere,  Borough  of 
Queens. 

c\L  no.  801-41-BZ— Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  behalf 
of  Yetta  Klepper,  owner,  to  permit  in 
a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  132 
Beach  31st  street,  east  side,  120  ft. 
south  of  Lewmay  road  (Block  No.  302, 
Lot  No.  23),  Edgemere,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  14,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

149-42-A — 2047  Westchester  avenue,  north  side,  311  ft.  6 
in.  west  of  Olmstead  avenue  (Block  No. 
3932,  Lot  No.  18),  Borough  of  The  Bronx. 


186-42- A— 


390  East  200th  street,  south  side,  75  ft.  west  of 
Webster  avenue  (Block  No.  3279,  Lot  No. 
75),  Borough  of  The  Bronx. 


187-42-S — 


390  East  200th  street,  south  side,  75  ft.  west  of 
Webster  avenue  (Bldck  No.  3279,  Lot  No. 
75),  Borough  of  The  Bronx. 


133-42-A — 705-713  Fifth  avenue  and  3-5  East  55th  street, 
northeast  corner  (Block  No.  1291,  Lot 
Nos.  1  to  5,  inclusive),  Borough  of  Man¬ 
hattan. 


175-42- A — 403-415  Sixth  avenue  and  1-5  Greenwich  ave¬ 
nue,  southwest  corner  and  southeast  corner 
of  Christopher  street  (Block  No.  593,  Lot 
No.  13),  Borough  of  Manhattan. 
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197- 42- S — 395-403  Pearl  street,  423  Fulton  street,  northeast 

corner  and  20  Willoughby  street  (Block 
No.  150,  Lot  No.  11),  Borough  of 

Brooklyn. 

198- 42-A — 395-403  Pearl  street,  423  Fulton  street,  northeast 

corner  and  20  Willoughby  street  (Block 
No.  150,  Lot  No.  11),  Borough  of 

Brooklyn. 

224-42-A — 599  Empire  boulevard,  north  side,  80  ft.  east  of 
Kingston  avenue  (Block  No.  1312,  Lot  No. 
79),  Borough  of  Brooklyn. 

Appliance  and,  Material  for  Approval. 

631-39-SA — Janitrol  Gas  Conversion  Burner. 

982-4 1-SM — Naisco  Three-Hour  Rolling  Steel  Door. 


APRIL  21,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
21,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  463-41-BZ — Application,  May  20,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Gulf  Oil  Corporation,  owner, 
to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  occupied  as  a  gasoline  ser¬ 
vice  station,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 

•  premises  618-628  Jamaica  avenue  and 

1  Hale  avenue,  southeast  corner  (Block 
No.  3905,  Lot  Nos.  3  and  5),  Borough 
of  Brooklyn. 

cal.  no.  1097-41-BZ— Application,  December  22,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Maurice  Courland,  applicant, 
on  behalf  of  Congregation  Magen 
David,  Incorporated,  owner,  to  permit 
in  a  residence  use  and  C  area  district, 
the  erection  and  maintenance  of  an  ex¬ 
tension  to  an  existing  school  building; 
the  proposed  extension  does  not  comply 
with  rear  yard  requirements  of  the 
building  zone  resolution;  premises  2017- 
2025  67th  street,  north  side,  140  ft.  east 
of  20th  avenue  (Block  No.  5563,  Lot 
No.  66),  Borough  of  Brooklyn. 

cal.  no.  46-42-BZ — Application,  January  13,  1942,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Starrett  and  Van  Vleck,  appli¬ 
cants,  on  behalf  of  Level  Realty  Cor¬ 
poration,  owner  (Alexander’s  Depart¬ 
ment  Stores,  Incorporated,  lessee),  to 
permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  non¬ 
flashing,  illuminated,  business  sign  on 
the  roof  of  an  existing  business  build¬ 
ing;  premises  2501  Grand  Concourse, 
northwest  corner  of  Fordham  road  and 
2508  Creston  avenue  (Block  No.  3167, 
Lot  No.  1),  Borough  of  The  Bronx. 

cal.  no.  640-41-BZ — Application,  July  10,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Tillie  Resnick, 
owner,  to  permit  partly  in  a  business 


use  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  a  gasoline  service 
station;  premises  1568-1574  McDonald 
avenue,  west  side,  90  ft.  north  of  60th 
street  (Block  No.  6563,  Lot  Nos.  36 
and  39),  Borough  of  Brooklyn. 

ca.l.  no.  375-23-BZ — Application  of  William  I.  Hohauser, 
applicant,  on  behalf  of  129  East  Ford- 
ham  Road  Company,  Incorporated, 
owner,  reopened  March  10,  1942,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district, 
the  conversion  of  occupancy  of  the  sec¬ 
ond  (2nd)  story  of  an  existing  business 
building  (previously  granted  by  the 
Board)  from  offices  to  bowling  alleys ; 
premises  2470-2482  Morris  avenue  and 
29-39  Fordham  road,  northeast  corner 
(Block  No.  3174,  Lot  No.  5),  Borough 
of  The  Bronx. 

cal.  no.  41-42-BZ — Application,  January  14,  1942,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Howard  Develop¬ 
ment  Corporation,  owner,  to  permit  in 
a  residence  use  district,  the  erection 
and  maintenance  of  a  business  building 
(stores  and  bowling  alleys)  ;  premises 
103-01  to  103-21  Queens  boulevard, 
southeast  corner  of  68th  road  (Block 
No.  2138,  part  of  Lot  Nos.  1  and  3), 
Forest  Hills,  Borough  of  Queens. 

cal.  no.  176-42-BZ — Application,  March  4,  1942,  under  sec¬ 
tions  7d  and  21  of  the  building  zone 
resolution,  of  Street  and  Adikes,  appli¬ 
cants,  on  behalf  of  Boulevard  Gardens 
Housing  Corporation,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  use 
of  a  plot  of  ground  as  a  recreational 
area  for  the  tenants  of  a  building  not 
located  on  the  same  lot  with  the  pro¬ 
posed  use;  premises  56-39  to  56-51  30th 
avenue,  north  side,  100.78  ft.  east  of 
56th  place  (Block  No.  1024,  Lot.  No. 
8),  Woodside,  Borough  of  Queens. 

cal  no.  87-42-BZ  Application,  January  27,  1942,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  AAA  Properties,  Incorporated,  ap¬ 
plicant  and  owner,  to  permit  partly  in  a 
business  use  and  partly  in  an  unre¬ 
stricted  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3856- 
3872  Ninth  avenue,  west  side,  between 
West  206th  and  West  207th  streets 
(Block  No.  2203,  Lot  No.  21),  Bor¬ 
ough  of  Manhattan. 

cal.  no.  802-41 -BZ— Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  reso¬ 
lution,  of  Max  Horn,  applicant,  on  be¬ 
half  of  Harry  Wilkus,  owner,  to  per¬ 
mit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles- 
premises  219  Beach  26th  street,  west 
side,  100  ft.  south  of  Edgemere  ave¬ 
nue  and  220  Beach  27th  street,  east 
side,  140  ft.  south  of  Edgemere  avenue 
(Block  No.  280,  Lot  No.  10),  Edge! 
mere,  Borough  of  Queens. 
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cal  no.  803-41-BZ— Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  reso¬ 
lution,  of  Max  Horn,  applicant,  on  be¬ 
half  of  Harry  Wilkus,  owner,  to  permit 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  2615  Edgemere  avenue  and 
230  Beach  27th  street,  southeast  corner 
(Block  No.  280,  Lot  No.  1),  Edge- 
mere,  Borough  of  Queens. 

cal.  no.  804-41-BZ — Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  reso¬ 
lution,  of  Max  Horn,  applicant,  on  be¬ 
half  of  Beach  71st  Street  Development 
Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  149 
Beach  71st  street,  west  side,  437  ft. 
north  of  Boardwalk  (Block  No.  607, 
Lot  No.  83),  Arveme,  Borough  of 
Queens. 

cal.  no.  832-41-BZ — Application,  September  26,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  be¬ 
half  of  Jane  F.  M,  Welpley,  owner,  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  111-20  Rockaway  Beach  boule¬ 
vard,  north  side,  981.96  ft.  east  of 
Beach  116th  street  (Block  No.  598,  Lot 
No.  49),  Rockaway  Park,  Borough  of 
Queens. 

cal.  no.  833-41 -BZ — Application,  September  26,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  behalf 
of  Jerome  Baths,  Incorporated,  owner 
(Meyer  Friedberg,  lessee),  to  permit 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking-  of  more  than 
five  (5)  motor  vehicles;  premises  88 
Beach  61st  street,  northeast  corner  of 
Boardwalk  (Block  No.  353,  Lot  No. 
1),  Arverne,  Borough  of  Queens. 

cal.  no.  834-41 -BZ — Application,  September  26,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  behalf 
of  101  Beach  61st  Street  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 


of  more  than  five  (5)  motor  vehicles; 
premises  101  Beach  61st  street,  west 
side,  566  ft.  south  of  Larkin  avenue 
(Block  No.  354,  Lot  No.  75),  Arverne, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  21,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

881-40-A— 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353,  Lot 
No.  13),  Borough  of  Brooklyn. 


MAY  5,  1942,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HERBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  May  5,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matter : 

532-41-BZ— Application,  June  12,  1941,  under  section  21 
of  the  building  zone  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  John  H.  Dair  and  Charles  E. 
Smith,  owners,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  storage  garage  for  more  than 
three  (3)  motor  vehicles,  outdoor  parking  and  storage  for 
more  than  three  (3)  motor  vehicles  and  an  auto  laundry; 
premises  45-12  to  45-20  79th  street,  northwest  corner  of 
46th  avenue  (Block  No.  1530,  Lot  No.  42),  Elmhurst,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  12,  1942,  10  A.  M. 

Building  Zone  Application.  • 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  May  12,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matter : 

159-36-BZ — Application  of  Alurion  Realty  Corporation, 
owner,  and  Public  Service  Interstate  Transportation  Co., 
lessee,  reopened  February  18,  1941,  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  retail  one  (1)  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245-259  West  41st  street, 
north  side,  100  ft.  east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman, 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

BUILDING  ZONE  CASES. 

468-17-BZ. 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  31,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  March  24,  1942  and  Tuesday  after¬ 
noon,  March  24,  1942,  were  approved  as  printed  in  Bulletin 
No.  13,  Volume  27. 


APPLICANT — Henry  Nordheim,  for  1137  Prospect  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  December  23,  1941  (re 
decision  of  the  acting  borough  superintendent) 
under  sections  7c  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district,  the 
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proposed  alteration  and  extension  of  a  garage  (pre¬ 
viously  granted  by  the  Board)  by  the  conversion 
of  store  occupancy  to  garage  entrance  and  motor 
vehicle  repair  shop. 

PREMISES  AFFECT  ED — 1137-1145  Prospect  avenue, 
west  side,  50  ft.  north  of  East  167th  street  (Block 

APPEARANCES  ^°'  Forougb  Bhe  Bronx. 

Bor  Applicant:  Henry  Nordheim,  Harry  Gelman, 
Abe  Gelman  and  John  Rawson. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1942  at  10 
A.  M.  for  inspection  by  a  committee  of  the  Board 
and  to  obtain  records  from  Building  Dep’t  and 
Fire  Dep’t. 

503-41 -BZ. 

APPLICANT — Lama  and  Proskauer,  for  Harry  D.  Pease, 
owner. 

SUBJECT — Application  •  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7f  and  21  of  the  building 
zone  resolution,  to  permit  in  a  retail  use  district, 
for  a  term  of  years  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  APPECTED — 314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue  (Block  No. 
1033,  Lot  Nos.  14,  42  and  43),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks, 
Irving  Stern,  Florence  Levy  and  Joseph  Ma¬ 
loney  and  George  E.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1942  at  10 
A.  M.  for  inspection  by  a  committee  of  the  Board 
and  for  decision  by  the  Board  without  further 
argument. 


532-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  John  H.  Dair 
and  Charles  E.  Smith,  owners. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  storage  garage  for 
more  than  three  (3)  motor  vehicles,  outdoor  park¬ 
ing  and  storage  of  more  than  three  (3)  motor 
vehicles  and  an  auto  laundry. 

PREMISES  AFFECTED — 45- 12  to  45-20  79th  street, 
northwest  corner  of  Sixth  avenue  (Block  No.  1530, 
Lot  No.  42),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Joseph  Katz  and 
John  H.  Dair. 

For  Opposition:  James  J.  Cotter,  Joseph  P.  Croas- 
dale,  Otis  W.  Birnie,  Harry  Heine,  Elsie  Jans- 
son,  Catherine  Regan,  Arthur  Schulz,  Maria 
Ehlert,  John  Shaughnessy,  F.  Fischer,  Emilie 
Meyer,  Elizabeth  Berkowitz,  John  Downing, 
Edward  Walsh,  H.  Fischer  and  Patrick  Carnev. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  riON  OF  BOARD — Laid  over  to  May  5,  1942  at  10 
A.  M.  for  inspection  by  a  committee  of  the  Board 
and  for  further  consideration  by  the  Board. 


640-41 -BZ. 

APPLICANT — Lama  and  Proskauer,  for  Tillie  Resnick, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a  business  use 


and  partly  in  a  residence  use  district  the  extension 
of  a  gasoline  service  station. 

PREMISES  AFFECT.  ED — 1568-1574  McDonald  avenue, 
west  sjde,  90  ft.  north  of  60th  street  (Block  No! 

APPEARANCES  N°S  ^  and  BoroUgh  of  Brooklyn. 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  21st,  1942  at 
10  A.  M.  for  applicant  to  file  revised  plans. 


923-41-BZ. 

APPLICANT— Henry  Nordheim,  for  Estate  of  Helen 

crTDTv^arg*arelHansen’  owner  (Frank  Hughes,  lessee). 
SUiiJELl — Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  upon  a  plot  lo¬ 
cated  partly  in  an  unrestricted  use  and  partly  in  a 
business  use  district,  the  conversion  of  occupancy 
bAudding  to  a  motor  vehicle  repair  shop. 
PREMISES  AFPECTED — 1473  Macombs  road,  west  side, 
20.02  ft.  north  of  Inwood  avenue  and  1450  Crom¬ 
well  avenue  (Block  No.  2857,  Lot  No.  23)  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim,  Frank  Hughes 
and  F.  A.  Arnold. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board. 


1060-4 1-BZ. 


API  LICANT— Herman  Kron,  for  Wessell,  Nichols  and 
Gross,  Incorporated,  owner  (J.  K.  Construction 
Company,  Incorporated,  lessee). 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  dis- 
tnCt’  a  temP°rary  period  of  not  more  than 
two  (2)  years,  the,  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

I  REMISES  AFFECTED — 451-453  West  45th  street,  north 
side,  125  ft.  east  of  Tenth  avenue  (Block  No.  1055, 
and  7)’  Borough  of  Manhattan. 

APPEARANCES — 


For  Applicant:  Herman  Kron. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1942  at  10 
A.  M.  for  inspection  by  a  committee  of  the  Board 
and  for  decision  by  the  Board,  without  further 
argument. 


649-40-BZ. 

APPLICANT— LeRoy  A.  Perry,  for  45  West  38th  Street 
Corporation,  owner. 

SUBJECT— Application  reopened  and  restored  to  calendar 
April  1,  1941  (re  decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  retail  use  district  the  exten¬ 
sion  of  a  factory  occupancy,  in  an  existing  building 
in  excess  of  the  allowable  area  (previously  with¬ 
drawn). 

PREMISES  AFFECTED — 45-47  West  38th  street,  north 
side,  270  ft.  east  of  Sixth  avenue  (Block  No.  840, 

.  ,  bQt  No-  16)>  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  LeRoy  A.  Perry  and  Samuel 
Mezansky. 

For  Opposition  :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  . . ;  • : .  u 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION— 

( 649-40- BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution  to  permit  in  a  retail  use  district,  the 
extension  of  a  factory  occupancy,  in  an  existing  building, 
in  excess  of  the  allowable  area,  premises  45-47  West  38th 
street,  north  side,  270  ft.  east  of  Sixth  avenue  (Block  No. 
840,  Lot  No.  16),  Borough  of  Manhattan,  was  withdrawn 
September  10,  1940;  and 

Whereas,  LeRoy  A.  Perry  for  45  West  38th  Street  Cor¬ 
poration,  owner,  requested  reopening  of  the  application  and 
consideration  by  the  Board;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  April  1,  1941,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  31,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  38th  street  and  West 
39th  street  are  each  in  retail  and  restricted  retail  districts , 
Sixth  avenue  is  in  a  retail  use  district;  Fifth  avenue  is  in 
a  restricted  retail  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applictaion  No.  319-1941,  dated  February  27,  1942, 
reads * 

“2.  Percentage  and  kind  of  manufacturing  should 
comply  with  sec.  4a  Zone  resolution. 

Whereas,  the  existing  building  is  of  Class  3  construc¬ 
tion,  40  ft.  front  by  98  ft.  9  in.  in  depth,  and  six  stories 
in  height.  According  to  Certificate  of  Occupancy  #3247 
issued  June  9,  1921,  the  building  is  occupied  on  the  1st  to 
5th  stories  for  jobbing  millinery,  and  on  the  6th  story  for 
manufacturing.  It  is  proposed  to  use  the  building  through¬ 
out 'for  light  manufacturing;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  this  application  was  the  subject  of  a  report 
of  a  committee  of  the  Board,  which  report  reads : 

REPORT  OF  COMMITTEE. 

March  28,  1942. 

Re:  Cal.  No.  649-40-BZ.  Vol.  II.  &  180-42-S. 
Premises:  45-47  West  38th  street,  Manhattan. 

The  building  involved  is  on  a  lot  40  by  98  ft.  9  in. 
in  area  and  of  Class  III,  non-fireproof,  construction, 
six  stories  and  cellar  with  a  total  height  of  76  ft.  0  in. 

When  erected  in  a  business  use  district  under  N.  B. 
406  of  1920,  the  plans  approved  December  20,  1920, 
were  accepted  with  a  statement  by  the  applicant,  read¬ 
ing,  “The  building  will  not  be  used  as  a  factory  as 
there  will  not  be  more  than  25  people  engaged  in 
manufacturing  and  therefore  it  can  be  of  non-fireproof 
construction.”  This  answer  was  made  in  reply  to  the 
examiner’s  objection  to  the  plans  which  read  “The 
building  should  be  fireproof  construction  for  factory 
use  and  all  requirements  of  Labor  Law  must  be  com¬ 
plied  with — Section  79-A-l  Labor  Law;  see  Section  2.” 

The  building  does  not  comply  with  the  requirements 
of  the  Labor  Law,  which  does  not  and  did  not  at  that 
time  permit  a  factory  to  be  conducted  in  a  building 
more  than  four  stories  in  height  unless  the  building  is 
fireproof.  (Section  270  formerly  part  of  section  79A.) 
In  other  respects  the  building  did  not  comply  with  the 
Labor  Law  requirements  in  view  of  the  statement  that 
it  would  “not  be  used  as  a  factory.” 


The  building  has  brick  masonry  enclosing  walls,  steel 
columns,  steel  girders  and  yellow  pine  floor  beams.  It 
has  one  fireproof,  enclosed  stair  for  the  full  height  and 
an  exterior  stair  exiting  through  a  fireproof  passage 
to  the  main  hallway,  which  also  is  the  exit  of  primary 
means  of  exit  to  street.  There  are  two  elevators.  The 
building  has  a  two-source  .  sprinkler  system.  The  live 
load  is  120  lbs.  per  superficial  foot  on  all  floors. 

The  approved  application,  NB  406  of  1920,  carries  the 
following :  “Fifteen  men  and  ten  girls  will  be  engaged 
in  manufacturing  on  the  sixth  floor”.  This  approval  of 
a  factory  occupancy  even  to  this  extent  by  the  Bureau 
of  Buildings  is  questionable  in  view  of  the  clear  intent 
of  the  Labor  Law.  It  is  explained  in  a  notation  of 
September  19,  1933,  in  a  departmental  memorandum  at 
the  time  an  application  was  made  to  the  Board  of 
Buildings  for  a  variance  of  the  law,  namely,  “that  the 
building  was  not  intended  to  be  a  ‘factory  building’  as 
defined  in  Section  10  (Section  2,  paragraph  10  appar¬ 
ently  intended)  of  the  Labor  Law,  under  which  a  ‘fac¬ 
tory  building’  as  distinguished  from  a  factory,  is  a 
building  *  *  *  occupied  as  a  factory  and  in  which  at 
least  one-tenth  or  more  than  twenty-five  persons  em¬ 
ployed  *  *  *  are  engaged  in  work  for  a  factory.  Section 
79A  at  that  time  carried  the  heading  “Construction  of 
factory  buildings  hereafter  erected”.  Its  successor,  Sec¬ 
tion  270,  carries  the  heading,  “Construction  of  buildings 
erected  after  October  first,  nineteen  hundred  thirteen.” 
However,  in  view  of  the  length  of  time  that  has  elapsed 
together  with  the  fact  that  certificate  of  occupancy 
#3247  was  issued  on  June  9,  1921,  it  should  not  now 
be  disturbed. 

In  1926  under  Alteration  Application  2469,  a  plan  was 
filed  and  approved  for  a  mezzanine  balcony  in  the  store. 
This  was  approved  even  though  it  stated  incorrectly 
that  the  then-present  occupancy  of  the  building  was 
stores,  showrooms,  offices  and  25'%  of  building  to  be 
used  for  manufacturing  and  to  remain  the  same  after 
the  proposed  minor  alteration.  However,  no  new  cer¬ 
tificate  of  occupancy  was  issued. 

Due  to  a  violation,  No.  3334,  issued  by  the  Bureau  of 
Buildings  in  April  1933  an  application  was  made  to  the 
then-existing  Board  of  Buildings  to  permit  manufac¬ 
turing,  as  cited  in  the  violation,  namely  on  the  2nd,  3rd, 
4th  and  5th  floors.  The  action  was  to  cancel  the  viola¬ 
tion  and  order  the  issuance  of  a  revised  certificate  of 
occupancy  to  permit  the  factory  use  on  these  floors  for 
a  temporary  period  of  two  years  and  three  months  from 
November  9,  1933.  Based  on  a  non-conformance  with 
the  Building  Code  in  failing  to  observe  the  terms  of  the 
Certificate  of  Occupancy  issued  in  1921,  the  action 
taken  was  a  variance  of  the  Building  Zone  Resolution 
and  a  variance  of  the  State  Labor  Law.  This  action 
was,  of  course,  unlawful.  However,  no  new  certificate 
of  occupancy  appears  to  have  been  issued. 

An  application  was  filed  for  a  zoning  variance  by  the 
Mutual  Life  Insurance  Company  as  owner  under  fore¬ 
closure  on  June  14,  1940,  for  an  extension  of  factory 
occupancy  in  a  retail  district  for  all  stories  above  the 
first  floor.  This  application  was  withdrawn  on  Sep¬ 
tember  10,  1940. 

On  January  8,  1942,  upon  a  new  decision  of  the 
Borough  Superintendent  under  Alt.  Applic.  319  of  1941, 
the  new  owner  filed  a  similar  application  for  a  zoning 
variance,  which  the  Board  consolidated  with  the  pre¬ 
vious  application  as  Volume  II  of  Calendar  No.  649- 
40-BZ.  On  March  3,  1942,  an  appeal  was  also  filed  for 
a  variation  of  the  Labor  Law.  This  was  entered  as 
Cal.  No.  180-42-S.  Both  the  zoning  application  and  the 
appeal  were  heard  at  the  same  hearing,  after  which  the 
premises  were  inspected  by  a  Committee  of  the  Board. 

The  owner  in  1920  did  not  erect  a  building  meeting 
the  requirements  for  a  building  for  factory  occupancy. 
The  certificate  of  occupancy  issued  in  1921  gave  the 
owner  more  than  he  was  entitled  to  at  that  time.  Since 
then  the  certificate  of  occupancy  has  not  been  observed. 
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In  view  of  the  price  paid  for  the  premises,  so  much 
below  the  assessed  valuation,  the  building  can  he  oper¬ 
ated  without  the  additional  factory  use.  It  would  be 
unfair  to  other  owners  who  have  observed  the  legal 
requirements  to  extend  to  this  owner  the  privileges  he 
requests.  The  Board  has  granted  no  variance  to  other 
owners  in  the  block  to  permit  more  area  to  be  occupied 
for  manufacturing  than  the  Zoning  Law  prescribes. 

In  the  opinion  of  the  Committee,  the  application  for 
a  zoning  variance  and  the  appeal  for  a  modification  of 
ihc  Labor  Law  should  be  denied. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman, 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

JOHN  E.  GUNN, 

Deputy  Chief,  Fire  Dept., 

Committee. 

and 

Whereas,  this  report  recommended  that  the  application 
for  a  zoning  variance  should  not  be  granted ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Application  No.  319-1941,  objection  No.  2,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


729-41 -BZ. 

APPLICANT — John  McBride  (lessee),  for  Camager  Cor¬ 
poration,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 91-01  Northern  boulevard, 

north  side,  between  91st  street  and  92nd  street 
(Block  No.  1421,  Lot  Nos.  40  and  49),  Jackson 
Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  McBride  and  Hyman  Muss. 
For  Opposition  :  James  J.  Cotter. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD—  Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(729-41-BZ) 

Whereas,  John  McBride  (lessee),  for  Camager  Corpo¬ 
ration,  owner,  filed  August  12,  1941,  an  application  under 
section  7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles:  premises  91-01  Northern  boule¬ 
vard,  north  side,  between  91st  street  and  92nd  street  (Block 
No.  1421,  Lot  Nos.  40  and  49),  Jackson  Heights,  Borough 
of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  31,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  build- 
mg  zone  tesolution  show  that  Northern  boulevard  is  in  a 
business  use  district;  91st  street  and  92nd  street  are  each 
in  residence  and  business  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Mi  sc.  Application  No.  5637-1941,  dated  August  7  1941 

reads : 

“1  The  storage  or  parking  of  more  than  5  motor 
vehicles  in  a  business  district  is  contrary  to  Article  II, 
Sec.  4  of  the  zoning  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  200  ft.  on  Northern  boulevard  100  ft 
on  91st  street  and  100  ft.  on  92nd  street.  It  is  proposed 
to  use  the  plot,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
.  Whereas,  the  Board  deemed  that  this  was  a  proper  case 
m  which  to  exercise  its  discretion  to  grant  under  section 
7,  subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
71  i  thereof,  for  a  term  of  two  (2)  years,  to  permit  the 
premises  to  be  occupied  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  on  condition  that  the  plot 
shall  be  leveled  substantially  to  the  grade  of  Northern 
boulevard  and  shall  be  surfaced  with  clean  gravel,  steam 
cinders  or  other  suitable  material,  properly  rolled  and 
treated  with  an  asphalt  binder  so  as  to  render  a  reasonably 
impervious  surface,  and  graded  so  as  to  provide  surface 
drainage;  that  on  the  interior  and  street  building  lines  there 
shall  be  erected  a  substantial  woven  wire  fence  of  the 
chain  link  type,  with  anchored  steel  posts  not  less  than  6 
ft.  in  height  with  no  openings  therein  except  one  opening 
on  91st  street  for  entrance  and  exit,  provided  such  opening- 
does  not  exceed  15  ft.  in  width  with  curb  cut  opposite  of 
similar  width ;  that  during  the  term  of  this  permit  the 
premises  shall  be  occupied  for  no  other  use  than  as  herein 
permitted  and  no  buildings  shall  be  erected  thereon,  except 
there  may  be  erected  a  building  not  over  one  story  in  height 
and  not  over  100  sq.  ft.  in  area  as  an  office  and  shelter  for 
the  attendant;  that  proper  aisles  shall  be  maintained  at  all 
times  for  ready  entrance  and  egress ;  that  such  portable  fire 
fighting  appliances  shall  he  furnished  and  maintained  as  the 
fire  commissioner  shall  direct;  that  all  existing  signs  and 
other  structures  shall  be  removed  from  the  premises  and 
no  new  signs  shall  be  erected,  except  there  may  be  a  sign 
attached  to  the  fence  near  the  entrance  advertising  the  park¬ 
ing  and  storage  use  and  the  rates  charged,  provided  such 
sign  does  not  exceed  15  sq.  ft.  in  area  and  does  not  extend 
beyond  the  building  line  and  is  not  illuminated ;  that  ade- 
ouate  bumpers  shall  be  maintained  against  the  fence  for 
the  protection  of  the  same;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  6  months  from  the 
date  of  this  resolution;  that  the  premises  shall  not  be  occu¬ 
pied  until  the  work  herein  required  is  complied  with. 


1002-41-BZ. 

A  PPLICANT— Jack  Z.  Cohen,  for  Board  of  Transporta¬ 
tion,  City  of  New  York,  and  Henbar,  Incorporated, 
owners  (Patrick  Sottile,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 137-151  Livingston  street  and 
22-30  Smith  street,  northwest  corner  (Block  No. 

a  a  26  and  28^’  Ror°ffi?h  of  Brooklyn. 

A!  PhAKANCES — 

For  Applicant:  Larry  Meltzer,  A.  W.  Hoveling, 
Sidney  Rossman  and  Patrick  Sottile. 
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For  Opposition:  G.  Goldman,  Dep’t  of  Education. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF' BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(1002-41-BZ) 

Whereas,  Jack  Z.  Cohen,  for  Board  of  Transportation, 

City  of  New  York,  and  Henbar,  Inc.,  owners,  filed  Novem¬ 
ber  19,  1941,  an  application  under  section  7 h  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles ; 
premises  137-151  Livingston  street  and  22-30  Smith  street, 
northwest  corner  (Block  No.  154,  Lot  Nos.  26  and  28), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  31,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Smith  street,  Livingston 
street,  Fulton  street  and  Pearl  street  are  in  business  use 
districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  3241,  dated  November  17,  1941,  reads: 

“Proposed  parking  and  storage  of  more  than  five 
motor  vehicles  on  a  plot  located  in  a  business  use  dis¬ 
trict  is  contra^  to  Art.  II,  Sec.  4(a)  subd.  15  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  141  ft.  on  Livingston  street  and  125  ft. 
on  Smith  street.  It  is  proposed  to  use  the:  plot,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years  from  the  date  of  this 
resolution,  to  permit  the  premises  to  be  occupied  for  the 
transient  parking  of  more  than  five  (5)  motor  vehicles, 
on  condition  that  only  motor  vehicles  in  condition  for  opera¬ 
tion  and  of  the  pleasure-car  type  shall  be  so  parked;  that 
the  plot  shall  be  leveled  substantially  to  the  grade  of  the 
surrounding  streets  and  shall  be  surfaced  with  clean  gravel, 
steam  cinders  or  other  suitable  material,  properly  rolled 
and  treated  with  an  asphalt  binder  so  as  to  render  a  rea¬ 
sonably  impervious  surface,  and  graded  so  as  to  provide 
surface  drainage;  that  on  the  street  building  line  and  in¬ 
terior  lot  lines,  where  walls  of  adjoining  buildings  do  not 
occur,  there  shall  be  erected  a  substantial  woven  wire  fence 
not  less  than  6  feet  in  height,  except  that  the  existing  woven 
wire  fence,  if  maintained  in  good  structural  condition,  may 
be  continued  along  the  street  building  lines  during  the 
term  of  this  permit,  and  except  that  there  may  be  two 
openings  in  such  fence  to  Livingston  street  for  entrance 
and  egress,  such  openings  not  to  exceed  16  ft.  in  width 
with  curb  cuts  opposite  not  exceeding  17  ft.  in  width ;  that 
during  the  term  of  this  permit  the  premises  shall  be  occu¬ 
pied  for  no  other  use  than  as  herein  permitted  and  no 
building  shall  be  erected  thereon,  except  there  may  be  and 


erected  near  the  entrance  a  building  to  be  used  only  as  an 
office  and  shelter  for  the  attendant,  provided  such  building 
does  not  exceed  100  sq.  ft.  in  area  and  is  not  over  one  story 
in  height ;  that  proper  aisles  shall  be  maintained  at  all 
times  for  ready  entrance  and  egress ;  that  adequate  bumpers 
shall  be  maintained  against  walls  and  fences  for  protection 
to  same;  that  such  portable  fire-fighting  appliances  shall 
be  installed  and  maintained  as  the  fire  commissioner  shall 
direct ;  that  no  signs  shall  be  erected  on  the  premises,  except 
there  may  be  erected  near  the  entrance  a  sign  advertising 
the  transient  parking  use  and  the  rates  charged,  provided 
the  sign  does  not  exceed  15  sq.  ft.  in  area,  is  not  illuminated 
and  does  not  extend  beyond  the  building  line ;  that  all 
existing  signs  and  other  structures  on  the  premises  shall  be 
removed ;  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  three  (3)  months  from  the  date 
of  this  resolution. 


1081-41-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Francis  H.  Luce, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  local  retail  use  district, 
the  conversion  of  occupancy  of  the  cellar  story  of 
a  building  to  a  bowling  alley;  the  said  bowling- 
alley  having  a  proposed  entrance  located  more  than 
twenty-five  (25)  feet  from  the  business  street. 
PREMISES  AFFECTED— 102-43  to  102-55  Queens  boule¬ 
vard,  northeast  corner  of  68th  road  (Block  No. 
2137,  Lot  No.  1),  Forest  Hills,  Borough  of 
Oueens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(1081-41-BZ) 

Whereas,  Lama  and  Proskauer,  for  Francis  H.  Luce, 
owner,  filed  December  16,  1941,  an  application  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a  local 
retail  use  district,  the  conversion  of  occupancy  of  the  cellar 
story  of  a  building  to  a  bowling  alley;  the  said  bowling 
alley  having  a  proposed  entrance  located  more  than  25  feet 
from  the  business  street:  premises  102-43  to  102-55  Queens 
boulevard,  northeast  corner  of  68th  road  (Block  No.  2137, 
Lot  No.  1),  Forest  Hills,  Borough  of  Queens:  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  31,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  68th  road  is  in  local  retail 
and  residence  use  districts ;  68th  avenue  is  in  residence  and 
business  use  districts;  Queens  boulevard  is  in  local  retail, 
business  and  residence  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  5654-41,  dated  November  19,  1941, 
reads : 

“Proposed  use  of  cellar  for  Bowling  Alleys  in  a 
building  located  within  a  local  retail  district  is  con¬ 
trary  to  Art.  2,  Section  4c  of  the  Building  Zone  Reso¬ 
lution. 

Proposed  entrance  to  cellar  on  68th  road  located  on 
a  business  property  abutting  a  residence  district  is  con¬ 
trary  to  Art.  4,  Section  19h  of  the  Building  Zone 
Resolution.” 


MINUTES 


Whereas,  the  building  is  of  Class  3  construction,  101  ft. 
frontage  on  68th  road,  103  ft.  3  in.  on  Queens  boulevard, 
a  distance  of  98  ft.  4  in.  along  the  north  lot  line;  and 
one  story  and  cellar  in  height.  It  is  proposed  to  occupy 
the  1st  story  of  the  building  as  stores  and  to  use  the  cellar 
story  as  a  bowling  alley ;  also,  the  easterly  entrances  to 
the  bowling  alley  and  also  to  the  stores  arc  located  more 
than  25  feet  from  the  business  district;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  at  the  hearing  the  applicant  requested  that 
section  7e  of  the  building  zone  resolution  be  substituted 
for  section  21  as  the  basis  of  the  application;  and 
Whereas,  in  the  opinion  of  the  Board  section  19,  sub¬ 
division  h,  would  not  preclude  the  passageway  at  the  rear 
for  use  for  exit  purposes  only. 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7-e  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7-e 
thereof,  for  a  term  of  two  (2)  years  from  the  date  of  this 
action,  to  permit  the  cellar  of  the  premises  in  question  to 
be  occupied  for  bowling  alleys,  as  proposed,  on  condition 
that  no  additional  entrance  or  exits  shall  be  installed  on 
68th  road;  that  the  windows  opening  from  the  bowling 
alley  at  the  rear  to  the  east  and  along  68th  road  to  the 
south  shall  either  be  blocked  up  or  filled  in  with  approved 
glass  blocks  with  no  openings  therein ;  that  the  cellar  space 
shall  be  ventilated  throughout  by  means  of  a  mechanical 
ventilating  system;  that  no  signs  shall  be  erected  on  the 
premises  other  than  those  legally  permitted  and  no  roof 
signs  shall  be  erected;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


14-42-BZ. 

APPLICANT — Paul  Friedman,  for  Rose  Pavone,  owner 
(Fred  Signall,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)’ 
motor  vehicles  on  a  plot  now  occupied,  in  part, 
by  a  garage  for  more  than  five  (5)  motor  vehicles 
and  a  dwelling. 

PREMISES  AFFECTED — 675-683  Ashford  street,  east 
side,  290  ft.  south  of  New  Lots  avenue  (Block  No. 
4312,  Lot  Nos.  65,  67  and  68),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman  and  Nicole  Pavone. 
For  Opposition:  Ben  Wolfman,  Morris  Wolfman, 
Salvatore  Maltese,  Sam  Hodron  and  I.  Fels- 
bruck. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  (on  condition)  Commissioner  Sav¬ 


age  .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn  .  3 


THE  RESOLUTION— 

(14-42-BZ) 

Whereas,  Paul  Friedman,  for  Rose  Pavone,  owner,  filed 
January  6,  1941,  an  application  under  section  7c  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  use  district, 
for  a  temporary  period  of  not  more  than  two  (2)  vears,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 


on  a  plot  now  occupied  in  part  by  a  garage  for  more  than 
five  (5)  motor  vehicles  and  a  dwelling;  premises  675-683 
Ashford  street,  east  side,  290  ft.  south  of  New  Lots  avenue 
(Block  No.  4312,  Lot  Nos.  65,  67  and  68),  Borough  of 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  31,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Ashford  street  and  Cleveland 
street  are  each  in  residence  and  business  use  districts;  New 
Lots  avenue  and  Hegeman  avenue  are  in  business  use 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  2837-1941,  dated  December  12,  1941, 
reads : 

“The  parking  and  storage  of  more  than  5  motor 
vehicles  in  a  residence  use  district  is  contrary  to  the 
Zoning  Resolution,  Section  3.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  80  ft.  with  a  depth  of  100  ft.  Upon  the  site 
there  is  located  a  two-story,  2-family  frame  dwelling,  and 
a  one-story  frame  garage,  60  ft.  by  33  ft.  in  area,  for  more 
than  five  (5)  motor  vehicles.  It  is  proposed  to  use  the 
northerly  portion  of  the  site  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning- 
variance  under  section  7c  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Application  No.  2837-1941  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


VARIATION  OF  THE  LABOR  LAW. 

1 80-42- S. 

APPLICANT — LeRoy  A.  Perry,  for  45  West  38th  Street 
Corporation,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 45-47  West  38th  street,  north 
side,  270  ft.  east  of  Sixth  avenue  (Block  No.  840, 
Lot  No.  16),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  LeRoy  A.  Perry  and  Samuel 
Mezansky. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  o 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION— 

( 180-42-S) 

Whereas,  LeRoy  A.  Perry,  for  45  West  38th  Street  Cor¬ 
poration,  owner,  filed  on  March  3,  1942  an  application  for 
a  variation  from  the  requirements  of  the  Labor  Law  as 
cited  in  a  decision  of  the  borough  superintendent ;  premises 
45-47  West  38th  street,  north  side,  270  ft.  east  of  Sixth 
avenue  (Block  No.  840,  Lot  No.  16),  Borough  of  Manhat¬ 
tan;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  319-41,  dated  February  27,  1942,  reads: 
“1.  Building  should  be  fireproof  class  1  due  to 
height  (over  4  stories)  and  new  factory  use  contrary 
to  section  270,  Labor  Law.” 

and 
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Whereas,  the  applicant  states  that  the  building  is  6 
stories  (76  ft.)  in  height;  40  ft.  by  98  ft.  9  in.  in  area  at 
1st  iloor  and  40  ft.  by  88  ft.  9  in.  in  area  at  typical  floor; 
of  class  3  construction ;  located  in  a  retail  use  district ; 
erected  in  1920;  and  occupied:  cellar,  boiler-room  and  stor¬ 
age,  no  persons;  1st  floor,  millinery  store,  12  persons;  2nd 
floor,  vacant ;  3rd  floor,  vacant ;  4th  floor,  storage  of 
feathers,  8  persons;  5th  floor,  vacant;  6th  floor,  manufac¬ 
turing  hats,  8  persons.  It  is  proposed  to  be  occupied : 
cellar,  same;  1st  floor,  same;  2nd  to  6th  floors  inclusive, 
light  manufacturing,  15  persons  each  floor.  The  building 
is  equipped  with  a  sprinkler  system,  an  interior  fire  alarm 
system,  one  44  in.  steel  stairs  enclosed  in  4  in.  t.c.  blocks 
plastered  both  sides,  and  also  equipped  with  fireproof  self- 
closing  doors.  The  stairs  lead  from  bulkhead  on  the  roof 
direct  to  street.  The  building  is  also  equipped  with  one 
exterior  stairway  located  at  the  rear  which  leads  from  roof 
by  stairs  with  egress  from  termination  at  mezzanine  level 
bv  means  of  fireproof  passageway.  Windows  on  the  course 
of  the  fire  escape  are  fireproof  and  self-closing.  There  is 
no  safe  egress  from  the  roof;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  under  N.  B.  Applic.  No.  406-20  and  C.O.  3247  was 
issued  permitting  the  use  of  the  1st  to  5th  floors  for  jobbing 
of  millinery  and  for  manufacturing  on  the  6th  floor;  that 
although  the  building  is  of  non-fireproof  construction  this 
is  more  than  offset  by  the  fact  that  the  building  is  equipped 
throughout  with  a  two  source  automatic  sprinkler  system 
consisting  of  a  7500  gallon  pressure  tank  and  a  10,000 
gallon  gravity  tank  and  equipped  with  a  central  office 
supervisory  alarm  connection ;  that  the  means  of  egress 
consist  of  an  interior  fireproof  enclosed  stairway  from 
street  to  roof  and  an  exterior  44  in.  stairway  leading  from 
roof  to  fireproof  passageway  at  mezzanine  level  on  1st 
story,  and  that  these  means  of  egress  constitute  compliance 
with  the  Labor  Law;  that  in  view  of  these  facts,  it  is 
requested  that  the  Board  waive  the  requirement  for  fire¬ 
proof  construction ;  and 

Whereas,  on  September  5,  1933  an  appeal  was  filed  with 
the  Board  of  Buildings  from  an  order  of  the  Commissioner 
of  Buildings  reading  as  follows  : 

“The  building  does  not  conform  to  Section  5  of  the 
Building  Code  in  that  of  occupying  a  portion  of  the 
2nd,  3rd,  4th  and  5th  floors  for  manufacturing  contrary 
to  C.O.  3247,  which  was  approved  for  millinery  jobbing 
on  said  floors.” 

and 

Whereas,  on  November  9,  1933,  the  Board  of  Buildings 
modified  the  order  of  the  Commissioner  of  Buildings  on 
condition  that  the  occupancy  of  the  building  shall  not  be 
changed  and  that  a  temporary  certificate  of  occupancy  be 
granted  for  a  period  of  two  years,  and  3  months  from 
November  9,  1933;  and 

Whereas,  at  the  time  of  this  variance  of  the  Labor  Law 
the  premises  were  located  in  a  retail  use  district  and  it 
appears  that  the  use  permitted  was  in  violation  of  the 
building  zone  resolution ;  and 

Whereas,  oh  March  7,  1940  the  acting  borough  superin¬ 
tendent  on  Alt.  Applic.  No.  481-40  issued  the  following 
objection : 

“1.  This  building  may  not  be  used  for  manufactur¬ 
ing  purposes  below  the  6th  floor  since  it  is  not  fire¬ 
proof.  Sec.  270,  Labor  Law,  See  C.O.  3247  and  special 
reports  filed  with  Board  of  Buildings  Resolution 
11/9/33.” 

and 

Whereas,  an  amendment  was  filed  March  12,  1940  re¬ 
questing  a  reconsideration  of  such  objection  and  that  the 
building  be  permitted  to  be  used  as  a  factory  in  view  of  the 
action  of  the  Board  of  Buildings  and  such  amendment  was 
disapproved  April  2,  1940;  and 
Whereas,  on  April  16,  1940  an  application  for  variation 
of  the  requirements  of  the  Labor  Law  was  filed  with  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  on  such  application  for  variation,  the  engineer¬ 
ing  division  of  this  Board  issued  an  objection  requiring  the 


applicant  to  secure  a  denial  of  the  borough  superintendent 
on  the  proposed  use  under  the  building  zone  resolution  and 
to  file  an  application  for  a  zoning  variance;  and 

Whereas,  on  May  15,  1940,  the  owner  requested  the 
Board  to  withhold  action  on  the  Labor  Law  question  so  as 
to  permit  the  applicant  to  file  an  application  for  a  building 
zone  variance ;  and 

Whereas,  on  September  10,  1940,  the  application  for 
variation  of  the  requirements  of  the  Labor  Law  filed  imder 
Cal.  No.  396-40-S  was  withdrawn;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  this  application  was  the  subject  of  a  report 
by  a  committee  of  the  Board,  which  report  is  printed  under 
Cal.  No.  649-40-BZ,  recommending  that  this  application 
should  not  be  granted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  319-41,  objection  No.  1,  be  and  it 
hereby  is  affirmed  and  that  tbe  application  be  and  it  hereby 
is  denied. 


Adjourned,  1  :05  P.  M. 

Joseph  J.  Doyi.e,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  31,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


'BUILDING  ZONE  CASES. 

807-40-BZ. 

APPLICANT — Richard  Stiegler,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing — re  Application  (decision  of  the  borough 
superintendent)  under  sections  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previously  denied). 

PREMISES  AFFECTED— 1168-1184  River  avenue,  east 
side,  129  ft.  north  of  McClellan  street  (Block  No. 
2488,  part  of  Lot  Nos.  1  and  12),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Meyer  Stein. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


518-41-BZ. 

APPLICANT — Frederick  J.  Groehl,  for  Rebecca  Antman, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Application  (decision  of 
the  borough  superintendent)  under  sections  7f  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  term  of  years,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn). 

PREMISES  AFFECTED — 334-336  Hamilton  avenue, 
southwest  corner  of  Mill  street  (Block  No.  552, 
Lot  Nos.  15  and  16),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Frederick  J.  Groehl,  Sam’l  Rosen- 
blum  and  N.  Steinfeld. 

ACTION  OF  BOARD — Application  reopened,  subject  1o 
usual  procedure. 
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THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


267-35-BZ. 

APPLICANT — Bay-Front  Realties  Company,  owner. 

SLBJEC1  Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  partly  in  a  business 
use  district  and  partly  in  an  unrestricted  use  dis¬ 
trict,  the  erection  and  maintenance  of  an  oil 
storage  plant. 

PREMISES  AFFECTED— 73-02  to  73-20  and  74-02  to 
74-16  Amstel  boulevard,  north  side,  260  ft.  west  of 
Beach  72nd  street  (Block  No.  524,  Lot  Nos.  1  and 
500),  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Julius  Singer. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO 
REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  () 


101-32-BZ. 

APPLICANT — Thema  Rosen,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  period  not  greater  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles  on  a  lot  or  plot  unbuilt  upon. 

PREMISES  AFFECTED — 2871  Bailey  avenue,  west  side, 
107.59  ft.  south  of  West  230th  street  (Block  No. 
3264,  Lot  No.  79  and  part  of  Lot  No.  70),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Philip  Rosen. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION — 

(101-32-BZ) 

Whereas,  this  application  affecting  premises  2871  Bailey 
avenue,  west  side,  107.59  ft.  south  of  West  230th  street 
(Block  No.  3264,  Lot  No.  79  and  part  of  Lot  No.  70),  Bor¬ 
ough  of  The  Bronx,  was  granted  by  the  Board  May  19,  1936, 
resolution  amended  October  20,  1936,  permit  extended  May 
3,  1938  and  April  9,  1940  and  owner  requests  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  19,  1936,  as 
amended  through  resolution  adopted  by  the  Board  on  April 
9,  1940,  only  so  far  as  it  has  reference  to  the  term  of  the 
permit,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“granted  under  section  7-h  for  a  term  of  two  (2)  vears 
from  May  19,  1942,  to  permit  *  *  *” 


364-36-BZ. 

APPLICANT— Oswald  Fischer,  for  Ogostino  Milella, 
owner. 
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SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Applica¬ 
tion  (decision  of  the  commissioner  of  buildings) 
previously  granted  on  condition,  under  section  7h 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  for  a  temporary 
period. 

1  REMISES  AFFECTED — 31-64  to  31-86  31st  street,  west 
side,  100  ft.  north  of  Broadway  (Block  No.  589, 

APPEARANCES—  N°’  Astoria’  Borough  of  Queens.’ 
For  Applicant:  H.  Rella. 

ACT  ION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 

THE  RESOLUTION— 

(364-36-BZ) 

Whereas,  this  application  under  the  building  zone  resolu- 
tion  to  permit  in  a  business  use  district  the  parking  of  more 
than  five  (5)  motor  vehicles,  premises  31-64  to  31-86  31st 
street  west  side  of  31st  street,  100  ft.  north  of  Broadway 
(Block  No.  589,  part  of  Lot  No.  9),  Astoria,  Borough  of 
tyueens,  was  granted  by  the  Board  July  16,  1937,  on  certain 
conditions  under  section  7h  for  a  period  of  two  (2)  years 
permit  extended  October  17,  1939,  October  28  1941  and 
January  13,  1942  and 

Whereas,  the  owner  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  16,  1937  only 
so  far  as  it  has  reference  to  the  obtaining  of  permits  and 
completion  of  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“*  *  *  that  all  permits  shall  be  obtained  and  all  work 
completed  within  two  (2)  months  from  the  date  of 
this  'amended  resolution.  ’ 


1285-39-BZ. 

APPLICANT— Raymond  Irrera,  for  Sark  Company,  In- 
^  corporated,  owner. 

SUBJEC 1  Application  for  consideration — r  eopening 
amendment  of  resolution  and  extension  of  permit 
application  (decision  of  the  borough  superin¬ 
tendent)  previously  granted  on  condition,  under 
section  /h  of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  tran- 

|)|,,Utcl1c  five  (5)  motor  vehicles. 

vEMISES  AFFECTED — 21-29  44th  drive,  north  side  90 
ft.  east  of  21st  street  (Block  No.  438,  part  of  Lot 

APPEARANCES—8  IS  a"d  City’  Borough  of  Queens. 

For  Applicant:  Raymond  Irrera. 

F or  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
A  ^  mg  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  resolution 
amended  and  permit  extended. 

DEVOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  !  4 

-Negative  i  .  q 

THE  RESOLUTION— 

(1285-39-BZ) 

Whereas,  this  application  to  permit  in  a  business  use 
district  for  a  temporary  period  of  not  more  than  two  (2) 
years  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  premises  21-29  44th  drive,  north  side,  90  ft  east 
of  21st  street  (Block  No.  438,  part  of  Lot  No.  6),  Long 
island  City,  Borough  of  Queens,  was  granted  by  the  Board 
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January  16,  1940,  on  certain  conditions,  under  section  7 h 
of  the  building  zone  resolution;  and 
Whereas,  Raymond  Irrera,  for  Sark  Company,  Incorpo¬ 
rated,  owner,  requested  an  extension  of  the  permit  and  also 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  16,  1940, 
so  that  as  amended  the  resolution  shall  read  : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  ot  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7h  thereof,  to  permit  the  premises  under 
appeal  to  be  occupied  for  the  transient  parking  of  auto¬ 
mobiles,  for  two  years  from  the  date  of  this  amended 
resolution,  on  condition  that  only  those  of  the  pleasure- 
car  type  shall  be  so  parked;  that  the  premises  shall  be 
levelled  substantially  to  the  grade  of  44th  drive  and 
surfaced  with  steam  cinders,  clean  gravel  or  other  suit¬ 
able  material ;  that  on  the  interior  lot  lines  where  walls 
of  existing  buildings  do  not  already  occur,  there  shall 
be  erected  a  substantial  woven  wire  fence  with  steel 
posts  not  less  than  6  feet  in  height;  that  a  similar  fence 
shall  be  erected  along  the  street  line  of  44th  drive, 
except  for  three  entrances  not  over  15  ft.  in  width 
each,  with  curb  cuts  opposite  of  similar  width;  that 
during  the  term  of  this  permit  the  premises  shall  be 
used  for  no  other  purpose  than  as  herein  permitted  for 
transient  parking;  that  no  building  shall  be  erected 
thereon,  except  there  may  be  erected  near  the  entrance 
a  frame  building  not  over  one  story  in  height  and  100 
sq.  ft.  in  area,  as  an  office  and  shelter  for  the  at¬ 
tendant;  that  proper  aisles  shall  be  maintained  at  all 
times  for  easy  entrance  and  egress;  that  such  portable 
fire  fighting  appliances  shall  be  installed  as  the  fire 
commissioner  shall  direct ;  that  no  signs  shall  be  erected 
on  the  premises,  except  there  may  be  a  sign  erected 
at  each  entrance,  advertising  the  transient  parking  use, 
provided  this  sign  does  not  exceed  15  sq.  ft.  in  area, 
and  does  not  extend  beyond  the  building  line;  that  all 
permits  required  shall  be  obtained  and  all  work  involved 
completed  within  six  months  from  the  date  of  this 
resolution. 

Resolved  further,  that  in  the  event  the  permit  is 
obtained  from  the  borough  superintendent  for  occupancy 
as  a  parking  lot,  the  plot  adjoining  and  extending  to 
44 th  road  ( part  of  lot  6)  in  the  unrestricted  district 
may  be  occupied  in  connection  with  the  plot  herein  per¬ 
mitted  for  parking;  and  that  the,  fence  separating  such 
lots  may  be  eliminated,  provided  a  fence  is  erected 
along  the  building  line  'of  44 th  road,  except  for  an 
entrance  thereto  not  over  15  feet  in  width” 


289-40- BZ. 

APPLICANT— William  H.  Fuhrer,  for  Martha  Adler  and 
Lerad  Realty  Corporation,  owners  (Sam  Adler,  In¬ 
corporated,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
extension  in  height  of  an  existing  milk  bottling 
and  distributing  station. 

PREMISES  AFFECTED— 447-457  East  133rd  street,  north 
side,  195  ft.  west  of  Brown  place  (Block  No.  2278, 
Lot  Nos.  64  and  69),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  H.  Fuhrer. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


THE  RESOLUTION— 

( 289-40- BZ) 

Whereas,  this  application  to  permit  in  a  business  use 
district  the  extension  in  height  of  an  existing  milk  bottling 
and  distributing  station,  premises  447-457  East  133rd  street, 
north  side,  195  ft.  west  of  Brown  place  (Block  XTo.  2278. 
Lot  Nos.  64  and  69),  Borough  of  The  Bronx,  was  granted 
by  the  Board  July  16,  1940,  on  certain  conditions,  under 
section  7c  of  the  building  zone  resolution,  resolution 
amended  February  24,  1942,  and  applicant  requested  a  fur¬ 
ther  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  16,  1940,  as 
amended  by  resolution  of  February  24,  1942,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  the  existing  openings  approximately  16  ft.  in 
width  and  12  ft.  in  height  on  the  first  story  between  the 
westerly  portion  and  the  easterly  portion  may  be  con¬ 
tinued  provided  there  is  installed  on  the  westerly  side 
an  automatic  rolling  shutter  and  on  the  easterly  side 
automatic  sliding  doors  of  the  Underwriters’  type;  that 
the  skylights  in  the  roof  of  the  westerly  building  over 
the  pasteurizing  room,  refrigerating  room  and  Canco 
fill  room  may  be  continued  of  the  sizes  and  location  in¬ 
dicated  on  revised  plans  marked  ‘Received  March  23, 
1942’,  on  condition  that  all  other  skylights  in  the  roof 
of  the  ivestcrly  building  are  removed;  and  as  to  the 
easterly  portion,  that  no  skylights  shall  be  constructed 
in  the  roof,  except  skylights  indicated  on  revised  plan 
marked  ‘Received  March  23,  1942’  and  designated  as 
over  booking  room,  salesmen’s  office,  general  office  and 
reception  room;  and  that  such  skylights  are  to  be  con¬ 
structed  over  the  portions  of  the  second  floor  to  be  oc¬ 
cupied  solely  for  office  purposes,  each  skylight  shall  be 
fitted  with  a  secondary  sash  and  that  skylights  shall  be 
used  only  for  furnishing  light  and  not  for  ventilation.” 


194-41-BZ. 

APPLICANT — Max  Siegel,  for  Key  Realty  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  sections  7c  and  21  of  the  building 
zone  resolution,  permitting  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  business  building ; 
also,  said  building  having  show  windows  and  en¬ 
trances  located  more  than  twenty-five  (25)  feet 
from  the  business  corner. 

PREMISES  AFFECTED— 1881-1899  Guerlain  street, 

north  side,  from  White  Plains  road  to  Unionport 
road,  1572-1580  White  Plains  road  and  1561-1567 
Unionport  road  (Block  No.  3952,  Lot  Nos.  1  and 
23),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  . .  0 

THE  RESOLUTION— 

(194-41-BZ) 

Whereas,  this  application,  under  sections  7c  and  21  of 
the  building  zone  resolution,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  business  building,  also,  said  building  hav¬ 
ing  show  windows  and  entrances  located  more  than  twenty- 
five  (25)  feet  from  the  business  corner;  premises  1881- 
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1899  Guerlain  street,  north  side,  from  White  Plains  road  to 
Unionport  road,  1572-1580  White  Plains  road  and  1561-1567 
Umonport  road  (Block  No.  3952,  Lot  Nos.  1  and  23),  Bor¬ 
ough  of  The  Bronx,  was  granted  by  the  Board  April  22, 
1941,  on  certain  conditions,  and  applicant  requested  an  exten¬ 
sion  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  22,  1941,  only 
so  far  as  it  has  reference  to  the  time  for  obtaining  permits 
and  completion  of  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  six  (6)  months  from  the  date  of  this 
amended  resolution.” 


219-41-BZ. 

APPLICANT — Henry  C.  Bruckcr,  for  City  Bank  Farm- 
,  ers  Trust  Company  (as  trustee),  owner. 
SUBJEC1 — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  building  zone 
resolution,  permitting  partly  in  a  business  use  dis¬ 
trict  and  partly  in  an  unrestricted  use  district,  the 
alteration  and  conversion  of  occupancy  of  an  exist¬ 
ing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 676  St.  Nicholas  avenue  and 
1590-1612  Gates  avenue,  southwest  corner  (Block 
No.  3444,  Lot  No.  1),  Ridgewood,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Robt.  L.  Brucker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

THE  RESOLUTION— 

(219-41-BZ) 

Whereas,  this  application,  under  section  7c  of  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  an  unrestricted  use  district,  the  alteration 
and  conversion  of  occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor  vehicles,  premises  676 
St.  Nicholas  avenue  and  1590-1612  Gates  avenue,  southwest 
corner  (Block  No.  3444,  Lot  No.  1),  Ridgewood,  Borough 
of  Queens,  was  granted  by  the  Board  February  10,  1942, 
on  certain  conditions,  and  applicant  requested  an  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  10,  1942, 
so  that  as  amended  the  resolution  shall  read : 

"Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7c  thereof,  to  permit  the  extension  of 
the  existing  garage  for  more  than  five  (5)  cars  in  the 
unrestricted  district  to  the  balance  of  the  building  to 
a  total  depth  along  Gates  avenue  of  275  ft.  for  the 
garage  portion  and  with  a  total  depth  of  287  ft.  6  in., 
including  the  boiler-room  section  to  the  south,  on  con-- 
dition  that  fire-proof  self-closing  doors  shall  be  con¬ 
structed  and  maintained  on  the  existing  brick  subdivid¬ 
ing  walls ;  that  such  walls  shall  extend  to  the  roof : 
that  the  ceilings  throughout  where  not  now  fireproof 
shall  be  fire  retarded  in  accordance  with  the  rules  of 
the  Board;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto;  that  no  additional  gasoline 
storage  system  shall  be  installed  in  the  building;  that 


any  signs  attached  to  the  building  shall  be  of  the 
permanent  type  attached  to  the  cornice  over  the  entrance 
and  not  extending  over  the  building  line ;  that  no  open¬ 
ings  in  the  building  to  the  adjoining  building  shall  be 
constructed ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date 
of  this  resolution. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  remove  the  cross-zmll  located  approximately  150  feet 
southerly  from  St.  Nicholas  avenue,  that  such  wall  may 
he  removed,  provided  in  all  other  respects  the  require¬ 
ments  of  this  resolution  arc  complied  with  and  the 
wall  approximately  100  feet  from  St.  Nicholas  avenue 
is  maintained  with  lawfully  constructed  fireproof  doors 
in  any  opening  therein.” 


677-41-BZ. 

APPLICANT — Gabriel  Nathan,  for  Robert  Smith  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  residence  use  district, 
for  a  period  of  two  (2)  years,  the  transient  park¬ 
ing  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 1125  Foam  place,  west  side, 
187  ft.  south  of  Far  Rockaway  boulevard  (Block 
No.  40,  Lot  No.  54),  Far  Rockaway,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Gabriel  Nathan  and  Harry  Nathan. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative:  . .  0 

THE  RESOLUTION— 

(677-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  two  (2)  years,  the  parking  and 
storage  of  motor  vehicles,  premises  1125  Foam  place,  wrest 
side,  187  ft.  south  of  Far  Rockaway  boulevard  (Block  No. 
40,  Lot  No.  54),  Far  Rockaway,  Borough  of  Queens,  was 
granted  by  the  Board  August  6,  1941,  on  certain  conditions, 
and  applicant  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  August  6,  1941,  so 
that  as  amended  the  resolution  shall  read : 

"Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted, 
under  Section  7,  subdivision  h,  for  a  period  of  two  (2) 
years,  to  permit  the  premises  to  be  occupied  for 
transient  parking  of  more  than  five  (5)  motor  vehicles, 
on  condition  that  only  motor  vehicles  of  the  pleasure- 
car  type  and  those  capable  of  operation  shall  be  so 
parked ;  that  during  the  term  of  this  variance  the  prem¬ 
ises  shall  be  operated  for  no  other  use  than  herein 
permitted;  that  an  adequate  fence  shall  be  maintained 
on  all  interior  lot  lines  and  the  street  building  lines  of 
Mott  avenue  and  Foam  place,  except  for  an  entrance 
from  Foam  place  and  an  entrance  at  the  rear  to  Smith 
place  leading  to  Mott  avenue;  that  the  entrance  to 
Foam  place  shall  not  exceed  15  ft.  with  curb  cut  oppo¬ 
site  of  similar  width ;  that  no  signs  shall  be  erected 
except  there  may  be  a  sign  at  entrance,  advertising- 
transient  parking  use  and  the  rates  charged,  provided 
such  sign  does  not  exceed  15  sq.  ft.  in  area  and  does 
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not  extend  beyond  the  building  line ;  and  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within 
one  month  from  the  date  of  this  resolution. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  restrict  the  parking  area  to  that  indicated  on  revised 
plans  marked  ‘Received  March  23,  1942’,  so  as  to  permit 
the  private  street  known  as  Smith  place  to  be  opened 
throughout  from  Roam  place  to  Mott  avenue,  the  fence 
herein  required  on  the  southerly  lot  line  may  be  omit¬ 
ted  and  entrance  to  the  plot  may  be  from  Smith  place 
with  a  curb  cut  at  the  end  of  same  easterly  to  Roam 
place  and  "westerly  to  Mott  avenue,  provided  in  all 
other  respects  the  requirements  of  this  resolution  arc 
complied  with.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
6-42-A. 

APPLICANT — Aaron  Kalian,  for  Philip  Hirsch,  owner 
(Eli  I.  Cohen,  Max,  Mazursky,  David  Leff,  Samuel 
Schaeffer,  lessees). 

SUBJECT — Appeal  from  a  decision  re  orders  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 47-51  Pike  street,  east  side, 
54.9  ft.  north  of  Monroe  street  (1st  floor,  front 
and  rear  and  2nd  floor)  ;  (Block  No.  2 72,  Lot  No. 
47),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Aaron  Kalian  and  Philip  Hirsch. 
ACTION  OF  BOARD— Laid  over  to  April  7,  1942  at  2 
P.  M.  at  request  of  applicant  and  for  inspection 
by  a  committee  of  the  Board. 


95-42-A. 

APPLICANT — Martin  L.  Seller,  for  New  York  Dock 
Company,  owner  (Wallabout  Basin,  Incorporated, 
lessee). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 290-304  Furman  street,  west 
side,  306  ft.  1)4  in.  south  of  Joralemon  street 
(Building  No.  59)  ;  (Block  No.  245,  part  of  Lot 
No.  15),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant:  Martin  L.  Seller  and  G.  A.  Eweler. 
ACTION  OF  BOARD — Laid  over  to  April  7,  1942  at  2 
P.  M.  for  inspection  by  a  committee  of  the  Board. 


125-42-A. 

APPLICANT— Nicholas  M.  Molnar,  for  Haeuser  Shellac 
Company,  Incorporated,  owner  (Fine  Organics,  In¬ 
corporated,  lessee). 

SUBJECT — Appeal  from  orders  and  decisions  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 625  Greenwich  street,  east  side, 
200  ft.  south  of  Morton  street  (Block  No.  602,  Lot 
No.  56),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Nicholas  M.  Molnar  and  Archie  S. 
Richer. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1942  at  2 
P.  M.  to  obtain  report  from  Division  of  Com¬ 
bustibles. 


155-42- A. 

APPLICANT — Schwarz  Laboratories,  Incorporated  (les¬ 
see),  for  American  Can  Company,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 120-124  Pearl  street,  103-105 
Adams  street  and  80-84  York  street,  southeast 
corner  (south  side  of  York  street,  106  ft.  east  of 
Adams  street,  Building  No.  3)  ;  (Block  No.  63, 
Lot  No.  5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  David  R.  Schwarz. 


ACTION  OF  BOARD— Laid  over  to  April  7,  1942  at  2 
P.  M.  to  obtain  report  from  Division  of  Com¬ 
bustibles. 


157-42- A. 

APPLICANT — Lama  and  Proskauer  for  Park  Oil  Com¬ 
pany,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re  Transportation  of  light  fuel  oil  in  Tank 
Truck  (capacity  of  tank  not  in  conformity  with 
Eire  Department  specifications  covering  Tank 
Trucks)  in  New  York  City. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1942  at  2 
P.  M.  for  further  consideration  by  the  Board. 


158-42- A. 

APPLICANT — Morris  Perlstein,  for  William  Price,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1423  Oriental  boulevard,  north¬ 
west  corner  of  Mackenzie  street  (Block  No.  7517, 
Lot  No.  1252),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Morris  Perlstein,  William  Price 
and  E.  Price. 

For  Opposition :  Leah  F.  Feldman,  Louis  H.  Feld¬ 
man,  Fannie  Schinman,  Hyman  C.  Marlowe, 
Sidney  Katz  and  Stephen  Marlowe. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1942  at  2 
P.  M.  for  inspection  by  a  committee  of  the  Board, 
and  for  decision  by  the  Board,  without  further 
argument. 


184-42- A. 

APPLICANT — Fred  Johnson,  for  McCreerv  Estate,  In¬ 
corporated,  owner  (Francis  MacIntyre,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 149-35  Northern  boulevard, 
north  side,  73  ft.  east  of  149th  place  (Block  No. 
5007,  Lot  No.  48),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Fred  Johnson. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1942  at  2 
P.  M.  to  permit  applicant  to  get  ruling  from  Build¬ 
ing  Department. 


189-42- A. 

APPLICANT— Zager  and  Skodnick,  for  Parkway  Manor, 
Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 169-28  to  169-44  26th  avenue, 
south  side,  80.12  ft.,  120.18  ft.,  160.24  ft,  200.30  ft. 
and  240.36  ft.  west  of  172nd  street  (Block  No. 
5961,  Lot  Nos.  6  and  7),  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Hyman  Stein. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1942  at  2 
P.  M.  for  applicant  to  file  plans. 


129-42- A. 

APPLICANT — Brewster  Aeronautical  Corporation  (les¬ 
see),  for  Ford  Motor  Company,  owner. 
SLIBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 
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PREMISES  AFFECTED— 32-14  Northern  boulevard, 
southeast  corner  of  Honeywell  street  (Block  No. 
214,  Lot  No.  210),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Merwin  Lewis,  John  Hunt,  William 
Landryr  and  Robert  Welch. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn,  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative :  .  0 


226-42- A. 

APPLICANT- — Sidney  L.  Strauss,  for  General  Bronze 
Corporation,  owner. 

SLTBJECT — Appeal  from  an  order  of  the  fire  commissioner 
and  a  decision  of  the  borough  superintendent. 

PREMISES  AFFECTED- — 34-19  10th  (Hancock)  street, 
east  side,  146  ft.  south  of  34th  avenue  (Block  No. 
325,  Lot  No.  15  and  part  of  Lot  No.  9),  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dept,  of 
Housing  and  Buildings,  and  Thomas  A.  Lar¬ 
kin,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn,  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative :  .  0 


62-42- A. 

APPLICANT — Bommer  Spring  Company  (lessee),  for 
Marie  A.  Bommer  Frohlich,  owner. 

SLTBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 255-271  Classon  avenue,  east 
side,  264  ft.  south  of  Willoughby  avenue  (Build¬ 
ings  1  and  2);  (Block  No.  1924,  Lot  Nos.  6-14), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION— 

(62-42- A) 

Whereas,  Bommer  Spring  Company  (lessee)  for  Marie 
A.  Bommer  Frohlich,  owner,  filed  on  January  17,  1942  an 
appeal  from  a  decision  re  an  order  of  the  fire  commissioner, 
premises  255-271  Classon  avenue,  east  side,  264  ft.  south  of 
Willoughby  avenue  (Buildings  1  and  2)  ;  (Block  No.  1924, 
Lot  Nos.  6-14),  Borough  of  Brooklyn;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
the  subject  case,  although  duly  notified  to  do  so,  and  at  the 
hearing  there  was  no  appearance  made  on  behalf  of  the 
applicant. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


1084-41-A. 

APPLICANT — Brewster  Aeronautical  Corporation,  for 
Ford  Motor  Company,  owner. 
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SUBJEC1 — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner  and  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 32-14  Northern  boulevard, 
southeast  corner  of  Honeywell  street  (Block  No. 
214,  Lot  No.  210),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

Por  Applicant:  Merwin  Lewis,  John  Hunt,  William 
Landry  and  Robert  Welch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Thomas  A.  Larkin, 
Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  Q 

THE  RESOLUTION— 

(1084-41-A) 

Whereas,  Brewster  Aeronautical  Corporation,  for  Ford 
Motor  Company,  owner,  filed  on  December  17,  1941,  an 
appeal  from  a  decision  re  an  order  of  the  fire  commissioner 
and  a  decision  of  the  borough  superintendent ;  premises 
32-14  Northern  boulevard,  southeast  corner  of  Honeywell 
street  (Block  No.  214,  Lot  No.  210),  Long  Island  City, 
Borough  of  Queens ;  and 

Whereas,  Order  No.  87137-LC,  issued  by  the  fire  com¬ 
missioner  April  8,  1941,  and  repeated  December  1,  1941, 
reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  mixed  paints,  etc.  shows 
that  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued : 

2.  Reduce  the  storage  of  toluol  to  not  more  than 
25  gallons  and  provide  metal  safety  cans  of  not  more 
than  5  gallons  capacity  for  storage  of  same. 

OR 

Provide  an  approved  storage  system  for  storage  of 
toluol.  Plans  and  specifications  to  be  filed  with  and  ap¬ 
proved  by  Division  of  Buildings,  before  work  of  install¬ 
ing  storage  system  is  commenced.  Tank  to  be  tested 
and  installation  supervised  by  a  representative  of  the 
Division  of  Combustiles,  Fire  Department.  C-19-51, 
Administrative  Code. 

and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Appl.  No.  841-41,  dated  February  11,  1941,  recon¬ 
sideration  of  which  was  denied  November  17,  1941,  reads: 
“2.  Storage  room  for  spraying  materials  does  not 
conform  to  Rule  6.1.3  of  the  Board  of  Standards  and 
Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  eight 
stories  (125  ft.)  in  height;  312  ft.  by  187  ft.,  irregular  in 
area ;  of  Class  1  construction ;  equipped  with  a  standpipe 
and  sprinkler  system ;  located  in  an  unrestricted  use  district ; 
erected  in  1914 ;  and  occupied :  subcellar,  boiler-room,  3 
persons ;  cellar,  sheet  metal  and  paint  storage,  50  persons ; 
first  floor,  factory,  200  persons ;  second  floor,  factory  and 
offices,  400  persons ;  third  floor,  factory,  400  persons ;  fourth, 
fifth  and  sixth  floors,  factory,  300  persons  each  floor;  sev¬ 
enth  floor,  factory  and  offices,  300  persons;  eighth  floor, 
factory  and  offices,  200  persons.  No  change  in  use  or 
occupancy  is  proposed;  and 

Whereas,  the  applicant  contends  as  to  Item  No.  2  of  the 
fire  commissioner’s  order  that  the  applicant  is  engaged  in 
the  manufacture  of  combat  airplanes  for  the  United  States, 
British  and  Dutch  governments ;  that  the  fusilages  of  these 
planes  have  to  be  painted,  and  the  painting  is  done  in  the 
spray  rooms  on  the  premises ;  that  toluol  is  required  to 
thin  the  paint;  that  such  production  requires  the  use  of 
100  gallons  of  toluol  per  day  and  the  Navy  Department 
requires  that  an  additional  100  gallons  be  on  hand  at  all 
times  for  purposes  of  inspection;  that  the  applicant  there- 
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fore  must  store  at  least  200  gallons  of  toluol  at  all  times 
to  meet  the  production  schedule  and  the  requirements  of 
the  Navy;  that  toluol  is  subject  to  priority  orders  and  the 
applicant  cannot  run  below  200  gallons  per  day  because  of 
the  possibility  that  priority  orders  may  not  come  through 
in  time  and  interfere  with  operations ;  that  based  on  the 
present  needs  there  appears  to  be  no  requirement  for  the 
storage  of  any  more  than  300  gallons  of  toluol ;  that  the 
toluol  is  stored  in  steel  drums  in  the  storage  room,  which 
is  completely  constructed  of  fireproof  materials,  is  ade¬ 
quately  sprinklered  and  has  a  waterproofed  floor  to  a 
height  of  6  in. ;  that  it  is  proposed  to  install  an  exhaust 
system  as  shown  on  plans  filed  with  this  appeal ;  that  no 
mixing  is  done  in  the  storage  room  and  no  toluol  is  re¬ 
moved  from  the  drums  in  the  storage  room ;  that  when 
toluol  is  required  the  drums  are  removed  to  an  approved 
mixing  room  where  the  contents  are  removed;  that  the 
paint  storage  room  is  equipped  with  a  fireproof  self-closing- 
door  and  has  a  6  in.  sill  and  is  kept  locked  at  all  times; 
that  a  2Yi  gallon  fomite  extinguisher  is  maintained  within 
the  storage  room  and  a  20  lb.  carbon  dioxide  extinguisher 
immediately  outside  the  door  of  the  storage  room;  that  all 
lights  in  the  storage  room  are  explosion  proof ;  that  the 
storage  room  was  built  prior  to  1937  when  the  Rules  of 
the  Board  of  Standards  and  Appeals  relating  to  the  spray¬ 
ing  of  paint  were  adopted;  that  Rule  8  of  the  Paint  Spray 
Rules  provides  that  Rule  6.1.3  may  not  be  applied  to  fire¬ 
proof  buildings  equipped  with  approved  automatic  sprinkler 
systems  where  conditions  of  cleanliness  are  properly  main¬ 
tained;  and 

Whereas,  the  applicant  contends  as  to  the  decision  of 
the  borough  superintendent  that  the  storage  room  is  located 
on  the  lot  line  and  has  no  window ;  that  this  room  was 
used  by  the  previous  occupant  of  the  building  for  the 
storage  of  paint  under  permits  issued  by  the  Fire  Depart¬ 
ment;  that  the  drainage  required  by  Rule  6.1.3  has  not  been 
provided  but  is  not  necessary  as  no  mixing  is  carried 
on  in  the  room  and  hence  there  is  no  possibility  of  any 
paint,  lacquer  or  varnish  being  spilled  on  the  floor. 

Resolved,  that  the  decision  of  the  fire  commissioner  on 
Order  No.  87137-LC,  Item  No.  2,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  storage  of  toluol  shall  at  no  time  exceed 
300  gallons ;  that  such  toluol  shall  be  stored  in  55  gallon 
drums  and  not  opened  within  the  storage  room;  that  the 
storage  room  shall  comply  with  all  requirements  of  the 
rules  of  the  Board  of  Standards  and  Appeals  relating  there¬ 
to  except  that  no  drain  need  be  installed  in  view  of  the 
statement  that  no  material  will  be  opened  within  the  room 
but  will  be  stored  in  the  original  packages ;' that  in  lieu 
of  the  fireproof  window  required,  a  mechanically  operated 
exhaust  system  shall  be  installed  and  maintained  exhaust¬ 
ing  to  the  outer  air  substantially  as  indicated  on  plans  filed 
with  this  appeal ;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto ;  that  an  application  for  a  permit 
shall  be  made  to  the  fire  commissioner  for  the  storage  of 
such  additional  materials  as  are  required  and  as  may  be 
permitted ;  that  all  other  orders  of  the  fire  commissioner 
shall  be  complied  with ;  that  the  decision  of  the  borough 
superintendent  on  Misc.  Applic.  No.  841-41,  Objection  No. 
2,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  requirements  above 
cited  shall  be  complied  with. 


94-42-A. 

APPLICANT — Frank  Straub,  for  Vincenzo  Bongiovanni 
and  Sofia  Bongiovanni,  owners. 

SUBJECT— Appeal  from  a  decision  of  the  borough  su¬ 
perintendent. 

PREMISES  AFFECTED — 1511  Silver  street,  west  side, 
47.91  ft.  north  of  East  Tremont  avenue  (Block 
No.  4078,  Lot  No.  4),  Borough  of  The  Bronx. 


APPEARANCES—  . 

For  Applicant :  Frank  Straub. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative:  .  0 

THE  RESOLUTION— 

(94-42-A) 

Whereas,  Frank  Straub,  for  Vincenzo  Bongiovanni  and 
Sofia  Bongiovanni,  owners,  filed  on  January  30,  1942  an 
appeal  from  a  decision  of  the  borough  superintendent ; 
premises  1511  Silver  street,  west  side,  47.91  ft.  north  of 
East  Tremont  avenue  (Block  No.  4078,  Lot  No.  4),  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1184-41  dated  January  8,  1942,  reads: 

“3.  Store  extending  into  frame  building  within  the 
fire  limits  is  unlawful.  Sections  4.1.2  and  4.1.3.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2J4 
stories  (30  ft.)  in  height;  35  ft.  by  48  ft.  in  area;  of  fclass 
4  construction;  erected  in  1900;  located  in  a  business  use 
district;  on  a  lot  50.13  ft.  by  100.75  ft.  in  area;  occupied  as 
a  2  family  dwelling.  It  is  proposed  to  be  occupied :  cellar, 
boiler-room  and  storage ;  1st  floor,  store  and  1  family ; 
2nd  floor,  1  family ;  and 

Whereas,  the  applicant  requests  a  modification  so  as  to 
permit  the  erection  at  the  front  of  the  building,  No.  1511 
Silver  street,  of  a  new  extension  to  be  used  as  a  grocery 
store  in  connection  with  the  owner’s  own  apartment  on  the 
1st  floor;  that  the  adjoining  buildings  on  each  side  and 
rear  are  sufficiently  removed  so  that  the  new  extension  will 
not  interfere  with  the  light  and  ventilation  and  the  pro¬ 
posed  store  will  be  used  for  non-hazardous  business  only ; 
and 

Whereas,  the  plans  filed  with  this  appeal  indicate  that 
the  building  is  35  ft.  by  48  ft.  in  area,  located  at  the  front 
of  the  lot  with  a  setback  of  approximately  11  ft.  from  the 
Silver  street  building  line  and  has  an  existing  two  car  metal 
private  garage  17  ft.  by  18  ft.  in  area,  located  at  the  rear 
of  the  lot,  and  that  it  is  proposed  to  erect  a  one  story  brick 
extension  23  ft.  by  23  ft.  in  area  at  the  front  of  the  build¬ 
ing  extending  to  wdthin  18"  of  the  Silver  street  building 
line  and  located  2  ft.  north  of  the  south  lot  line ;  that  the 
existing  building  has  a  side  yard  on  the  north  side  of  9 
ft.  in  width  and  on  the  south  side  of  6  ft.  in  width ;  that 
the  building  on  the  lot  adjoining  to  the  south  is  1  ft.  south 
of  its  north  lot  line  and  will  be  located  3  ft.  south  of  the 
proposed  extension  on  the  premises  in  question;  that  the 
building  located  on  the  lot  to  the  north  is  3  ft.  north  of  its 
south  lot  line  and  will  be  located  12  ft.  north  of  the  exist¬ 
ing  northerly  line  of  the  building  in  question ;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  con¬ 
struct  all  exterior  walls  of  the  new  extension  of  brick;  that 
all  interior  partitions  of  the  store  coming  in  contact  with 
the  existing  building  will  be  fire-retarded  on  both  sides ; 
that  the  entire  ceiling  of  the  store  and  cellar  will  be  fire- 
retarded  with  metal  lath  and  two  coats  of  cement  mortar 
thick. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1184-41,  Objection  No.  3,  be  and  it 
hereby  is  modified  and  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  extension  shall  be  constructed  sub¬ 
stantially  as  proposed  and  shall  of  itself  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  the  ceil¬ 
ing  of  the  store  and  the  ceiling  of  the  cellar  underneath  the 
store  extension  shall  be  fire  retarded ;  the  partitions  sep¬ 
arating  the  proposed  store  from  the  residential  portion 
shall  be  constructed  with  wire  lath  and  approved  for  one 
hour  test;  that  no  other  portion  of  the  building  shall  be 
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occupied  for  business  purposes  other  than  the  proposed 
extension ;  and  that  any  door  connecting  ’the  proposed  ex¬ 
tension  with  the  existing  dwelling  shall  be  fireproof  and 
self-closing;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


13 1-42- A. 

APPLICANT — Sunrise  Oil  Company,  Incorporated,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner — re  Transportation  of  light  fuel  oil  in  Tank 
Trucks  (capacity  of  tanks  not  in  accordance  with 
Lire  Department  specifications  governing  Tank 
Trucks),  in  New  York  City. 

PREMISES  AFFECTED — 119-02  23rd  avenue,  southeast 
corner  of  119th  street  (Block  No.  4222,  Lot  No.  1 
and  Block  No.  4Z23,  Lot  No.  10),  College  Point, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Colin  Smith. 

Lor  Administration:  Thomas  A.  Larkin,  Eire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(131-42-A) 

Whereas,  Sunrise  Oil  Company,  Inc.,  owner,  filed  on 
February  16,  1942  an  appeal  from  a  decision  of  the  fire 
commissioner — re  transportation  of  light  fuel  oil  in  tank 
trucks;  premises  No.  119-02  23rd  avenue,  southeast  corner 
of  119th  street  (Block  No.  4222,  Lot  No.  1  and  Block  No. 
4223,  Lot  No.  10)  College  Point,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
February  6,  1942,  reads : 

“Replying  to  your  letter  of  February  2,  1942,  relative 
to  use  of  trucks  No.  5  and  40,  to  transport  light  fuel 
oil,  the  previous  use  having  been  for  heavy  oils  for 
which  permits  were  granted,  it  is  regretted  that  since 
the  Fire  Department  Specifications  demand  the  com¬ 
partments  to  be  of  not  over  600  gallons,  we  are  unable 
to  comply  with  your  request. 

There  have  been  a  few  similar  cases,  which  were 
granted  by  the  Board  of  Standards  and  Appeals,  and 
it  is  therefore  suggested  that  you  appeal  to  that  Board, 
Room  1000,  Municipal  Building,  for  the  relief  which 
you  seek.” 

and 

Whereas,  the  applicant  states  that  the  building  where 
the  trucks  are  stored  is  2  stories  (15  ft.)  in  height;  120 
ft.  by  60  ft.  in  area:  of  Class  3  construction;  located  in 
an  unrestricted  use  district;  erected  in  1930;  on  a  lot  400 
ft.  by  100  ft.  in  area ;  equipped  with  a  foamite  system  ; 
and  occupied:  1st  floor,  garage  and  office,  4  persons;  2nd 
floor,  offices,  12  persons ;  and 
Whereas,  the  applicant  contends  that  truck  No.  5  is  a 
Mack  1927,  chassis  No.  7311596,  Motor  No.  C-853-65, 
equipped  with  6  wheels,  upon  which  is  mounted  an  8  gauge 
Columbia  tank  of  2,000  gallons  capacity,  divided  into  two 
1,000  gallon  compartments,  equipped  with  two  emergency 
valves;  that  the  weight  of  the  truck,  unloaded,  is  13,425 
lbs  and  loaded  28,425  lbs;  that  truck  No.  40  is  a  1932  Mack, 
chassis  No.  6  AK-1S1021,  Motor  No.  BQ-39-27,  equipped 
with  10  wheels  upon  which  is  mounted  an  8  gauge  Columbia 
tank  with  a  capacity  of  3,000  gallons,  divided  into  4  com¬ 
partments  of  750  gallons,  equipped  with  4  emergency  valves: 
that  the  weight  of  this  truck  unloaded  is  20,920  lbs.  and 
loaded  43.420  lbs. :  and 

Whereas,  the  applicant  further  contends  that  these  tanks 
were  built  to  carry  oil  from  No.  2  to  No.  6  and  have  been 
used  for  No.  5  and  6  only ;  that  it  is  now  proposed  to  use 
the  tanks  for  the  transportation  of  No.  2  and  4  oils  at 


frequent  intervals  until  such  time  as  the  equipment  can  be 
replaced ;  that  the  deliveries  will  be  made  in  Queens  and 
Westchester  counties. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
Lebruary  6,  1942,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  truck 
No.  5  shall  be  made  to  comply  with  the  requirements  there¬ 
for  for  trucking  of  oil  Nos.  2  and  4;  and  as  to  truck  No.  40, 
that  such  truck  may  be  used  for  the  trucking  of  Nos.  2  and 
4  oils,  on  condition  that  the  truck,  in  all  respects  other 
than  size  of  the  four  compartments  of  750  gallons  each, 
the  total  capacity  not  to  exceed  3,000  gallons,  shall  comply 
with  all  requirements  therefor;  that  the  use  of  such  trucks 
shall  be  only  for  a  period  of  one  (1)  year  from  the  date 
of  this  resolution. 


167-42-A. 

APPLICANT — Lama  and  Proskauer,  for  Public  Service 
Tire  and  Rubber  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1244-1246  Bedford  avenue,  west 
side,  203  ft.  4  in.  north  of  Fulton  street  (Block 
No.  2000,  Lot  No.  27),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(167-42-A) 

Whereas,  Lama  and  Proskauer,  for  Public  Service  Tire 
and  Rubber  Company,  owner,  filed  February  26,  1942,  an  ap¬ 
peal  from  a  decision  of  the  borough  superintendent;  premises 
1244-1246  Bedford  avenue,  west  side,  203  ft.  4  in.  north  of 
Fulton  street  (Block  No.  2000,  Lot  No.  27),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
B.  N.  Applic.  No.  349-42,  reads : 

“1.  Storage  of  combustible  materials  (anti-Freeze) 
in  M.  D.  is  contrary  to  Sec.  58-M.  D.  L.  &  Art.  9  of 
Ch.  19  of  the  Adm.  Code.  Application  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1,  2 
and  4  stories  (14,  25  and  45  ft.)  in  height;  40  ft.  by  98 
ft.  in  area  at  first  floor  and  40  ft.  by  50  ft.  and  98  ft.  in 
area  at  typical  floor  level;  of  Class  3  construction;  erected 
in  1901;  located  in  a  business  district;  and  occupied:  cellar, 
boiler-room,  storage  of  auto  parts  and  tubes,  1  person; 
1st  floor,  sales  and  storage  of  tires,  tubes  and  batteries, 
house  radios,  lamps  and  1100  gallons  of  lubricating  oil,  8 
persons ;  2nd  floor,  two  offices  and  two  families ;  3rd  floor, 
2  families;  4th  floor,  same.  It  is  proposed  to  be  occupied 
without  change  except  that  3,000  gallons  of  anti-freeze  is 
to  be  included  on  the  first  floor ;  and 
Whereas,  Certificate  of  Occupancy  104366  issued  Febru¬ 
ary  3,  1942,  on  Alt.  Applic.  5065-41,  classifies  the  building 
as  non-fireproof  construction,  occupancy  classification,  Class 
A — old  law,  and  permits  the  present  use  and  occupancy; 
and 

Whereas,  the  applicant  contends  that  permission  is  here¬ 
by  requested  to  be  permitted  to  store  3,000  gallons  of  alco¬ 
hol  and  anti-freeze;  that  this  amount  of  anti-freeze  is 
taken  in  during  the  winter  months  and  is  continuously  sold 
to  retailers  in  bulk  and  in  approved  sealed  cans ;  that  no 
mixing  or  separating  is  done  on  the  premises ;  that  the 
premises  have  been  used  by  this  corporation  for  many  years : 
that  the  objection  raised  by  the  Dept,  of  Housing  and 
Buildings  is  because  of  the  "fact  it  is  a  multiple  dwelling; 
that  the  premises  complies  with  the  law  in  all  other  re¬ 
spects  ;  that  it  is  therefore  requested  this  appeal  be  granted. 
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Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  349-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  complies  in  all  other 
respects  with  all  laws,  rules  and  regulations  applicable 
thereto ;  and  that  the  floor  loading  of  the  first  floor  shall 
be  adequate  for  the  weight  stored;  that  such  permits  shall 
be  obtained  from  the  fire  commissioner  as  are  necessary 
lor  the  storage  of  all  combustible  and  inflammable  ma¬ 
terials;  that  there  shall  be  installed  throughout  the  cellar 
a  sprinkler  system  complying  with  all  the  requirements 
there! or,  except  that  it  may  be  attached  to  the  domestic 
water  supply  provided  such  supply  is  not  less  than  1)4' 
in  diameter,  and  in  lieu  of  a  Siamese  hose  connection  that 
there  may  be  a  single  fire  hose  inlet. 


178-42- A. 

APPLICANT — The  Rector,  Churchwardens  and  Vestrymen 
of  Grace  Church,  Brooklyn  Heights,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 48-52  Grace  court,  south  side, 
125  ft.  west  of  Hicks  street  and  248-254  Hicks 
street  (Block  No.  252,  Lot  No.  28),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  M.  Fuller. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3 

Negative:  Deputy  Chief  Gunn .  1 


THE  RESOLUTION— 

(178-42- A) 

Whereas,  The  Rector,  Churchwardens  and  Vestrymen  of 
Grace  Church,  Brooklyn  Heights,  owner,  filed  on  March  5, 
1942  an  appeal  from  an  order  and  a  decision  of  the  fire  com¬ 
missioner;  premises  48-52  Grace  court,  south  side,  125  ft. 
west  of  Hicks  street  and  248-254  Hicks  street  (Block  No. 
252,  Lot  No.  28),  Borough  of  Brooklyn;  and 

Whereas,  Order  No.  7481-LF,  issued  by  the  fire  commis¬ 
sioner  November  10,  1941,  reads : 

“You  Are  Hereby  Ordered  and  Required,  within  30 
days  from  the  date  of  the  service  of  this^order,  to: 

1.  Install  an  adequate  interior  electric  fire  alarm  system 
in  accordance  with  the  rules  of  the  Board  of  Stan¬ 
dards  and  Appeals  and  the  enclosed  approved  layout. 
Sec.  487E-2.0.C-1  Administrative  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
February  9,  1942,  reads: 

“This  will  acknowledge  receipt  of  your  communication 
of  February  7,  1942  with  respect  to  order  #  7481-LF 
affecting  the  above  mentioned  premises.  We  regret  to 
advise  that  your  request  for  a  reconsideration  of  this 
order  must  be  denied  for  the  reason  that  the  Fire 
Commissioner  is  without  authority  to  make  any  modi¬ 
fications  of  the  law  or  the  rules  of  the  Board  of 
Standards  and  Appeals.  Modifications  may  be  made  by 
the  Board  of  Standards  and  Appeals  only.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  and  mezzanine  (about  35  ft)  in  height;  84  ft.  by 
196  ft.  in  area;  of  Class  1  construction;  located  in  a  resi¬ 
dence  use  district;  erected  in  1930;  and  occupied:  Basement, 
Bov  Scout  room  (chapel),  locker  room,  gymnasium,  plat¬ 
form  and  boiler,  136  persons;  mezzanine,  balcon}7  and  locker 
room,  25  persons;  1st  floor,  choir  room,  sun  room,  guild 
room,  common  hall  and  kitchen,  108  persons;  second  floor, 
classrooms  and  school  space,  101  persons;  roof  at  2nd  floor 
level  (low),  play  space,  30  persons;  roof  at  2nd  floor  level 


(high),  play  space,  65  persons;  roof  over  2nd  floor,  play 
space,  15  persons.  No  change  in  use  or  occupancy  is  pro¬ 
posed  except  that  the  Boy  Scout  room  in  the  basement 
may  be  used  as  a  school  room  for  32  persons  and  one  class 
room  on  the  2nd  floor  may  be  used  as  a  study  for  2  persons. 
Certificate  of  Occupancy  No.  100271  issued  March  5,  1941 
permits  the  present  use  and  occupancy ;  and 

Whereas,  the  applicant  contends  that  the  Grace  Church 
Schools,  which  the  fire  commissioner’s  order  classifies  as  a 
nursery,  is  a  non-profit  cooperative  organization  and  has  no 
funds  with  which  to  accomplish  such  a  major  installation 
as  is  required  by  the  fire  commissioner’s  order  and  com¬ 
pliance,  therefore,  would  work  a  hardship  on  the  owners ; 
that  the  building  and  its  use  are  not  of  a  type  in  which  an 
automatic  fire  alarm  system  must  be  installed  pursuant  to 
section  487E-2.0  C-l  of  the  Administrative  Code,  which  ap¬ 
plies  only  to  hotels,  lodging  houses,  public  or  private  hos¬ 
pitals  or  asylums,  department  stores  and  public  schools; 
that  while  the  scope  of  the  Rules  of  the  Board  of  Standards 
and  Appeals  covering  the  installation  of  interior  firm  alarm 
signal  systems  includes  nurseries  accomodating  more  than 
3U  children  or  having  a  Board  of  Health  permit  for  the 
accomodation  of  more  than  30  children,  the  legality  of  these 
rules  is  doubtful  when  read  with  section  487E-2.0  C-l  of  the 
Administrative  Code ;  that  in  lieu  of  compliance  with  the 
order  it  is  proposed  to  install  hand  operated  alarms  at  the 
places  designated  and  approved  by  the  Interior  Fire  Alarm 
Layout  Plan  No.  304-B  furnished  by  the  Fire  Department 
and  it  is  therefore  requested  if  the  application  to  reconsider 
and  rescind  the  fire  commissioner’s  order  is  denied  that 
such  order  be  modified  so  as  to  permit  the  installation  of 
hand  operated  alarms  at  the  designated  locations. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
7481-LF,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  installed  throughout  the  building  hand-oper¬ 
ated  gongs  as  indicated  on  Plan  No.  304-B,  showing  ap¬ 
proved  interior  fire  alarm  layout  by  the  fire  department 
under  date  of  October  30,  1941,  in  lieu  thereof  there  may 
be  installed  gongs  located  in  the  positions  as  thereon  indi¬ 
cated,  individual  manual  operation,  provided  such  gongs  are 
not  less  than  4  in.  in  diameter;  that  at  all  times  while  the 
school  is  in  session  that  the  school  shall  be  under  the  charge 
of  competent  supervisors  with  instructions  as  to  maintaining 
fire  drills  and  as  to  operating  all  gongs  in  the  building  in 
the  event  of  any  emergency;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto,  and  the  building  shall  not  be 
increased  in  height  or  area. 


181 -42 -A. 

AP  I’LL  CAN  T — Hayes  Seventy-Third  Corporation,  owner. 
SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AbbECTED — 34-01  73rd  street  southeast  cor¬ 
ner  of  34th  avenue  (Block  No.  1260,  Lot  No.  1), 
Jackson  Heights,  Queens. 

APPEARANCES— 

For  Applicant:  Vivian  O’Callaghan. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
AC1ION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

THE  RESOLUTION— 

(181-42-A)  ' 

Whereas,  Hayes  Seventy-Third  Corporation,  owner,  filed 
on  March  5,  1942  an  appeal  from  an  order  of  the  fire 
commissioner;  premises  34-01  73rd  street,  southeast  corner 
of  34th  avenue  (Block  No.  1260,  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens;  and 
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Whereas,  Order  No.  7971-LF  issued  by  the  fire  com¬ 
missioner,  February  26,  1942,  reads: 

“2 — Provide  telegraphic  communication  with  Fire  De¬ 
partment  Headquarters,  as  provided  for  by  the  Ad¬ 
ministrative  Code.  487  e-2.-ob.” 
and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  in  height;  105  ft.  by  80  ft.  in  area;  of  Class  1 
construction ;  erected  in  1936,  located  in  a  residence  use 
district ;  and  occupied :  sub-cellar,  storage  ;  basement,  kitchen, 
dining  room  and  x-ray  room;  1st  floor,  laboratory,  record 
room  and  patients’  room,  29  persons;  2nd  floor,  patients’ 
room,  30  persons;  3rd  floor;  patients’  room,  31  persons ; 
4th  floor,  patients’  room,  24  persons.  No  change  in  use  or 
occupancy  is  proposed.  Certificate  of  Occupancy  No.  53470 
issued  May  21,  1936  permits  the  use  of  the  building,  of 
brick  construction,  as  a  hospital  without  any  limitation  on 
the  number  of  occupants ;  and 

Whereas,  the  applicant  contends  that  compliance  with  the 
order  of  the  fire  commissioner  is  not  desirable  in  this  build¬ 
ing  as  the  building  is  of  fireproof  construction;  that  the 
only  wood  being  used  is  in  the  window  sills;  that  the 
building  is  equipped  with  an  interior  fire  alarm  system ; 
that  there  are  two  fire  extinguishers  on  each  floor;  that  the 
switch  board,  which  is  equipped  with  10  trunk  lines,  has  an 
operator  on  duty  24  hours  a  day;  that  each  floor  is  in 
charge  of  a  nurse  and  has  from  6  to  8  assistants  both  day 
and  night ;  that  the  watchman’s  clock  inspection  system  is 
installed  with  inspection  made  every  2  hours  between  6:00 
P .M.  and  6:00  A.M.;  that  there  is  an  engineer  on  the 
premises  24  hours  a  day;  that  fire  drills  are  held  twice  a 
month  ;  that  in  view  of  all  the  fire  prevention  precautions 
taken,  it  is  felt  that  there  is  no  need  for  the  installation  of 
a  direct  telegraphic  connection  to  Fire  Headquarters,  and, 
therefore,  it  is  requested  that  the  Board  set  aside  the  order 
of  the  fire  commissioner  in  this  case. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
7971-LF,  Item  No.  2,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


2 19-42- A. 

APPLICANT — Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner.  * 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 78-19  Albion  avenue,  northwest 
corner  of  Queens  boulevard  (Block  No.  1536,  Lot 
No.  101),  Elmhurst,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  (] 

THE  RESOLUTION— 


(21 9-42- A) 

Whereas,  Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner,  filed  on  March  19,  1942,  an  appeal  from 
the  decision  of  the  borough  superintendent:  premises  78-19 
Albion  avenue,  northwest  corner  of  Queens  boulevard  (Block 
No.  1536,  Lot  No.  101),  Elmhurst,  Borough  of  Queens;  and 

V  hereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  1292-42,  dated  March  12,  1942,  reads: 

1.  The  maintenance  of  an  open  flame  in  connection 
with  welding,  within  floor  area  where  spraying  is  con¬ 
ducted,  is  contrary  to  Rule  6.1.8,  Board  of  Standards 
and  Appeals,  Spray  Rules.” 

and 

Whereas,  (he  applicant  states  that  the  building  is  one 
story  (35  ft.)  in  height;  180  ft.  by  97  ft.  in  area;  of  Class  1 


construction ;  located  in  business  and  unrestricted  use  dis¬ 
tricts;  erected  about  1910;  used  as  a  marble  factory,  10 
persons.  It  is  proposed  to  be  occupied  as  a  machine  shop, 
60  persons ;  and 

Whereas,  the  applicant  contends  that  the  building  is  con¬ 
structed  entirely  of  incombustible  materials  with  a  monitor 
type  roof,  and  will  be  used  exclusively  for  the  fulfillment  of 
defense  contracts  for  the  U.  S.  Army;  that  the  complete 
open  air  area  affords  an  ideal  assembly  line  and  in  the 
process  to  be  carried  on  it  is  required  that  arc  welding  be 
done  in  the  open  floor  area,  and  it  will  be  also  necessary  to 
do  certain  spraying  in  this  floor  area;  that  no  welding  will 
be  done  within  a  distance  of  30  ft.  from  the  front  of  the 
spray  booths ;  that  the  process  of  manufacture  requires  that 
articles  to  be  sprayed  must  be  conducted  into  the  spray 
booths  supported  from  monorails  and  thence  through  the 
rear  wall  of  the  booths. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1292-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  spray  booths  shall  be  located  in 
relation  to  the  locations  where  welding  is  to  be  carried  on 
as  indicated  on  plan  filed  with  the  borough  superintendent 
as  acted  on  on  March  12,  1942  and  that  no  open  flame  shall 
be  permitted  within  35  ft.  of  such  spray  booths;  that  the 
spray  booths  shall  comply  with  the  rules  of  the  Board  in 
all  respects  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  other  laws,  rules  and 
regulations  applicable  thereto. 


227-42-A. 

APPLICANT — Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

1  REMISES  AFFECT  ED — 96-18  43rd  avenue,  southwest 
corner  of  97th  place  (Block  No.  1613  (  850),  Lot 
No.  17),  Corona,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  . ’ .  q 


THE  RESOLUTION— 

(227-42-A) 

Whereas,  Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner,  filed  on  March  19,  1942  an  appeal  from  a 
decision  of  the  borough  superintendent,  premises  96-18  43rd 
avenue,  southwest  corner  of  97th  place  (Block  No.  1613 
(8.->0),  Lot  No.  17),  Corona,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  1071-42,  dated  March  12,  1942,  reads: 

“1.  The  maintenance  of  an  open  flame,  ’ gas  pilot, 
within  floor  area  where  spraying  is  conducted  is  con¬ 
trary  to  Rule  6.1.8  B.  of  S.  &  A.  Spray  Rules.  Not 
further  considered.” 
and 

Whereas,  the  applicant  states  that  the  building  is  1  and 
2  stones  (15  ft.  and  30  ft.)  in  height;  200  ft.  by  275  ft.  in 
area;  of  class  3  construction;  equipped  with  a  sprinkler 
system;  located  in  an  unrestricted  use  district;  erected  in 
1870;  and  occupied:  1st  floor,  foundry,  machine  shop  and 
storage,  175  persons  2nd  floor,  machine  shop,  56  persons;  and 
Whereas,  the  applicant  contends  that  Misc.  Applic.  1071- 
42  was  filed  with  the  borough  superintendent  for  the  erection 
ot  a  spray  booth  within  the  area  where  open  flames  in  the 
form  of  gas  pilots  are  located;  that  spray  booth  will  be 
built  entirely  in  accordance  with  the  rules  of  the  Board  and 
the  distance  from  the  front  of  the  spray  booth  to  the  nearest 
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open  flame  would  be  approximately  40  ft. ;  that  the  building 
is  equipped  throughout  with  a  fully  automatic  dry  pipe 
sprinkler  system;  that  the  plant  is  engaged  in  fulfilling 
defense  contracts  for  the  Army  and  Navy  and  it  is  respect¬ 
fully  requested  that  a  variation  of  the  rules  be  granted  to 
permit  the  spray  booth  to  be  located  as  indicated  on  the 
plans  filed  with  the  borough  superintendent. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1071-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  open  flames  consisting  of 
gas  pilots  as  indicated  on  plans  filed  with  the  borough  super¬ 
intendent  as  acted  upon  on  March  12,  1942  shall  be  not 
nearer  than  40  ft.  to  the  spraying  equipment  and  that  the 
spraying  equipment  and  booth  shall  comply  with  the  rules 
of  the  Board  therefor;  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto.  • 


512-41-A. 

APPLICANT — Frank  C.  Keller,  for  Trinity  Evangelical 
Lutheran  Church,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  de¬ 
cision  of  the  borough  superintendent. 

PREMISES  AFFECTED — 60-01  59th  place,  southeast  cor¬ 
ner  of  60th  avenue  (Block  No.  2651,  Lot.  No.  9), 
Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Frank  C.  Keller. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . . .  0 

THE  RESOLUTION— 

(512-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  premises  60-01  59th  place,  southeast  corner 
of  60th  avenue  (Block  No.  2651,  Lot  No.  9),  Maspeth, 
Borough  of  Queens,  was  granted  by  the  board  Tune  24, 
1941,  on  certain  conditions,  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  Tune  24,  1941,  so 
that  as  amended  the  resolution  shall  read  : 

“*  *  *  the  appeal  be  and  it  hereby  is  granted 

on  condition  that  the  building  shall  not  be  increased  in 
height  or  area,  except  that  any  required  exits  from  the 
first  story  to  grade  shall  be  provided ;  that  the  walls 
between  the  studs  in  the  1st  story  shall  be  brick-filled 
on  all  sides ;  that  the  occupancy  of  the  cellar  may  he 
twenty  (20)  persons  and  the  occupancy  of  the  1st  floor 
ten  (10)  persons;  that  the  capacity  of  the  floor  shall 
meet  the  requirements  for  the  load  placed  thereon;  that 
in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto.” 


VARIATIONS  OF  THE  LABOR  LAW 

782-41 -S. 

APPLICANT— Friendly  Shirt  Company,  Incorporated  (les¬ 
see),  for  H.  M.  and  F.  Schwartz  Realty  Company, 
Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  a  de¬ 
cision  of  the  borough  superintendent. 


PREMISES  AFFECTED— 304  Morgan  avenue  and  1027- 
1037  Metropolitan  avenue,  northeast  corner  (Block 
No.  2914,  Lot  No.  1  and  Block  No.  2915,  Lot  No. 
2),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Alberts. 

For  Administration :  Fred  Dahlem,  Dept,  of  Hous¬ 
ing  and  Buildings,  and  Thomas  A.  Larkin,  Fire 
Dept. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1942  at  2 
P.M.  for  further  consideration  by  the  Board  at 
request  of  applicant. 


60-42-S. 

APPLICANT — National  Hardware  Company,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 86-30  103rd  avenue,  south  side, 
80  ft.  west  of  88th  street  (Block  No.  9107,  Lot  No. 
13),  Ozon6  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant  :  Fred  Kaise. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dept. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . .  0 

THE  RESOLUTION— 

(60-42-S) 

Whereas,  National  Hardware  Company,  owner,  filed  on 
January  17,  1942,  an  application  for  a  variation  from  the 
requirements  of  the  Labor  Law  as  cited  in  an  order  of  the 
fire  commissioner;  premises  86-30  103rd  avenue,  south  side, 
80  ft.  west  of  88th  street  (Block  No.  9107,  Lot  No.  13), 
Ozone  Park,  Borough  of  Queens ;  and 
Whereas,  Order  No.  7425-LF,  issued  by  the  fire  commis¬ 
sioner  October  28,  1941,  reads: 

“5.  Arrange  iron  screens  on  all  windows  on  all 
stories  so  as  to  be  readily  movable  or  removable  from 
both  sides  in  such  a  manner  as  to  afford  the  free  and 
unobstructed  use  of  such  windows  for  the  purposes 
of  egress  as  per  Section  272  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (15  ft.)  in  height;  130  ft.  by  90  ft.  in  area;  of  Class 
3  construction;  erected  in  1938;  located  in  an  unrestricted 
use  district;  and  used  for  manufacture  of  builders  hardware 
with  an  occupancy  of  10  persons  pursuant  to  Certificate  of 
Occupancy  No.  Q  1250,  issued  February  26,  1939;  and 
Whereas,  the  applicant  contends  that  there  are  42  win¬ 
dows  affected  on  the  ground  floor ;  that  there  are  three 
double  doors  at  the  far  corners  of  the  building  for  use  in 
the  event  of  fire ;  that  the  construction  of  the  window 
frame  is  such  that  the  movable  window  is  7j4  ft.  above 
floor  level ;  that  the  pivoting  of  windows  allows  an  opening 
of  16  in.  so  that  in  the  event  of  fire  a  person  would  have 
to  climb  7j4  ft.  high  and  crawl  through  a  16  in.  opening; 
that  there  are  3  windows  in  the  offices  and  marked  on 
drawing  as  1,  2  and  3,  which  are  of  different  construction 
and  easily  accessible  and  will  be  provided  with  movable 
screens. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  of  the  fire  commissioner,  No. 
7425-LF,  and  that  the  application  be  and  it  hereby  is  granted 
as  to  Objection  No.  5,  on  condition  that  one  window  from 
the  plating  room  and  one  window  from  the  lacquer  room 
shall  have  the  window  sash  and  screens  so  arranged  as  1o 
be  readily  openable  from  the  inside;  that  the  existing  exits 
shall  be  maintained ;  that  in  all  other  respects  the  building 
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and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto,  and  all  other  items  of  Order  No. 
7425-LF,  shall  be  complied  with. 


113-42-S. 

APPLICANT — Louis  E.  Ordwein,  for  Romac  Holding 
Corporation,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  de¬ 
cision  of  the  borough  superintendent. 

PREMISES  AFFECTED— 806-808  Broadway,  204  ft.  4  in. 
north  of  East  10th  street  and  104-106  Fourth  ave¬ 
nue  (Block  No.  557,  Lot  No.  9),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  David  Weinberg. 

For  Administration:  Fred  Dahlem,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative: .  0 

THE  RESOLUTION— 


(113-42-S) 

Whereas,  Louis  E.  Ordwein,  for  Romac  Holding  Cor¬ 
poration,  owner,  filed  on  February  7,  1942  an  application  for 
a  variation  from  the  requirements  of  the  Labor  Law  as 
cited  in  a  decision  of  the  borough  superintendent ;  premises 
806-808  Broadway,  east  side,  204  ft.  4  in.  north  of  East 
10th  street  and  104-106  Fourth  avenue  (Block  No.  557, 
Lot  No.  9),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  507-42  dated  February  28,  1942,  reads : 
“Stairways  to  cellar  and  sub-cellar  must  extend  to  street 
and  be  properly  enclosed.” 

and 

Whereas,  Violation  6211-41  was  issued  by  the  borough 
superintendent  August  18,  1941,  and  reads  as  follows: 

“Unobstructed  egress  to  street  at  east  and  west  sides 
of  sub-cellar  is  not  provided  in  accordance  with  Labor 
Law”. 

and 

Whereas,  on  January  8,  1942  the  following  decision  was 
issued  by  the  borough  superintendent  relative  to  Violation 
6211-41  : 

“Answering  your  letter  of  November  19,  1941  with 
reference  to  the  above  violation  and  premises,  we  wish 
to  advise  you  under  section  271  of  the  Labor  Law, 
every  floor  of  a  building  in  which  manufacturing  is 
.  done  must  have  two  means  of  exit  removed  from  each 
other. 

This  applies  to  cellar  and  sub-cellar  as  well  as  the 
upper  floors.  At  the  present  time,  no  legal  exit  is 
provided  for  sub-cellar  where  four  persons  are  em¬ 
ployed.  Violation  sustained.” 

Whereas,  the  applicant  states  that  the  building  is  6 
stories  (82  ft.)  in  height;  51  ft.  2  in.  by  230  ft.  irregular 
in  area ;  of  class  3  construction ;  located  in  a  business  use 
district;  erected  in  1887  and  1895;  and  occupied  since  erec¬ 
tion  as  follows :  sub-cellar,  boiler-room  and  machine  room, 
3  persons;  cellar,  stock  and  shipping  of  hardware,  5  per¬ 
sons;  1st  floor,  office,  sales  and  storage  of  hardware,  15 
persons;  2nd  floor,  office,  sales,  and  manufacturing  men’s 
clothing,  50  persons;  3rd  floor,  office,  sales  and  manufac¬ 
turing  piece  goods,  15  persons;  4th  floor,  office,  sales  and 
manufacturing  shirts,  20  persons;  5th  floor,  office,  sales  and 
manufacturing  draperies,  50  persons;  6th  floor,  office,  sales 
and  manufacturing  hair  goods,  30  persons.  No  change  in 
use  or  occupancy  is  proposed.  The  building  is  equipped 
with  a  sprinkler  system  and  an  interior  fire  alarm  system. 


4  here  are  two  3  ft.  8  in.  fireproof  stairs  extending  from 
top  story  direct  to  street  and  of  wood  construction  at  suit- 
basement  level.  There  are  no  exterior  stairs  or  fire  escapes ; 
and 

Whereas,  the  applicant  contends  that  there  are  two  stairs 
at  least  3  ft.  8  in.  wide  enclosed  from  sub-cellar  to  top 
floor  with  brick  walls  and  metal  doors,  and  the  sub-cellar 
is  divided  into  two  portions  separated  by  a  fireproof  enclosed 
boiler-room,  fireproof  walls  and  ceiling  and  fireproof  auto¬ 
matic  sliding  doors,  there!)}'  creating  two  definite  and  sep¬ 
arated  stairs  leading  from  this  floor  area;  that  there  are 
only  3  persons  employed  in  this  story;  that  at  the  cellar 
level  there  is  also  an  iron  ladder  and  engineer’s  exit  to 
the  sidewalk  at  Fourth  avenue ;  that  the  walls  enclosing 
these  stairs  are  bearing  walls  and  it  would  be  difficult  to 
create  openings  therein  for  a  complete  enclosure;  that  in 
order  to  erect  a  new  enclosure  it  would  require  steel  sup¬ 
ports  for  new  fireproof  enclosure  partitions  at  the  cellar 
level  and  would  also  entail  the  loss  of  rental  space ;  that 
in  view  of  the  hardships  presented  and  the  fact  that  only 
3  persons  are  employed  and  with  no  manufacturing  in  the 
sub-cellar,  and  that  the  conditions  have  been  maintained 
since  the  date  of  erection,  it  is  respectfully  requested  that 
the  decision  of  the  borough  superintendent  be  modified. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent 
dated  February  28,  1942  on  B.N.  Applic.  No.  507-42,  and 
that  the  application  be  and  it  hereby  is  granted  on  condition 
that  the  one  stairway  from  the  sub-cellar  to  the  street 
toward  the  Broadway  end  of  the  building  shall  be  enclosed 
throughout  its  length  substantially  as  indicated  on  revised 
plans  marked  “Received  March  30,  1942”  and  that  on  the 
Fourth  avenue  end,  the  engineer’s  ladder  shall  be  extended 
to  the  sub-cellar  so  as  to  give  a  continuous  exit  from  the 
sub-cellar  to  the  street;  that  such  ladder  shall  be  broken 
at  the  cellar  level  by  introducing  a  platform ;  that  such 
partition  on  the  cellar  level  may  be  constructed  of  parti¬ 
tions  approved  for  one  hour  test  including  fire  retarding 
of  the  soffit  underneath  the  stairs  and  passageways;  that 
the  sprinkler  system  and  interior  fire  alarm  system  shall 
be  maintained  to  the  satisfaction  of  the  fire  commissioner ; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  other  requirements  of  the  Labor  Law  and 
all  other  laws,  rules  and  regulations  applicable  thereto. 


211-42-S. 

APPLICANT — A.  C.  Horn  Company,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 43-47  to  43-57  10th  street,  east 
side,  123  ft.  .south  of  43rd  road  (Block  No.  453, 
Lot  No.  1),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  G.  Williams. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dept. 

AC  TTON  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  o 


THE  RESOLUTION— 


(211-42-S) 

Whereas,  A.  C.  Horn  Company,  owner,  filed  on  March 
18,  1942  an  application  for  a  variation  from  the  require¬ 
ments  of  the  Labor  Law  as  cited  in  an  order  and  decision 
of  the  fire  commissioner;  premises  43-47  to  43-57  10th 
street,  east  side,  123  ft.  south  of  43rd  road  (Block  453, 
Lot  No.  1),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  Order  No.  7969-LF  issued  by  the  fire  com¬ 
missioner  January  28,  1942,  reads: 
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“1.  Remove  panic  bolts  from  all  exit  doors  on  1st 
floor.  Sec.  272  of  the  Labor  Law.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
February  19,  1942,  reads : 

“This  will  acknowledge  receipt  of  your  letter  of  Feb¬ 
ruary  17,  1942  with  respect  to  the  use  of  panic  bolts 
on  your  exit  doors. 

The  use  of  such  bolts  during  business  hours  is  a 
violation  of  law  and  cannot  be  modified  by  the  Fire 
Commissioner  and  Chief  of  Department. 

The  representatives  of  the  Ordnance  Division  of  the 
War  Department  have  been  advised  that  the  locking  of 
doors  in  the  City  of  New  York  constitute  a  violation 
of  the  State  Labor  Law  and  this  Department  has  been 
informed  that  plants  engaged  in  defense  activities  are 
instructed  to  guard  their  doors.  This  does  not  neces¬ 
sarily  mean  that  the  doors  can  be  locked.  However, 
if  you  wish  to  apply  for  a  modification  of  this  section 
of  law,  you  may  do  so  by  filing  an  application  with 
the  Board  of  Standards  and  Appeals,  Room  1000,  Mu¬ 
nicipal  Building,  Manhattan.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (46  ft.)  in  height;  100  ft.  by  100  ft.  in  area;  of 
reinforced  concrete  construction;  erected  in  1926;  located 
in  an  unrestricted  use  district ;  and  occupied :  cellar,  storage 
of  paint,  3  persons;  1st  floor,  manufacturing  of  paint,  25 
persons ;  2nd  floor,  manufacturing  of  paint,  20  persons,  3rd 
floor,  manufacturing  and  storage  of  paint,  6  persons ;  4th 
floor,  chemical  laboratory,  8  persons.  No  change  in  use 
or  occupancy  is  proposed.  Certificate  of  Occupancy  No. 
28Q04,  issued  February  16,  1927,  describes  the  building  as 
of  brick  construction  and  permits  its  use  on  the  first,  second 
and  third  floors  for  factory ;  and 

Whereas,  the  applicant  states  that  the  building  is 
equipped  with  a  sprinkler  system,  a  fire  alarm  system  and 
that  fire  drills  are  also  maintained ;  that  there  are  two 
interior  stairs  leading  from  roof  bulkhead  direct  to  street, 
each  5  ft.  wide,  fireproof  construction,  equipped  with  fire¬ 
proof  doors;  and 

Whereas,  the  applicant  contends  that  the  plant  is  engaged 
in  defense  work  and  the  doors  in  question  have  access  to 
the  manufacturing  area  of  the  plant;  that  the  panic  bolts 
were  installed  to  stop  intruders  from  entering  the  building 
except  through  properly  designated  doors ;  that  these  steps 
were  taken  upon  instructions  from  the  Ordnance  Division 
of  the  War  Department;  that  there  are  other  doors  leading 
to  the  premises  which  have  no  panic  bolts  on  them. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  an  order  of  the  fire  commissioner,  Order 
No.  7969-LF,  and  that  the  application  be  and  it  hereby  is 
granted  as  to  Objection  No.  1,  to  permit  approved  panic 
bolts  of  the  bar  type  to  be  installed  at  the  floor  leading  from 
stairway  to  11th  street,  and  also  door  leading  from  stairway 
to  10th  street. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

935-24-SA. 

APPLICANT — F.  P.  Goertz,  for  Blackmer  Pump  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  reopened  April  9,  1940  re  amend¬ 
ment  of  resolution  re  approval  of  Blackmer  Pump 
Company  Rotary  Pump  Shaft  Seal  (previously  ap¬ 
proved  re  Blackmer  Rotarv  Pump). 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


MATERIAL  SUBMITTED  FOR  APPROVAL 

62-39-SM. 

APPLICANT — The  Philip  Carey  Company,  owner. 

SUBJECT — The  Philip  Carey  Company  Built-Up  Roofing, 
approval  of. 

APPEARANCES — 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


THE  RESOLUTION— 


(62-39-SM) 

Whereas,  The  Philip  Carey  Company,  owner,  filed  on 
January  17,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  The 
Philip  Carey  Company  Built-Up  Roofing;  and 

W hereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 


March  20,  1942. 

Re:  Cal.  No.  62-39-SM. 

Subject:  The  Philip  Carey  Company  Built-Up  Roofing, 

approval  of. 

The  Philip  Carey  Company  filed  an  application  with 
the  Board  of  Standards  and  Appeals  on  January  17, 
1939  for  the  approval  of  the  roofing  materials  for  use 
in  New  York  City  as  listed  herein  and  as  manufactured 
by  the  applicant  at  Lockland,  Ohio,  under  tests  as  speci¬ 
fied  in  C26-680,  Administrative  Building  Code  (10.12. 
11.1)  and  Group  16,  Art.  2  of  the  Administrative 
Building  Code  (10.1.16). 

The  specifications  for  which  approval  is  sought  are 
as  follows: 

I  he  test  samples  consisted  of  complete  assemblies  of 
roof  deck  and  covering,  as  applied  in  practice,  with  an 
area  of  15  sq.  ft.  Upon  these  roof  decks  was  placed  a 
fully  burning  brand  for  the  purpose  of  investigating  the 
possibility  of  spread  of  flame,  ignition  of  the  wood  deck¬ 
ing  and  the  depth  of  charring.  Results  of  these  tests 
and  specifications  lor  heavier  roof  coverings  and  includ¬ 
ing  those  of  the  same  group  of  greater  coverage  than 
the  lightest  and  least  fire  resistive  specimens  tested  are 
described  herein.  The  quantities  of  waterproofing  mate¬ 
rials  used  between  plies  is  30#  per  square.  The  asphalt 
furnished  by  applicant  consisted  of  Mexican  asphalt 
with  properties  and  for  use  as  follows: 


Melting  Points  of  Asphalt 
Asphalts  for  slag  surfaced  roofings  level 

to  2"  per  foot  .  150°  to  165°  F. 

Asphalts  for  slag  surfaced  roofings  2" 

to  6"  per  foot  .  180°  to  200°  F. 

Asphalts  for  smooth  asphalt  surfaced 

roofs  Yf"  to  2"  per  foot  . .  160°  to  180°  F. 

Asphalts  for  smooth  asphalt  surfaced 

roofs  2"  to  6"  per  ft .  180°  to  200°  F. 

For  Mineral  Surfaced  Roofs  Yi"  to  2" 

Per  foot  .  160°  to  180°  F. 

hor  Mineral  Surfaced  Roofs  2"  to  6" 

per  foot  .  180°  to  200°  F. 

Fifteen  pound  Asphalt  Saturated  and  Tar  Saturated 
belts  meet  A.S.T.M.  Specifications — weigh  65  lbs.  per 
roll.  Mineral  Surfaced  Cap  Sheets — 75  lbs.  per  roll. 
All  Asphalts  and  Tar  Pitch  meet  A.S.T.M.  Specifica¬ 
tions. 

The  Asphalt  Saturated  rag  felt  is  made  up  of  approx¬ 
imately  70%  roofing  rags  and  30%  stock  filler  (paper). 
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Tests  were  performed  by  Columbia  University,  Report 
#2490,  on  typical  roof  deckings  representative  of  each 
group  of  roofing  material,  as  follows : 

,  Asphalt  Melting  Point 


Roll 

Degrees 

F. 

Specihca- 

Weight 

Size 

Inclines 

tion 

Material 

lbs. 

sq.  ft. 

1A1 

I 

2  A 1 

1  IS 

lb. 

Rag  Felt 

65 

432 

Level  to  2" 

150-165 

3A| 

2"  to  6" 

180-200 

4A. 

5  A] 

6A| 

1  19"  Selvage  Cap  Sheet 

55 

1081 

Ya"  to  2" 

150-165 

7AI 

or 

V 

8AJ 

Duraseal  Cap  Sheet 

75 

1 08  J 

2"  to  6" 

180-200 

9A 

60 

lb. 

Asbestos 

Felt 

65 

1081 

15 

lb. 

Asbestos 

Felt 

45 

324  ) 

Ya"  to  154" 

160-180 

20 

lb. 

Asbestos 

Felt 

60 

324J 

10A’ 

45 

lb. 

Asbestos 

Felt 

45 

1081 

Ya"  to  2" 

160-180 

15 

lb. 

Asbestos 

Felt 

45 

324  1 

20 

lb. 

Asbestos 

Felt 

60 

324J 

2"  to  6" 

1-80-200 

1 1 A 

60 

lb. 

Asbestos 

Felt 

65 

1081 

20 

lb. 

Asbestos 

Felt 

60 

324J 

H"to  1  A" 

160-180 

12  A 

45 

lb. 

Asbestos 

Felt 

45 

1087 

20 

lb. 

Asbestos 

Felt 

65 

3245 

Ya"  to  154" 

160-180 

10B 

30 

lb. 

Rag  Felt 

65 

216) 

Ya"  to  2" 

160-180 

15 

lb. 

Rag  Felt 

65 

4^25 

2"  to  6" 

180-200 

12B 

30 

lb. 

Rag  Felt 

65 

216) 

15 

lb. 

Rag  Felt 

65 

4325 

Ya"  to  1J4" 

160-180 

9C 

45 

lb. 

Rag  Felt 

45 

1081 

Ya"  to  2" 

160-180 

15 

lb. 

Asbestos 

Felt 

45 

324) 

2"  to  6" 

180-200 

20 

lb. 

Asbestos 

Felt 

60 

324j 

10C 

30 

lb. 

Rag  Felt 

65 

2161 

15 

lb. 

Asbestos 

Felt 

45 

324) 

Ya"  to  2" 

160-180 

20 

lb. 

Asbestos 

Felt 

60 

324 J 

2"  to  6" 

180-200 

12C 

30 

lb. 

Rag  Felt 

65 

216) 

20 

lb. 

Asbestos 

Felt 

60 

3245 

Ya"  to  l}4 " 

160-180 

BUILT-UP  ROOFING  SPECIFICATIONS 
Test  No.  1. 

Specification  No.  2 -B  (see  test  results  of  this  deck). 
Over  7/i"  wood  sheating — 4  ply  pitch  and  slag  (or 
gravel)  surface  composed  of  (1)  one  layer  Red  Rosin 
Sized  Sheathing  (2)  two  layers  of  Carey-Seal  Tar 
Felt  approximate  weight  14  lbs.  per  hundred  sq  ft. 
nailed  in  place  (3)  60#  mopping  of  Carey-Seal  Tar 
Pitch  (4)  two  layers  of  14#  Carey-Seal  Tar  Felt  each 
mopped  in  30#  hot  pitch  (5)  70#  flood  coat  of  Tar 
Pitch  (6)  slag  150#  or  gravel  300  lbs.  per  100  sq.  ft. 
Incline  level  to  44"  per  foot. 

Similar  roofing  materials  of  heavier  construction  are 
also  manufactured  by  the  applicant  as  follows : 

Specification  1  -B 

Five  ply  pitch  and  Carey-Seal  Tar  Felt  over  wood 
deck  similar  to  2-B  except  that  an  additional  layer  of 
14  lb.  Tar  Felt  will  be  hot  mopped  with  60#  Carey- 
Seal  Tar  Pitch  under  the  slag  or  gravel.  Incline  level 
to  1 34'"  per  foot. 

Specification  3-B 

Similar  to  specification  2-B,  except  that  the  rosin  sized 
sheathing  is  omitted,  and  that  layers  are  mopped,  not 
nailed,  for  installation  over  non-combustible  deck  or 
rigid  roof  insulation.  Incline  level  to  $4'"  per  foot. 

Specification  4 -B 

Similar  to  specification  3-B,  except  that  3  plies  of  15 
lb.  Carey-Seal  Tar  Felt  are  used,  for  installation  over 
non-combustible  deck  with  or  without  rigid  roof  insula¬ 
tion.  Incline  level  to  4/4"  per  foot. 

Test  No.  2 

Specification  2-A  (see  test  results  of  this  deck) 

Over  /i"  wood  deck — 4  ply  asphalt  and  slag  or  gravel 
surfacing  composed  of  (1)  layer  of  Red  Rosin  sized 
sheathing  (2)  two  layers  Carey-Feltex  asphalt  saturated 
rag  felts  each  weighing  approximately  14  lbs.  per  100 
sq.  ft.  nailed  in  place  (3)  30#  mopping  of  Carey 
asphalt  (4)  two  layers  of  14#  Carey-Feltex  mopped  in 
Carey  asphalt  (5)  50#  flood  coat  of  Carey  asphalt  (6) 


slag  150#  or  gravel,  300  lbs.  per  sq.  ft.  Incline  level 
to  6"  per  foot. 

Similar  roofing  materials  of  heavier  construction  are 
also  manufactured  by  the  applicant  as  follows : 

Specification  1  -A 

Over  wood  deck,  same  as  Specification  2-A,  except 
that  an  additional  layer  of  14  lb.  Carey-Feltex  asphalt 
saturated  rag  felt  will  be  hot  mopped  with  30#  Carey 
asphalt  under  the  slag  or  gravel  surface.  Incline  level 
to  6"  per  foot. 

Specification  3- A 

Oyer  non-combustible  deck  or  rigid  roof  insulation  4 
plies  of  14  lb.  Carey-Feltex  asphalt  saturated  rag  felt 
all  mopped  solid  with  30#  Carey  asphalt  with  slag  01- 
gravel  surface.  Incline  level  to  6"  per  foot. 

Specification  4- A 

Over  non-combustible  deck  with  or  without  rigid  roof 
insulation  3  plies  of  14  lb.  Carey-Feltex  asphalt  sat¬ 
urated  rag  felt  all  mopped  solid  with  30#  Carey  asphalt 
with  slag  or  gravel  surface.  Incline  level  to  6"  per  foot. 

Test  No.  3 

Specification  No.  6 -A  (see  test  results  of  this  deck) 
Over  //'  wood  sheathing — two  plies  of  Carey-Feltex 
asphalt  saturated  rag  felt  each  of  approximately  14  lbs. 
per  100  sq.  ft.  (laid  over  Red  Rosin  Sized  Sheathing) 
nailed  and  mopped  solid  with  30#  Carey  asphalt  be¬ 
tween  laps.  Surface  with  75#  Carey  Dur-A-Seal,  an 
asphalt  saturated  mineral  surface  cap  sheet  or  19"  Sel¬ 
vage  75#  mineral  surfaced  cap  sheet.  Incline  4/4"  to 
6"  per  foot. 

Similar  roofing  materials  of  heavier  construction  are 
also  manufactured  by  the  applicant  as  follows: 

Specification  5 -A 

Over  //'  wood  sheathing  same  specification  as  above 
except  for  the  addition  of  one  more  ply  of  14  lb. 
Carey-Feltex  asphalt  saturated  rag  felt.  Incline  44"  to 
6"  per  foot. 

Specifications  7  and  8 -A 

Same  as  5-A  and  6-A  except  for  application  over  non¬ 
combustible  deck  with  or  without  rigid  roof  insulation. 
Incline  4/4"  to  V/4"  per  foot. 

Test  No.  4 — Specification  10-B  (see  test  results  of  this 
deck) 

Over  //  wood  sheathing  lay  30  lb.  per  100  sq.  ft. 
Carey-Feltex  asphalt  saturated  rag  felt,  base  sheet  se¬ 
curely  nailed  and  over  this  base  sheet  two  plies  Carey 
asphalt  saturated  Feltex,  14  lbs.  per  100  sq.  ft.  solid 
mopped  with  30#.  Carey  asphalt.  Over  the  surface  a 
flood  coat  of  asphalt.  Incline  44"  to  6"  per  foot. 

Specification  12 -B 

Specification  12-B  is  similar  to  10-B.  In  this  specifica¬ 
tion  the  30#  Carey-Feltex  asphalt  saturated  base  sheet 
is  mopped  to  the  deck  in  30#  Carey  asphalt  in  lieu  of 
nailing,  otherwise  the  same.  Incline  4/4"  to  per 
foot. 

Test  No.  5 

Specification  10-C  (see  test  results  of  this  deck) 

Over  /£"  wood  sheathing,  three  ply  construction  consist¬ 
ing  of  (1)  layer  in  30  lb.  per  sq.  Carey-Feltex  asphalt 
saturated  base  sheet  (2)  two  layers  of  Carey  15  or  20 
lb.  per  sq.  Fiberock  (asphalt  impregnated  asbestos  felt) 
mopped  with  30#  Carey  asphalt  (3)  a  50#  flood  coat 
of  Carey  asphalt.  Incline  4/4"  to  6"  per  foot. 

Similar  roofing  materials  of  heavier  construction  are 
also  manufactured  by  the  applicant  as  follows: 

Specification  10  -A 

Over  wood  as  provided  under  10-C  except  substitute  as 
a  base  sheet  45  lb.  Fiberock  (asphalt  impregnated  as- 
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bestos  felt)  where  30  lb.  Feltex  was  provided.  Incline 
Y"  to  6"  per  foot. 

Specification  9-C 

Over  wood,  four  (4)  ply  construction  consisting  (1) 
layer  of  45  lb.  per  square  asphalt  saturated  rag  felt 
(Carey-Feltex)  (2)  three  layers  of  15  or  20  lb.  per 
square  asphalt  impregnated  asbestos  felt  (Carey-Fibe- 
rock)  mopped  solid  with  30#  Carey  asphalt  (3)  50# 
flood  coat  of  asphalt.  Incline  Y"  to  6"  per  foot. 

Specification  9 -A 

Over  wood  as  provided  in  Specification  9-C  substituting 
as  a  base  sheet  a  layer  of  60  lb.  per  square  Carey- 
Fiberock  asphalt  impregnated  asbestos  felt  where  the 
45  lb.  Feltex  base  sheet  was  specified.  Incline  Y"  to 
6"  per  foot. 

Specifications  Y2-A-B-C 

These  specifications  are  identical  with  specifications  10- 
A-B-C  respectively,  except  that  they  are  for  installation 
over  non-combustible  decks  with  or  without  rigid  roof 
insulation  and  that  the  base  sheets  are  solid  mopped 
to  the  deck  with  30#  Carey  asphalt  instead  of  nailed. 
Incline  Y"  to  li/4‘"  per  foot. 

Specification  11  -A 

This  specification  is  identical  with  specification  9-A  ex¬ 
cept  it  is  for  use  over  non-combustible  deck  with  or 
without  rigid  roof  insulation  and  that  the  base  sheet  is 
mopped  solid  with  30#  Carey  asphalt.  Incline  Y"  to 
l!j4!"  per  foot. 

Specification  11  -C 

Over  non-combustible  deck  with  or  without  rigid  roof 
insulation  four  plies  of  15  or  20  lb.  per  square  Carey 
Fiberock  (asphalt  impregnated  asbestos  felt)  all  mopped 
solid  with  30#  Carey  asphalt  with  a  flood  coat  of  50# 
Carey  asphalt.  Incline  Y"  to  134"  per  foot. 

Test  No.  6 

Specification  No.  13  (see  test  results  of  this  deck) 

Over  any  one  of  the  above  mentioned  built-up  roofing 
materials  cement  in  place  with  elastic  cement  or  30# 
hot  Carey  Asphalt  34"  thick  Carey  Industrial  Flooring, 
this  to  form  a  wearing  surface  where  traffic  is  expected 
over  built-up  roof.  For  the  purpose  of  test  this  mate¬ 
rial  was  applied  over  a  roof  deck  as  described  in  Speci¬ 
fication  No.  10-B. 

METHODS  AND  RESULTS  OF  TESTS 

All  tests  were  made  in  accordance  with  test  procedure 
described  in  the  New  York  City  Building  Code,  Sec¬ 
tions  10.12.11.1  and  10.1.16,  which  require  that  a  brand 
test  be  made  on  roof  coverings. 

The  roof  deck  assemblies  laid  flatwise  were  subjected 
to  the  burning  brand  test.  The  brand  consisted  of  36 
pieces  of  kiln-dried  spruce  Y,"  x  Y"  x  6"  long  placed 
in  three  tiers  of  12  pieces  each.  The  brand  was  ignited 
in  a  Bunsen  flame  and  when  burning  freely  was  placed 
on  the  surface  of  the  roof  section.  A  12"  fan  set  at  a 
distance  of  5  ft.  from  the  brand  and  at  the  same  height 
as  the  center  of  the  brand  provided  a  horizontal  cur¬ 
rent  of  air  moving  at  a  velocity  of  6  miles  per  hour 
measured  with  an  anemometer  at  a  distance  of  2  ft. 
from  the  fan.  The  roof  deck  was  inclined  for  each 
test  as  noted  in  the  record  of  each  test.  The  burning 
brand  remained  in  place  on  the  surface  of  the  panel 
until  the  brand  was  entirely  consumed.  Observations  on 
the  roofing  were  recorded  for  each  test,  recording  time 
until  flame  was  out,  until  brand  was  consumed,  plys 
consumed  at  any  point,  area  of  wood  deck  stained  and 
charred,  depth  of  charring,  and  surface  area  stained  and 
charred.  After  test,  the  area  of  deck  exposed  directly 
to  the  action  of  the  burning  brand  was  examined  to 
determine  the  extent  of  ply  consumption  and  wood 
burning. 


Photographs 

A  photograph  was  taken  of  each  deck,  after  test  to 
show  the  condition  of  the  roofing  and  wood  sheathing 
in  the  area  occupied  by  the  burning  brand. 

Results  of  Tests 

The  results  of  tests  are  given  in  the  following  tables : 


Test  No.  1 — Specification  No.  2 B 

Duration  of  Fire 

Application 

30m  —  45s  All  flame  out.  No  staining  beyond  area 
occupied  by  burning  brand.  Tar  pitch 
softened  and  flowed  down  the  panel  for 
a  distance  of  1"  from  the  edge  of  the 
brand.  No  flaming  apparent  beyond 
area  occupied  by  burning  brand. 

34m  —  45s  All  glow  out.  Brand  consumed. 

Examination  after  test 

Surface  charred  over  a  6"  dia.  area.  All  plys  consumed 
at  point  under  center  of  brand.  Wood  sheathing  black¬ 
ened  but  not  charred  over  a  6"  dia.  area. 

(See  Photo  #1) 


Test  No.  2 — Specifiaction  No.  2 A 

Duration  of  Fire 

Application 

26m  —  0s  All  flame  out.  Stained  area  =  10"  x 
21"  (21"  dimension  parallel  to  direc¬ 
tion  of  air  current).  Prior  to  this,  the 
asphalt  softened  and  flowed  without 
flaming  down  the  deck  for  a  distance 
of  13"  from  the  center  of  the  brand, 
as  well  as  softening  within  the  stained 
area.  No  appreciable  flaming  apparent 
beyond  area  directly  under  burning 
brand. 

29m  —  15s  All  glow  out.  Brand  consumed. 
Examination  after  test 

Surface  area  charred  over  an  area  =  7"  x  7".  All 
plys  consumed  at  point  under  center  of  burning  brand. 
The  wood  sheathing  was  blackened,  but  not  charred,  over 
a  6"  dia.  area. 

(See  Photo  #2) 


Test  No.  3 — Specification  No.  6- A 

Duration  of  Fire 

Application 

27m  —  30s  All  flame  out.  Stained  area  =  10"  x 
24"  (24"  dimension  parallel  to  direction 
of  air  current).  Prior  to  this,  flame 
spread  intermittently  10."  beyond  brand 
as  originally  placed  and  asphalt  soft¬ 
ened  and  flowed  without  flaming  down 
panel  for  distance  of  24"  from  center 
of  brand. 

32m  —  45s  All  glow  out.  Brand  consumed. 
Examination  after  test 

Surface  charred  over  an  area — 8"  x  131".  All  plys  con¬ 
sumed  at  point  under  position  of  brand.  Wood  sheath¬ 
ing  stained  over  an  area — 8"  x  13",  and  charred,  over  a 
5"  dia.,  with  maximum  depth  of  charring — 

(See  Photo  #3) 


Test  No.  4 — Specification  No.  10-5 

Duration  of  Fire 
Application 

30m  —  30s  All  flame  and  glow  in  brand  out.  Brand 
consumed.  Wood  sheathing  continued 
burning  intermittently  in  area  occupied 
by  brand,  with  yellow  flames  approx. 
134"  long.  Stained  area  10"  x  20"  (20" 
dimensions  parallel  to  direction  of  air 
current).  Prior  to  this  flame  spread 
12 34"  beyond  brand  as  originally  placed, 
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and  asphalt  softened  and  flowed  with¬ 
out  flaming  down  the  panel  for  a  dis¬ 
tance  of  30"  and  over  the  edge  of  the 
deck. 

37m  —  30s  All  flaming  and  glow  on  deck  out. 
Examination  after  test 

Surface  charred  over  an  area  approximately  10"  in  dia., 
plus  a  portion  of  the  upper  end  of  the  deck,  as  shown 
in  the  photograph.  All  plys  consumed  in  area  under 
postion  of  brand.  The  wood  deck  was  charred  over  an 
area  6"  in  dia.,  and  max.  depth  of  charring  =  7/16". 
(See  Photo  #.4) 

Test  No.  5 — Specification  No.  10-C 

Duration  of  Fire 
Application 

18m  — •  25s  All  flame  out.  Prior  to  this,  flame 
spread  intermittently  5"  beyond  brand 
as  originally  placed,  and  asphalt  soft¬ 
ened  and  flowed  without  flaming  down 
the  panel  18"  from  the  center  of  the 
brand.  Stained  (affected)  area — 10"  x 
15"  (15"  dimension  parallel  to  direction 
of  air  current). 

22m  —  15s  All  glow  out.  Brand  consumed. 
Examination  after  test 

Surface  charred  over  an  area  —  9"  dia.  All  plys  con¬ 
sumed  at  point  immediately  under  position  of  burning 
brand.  The  wood  sheathing  stained  over  9"  dia.  area, 
but  not  charred. 

(See  Photo  #5) 

Test  No.  6 — Specification  No.  13,  Promenade  Deck 

Duration  of  Fire 
Application 

17m  —  25s  All  flame  out.  Prior  to  this,  flame 
spread  intermittently  2"  beyond  brand 
as  originally  placed.  Stained  (affected) 
area  =  8"  x  8". 

23m  —  45s  All  glow  out.  Brand  consumed. 
Examination  after  test 

Charred  area  =  7"  x  7".  Tile  only  charred  to  a  depth 
of  approximately  yfc".  All  plys  were  intact,  and  the 
wood  sheathing  was  clean  and  not  charred. 

Recommendation 

As  a  result  of  these  tests  and  on  the  basis  of  the 
foregoing  data  the  Committee  recommends  approval 
under  C26-680  A.C.  (10.12.11.1  BC)  and  Group  16,  Art. 
2  A.C.  Titled  “Tests  of  Roof  Coverings”  (10.1.16  B.C.) 
of  the  Philip  Carey  roofings  as  listed  herein  under  the 
following  conditions : 

General 

Approval  of  these  roofings  is  recommended  on  condi¬ 
tion  that  the  weight,  thickness  and  plies  of  material 
shall  not  be  less  for  any  group  than  that  specified  for 
the  specimen  tests. 

Nothing  herein  contained  shall  preculde  the  use  of 
heavier  or  additional  plies  of  saturated  rag  felt,  pro¬ 
vided  that  the  total  weight  and  number  of  plies  used 
shall  equal  or  exceed  that  approved  for  any  specification 
tested  herein.  These  roofings  may  be  applied  to  either 
combustible  or  non-combustible  decks  as  specifically  pro¬ 
vided  herein. 

It  is  also  recommended  that  this  roofing  material 
when  used  in  New  York  City  shall  have  each  package 
or  roll  clearly  marked  or  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  Use  in  New  York 


City  when  installed  in  accordance  with  these  specifica¬ 
tions  under  Cal.  No.  62-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Commitee  on  Tests, 
and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  The  Philip  Carey 
Company  Built-Up  Roofing,  on  condition  that  the  material 
be  manufactured,  installed  and  labelled,  stamped  or  tagged 
in  accordance  with  above  report. 


Adjourned,  6:15  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  Tuesday,  February  24,  1942,  as  they 
appeared  in  Bulletin  No.  9,  Vol.  27,  are  hereby  corrected  to 
read  as  follows : 

THE  RESOLUTION— 

(521-37-S) 

Whereas,  this  application  for  a  variation  from  the  re¬ 
quirements  of  the  Labor  Law,  as  cited  in  a  decision  of  the 
commissioner  of  buildings,  affecting  premises  698-700  Elton 
avenue  and  2999  Third  avenue,  west  side,  51.44  north  of 
East  154th  street  (Block  No.  2376,  Lot  No.  51),  Borough 
of  The  Bronx,  was  granted  by  the  Board  July  12,  1938  on 
certain  conditions;  and 

Whereas,  Arthur  D.  Koppel,  for  Loutherm  Operating 
Corporation,  owner,  requested  an  amendment  of  the  resolu¬ 
tion  based  on  a  new  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  991-41,  Obj.  No.  7,  dated  December  29, 
1941 ;  and 

Whereas,  the  Board  deemed  that  the  stairways  are  suffici¬ 
ently  remote  considering  the  area  of  the  building,  and  that 
the  type  of  enclosure  requested  could  be  safely  permitted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  12,  1938,  so  that 
as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
Labor  Law,  as  cited  in  a  decision  of  the  commissioner 
of  buildings  on  Alt.  Applic.  No.  743-37,  Obj.  No.  4,  and 
that  the  application  be  and  it  hereby  is  granted  on  con¬ 
dition  that  no  door  to  an  approved  exit  on  the  upper  floor 
shall  be  farther  than  60  ft.  from  any  portion  of  the  floor 
area,  that  one  stairway  shall  exit  to  Third  avenue  and 
one  to  Elton  avenue;  and  granted  as  to  Obj.  No.  7  of 
Alt.  Applic.  No.  991-41  that  the  enclosures  proposed 
around  the  stairzvays  may  be  accepted  in  lieu  of  the 
requirements  of  section  270,  subdivision  4  of  the  Labor 
Law,  provided  such  enclosures  are  of  a  type  approved 
for  one-hour  fire  test  with  doors  therein  approved  for 
three-quarter  hour  test;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  zvith  all  lazvs,  rules 
and  regulations  applicable  thereto.” 


*  Correction — The  clauses,  as  shown  in  italics,  added  to 
resolution. 
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RULES  GOVERNING  THE  INSTALLATION  OF  INTERIOR  FIRE  ALARM  SIGNAL  SYS¬ 
TEMS,  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  SEPTEMBER 
27,  1917,  AMENDED  DECEMBER  6,  1917  AND  FEBRUARY  7,  1918  AND  REVISED 
DECEMBER  11,  1936 


[108-16-SR] 

Rules  for  Interior  Fire  Alarm  Signal  Systems 

Authority :  Section  666,  subdivision  3  of  the  Charter  of 
the  City  of  New  York  to  carry  into  effect  the  provisions 
of  Chapter  19 — 487e — 2.0,  c,  Administrative  Code  and  the 
provisions  of  Section  279  of  the  Labor  Law. 

Scope  of  Rules 

These  rules  apply  to  all  hotels,  as  defined  in  the  Admin¬ 
istrative  Code  and  the  Multiple  Dwelling  Law ;  to  all 
lodging  houses  having  more  than  15  sleeping  rooms,  or 
accommodating  more  than  15  lodgers  above  the  first  or 
ground  story;  to  all  public  and  private  hospitals  and 
asylums  having  more  than  15  rooms,  or  accommodating 
more  than  15  patients  or  inmates  above  the  first  or  ground 
story;  to  all  nurseries  accommodating  more  than  30  chil¬ 
dren,  or  having  a  Board  of  Health  permit  for  the  accom¬ 
modation  of  more  than  30  children;  to  all  Turkish  or  other 
special  treatment  bath  houses  where  there  are  sleeping 
accommodations  for  more  than  fifteen  persons  on  the  prem¬ 
ises  ;  to  all  department  stores  having  two  or  more  depart¬ 
ments  where  the  public  is  admitted  above  the  second  floor ; 
to  all  public  schools,  and  to  all  single  and  tenant  factory 
buildings,  as  defined  in  the  Labor  Law  and  specifically 
required  by  Section  279  of  said  Law. 


Law 

Section  279.  Fire  Alarm  Signal  Systems  and  Fire  Drills: 

1.  Fire  alarm  signal  systems.  Every  factory  building 
over  two  stories  in  height  in  which  more  than  twenty-five 
persons  are  employed  above  the  ground  floor  shall  be 
equipped  by  the  owner  thereof  with  a  fire  alarm  signal 
system  having  a  sufficient  number  of  signals  clearly  audi¬ 
ble  to  all  occupants  of  the  building,  and  so  arranged 
as  to  permit  the  sounding  of  all  the  alarms  within  the 
building  whenever  the  alarm  is  sounded  in  any  portion 
thereof.  Such  system  shall  be  maintained  in  good  work¬ 
ing  order  and  no  person  shall  tamper  with  same  or  render 
ineffective  any  portion  thereof  except  to  repair  it.  A  per¬ 
son  discovering  a  fire  shall  cause  an  alarm  to  be  sounded 
immediately.  The  Board  of  Standards  and  Appeals  in  the 
City  of  New  York,  may  make  rules  and  regulations  pre¬ 
scribing  the  number,  character  and  location  of  the  signals 
and  the  method  and  character  of  the  installation,  including 
that  of  all  appliances  in  connection  therewith. 

3.  Exceptions.  Subdivisions  one  and  two  of  this  sec¬ 
tion  shall  not  apply  to  a  building  in  which  every  square 
foot  of  the  floor  area  on  all  stories  is  protected  with  an 
automatic  sprinkler  system,  having  two  adequate  sources 
of  water  supply  and  approved  by  the  public  authorities 
having  jurisdiction  thereof,  and  in  which  also  the  maxi¬ 
mum  number  of  occupants  of  any  one  floor  does  not  ex¬ 
ceed  by  more  than  fifty  percentum  the  capacity  of  the 
exits,  as  determined  by  subdivisions  one,  two  and  three  of 
section  two  hundred  and  seventy-eight,  in  addition  to  the 
prescribed  occupancy  under  subdivisions  five,  six  and 
seven  of  said  section.  If  the  commissioner  after  investi¬ 
gation  determines  that  the  spirit  of  this  chapter  is  ob¬ 
served  and  public  safety  secured,  he  may  permit  in  place 
of  the  automatic  sprinkler  system  before  specified,  an 
automatic  sprinkler  system  having  one  adequate  source  of 
water  supply  and  approved  by  the  public  authorities  having 
jurisdiction  thereof. 


Chapter  19— 487E-2.0.C.1. 

Interior  Fire  Alarms: — In  every  hotel,  lodging-house, 
public  or  private  hospital  or  asylum,  department  store, 
and  public  school,  there  shall  be  placed  and  provided,  when 
required  by  the  fire  commissioner,  an  adequate  and  reli¬ 
able  electrical  or  other  interior  alarm  system,  to  be  ap¬ 
proved  by  the  said  commissioner,  by  means  of  which 
alarms  of  fire  or  other  danger  may  be  instantly  communi¬ 
cated  to  every  portion  of  the  building.  The  fire  alarm 
apparatus  and  all  other  appliances  placed  or  kept  within 
any  of  such  buildings  for  the  purpose  of  preventing  or 
extinguishing  fires,  or  for  affording  means  of  escape  there¬ 
from  in  case  of  fire,  shall  be  kept  at  all  times  in  good 
working  order  and  proper  condition  for  immediate  use, 
and  any  member  of  the  uniformed  force  or  authorized 
representative  of  the  Fire  Department  may  enter  any  of 
the  said  buildings  at  any  time,  for  the  purpose  of  inspect¬ 
ing  such  apparatus  or  appliances. 


Rule  1.  Definition  of  Terms. 

1.1  The  term  “non-coded  closed  circuit  fire  alarm  sig¬ 
nal  systems”  shall  mean  a  fire  alarm  signal  system 
consisting  of  sending  statifins  and  signaling  de¬ 
vices  operated  on  supervised  closed  electric  alter¬ 
nating  current  circuits,  so  arranged  that  the 
operation  of  any  station  will  automatically  sound 
the  signaling  devices  throughout  all  portions  of 
the  building. 

1.2  The  term  “coded  closed  circuit  fire  alarm  signal 
systems”  shall  mean  a  fire  alarm  signal  system 
consisting  of  sending  stations  and  signaling  de¬ 
vices  operated  on  supervised  closed  electric  cir¬ 
cuits  which  transmits  rounds  of  coded  signals  to 
indicate  the  floor  or  portion  of  the  same  from 
which  the  alarm  was  sent. 

1.3  The  term  “heretofore”  shall  mean  before  Decem¬ 
ber  31,  1936. 

1.4  The  term  “hereafter”  shall  mean  after  December 
31,  1936. 

1.5  Tbe  term  “approved”  shall  mean  approved  by  the 
Board  of  Standards  and  Appeals. 

1.6  The  term  “commissioner”  shall  mean  the  Fire 
Chief  and  Commissioner  of  the  fire  department 
specifically  charged  with  the  enforcement  of  law 
relating  to  interior  firm  alarm  systems  in  the  City 
of  New  York. 

Rule  2.  General. 

2.1  All  fire  alarm  signal  systems  and  devices  shall  be 
approved  by  the  Board  of  Standards  and  Appeals. 

2.2  All  devices  and  equipment  that  have  been  ap¬ 

proved  by  the  Board,  shall  have  securely  fastened 
thereon,  a  manufacturer’s  plate  bearing  the  words 
“Approved  by  the  Board  of  Standards  and  Ap¬ 
peals — No . ”,  together  with  any  other  electrical 

data  that  the  Commissioner  may  require. 

Rule  3.  Examination  and  Approval  of  Plans. 

3.1  Before  the  installation  or  extension  of  any  fire 
alarm  system,  specifications  and  plans  thereof, 
showing  complete  details  of  the  proposed  installa¬ 
tion,  shall  be  submitted  by  the  owner  or  his  agent 
to  the  Commissioner  for  examination  and  ap¬ 
proval. 
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Rule  4.  Classification. 

4.1  Fire  alarm  signal  systems  shall  be  classified  as 
follows : 

(a)  Non-coded  closed  circuit  fire  alarm  systems. 

(b)  Coded  closed  circuit  fire  alarm  systems. 

4.1.1  The  code  numbers  that  are  used  shall 
be  submitted  for  approval  to  the  Com¬ 
missioner  and  shall  be  sounded  at  least 
four  (4)  times  for  each  operation  of 
the  sending  station. 

4.2  A  non-coded  closed  circuit  system  shall  be  so  ar¬ 
ranged  that  the  operation  of  any  station  will  auto¬ 
matically  sound  the  signaling  devices  until  hook 
is  restored  to  its  original  position ;  and  in  the 
break-glass  type  until  the  glass  has  been  replaced. 

4.3  Coded  closed  circuit  system  shall  be  divided  into 
three  (3)  classes : 

Class  1 — General  Systems. 

Class  2 — Pre-signal  or  dual  operation  systems. 
Class  3 — Unit  and  general  systems — or  Duplex 
systems. 

Special  systems. 

4.4  Class  1  system  shall  be  a  general  alarm  system  of 
the  coded  closed  circuit  type  so  arranged  that  the 
operation  of  any  station  will  cause  the  signaling 
devices  to  sound  the  code  number  of  that  station 
at  least  four  (4)  times  throughout  the  entire 
building. 

4.5  Class  2  system  shall  be  a  pre-signal  or  dual  opera¬ 
tion  system  of  the  coded  closed  circuit  type  so  ar¬ 
ranged  that  the  operation  of  any  station  will  cause 
the  sounding  of  the  signaling  devices  located  in 
the  engine  room,  elevator  shafts,  basement  or 
other  places  in  the  building  where  the  members 
of  the  fire  brigade  work  or  assemble. 

4.5.1  Approved  means  shall  be  provided  at  each 
station,  so  arranged  that  a  subsequent  opera¬ 
tion  of  any  station  shall  cause  the  sounding 
of  all  signaling  devices  throughout  the  build¬ 
ing. 

4.5.2  This  subsequent  operation  shall  be  per¬ 
formed  with  the  aid  of  a  key  or  plug  de¬ 
signed  so  as  to  prevent  unauthorized  sound¬ 
ing  of  the  general  alarm. 

4.5.3  The  pre-signal  or  dual  operation  key  or 
plug  shall  be  so  designed  that  it  can  be 
readily  identified  by  the  person  whose  duty 
it  would  be  to  use  same. 

4.6  Class  3  system  shall  be  a  unit  and  general  alarm 
or  Duplex  system  of  the  coded  closed  circuit  type 
so  arranged  that  the  operation  of  a  station  within 
a  unit  will  cause  all  of  the  signaling  devices  in 
that  unit  and  all  of  the  signaling  devices  on  the 
general  alarm  circuit  to  sound  the  code  numbers 
of  the  unit  and  zone  at  least  four  (4)  times. 

4.6.1  An  approved  register  and  time  stamp  may 
be  used  in  connection  with  a  Class  3  system 
when  approved  by  the  Commissioner. 

4.6.2  The  register,  if  of  closed  circuit  type,  shall 
be  operated  from  a  separate  closed  circuit 
control  board  or  from  separate  panel  isolated 
by  barrier  from  main  control  panel  in  main 
control  board  cabinet. 

4.6.3  Approved  closed  circuit  trouble  and  unit 
annunciators  shall  be  installed  as  part  of 
all  Class  3  systems  when  required  by  the 
Commissioner. 

4.7  Special  systems  shall  include  a  complete  Class  1, 
2  or  3  system  supplemented  by  special  circuits 
for  the  operation  of  other  fire  alarm  devices  in 


the  systems ;  or  electric  control  systems  for  stop¬ 
ping  machinery,  closing  doors  or  ventilators  as 
may  be  required  by  the  Commissioner ;  or  to  call 
the  central  station  of  a  private  operating  company 
or  the  fire  department.  Automatic  fire  detecting 
systems  may  be  connected  to  operate  an  interior 
fire  alarm  system  when  connected  thereto  by  an 
approved  coded  transmitter.  In  no  case  shall  the 
transmitter  be  considered  to  replace  the  standard 
approved  interior  fire  alarm  station,  except  where 
a  transmitter  has  been  approved  for  both  pur¬ 
poses.  The  special  control  circuits  shall  be  sepa¬ 
rate  and  distinct  from  the  fire  alarm  system  but 
shall  be  brought  into  action  whenever  the  fire 
alarm  system  is  set  in  operation. 

Rule  5.  Systems  Permitted  in  Factory  and 
Other  Buildings. 

5.1  Non-coded  closed  circuit  fire  alarm  signal  systems 
shall  be  permitted  only  in  a  factory  building  not 
exceeding  five  (5)  stories  in  height  having  not 
more  than  twenty-five  hundred  (2500)  square  feet 
in  area  in  any  one  story  and  having  not  more  than 
one  hundred  (100)  persons  in  a  single  factory;  nor 
more  than  fifty  (50)  persons  in  a  multiple  tenant 
factory  above  the  first  or  ground  floor. 

5.2  Coded  closed  circuit  systems  shall  be  required  in 
a  factory  building  exceeding  the  requirements  of 
Rule  5.1. 

5.3  Special  fire  alarm  signal  systems  shall  be  per¬ 
mitted  in  factory  buildings  at  the  direction  of  the 
Commissioner. 

5.4  Coded  closed  circuit  systems  shall  be  required  in 
all  other  types  of  buildings  requiring  an  interior 
alarm  sj^stem. 

Rule  6.  Installation  and  Construction  Re¬ 
quirements. 

6.1  All  work  in  connection  with  the  installation  of  a 
fire  alarm  signal  system  shall  be  performed  in  a 
neat  and  workmanlike  manner  to  the  satisfaction 
of  the  Commissioner. 

6.2  In  any  fire  alarm  system  there  shall  be  not  more 
than  fourteen  (14)  direct  nor  morg  than  ten  (10) 
alternating  current  gongs  or  other  approved 
sounding  devices  connected  in  one  circuit. 

6.3  There  shall  not  be  in  any  fire  alarm  system  more 
than  twenty  (20)  stations  connected  to  one  circuit 
or  loop. 

6.4  All  gongs  and  signaling  devices  shall  be  located 
not  less  than  eight  (8)  feet  to  the  center  above 
the  floor. 

6.5  All  fire  alarm  stations  shall  be  located  five  (5) 
feet  three  (3)  inches  from  handle  to  floor. 

6.6  An  approved  instruction  card  properly  marked  and 
framed  under  glass  shall  be  installed  at  each  fire 
alarm  station. 

6.7  All  materials  and  devices  used  in  fire  alarm  signal 
systems  shall  be  securely  fastened  in  position  in  a 
manner  satisfactory  to  the  Commissioner. 

6.8  For  fastening  to  masonry  walls,  through  bolts, 
metal  expansion  shields  or  toggle  bolts  shall  be 
used. 

6.9  Wood  screws  shall  be  used  for  fastening  equip¬ 
ment  to  wood  surfaces. 

6.10  The  use  of  nails  or  wood  or  fibre  plugs  is  pro¬ 
hibited. 

6.11  When  fire  alarm  apparatus  is  mounted  upon  a 
wooden  back  board,  such  back  board  shall  be  not 
less  than  seven-eighths  (%)  inch  thick,  impreg¬ 
nated  with  a  non-absorptive  compound.  The  back 
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board  shall  be  so  mounted  as  to  provide  an  air 
space  of  at  least  one-quarter  04)  inch  between 
the  back  board  and  the  wall  for  free  circulation 
of  air. 

6.12  All  electrical  conductors  shall  be  installed  in 
standard  heavy  wall,  rigid  iron  or  steel  conduits 
protected  with  an  approved  rust  preventive.  Ar¬ 
mored  cable  or  flexible  conduits  will  not  be  ac¬ 
cepted. 

6.13  All  conduits  shall  be  grounded  to  a  water  pipe  by 
approved  ground  clamps  with  a  conductor  equal 
to  the  largest  conductor  used  on  the  system  and 
the  smallest  size  ground  conductors  used  shall  not 
be  less  than  No.  10  B.  &  S.  gauge. 

6.14  Splices  in  electrical  conductors  in  vertical  risers 
shall  not  be  permitted.  Splices  when  necessary 
in  horizontal  runs,  shall  be  made  in  approved  junc¬ 
tion  boxes  and  shall  be  properly  soldered  and 
taped.  The  cover  of  the  junction  box  shall  be 
painted  fire  department  red  to  indicate  that  it  con¬ 
tains  splices.  The  use  of  wire  nuts  or  other 
solderless  splicing  devices  shall  not  be  permitted. 

6.15  Electrical  conduits  shall  enter  only  at  the  side  or 
the  bottom  of  the  control  cabinet. 

6.16  In  coded  fire  alarm  systems  using  break  glass  type 
stations,  at  least  one  (1)  extra  glass  shall  be  pro¬ 
vided  for  each  station  in  the  system. 

6.17  All  openings  in  walls,  floors  or  ceilings  where  con¬ 
duits  pass  through,  shall  be  properly  fire  stopped. 

6.18  Conduits  shall  contain  only  conductors  used  in 
connection  with  the  fire  alarm  system. 

6.19  When  special  care  is  taken  to  insure  the  wires 
against  injury,  four  (4)  wires  may  be  placed  in 
one-half  (J4)  'nch  rigid  iron  conduits.  Conduc¬ 
tors  shall  consist  of  not  less  than  No.  14  B.  &  S. 
gauge  copper  wire,  having  rubber  insulation  wall 
not  less  than  three-sixty-fourths  (3/64)  inch  thick. 

6.20  Where  necessary  to  assure  reliable  service,  con¬ 
nections  of  conductors  to  terminals  or  binding 
posts  shall  be  soldered.  The  use  of  a  blow  torch 
for  soldering  connections  to  terminals  shall  not  be 
permitted. 

6.21  Where  wires  pass  underground  from  one  building 
to  another,  they  shall  be  enclosed  in  conduits,  and 
shall  be  lead  encased.  Wires  between  buildings, 
when  not  run  in  conduit,  shall  be  at  least  equiva¬ 
lent  in  conductivity  and  tensile  strength  to  No.  8 
B.  &  S.  gauge  copper  wire  for  box  and  signaling 
circuits  and  shall  be  supported  at  least  every 
seventy-five  (75)  feet  on  approved  glass  insulators 
and  brackets,  and  be  protected  by  approved  light¬ 
ning  arrestors  when  required  by  the  Commissioner. 
As  far  as  possible,  they  shall  be  run  under,  rather 
than  over,  electric  light  or  power  wires. 

Rule  7.  Sending  Stations. 

7.1  There  shall  be  at  least  one  (1)  fire  alarm  sending 
station  in  each  story  of  any  building  requiring  a 
manual  fire  alarm  signal  system,  located  in  a 
natural  path  of  escape  from  fire  at  a  readily  ac¬ 
cessible  location  designated  by  the  Commissioner, 
which  always  shall  be  kept  unobstructed.  Addi¬ 
tional  sending  stations  shall  be  installed  so  that  no 
point  on  any  floor  in  a  non-fireproof  building  shall 
be  more  than  one  hundred  (100)  feet  distant  from 
the  nearest  sending  station  upon  such  floor.  In 
fireproof  or  sprinklered  buildings,  the  distance 
shall  not  be  more  than  one  hundred  and  fifty 
(150)  feet. 

Rule  8.  Sounding  Devices. 

8.1  Sounding  devices  shall  be  sufficient  in  number  to 
be  clearly  audible  to  all  the  occupants  of  the 
building. 


Rule  9.  Sub-divided  Buildings. 

9.1  Where  a  building  is  sub-divided  by  fire  walls,  each 
section  shall  be  deemed  a  separate  building  for 
the  purpose  of  fire  alarm  signal  system  installa¬ 
tions.  One  control  board  may  be  used,  if  so  ar¬ 
ranged,  as  to  operate  the  signaling  devices  in  each 
section  of  the  building  independently;  or  may  be 
operated  as  one  unit  when  deemed  necessary  by 
the  Commissioner. 

Rule  10.  Mixed  Occupancy. 

10.1  In  buildings  requiring  fire  alarm  signal  systems, 
of  which  parts  are  occupied  by  other  than  factory 
tenants  and  in  which  the  conditions  of  construc¬ 
tion  and  occupancy  warrant  the  establishment  of 
a  local  fire  brigade,  the  Commissioner  may  accept 
dual  operation  systems. 

Rule  11.  Existing  Installations. 

11.1  Fire  alarm  signal  systems  heretofore  installed  in 
buildings  in  the  City  of  New  York  and  installed 
in  accordance  with  the  rules  then  in  force,  shall 
be  accepted  as  long  as  they  are  maintained  in 
proper  working  order. 

Rule  12.  Sources  of  Electrical  Energy. 

12.1  Sources  of  electrical  energy  used  in  operating  fire 
alarm  signal  systems  shall  be : 

1.  Generated  electric  power,  not  exceeding  a  po¬ 
tential  of  250  volts,  including: 

(a)  Central  Stations 

(b)  Isolated  Plants 

2.  Storage  battery  power 

12.1.1  Either  source  of  power  shall  be  used 
under  conditions  and  limitations  as 
set  forth  by  the  Commissioner. 

12.2  One  source  of  energy  shall  be  connected  to  the 
fire  alarm  system  at  all  times.  All  auxiliary 
sources  of  energy  when  required  shall  be  so  ar¬ 
ranged  and  controlled  by  an  automatic  switch  that 
when  the  primary  source  of  energy  fails,  the 
secondary  source  will  be  automatically  connected 
to  the  fire  alarm  signal  system.  Intermediate  de¬ 
vices  are  prohibited  between  the  fire  alarm  con¬ 
trol  board  and  the  source  of  current  supply,  ex¬ 
cept  where  specifically  approved  by  the  board  for 
the  purpose  intended. 

Central  Stations 

12.3  When  the  energy  for  a  fire  alarm  signal  system  is 
supplied  by  a  central  station  power  system  it  shall 
be  accepted  as  the  sole  source  of  supply;  connec¬ 
tions  shall  be  made  on  the  street  side  of  the  service 
switch  except  that  in  cases  where  the  master 
meter  is  within  thirty  (30)  feet  of  the  main  switch 
of  the  premises,  permission  may  be  given  by  the 
Commissioner  to  connect  to  the  house  side  of  the 
meter  when  a  certificate  of  recent  date  from  an 
authority  of  competent  jurisdiction  has  certified 
that  the  electrical  wiring  throughout  the  premises 
is  in  a  safe  condition.  When  a  house  side  con¬ 
nection  is  made,  the  fire  alarm  cutout  shall  be  the 
first  connection  and  as  near  as  possible  to  the 
meter.  Same  shall  be  enclosed  in  a  locked  or 
sealed  metal  cabinet,  painted  fire  department  red 
and  stenciled  “Interior  Fire  Alarm.”  Fuses  shall 
be  of  the  enclosed  cartridge  type.  Screw  plug 
fuses  will  not  be  accepted.  The  cutout  shall  be  a 
three  pole  cartridge  fuse  cutout  with  neutral  fuse 
replaced  by  a  solid  copper  bar.  The  smallest  size 
fuse  used  on  a  fire  alarm  system  shall  be  fifteen 
(15)  amperes. 
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Isolated  Plants 

12.4  Energy  from  isolated  electric  light  and  power 
plants  shall  be  used  for  fire  alarm  signal  systems 
only  when  there  is  a  more  than  one  generating 
unit  and  the  plant  is  always  in  operation  when  the 
building  is  occupied.  When  only  one  generator 
unit  is  employed,  the  source  of  energy  shall  be 
supplemented  by  storage  battery  or  other  auxiliary 
service.  The  fire  alarm  service  connection  shall 
be  taken  from  the  main  bus  of  the  house  switch¬ 
board  and  installed  in  accordance  with  the  service 
requirements  under  central  stations.  When  a  house 
side  connection  is  made,  the  fire  alarm  cutout 
shall  be  the  first  connection  and  as  near  as  possible 
to  the  meter.  Same  shall  be  enclosed  in  a  locked 
or  sealed  metal  cabinet,  painted  fire  department 
red  and  stenciled  “Interior  Fire  Alarm.”  Fuses 
shall  be  of  the  enclosed  cartridge  type.  Screw 
plug  fuses  will  not  be- accepted.  The  cutout  shall 
be  a  three  pole  cartridge  fuse  cutout  with  neutral 
fuse  replaced  by  a  solid  copper  bar.  The  smallest 
size  fuse  used  on  a  fire  alarm  system  shall  be 
fifteen  (IS)  amperes. 

Storage  Battery 

12.5  When  a  storage  battery  equipment  is  used  as  the 
sole  source  of  current  for  a  fire  alarm  signal  sys¬ 
tem,  the  storage  battery  shall  be  provided  in 
duplicate;  or  an  approved  type  trickle  charger 
may  be  substituted  for  the  duplicate  storage  bat¬ 
tery  located  in  a  room  sufficiently  ventilated.  Such 
installations  shall  be  equipped  with  a  switchboard 
or  panel  of  approved  material  on  which  are 
mounted  volt  meters,  ammeters,  circuit  breakers, 
fuses,  resistances,  switches,  starting  devices  for 
motors,  field  rheostats  for  generator  and  other 
apparatus  required  for  charging  and  operating  the 
battery. 

12.6  Storage  batteries  shall  be  so  located  and  ventilated 
as  to  avoid  danger  of  sparking  contacts  igniting 
flammable  gases  or  vapors. 

In  no  case  shall  a  storage  battery  be  located  in 
the  same  room  with  a  gas  meter. 

Rule  13.  Acceptance  Test. 

13.1  Upon  completion  of  a  fire  alarm  signal  system  and 
as  a  condition  of  acceptance,  a  test  of  the  entire 
installation  shall  be  made  under  the  direction  of 
the  Commissioner. 

13.2  All  systems  shall  show  an  insulation  resistance  of 
not  less  than  ten  (10)  megohms  with  signaling 
apparatus  disconnected. 

13.3  The  owner  or  contractors  shall  furnish  all  the 
necessary  tools,  instruments  and  labor  to  conduct 
this  test  when  required  by  the  Commissioner.  The 
contractor  shall  notify  the  Department  having 
jurisdiction  in  writing  at  the  start  and  upon  com¬ 
pletion  of  the  installation. 

Rule  14.  Daily  and  Monthly  Test. 

14.1  Every  fire  alarm  system  shall  be  tested  each  morn¬ 
ing  immediately  after  the  hours  of  starting  work. 
No  such  system  shall  be  used  for  any  other  pur¬ 
pose,.  except  that  the’  daily  dismissal  signals  may 
be  given  if  authorized  by  the  Commissioner.  The 
use  of  the  system  for  fire  drill  purposes  may  be 
considered  a  test  of  those  parts  of  the  system  ac¬ 
tually  used. 

14.2  Each  sending  station  shall  be  tested  at  least  once 
a  month. 

14.3  All  apparatus  requiring  winding  shall  be  rewound 
after  each  operation  and  kept  in  normal  condition. 

14.4  A  complete  record  of  monthly  tests,  fire  drills 
and  other  operations  of  fire  alarm  systems  shall 
be  kept  subject  to  inspection  by  the  Commissioner. 


Rule  15.  Maintenance. 

15.1  Interior  firm  alarm  systems  shall  be  maintained  in 
operating  condition  at  all  times,  unless  the  build¬ 
ings  are  vacated  for  a  period  longer  than  one 
week.  If  the  system  becomes  inoperative  at  any 
time,  it  shall  be  the  duty  of  the  owner  or  the  per¬ 
son  designated  by  him  to  be  in  charge  of  the 
system  to  notify  all  the  occupants  of  the  building 
and  to  take  immediate  steps  to  have  the  system 
restored  to  working  order.  He  shall  also  place 
cards  on  the  fire  alarm  boxes  indicating  that  the 
system  is  out  of  order. 

15.2  If,  for  any  reason,  it  becomes  necessary  to  discon¬ 
nect  the  source  of  current  of  any  system,  the  owner 
or  other  responsible  person  shall  notify  the  Com¬ 
missioner  in  advance  of  such  disconnection,  stating 
the  reason  therefor. 

15.3  In  systems  using  break  glass  type  stations,  at  least 
one  (1)  extra  glass  for  each  station  in  the  system 
shall  be  kept  on  the  premises. 

Rule  16.  Alarm  Boxes. 

16.1  In  fire  alarm  signal  systems  the  metal  case  en¬ 
closing  exposed  or  surface  alarm  boxes  shall  be 
of  cast  iron  and  drilled  and  tapped  to  receive  the 
conduit.  When  exposed  to  moisture  the  box  shall 
be  enclosed  in  a  suitable  weather-proof  outer  shell. 
In  new  buildings,  approved  back  boxes  embedded 
in  the  wall  may  be  used  and  the  conduits  shall  be 
properly  secured  by  lock  nuts  and  bushings. 

16.2  All  current  carrying  parts  shall  be  insulated  from 
parts  of  opposite  polarity  with  approved  insulating 
material. 

16.3  All  coded  pull  lever  type  stations  shall  be  fitted 
with  a  door  to  protect  the  pull  lever  against  ac¬ 
cidental  injury.  Such  door  shall  have  a  handle 
rigidly  secured  thereon  and  be  so  constructed  as 
to  open  readily.  The  wording  “In  Case  of  Fire 
Open  Door  and  Pull  Down  Lever”  in  raised  let¬ 
ters  or  equivalent  instructions  shall  appear  on  the 
door. 

16.4  All  break-glass  type  fire  alarm  boxes  shall  be  pro¬ 
vided  with  suitable  hammers  on  chains  of  ap¬ 
proved  type  attached  to  or  near  the  boxes  with 
which  the  glass  can  readily  be  broken;  or  other 
methods  may  be  used  to  break  the  glass  when  ap¬ 
proved  by  the  Commissioner. 

16.5  All  break-glass  boxes  shall  have  in  raised  letters 
on  the  fronts,  the  words  “Fire  Alarm— In  Case  of 
Fire  Break  Glass,”  and  such  additional  instruc¬ 
tions  as  may  be  necessary  to  send  an  alarm. 

16.6  The  box  or  station  shall  be  so  designed  that  once 
started,  the  proper  transmission  of  a  complete  set 
of  signals  cannot  be  interfered  with  by  manipula¬ 
tion  of  its  starting  device. 

16.7  Each  closed  circuit  coded  box  or  station  shall  be 
arranged  to  send  a  definite  code  of  signals  to  in¬ 
dicate  the  floor  or  portion  of  same  on  which  it  is 
located. 

16.8  Not  less  than  three  (3)  or  more  than  twenty  (20) 
taps  or  blasts  shall  be  given  at  each  revolution  of 
the  code  wheel. 

16.9  The  code  wheel  shall  revolve  at  least  four  (4) 
times  for  each  operation  of  its  starting  device  and 
be  of  metal  properly  insulated  from  ground. 

16.10  Boxes  or  stations  used  in  systems  in  which 
whistles,  vibrating  bells  or  horns  are  employed  shall 
be  so  timed  that  the  sounding  devices  will  give  the 
code  signal  clearly. 

16.11  Contact  point  shall  be  in  multiple. 

16.12  Contact  points  and  contacts  of  the  testing  devices 
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shall  be  of  silver  or  other  approved  material  and 
be  of  the  scraping  type,  secured  in  a  substantial 
manner  to  phosphor  bronze  or  other  approved  ma¬ 
terial  springs,  and  be  so  designed  as  to  positively 
break  a  circuit  carrying  one-tenth  (1/10)  ampere 
at  two  hundred  and  fifty  (250)  volts  under  actual 
working  conditions. 

16.13  Lever  boxes  shall  be  so  designed  as  to  automatically 
wind  when  the  lever  is  pulled  for  an  alarm.  Boxes 
requiring  glass  replacements  shall  be  so  arranged 
that  replacement  cannot  be  made  without  resetting 
mechanism  for  another  alarm. 

16.14  Where  it  becomes  necessary  to  install  more  than 
one  set  of  contacts  onerating  from  code  wheel, 
permission  in  writing  in  advance  must  be  obtained 
from  the  Commissioner.  This  shall  not  include  pre¬ 
signal  features. 

16.15  The  box  shall  have  plainly  marked  thereon  its  code 
signal  number. 

Rule  17.  Non-Coded  Boxes. 

17.1  Non-coded  closed  circuit  fire  alarm  stations  may 
be  operated  by  a  break-glass  or  pull  lever  device  so 
arranged  that  the  alarm  cannot  be  interfered  with 
except  by  resetting  or  replacement  of  the  glass  by 
an  authorized  person. 

17.2  The  construction  and  materials  shall  be  equal  to 
that  of  the  standard  approved  type  coded  closed 
circuit  station  except  that  the  contacts  shall  be  of 
ample  capacity  to  safely  carry  the  entire  operating 
current  of  the  gong  circuit  without  excessive  heat¬ 
ing. 

Rule  18.  Station  Testing  Devices. 

18.1  Each  fire  alarm  system  shall  be  provided  with  an 
auxiliary  device  to  test  the  signaling  devices,  lo¬ 
cated  in  one  of  the  alarm  boxes  or  mounted  on 
the  control  board.  Such  testing  devices  shall  be 
arranged  to  make  the  test  without  operating  the 
break  wheel  of  the  box  or  interfering  with  the  dual 
operating  feature. 

18.2  Provision  shall  be  made  for  a  silent  test  of  coded 
alarm  box  mechanisms  without  operating  the  sig¬ 
naling  devices.  Such  device  shall  be  designed  to 
prevent  any  persons  except  those  in  authority  from 
operating  the  same  and  to  prevent  the  possibility  of 
the  box  being  left  inoperative  after  the  test. 

Rule  19.  Supervising  Current. 

19.1  A  small  current  flow  to  constantly  supervise  each 
circuit  shall  be  maintained.  A  milliammeter,  or 
other  approved  current  indicator  shall  be  provided 
and  so  connected  as  to  indicate  the  supervising 
current. 

19.2  The  supervising  circuit  shall  be  provided  with  a 
trouble  bell  operating  on  open  circuit  arranged  to 
ring  continuously  in  case  of  failure  of  the  system. 
The  trouble  bell  shall  be  so  located  that  it  will  be 
within  audible  range  of  some  responsible  person 
in  the  building  and  shall  be  connected  to  the  elec¬ 
tric  light  or  power  service  in  the  building.  Per¬ 
mission  may  be  granted  by  the  Commissioner  to 
connect  the  trouble  bell  to  a  battery  of  approved 
type. 

19.3  Trouble  bells  shall  not  be  fitted  with  silencing 
switches  except  in  such  a  manner  that  the  act  of 
silencing  the  bell  by  the  operation  of  the  switch, 
automatically  and  positively  transfers  the  trouble 
signal  to  a  red  lamp  on  the  control  board  fed  by 
some  auxiliary  source  of  current  supply.  This 
auxiliary  source  of  current  shall  be  a  house  lighting 
circuit  or  any  other  approved  source. 


19.4  The  trouble  bell  shall  be  of  an  approved  design  of 
the  vibrating  type  and  give  a  distinctive  signal. 

Rule  20.  Protection  of  Sending  and  Sound¬ 
ing  Devices. 

20.1  In  fire  alarm  signal  systems,  all  moving  parts  of 
sending  stations  and  sounding  devices  shall  be  en¬ 
closed  in  metal  casings,  made  dust-proof  and  damp- 
proof  when  necessary,  and  clearly  marked  with 
instructions  for  use. 

20.2  Whenever  necessary,  hammer  rods  of  gongs  shall 
be  suitably  protected  against  mechanical  injury  or 
derangement  by  the  use  of  a  guard  or  other  suit¬ 
able  means.  If  subject  to  mechanical  injury,  the 
entire  device  shall  also  be  enclosed  in  a  protecting 
case  made  of  approved  wire  netting  or  perforated 
metal.  All  casings  shall  be  insulated  from  current 
carrying  parts,  but  shall  be  grounded  to  the  con¬ 
duit. 

Rule  21.  Standards  of  Electric  Alarm  Appa¬ 
ratus. 

21 . 1  All  electrically  actuated  apparatus  used  in  fire 
alarm  systems  shall  be  so  designed  and  constructed 
that  it  will  operate  satisfactorily  at  a  current  flow 
of  twenty-five  (25)  per  cent  above  or  below  the 
normal  operating  current. 

Insulation 

21.2  Insulating  materials  used  in  electric  fire  alarm  sig¬ 
nal  systems  shall  be  varnished  cambric,  bakelite,  ; 
mica  or  other  approved  insulating  material. 

21.2.1  The  use  of  fibre  or  paper  as  an  insulating 
material  for  fire  alarm  signal  systems  shall 
not  be  permitted. 

21.3  The  insulating  material  used  on  electric  fire  alarm 
signal  systems  shall  be  capable  of  withstanding  an 
insulation  break-down  test  of  one  thousand  (1000) 
volts  A.  C.  plus  twice  operating  voltage  applied 
for  one  (1)  minute. 

Electro-Magnets 

21.4  Electro-magnet  windings  shall  be  impregnated  with 
an  insulating  moisture  repelling  compound  or  shall 
be  of  silk  enameled  wire. 

21.5  Electro-magnet  coils  to  be  used  on  alternating  cur¬ 
rent  when  composed  of  enameled  wire  shall  have 
an  additional  approved  insulation  on  each  wire. 
The  coils  may  be  of  the  form  wound  type. 

21.6  A  protective  cover  to  prevent  mechanical  injury 
shall  be  provided  over  the  entire  coil. 

21.7  Electro-magnet  coils  shall  be  securely  fastened  to 
prevent  floating. 

21.8  Electro-magnet  cores  shall  be  of  the  best  grade  of 
ferrous  material  so  as  to  reduce  to  a  minimum  the 
possibility  of  failure  due  to  residual  magnetism. 

21.9  Electro-magnet  cores  for  use  on  alternating  current 
shall  be  of  laminated  construction  or  other  approved 
method  to  prevent  heating  and  promote  efficiency. 

21.10  Electro-magnet  cores  of  relays  and  gongs  shall  be 
treated  to  prevent  corrosion. 

21.10.1  Paint  or  varnish  for  this  purpose  shall  not 
be  used. 

21.11  Non-magnetic  freeze  pins  shall  be  used  which  will 
prevent  two  magnet  surfaces  coming  in  actual  con¬ 
tact. 

Gongs 

21.12  Gong  shells  shall  be  pinned  to  prevent  turning  and  . 
then  securely  fastened  to  its  support  hy  a  machine  \ 
cap  screw  at  least  three-eighths  (4^)  inch  in 
diameter. 
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21.13  Gong  shells  shall  be  covered  with  an  approved  rust 
preventive. 

21.14  The  gong  shell  support  and  gong  frames  shall  be 
cast  in  one  piece. 

Wiring 

21.15  All  connections  shall  be  properly  protected,  securely 
made  and  where  subject  to  motion  shall  be  of  ap¬ 
proved  flexible  wire. 

21.16  All  wiring  of  control  board,  station  and  gong  cir¬ 
cuits  shall  be  at  least  No.  14  B.  &  S.  gauge. 

21.17  Binding  posts  shall  be  of  such  a  character  that  the 
wire  is  held  between  two  flat  surfaces. 

21.18  Binding  posts  shall  be  mounted  on  an  approved 
terminal  block  or  insulating  strip  spaced  not  nearer 
than  one-half  ('J4)  inch  to  each  other,  unless  sepa¬ 
rated  by  approved  barriers. 

Relays 

21.19  The  armatures  of  all  relays  shall  depend  on  grav¬ 
ity  or  magnetic  attraction  for  their  operation. 

21.19.1  This  action  may  be  assisted  by  flat  type 
springs  when  approved  by  the  Commis¬ 
sioner. 

21.19.2  The  use  of  spiral  springs  is  prohibited. 

21.20  Adjustments  shall  be  of  such  a  character  that  they 
can  be  securely  locked. 

21.21  Contact  points  shall  be  ample  in  area  not  only  to 
take  care  of  current  used  in  operation  but  to  insure 
long  life  and  shall  be  of  pure  silver,  or  other  ap- 
pro\  ed  material,  properly  riveted  to  their  support. 

-1.22  Contact  arms  shall  be  of  phosphor  bronze  and  be 
of  the  dead  beat  type. 

21.23  Contact  assemblies  shall  be  of  such  a  character  that 

their  operation  will  be  of  a  scraping  self-cleansing 
nature.  s 

21.24  The  use  of.  condensers  across  contacts  to  absorb 
the  arc  or  in  any  part  of  a  fire  alarm  circuit  is 
prohibited. 

21.25  Relays  shall  be  free  from  objectionable  hum  when 
used  on  alternating  current. 

Rule  22.  Time  Limit  Delay  Device. 

22.1  All  gong  circuits  shall  and  special  signal  apparatus 
may  when  required  by  the  Commissioner,  be  pro¬ 
tected  by  a  Time  Limit  Delay  Device. 

Note:  This  time  limit  delay  device  shall  consist 
of  a  heating  coil  so  designed  that  the  nor- 
t  ,T>al  operating  current  will  have  little  or 
no  effect  upon  a  thermostatic  bi-metal  bar 
or  strip  contained  therein.  Any  abnormal 
increase  over  operating  current  or  the  con¬ 
tinued  accumulative  heating  effect  thereof 
•after  a  period  of  not  less  than  three  (3) 
minutes  nor  more  than  twenty  (20)  min¬ 
utes  shall  cause  the  thermostatic  element 
to  expand.  The  expansion  of  this  element 
shall  automatically  open  the  source  of  cur¬ 
rent  supply  to  the  gongs  or  devices  pro¬ 
tected. 

22.2  The  operation  of  the  time  limit  delay  device  shall 
cause  the  trouble  bell  to  ring. 

22.3  Time  limit  delay  devices  shall  be  so  connected  in 
the  fire  alarm  circuit  that  their  operation  will  not 
open  the  fire  alarm  box  circuits. 

22.4  Where  due  to  the  extent  of  the  installation,  it  be¬ 
comes  necessary  to  install  a  number  of  time  limit 
delay  devices,  the  operation  of  a  single  time  limit 


delay  device  shall  not  affect  other  sounding  devices 
similarly  protected. 

22.5  A  contactor  relay  to  operate  the  sounding  devices 
shall  be  provided  on  all  direct  current  gong  cir¬ 
cuits  exceeding  three  (3)  and  all  alternating  cur¬ 
rent  gong  circuits  exceeding  two  (2)  in  number. 

22.6  Gong  circuits  not  requiring  contactor  relays  shall 
be  operated  by  contacts  properly  placed  on  the 
armature  of  the  box  circuit  relay. 

22.7  A  separate  time  limit  delay  device,  contactor  relay, 
contactor  supervisory  relay  and  gong  supervisory 
relay  shall  be  provided  for  each  four  (4)  gong 
circuit  or  fraction  thereof. 

Switches 

22.8  Triple  pole,  double  throw,  broken  back  knife 
switches  properly  supervised  and  connected  to 
emergency  resistors  shall  be  provided  on  all  box 
and  gong  circuits  when  they  exceed  three  (3)  in 
number. 

Instruments 

22.9  A  separate  approved  milliammeter  or  other  ap¬ 
proved  current  indicating  device  shall  be  provided 
for  the  box  circuit  and  each  four  (4)  gong  circuit 
on  the  control  board  when  the  gong  circuits  exceed 
three  (3)  in  number.  A  separate  milliammeter 
shall  be  provided  to  indicate  the  supervisory  cur¬ 
rent  of  contactor  relays  and  emergency  switch 
circuits.  This  meter  shall  be  known  as  the  Board 
Meter. 

Resistors 

22.10  Resistors  shall  be  mounted  on  the  front  or  face 
of  control  panels  and  shall  be  of  vitreous  enameled 
type. 

Note:  Wire  wound  resistors  when  protected  by  a 
suitable  metal  guard  may  be  used  in  special 
cases  when  approved  by  the  Commissioner. 

22.11  Ferrule  or  knife  contact  type  resistors  shall  not 
be  used. 

22.12  A  protective  resistor  shall  be  placed  in  the  nega¬ 
tive  or  live  lead  of  all  box  circuits  to  protect  the 
contacts  of  the  boxes  in  the  event  of  a  ground. 

22.12.1  This  resistor  shall  be  not  less  than  three 

hundred  (300)  nor  more  than  seven  hun¬ 
dred  and  fifty  (750)  ohms  resistance. 

Rule  23.  Control  Boards. 

23.1  All  relays,  current  indicators,  resistances,  time  limit 
delay  devices  and  other  apparatus  used  in  connec¬ 
tion  with  the  operation  and  supervision  of  closed 
circuit  fire  alarm  signal  systems  shall  be  properly 
mounted  on  a  panel  of  approved  material,  in  a 
metal  cabinet  provided  with  lock  and  key.  The 
control  board  shall  be  located  in  a  place  subject 
to  the  least  vibration,  free  from  moisture,  in¬ 
flammable  gases,  dust  and  mechanical  injury  and 
under  frequent  view  of  a  responsible  occupant  of 
the  building  delegated  by  the  owner  to  be  in  charge. 

23.2  Control  board  panels  shall  be  of  insulating  mate¬ 
rial  such  as  ebony  asbestos,  bakelite  or  other  ap¬ 
proved  materials  at  least  one-half  ( y2 )  inch  in 
thickness. 

23.3  Control  boards  mounted  in  each  cabinet  shall  be 
securely  fastened  in  each  corner. 

23.4  Provision  shall  be  made  for  ample  wire  gutter 
space  around  the  panel. 
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23.5  Conduit  knockouts  shall  not  be  provided  in  top  of 
control  board  cabinet. 

23.6  An  approved  wiring  diagram  of  the  alarm  system 
and  card  of  instruction  properly  marked  and  se¬ 
curely  fastened  shall  be  provided  within  the  con¬ 
trol  board  cabinet.  When  it  becomes  necessary 
to  mount  tbe  diagram  outside  of  the  cabinet,  tbe 
diagram  shall  be  properly  framed  under  glass. 

23.7  All  control  board  cabinets  shall  be  provided  with 
sight  hole  and  glass  panel  to  make  jneters  on  the 
inside  of  the  cabinets  visible  from  the  outside. 

23.8  Wires  in  gutter  spaces  shall  be  properly  laced  in 
a  neat  and  workmanlike  manner  on  all  control 
boards  having  a  capacity  for  more  than  three  (3) 
gong  circuits. 

Rule  24.  Battery  Cabinets. 

24.1  All  electric  batteries  for  fire  alarm  signal  systems 
shall  be  placed  in  substantial  protecting  cabinets 
thoroughly  ventilated,  elevated  not  less  than  one  (1) 
nor  more  than  five  (5)  feet  above  the  floor  and 
located  in  clean,  dry  and  cool  places  where  the 
temperature  will  not  be  less  than  forty  (40)  nor 
more  than  one  hundred  and  ten  (110)  degrees 
Fahrenheit.  Main  battery  cabinets  shall  be  so  con¬ 
structed  that  the  condition  of  the  elements  may  be 
observed  without  disturbing  the  cells. 

24.2  Metal  battery  cabinets  shall  be  constructed  of  sheet 

iron  or  steel,  not  less  than  No.  14  U.  S.  gauge  in 
thickness,  properly  reinforced  by  angle  irons,  with 
self-closing  doors  provided  with  lock  and  key  and 
wood  shelves  not  less  than  seven-eighths  of 

an  inch  thick,  unless  the  battery  is  of  the  spray- 
proof  type,  properly  fastened  and  secured  to  pre¬ 
vent  sagging.  The  interior  and  the  exterior  of 
the  cabinet  shall  be  protected  with  three  (3)  coats 
of  asphaltum  compound,  each  coat  to  be  thoroughly 
dry  before  the  next  is  applied,  or  with  baked 
enamel. 

24.3  Wood  battery  cabinets  shall  be  constructed  of  tbe 
first  grade  of  kiln  dried  wood  not  less  than  seven- 
eighths  (%)  of  an  inch  thick  and  shall  be  pro¬ 
vided  with  self-closing  door  and  approved  lock.  The 
shelves  shall  be  not  less  than  seven-eighths  (%) 
of  an  inch  thick  properly  fastened  and  secured 
to  prevent  sagging.  The  cabinet  shall  be  of  sub¬ 
stantial  construction  painted  on  the  interior  with 
three  (3)  coats  of  asphaltum  compound  and  on 
the  exterior  with  three  (3)  coats  of  lead  paint 
or  two  (2)  coats  of  varnish. 

24.4  Storage  batteries  may  be  placed  on  enameled  metal 
battery  racks,  provided  the  batteries  are  installed 
in  a  place  where  they  will  not  be  subject  to  me¬ 
chanical  injury,  and  will  be  ventilated  as  required 
in  Rule  12.6. 

Rule  25.  Painting  of  Equipment. 

25.1  All  enclosing  cases  for  fire  alarm  apparatus  shall 
be  finished  in  fire  department  red,  except  where 
special  permission  is  given  by  the  Commissioner  to 
deviate  from  this  requirement. 

Rule  26.  Closed  Circuit  Annunciators. 

26.1  Annunciators  used  in  connection  with  Class  3  fire 
alarm  systems  shall  be  of  an  approved  closed  cir¬ 
cuit  type. 

26.2  The  annunciator  shall  have  approved  type  of  re¬ 
lays  equipped  with  a  suitable  target,  shutter  or 
other  indicating  device. 

26.2.1  The  indicating  device  shall  have  marked 
thereon  a  suitable  description  of  the  pur¬ 
pose  it  serves. 


26.3  The  printed  designation  on  unit  or  building  annun¬ 
ciator’s  indicators  shall  be  legible.  The  mechanism 
shall  be  so  arranged  that  once  operated  the  in¬ 
dicating  device  shall  be  reset  manually. 

26.4  A  unit  annunciator  shall  be  so  designed  that  tbe 
operation  of  any  station  in  the  unit  shall  cause  a 
visible  and  audible  signal. 

26.5  The  unit  annunciator  shall  be  actuated  by  contact 
on  code  wheel  of  the  fire  alarm  station  or  by  con¬ 
tact  on  a  relay  connected  to  the  fire  alarm  box 
circuit.  In  no  case  shall  the  station  fire  alarm 
circuit  be  used  for  this  purpose. 

26.6  Trouble  annunciators  shall  be  so  arranged  that  the 
indicating  device  will  reset  automatically  when  cause 
of  trouble  has  been  removed. 

26.7  The  trouble  annunciator  shall  be  so  designed  that 
it  will  indicate  visible  and  audible  trouble  signals 
in  the  event  of  trouble  occurring  on  any  circuit, 
control  board 'or  unit  annunciators. 

26.8  The  trouble  annunciator  shall  be  actuated  by  the 
operation  of  contacts  on  all  supervisory  relays. 

26.8.1  F.ach  relay  of  this  annunciator  shall  be 
provided  with  two  (2)  sets  of  contacts  so 
arranged  that  one  will  operate  the  one 
hundred  and  ten  (110)  volt  trouble  signal, 
the  other  set  to  actuate  the  register  if  a 
register  is  used. 

26.9  A  trouble  buzzer  switch  and  lamp  shall  be  mounted 
on  the  inside  of  each  unit  annunciator  cabinet  on 
the  panel. 

26.10  A  trouble  bell,  switch  and  lamp  shall  be  mounted 
on  the  inside  of  each  trouble  annunciator  cabinet 
on  the  panel.  Trouble  bell  may  be  placed  at  a 
distance  from  the  annunciator  by  special  permis¬ 
sion  of  the  Commissioner. 

26.11  Relay  drops  of  annunciator  shall  be  so  designed 
that  vibration  from  without  or  that  caused  by  tbe 
trouble  signal  within  will  not  operate  the  indicat¬ 
ing  devices. 

26.12  All  annunciators  shall  be  installed  in  a  separate 
red  enameled  steel  cabinet  provided  with  an  ap¬ 
proved  lock  and  key. 

26.13  Annunciators  shall  be  properly  marked  in  white 
letters  at  least  one  ( 1 )  inch  high  with  the  words : 
“Fire  Alarm  Annunciator”  Zone — or  “Fire  Alarm 
Trouble  Annunciator,”  whichever  the  case  may  be. 

Rule  27.  Licensed  Contractors. 

27.1  No  person  shall  install,  alter  or  repair  or  cause 
to  be  installed,  altered,  or  repaired  electrical  wir¬ 
ing  or  apparatus  for  fire  alarm  systems  in  any 
building,  except  a  person  holding  a  license,  or  a 
special  license  in  accordance  with  Chapter  9  of 
the  Code  of  Ordinances  of  the  City  of  New  York. 
The  enforcing  authority  shall  not  approve  any 
installation,  alteration  or  repair  done  in  violation 
of  this  rule. 

Rule  28.  Used  or  Rebuilt  Apparatus. 

28.1  Used  apparatus  shall  not  be  re-used  for  any  in¬ 
terior  fire  alarm  system  under  these  Rules  and 
Regulations  until  the  same  has  been  reconditioned 
in  the  shop  of  a  reliable  manufacturer  building 
interior  fire  alarm  apparatus  which  has  been  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals. 
Approval  in  writing  shall  be  obtained  from  tbe  en¬ 
forcing  authority  prior  to  installation.  The  en¬ 
forcing  authority  shall  not  approve  for  use,  used 
or  reconditioned  apparatus  that  may  not  give  satis¬ 
factory  service. 
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HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire,  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 


381 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  April  7,  1942. 

Cal.  No.  Dept.  Premises  Affected 

265-42-BZ — H.B.Q. — 21-10  New  Haven  avenue  (Clark 
street),  north  side,  100  ft.  east  of  Beach  22nd  (White) 
street,  21-11  and  21-12  Cornaga  avenue,  north  and  south 
sides,  103  ft.  east  of  Beach  22nd  (White)  street,  along  the 
Long  Island  Railroad,  running  through  to  Far  Rockaway 
boulevard  (Block  No.  214,  Lot  No.  6,  Parking  Lot  “B” 
and  Block  No.  215,  Lot  No.  7,  Parking  Lot  “A”),  Far 
Rockaway,  Borough  of  Queens,  Misc.  1685-42  and  Misc. 
1686-42. 


266- 42-BZ — H.B.B. — 81-95  Kings  Highway,  north  side, 
100  ft.  east  of  Bay  parkway  (Block  No.  6253A,  Lot  No.  1), 
Borough  of  Brooklyn,  B.  N.  3060-41. 

267- 42-S — F.D. — 456-474  Johnson  avenue,  south  side,  100 
ft.  west  of  Porter  avenue  (Block  No.  2992,  Lot  Nos.  25-32), 
Borough  of  Brooklyn,  8016-L.  F.,  8017-L.  F.  and  Decision. 

268- 42-A— H.B.M.— 164-168  East  86th  street  and  1524 
Third  avenue,  southwest  corner  (Block  No.  1544,  Lot  No. 
39),  Borough  of  Manhattan,  Alt.  164-42. 

269- 42-A — H.B.Bx. — 480-502  East  144th  street  and  395 
Brook  avenue,  southwest  corner  (Block  No.  2288,  Lot  No. 
43),  Borough  of  The  Bronx,  F.  P.  Applic.  47-42. 

270- 42-BZ — H.B.Q. — 53-01  to  53-07  Metropolitan  avenue, 
northeast  corner  of  Nurge  avenue  (Block  No.  2634,  Lot 
Nos.  1  and  59),  Maspeth,  Borough  of  Queens,  N.  B.  297-42. 

271- 42-A — H.B.R. — West  side  of  Western  avenue,  900  ft. 
south  of  Richmond  terrace  (Block  No.  1400,  Lot  No.  1), 
Port  Ivory,  Borough  of  Richmond,  Alt.  41-42. 

272- 42-SM — CBM  Special  Fire  Brick,  manufactured  by 
Clearfield  Clay  Products  Company,  Material. 

273- 42-SM — CBM  Plus  Fire  Brick,  manufactured  by 
Clearfield  Clay  Products  Company,  Material. 


274- 42-A — F.D.— 32  East  10th  street,  south  side,  190  ft. 
east  of  University  place  (Block  No.  561,  Lot  No.  11),  Bor¬ 
ough  of  Manhattan,  10739-L.  F.  and  Decision. 

275- 42-SM — Koolshade  Sun  Screen,  manufactured  by 
Ingersoll  Steel  and  Disc  Division  of  Borg-Warner  Corpo¬ 
ration,  Material. 

276- 42-BZ — H.B.B. — 81  Rapelye  street,  northwest  corner 
of  Hicks  street  (Block  No.  363,  Lot  No.  38),  Borough  of 
Brooklyn,  Alt.  780-42. 


278- 42- A — H.B.M. — 424  West  42nd  street,  southeast  cor¬ 
ner  of  Dyer  avenue  (Block  No.  1051,  Lot  No.  45),  Bor¬ 
ough  of  Manhattan,  Alt.  437-42. 

279- 42-A— F.D. — 416  East  105th  street,  southeast  corner 
of  First  avenue  (Block  Nos.  1696,  1697  and  1698,  Lot  No. 
None),  Borough  of  Manhattan,  13936-L.  F. 

280- 42-A — H.B.Q. — 147-15  Roosevelt  avenue,  north  side, 
95  ft.  east  of  147th  street  (Block  No.  5026,  part  of  Lot  No. 
7),  Flushing,  Borough  of  Queens,  M-895-42,  Amendment. 

281- 42-S — H.B.B. — 57-63  Willoughby  street  and  118-126 
Lawrence  street,  northwest  corner  (Block  No.  147,  part  of 
Lot  No.  36),  Borough  of  Brooklyn,  B.  N.  772-42. 

282- 42-BZ — H.B.B— 2181-2187  Pitkin  avenue,  north  side, 
25  ft.  east  of  Bradford  street  (Block  No.  3725,  Lot  No. 
32),  Borough  of  Brooklyn,  B.  N.  3317-41. 

283- 42-BZ— H.B.M.— 222-228  East  34th  street,  south  side, 
275  ft.  east  of  Third  avenue  (Block  No.  914,  Lot  Nos.  46- 
49,  inclusive),  Borough  of  Manhattan,  Decision  re  Certifi¬ 
cate  of  Occupancy. 


284- 42-BZ— H.B.B.— 1672-1680  86th  street,  southeast  cor¬ 
ner  of  Bay  14th  street  (Block  No.  6365,  part  of  Lot  No. 
33),  Borough  of  Brooklyn,  N.  B.  1-42. 

285- 42-A — H.B.Bx. — 1047  Intervale  avenue,  west  side, 
221.68  ft.  north  of  East  165th  street  (Block  No.  2700,  Lot. 
No.  59),  Borough  of  The  Bronx,  Alt.  81-42. 


286- 42-A — H.B.Bx. — 1154-1156  Simpson  street,  east  side, 
149.97  ft.  south  of  Homes  street  (Block  No.  2728,  Lot  No. 
17),  Borough  of  The  Bronx,  M-107-41,  Amendment. 

287- 42-A — F.D. — 96-104  Reade  street,  north  side,  98  ft. 
1  \y2  in.  west  of  Church  street  (Block  No.  146,  Lot  Nos.  3, 
6  and  7),  Borough  of  Manhattan,  29736-L.  C.  and  Decision. 


288-42-A — H.B.M. — 2561-2567  Broadway,  northwest  cor¬ 
ner  of  West  96th  street  (Block  No.  1868,  Lot  No.  13), 
Borough  of  Manhattan,  B.  N.  657-42. 


Restored  to  Calendar. 

208-37-BZ — H.B.Q. — 22-65  31st  street,  east  side,  182.6 
ft.  north  of  23rd  avenue  (Block  No.  833,  Lot  No.  12), 
Astoria,  Borough  of  Queens,  Corr.  No.  389-37  and  Decision 
re  Certificate  of  Occupancy. 


264-32-BZ — LI.B.B. — 355-365  Kings  highway  and  1741- 
1753  West  4th  street,  northeast  corner  (Block  No.  6653,  Lot 
No.  33),  Borough  of  Brooklyn,  B.  N.  395-42. 


334-26-BZ — H.B.Bx. — 690-698  East  Fordham  road,  2491- 
2509  Crotona  avenue  and  2500-2502  Cambrelling  avenue 
(Block  No.  3091,  Lot  Nos.  62,  73  and  82),  Borough  of  The 
Bronx,  Decision  re  Certificate  of  Occupancy. 


277-42-A — H.B.B. — 55  Avenue  O,  northwest  corner  of 
West  9th  street  (Block  No.  6575,  Lot  No.  31),  Borough  of 
Brooklyn,  Alt.  461-42. 
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638-40-BZ  H.B.Q. — 41-48  80th  street,  west  side,  125.39 
ft.  north  of  Broadway  (Block  No.  1499,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens,  M-Application  921-42. 


DI?.SJ.GN.^IIONS8  H*B — Department  of  Housing  and  Buildings: 

ll.li.U. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.JM. _ 

Department  of  Housing  and  Buildings,  Manhattan;  li.D.tl _ De¬ 
partment  of  Housing  and  Buildings,  Queens;  M.U.R _ Department 

of  Housing  and  Buildings,  Richmond;  U.B.Ux _ Department  of 

Housing  and  Buildings,  Bronx;  H.D — Health  Department,  and 
l'.I> — hire  Department. 


rated,  lessee),  reopened  November  25, 
1941,  under  sections  7e,  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot  in  question)  ; 
premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue 
(Block  No.  1034,  Lot  Nos.  48  to  53, 
inclusive),  Borough  of  Manhattan. 
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Blended  Cements,  Rules  for  Testing 

and  Use  of  . Feb, 

Carbon  Dioxide  Liquefier,  Rules... 

Certificates  of  Occupancy,  approved 

form  . . 

Concrete  Flat  Slabs,  Rules..: . |uly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of 

Concrete  Rules  (Hydrated  Lime. 

Elevator  Rules  . .  Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  . Dec. 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  . Jan. 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Jan. 

Fire  Retarding  Rules  for  Garages, 

etc . 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 
Rules 

Gas  Shut-Off  Rules  . ( . Apr. 

Hatchway  Protection  . ' . lune 

Insulating  Fibre  Board  Rules . Mar. 

Oil  Burner  Rules  . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan. 

Paint,  Varnish  and  Lacquer  Spray- 

jng  Rules . Nov.  25,  1941— Vol.  26,  No.  47A 

Platform  Trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  21,  No  47 

Plumbing  Rules  . Aug.  3,  1937— Vol.  22,  No.  31 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) ..  Nov.  25,  1941- — Vol.  26,  No.  47A 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — Vol.  26,  No.  34 

Smoking  in  Factories,  Rules  for....  Apr.  14,  1942 — Vol.  27,  No  15 

Sprinkler  Rules  . June  29,  1937— Vol.  22,  No.  26 

Standpipe  Fireline  Rules  . June  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting. .  June  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) ...  Apr.  10,  1923 — Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  .  ..Nov.  25,  1941— Vol.  26,  No.  47A 

P're'ine  Hose  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use . Nov.  25,  1941— Vol.  26,  No.  47A 

E,  J?.',1  P'Pe  Terminals  . Nov.  25,  1941— Vol.  26,  No.  47A 

huel  Oil  Burners  for  Industrial  Use. Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pumps  . Nov.  25,  1941— Vol.  26,  No.  47A 

Gas  Heaters  .  Nov.  25,  1941— Vol.  26,  No.  47A 

raint,  Varnish  and  Lacquer  Spray- 

ing  Equipment  . Nov.  25,  1941— Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

vacuum  Breakers  . Nov.  25,  1941— Vol.  26,  No.  47A 


APRIL  14,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
14,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cat.,  no.  1307-39-BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Peter  Schmuck, 
owner  (87  Columbia  Garage,  Incorpo¬ 


cal.  no.  475-40-BZ— -Application,  May  7,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Rebecca  Schneider,  applicant  and 
lessee,  on  behalf  of  Ruth  Berman, 
owner,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  35-37  Rutgers  street, 
east  side.  22  ft.  south  of  Madison  street 
(Block  No.  271,  Lot  Nos.  26  and  27), 
Borough  of  Manhattan. 

cal.  no.  923-41-BZ — Application,  October  31,  1941,  under 
sections  7c  and  21  of  the  building  zone 
(  resolution,  of  Henry  Nordheim,  appli¬ 

cant,  on  behalf  of  Estate  of  Helen 
Margaret  Hansen,  owner  (Frank 
Hughes,  lessee),  to  permit  upon  a  plot 
located  partly  in  an  unrestricted  use 
and  partly  in  a  business  use  district, 
the  conversion  of  occupancy  of  a  build¬ 
ing  to  a  motor  vehicle  repair  shop ; 
premises  1473  Macombs  road,  west  side, 
20.02  ft.  north  of  Inwood  avenue  and 
1450  Cromwell  avenue  (Block  No.  2857, 
Lot  No.  23),  Borough  of  The  Bronx. 

CAL.  NO.  196-42-BZ — Application,  March  12,  1942,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Charles  M.  Lobejager, 
applicant,  on  behalf  of  Lawrenceville 
Realty  Company,  Incorporated,  owner 
Bulova  Watch  Company,  lessee),  to 
permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building 
to  be  used  for  rest  and  recreation  rooms 
and  to  be  used  in  conjunction  with  a 
factory  on  the  same  lot  and  located  in 
a  business  use  district;  premises  62-10 
Woodside  avenue,  southeast  corner  of 
62nd  street  (Block  No.  1337,  Lot  No. 
27),  Woodside,  Borough  of  Queens. 

cal.  no.  1019-41-BZ— Application,  November  26,  1941,  under 
section  7g  of  the  building  zone  resolu¬ 
tion,  of  James  E.  McKillop,  applicant, 
on  behalf  of  Amanda  Hamilton,  owner, 
to  permit  upon  a  plot  located  in  an 
unrestricted  use  district,  the  mainte¬ 
nance  of  five  (5)  garages,  each  for  the 
storage  of  two  (2)  motor  vehicles, 
with  driveway  from  same  on  the  same 
street  and  between  the  same  intersect¬ 
ing  streets  with  a  school ;  premises 
66-68  Dobbins  street,  east  side,  70  ft. 
south  of  Norman  avenue  (Block  No. 
2643,  Lot  Nos.  157  and  56),  Borough 
of  Brooklyn. 

CAL.  NO.  1024-41-BZ — Application,  November  27,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Gabriel  Nathan,  applicant,  on 
behalf  of  Minnie  Weinstein,  owner,  to 
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permit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (S)  motor  vehicles; 
premises  121-131  Beach  30th  street, 
west  side,  130  ft.  south  of  Lewmay 
road  (Block  No.  302,  Lot  No.  42), 
Edgemere,  Borough  of  Queens. 

tAL.  no.  695-41-BZ — Application,  July  25,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  David  Koss,  applicant,  on  behalf  of 
Maewright  Realty  Corporation,  owner 
(Morris  Kraus,  lessee),  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  96-02 
Rockaway  Beach  boulevard  and  207 
Beach  96th  street,  northwest  corner 
(Block  No.  581,  Lot  No.  74),  Rockaway 
Beach,  Borough  of  Queens. 

cal.  no.  698-41-BZ — Application,  July  29,  1941,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Simon  Cohen,  applicant,  on  behalf 
of  B  and  F.  Holding  Corporation, 
owner  (Sarah  Brodsky,  lessee),  to  per¬ 
mit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  157  Beach  61st  street,  south¬ 
west  corner  of  Larkin  avenue  (Block 
No.  354,  Lot  No.  47),  Arverne,  Bor- 
*  ough  of  Queens. 

cal.  no.  732-41-BZ — Application,  August  14,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  The  Seaside  Improvement 
Company,  owner  (The  Parkway  Ser¬ 
vice  Station,  lessee),  to  permit  in  a 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  on  an  existing  gasoline  service 
station;  premises  100-17  Beach  Channel 
drive  and  336  Beach  101st  street,  south¬ 
east  corner  (Block  No.  585,  part  of 
Lot  No.  24),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 


_ _ _ _ _ 

- - - 

101st  street,  northeast  corner  of  Ocean 
Promenade  (Block  No.  639,  part  of 
Lot  No.  11),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

cal.  no.  744-41-BZ— Application,  August  22,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  The  Seaside  Improvement 
Company,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  161  Beach 
101st  street,  northwest  corner  of  Ocean 
Promenade  (Block  No.  640,  part  of 
Lot  No.  35),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

cal.  no.  800-41-BZ — Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  behalf 
of  Leo  M.  Rich,  owner  (Louis  Langer, 
lessee),  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  116  Beach 
36th  street  and  35-18  Sprayview  ave¬ 
nue,  northeast  corner  (Block  No.  316. 
Lot  No.  1),  Edgemere,  Borough  of 
Queens. 

cal.  no.  801-41-BZ — Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  behalf 
of  Yetta  Klepper,  owner,  to  permit  in 
a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  132 
Beach  31st  street,  east  side,  120  ft. 
south  of  Lewmav  road  (Block  No.  302, 
Lot  No.  23),  Edgemere,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman.' 


APRIL  14,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 


cal.  no.  741-41-BZ — Application,  August  22,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Estate  of  Ann  Eliza 
Morrison  (Leonore  Morrison,  execu¬ 
trix),  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  of  more  than  five  (5)  motor 
vehicles ;  premises  165  Beach  102nd 
street,  northwest  corner  of  Ocean 
Promenade  (Block  No.  641,  part  of  Lot 
Nos.  35  and  48),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 


149-42- A — 2047  Westchester  avenue,  north  side,  311  ft.  6 
in.  west  of  Olmstead  avenue  (Block  No. 
3932,  Lot  No.  18),  Borough  of  The  Bronx. 

186- 42- A— 390  East  200th  street,  south  side,  75  ft.  west  of 

Webster  avenue  (Block  No.  3279,  Lot  No. 
75),  Borough  of  The  Bronx. 

187- 42-S — 390  East  200th  street,  south  side,  75  ft.  west  of 

Webster  avenue  (Block  No.  3279,  Lot  No. 
75),  Borough  of  The  Bronx. 

133-42- A — 705-713  Fifth  avenue  and  3-5  East  55th  street, 
northeast  corner  (Block  No.  1291,  Lot 
Nos.  1  to  5,  inclusive),  Borough  of  Man¬ 
hattan. 


cal.  no.  743-41-BZ — Application,  August  22,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Seaside  Improvement 
Company,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  138  Beach 


175-42-A— 403-415  Sixth  avenue  and  1-5  Greenwich  ave¬ 
nue,  southwest  corner  and  southeast  comer 
of  Christopher  street  (Block  No.  593,  Lot 
No.  13),  Borough  of  Manhattan. 

197-42-S — 395-403  Pearl  street,  423  Fulton  street,  northeast 
corner  and  20  Willoughby  street  (Block 
No.  150,  Lot  No.  11),  Borough  of 
Brooklyn. 
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198-42-A — 395-403  Pearl  street,  423  Fulton  street,  northeast 
corner  and  20  Willoughby  street  (Block 
No.  150,  Lot  No.  11),  Borough  of 
Brooklyn. 

224-42-A — 599  Empire  boulevard,  north  side,  80  ft.  east  of 
Kingston  avenue  (Block  No.  1312,  Lot  No. 
79),  Borough  of  Brooklyn. 

155-42- A — 120-124  Pearl  street,  103-105  Adams  street  and 
80-84  York  street,  southeast  corner  (south 
side  of  York  street,  106  ft.  east  of  Adams 
street,  Building  No.  3)  ;  (Block  No.  63, 
Lot  No.  5),  Borough  of  Brooklyn. 

6-42-A — 47-51  Pike  street,  east  side,  54.9  ft.  north  of 
Monroe  street  (Block  No.  272,  Lot  No. 
47),  Borough  of  Manhattan. 

125-42- A — 625  Greenwich  street,  east  side,  200  ft.  south  of 
Morton  street  (Block  No.  602,  Lot  No. 
56),  Borough  of  Manhattan. 

189-42-A — 169-28  to  169-44  26th  avenue,  south  side,  from 
80.12  ft.  to  240.36  ft.  west  of  172nd  street 
(Block  No.  5961,  Lot  Nos.  6  and  7),  Bay- 
side,  Borough  of  Queens. 

208-41 -A — 2961-2971  Atlantic  avenue  and  222  Elton  street, 
northwest  corner  (Block  No.  3954,  Lot  No. 
45),  Borough  of  Brooklyn  (reopened  and 
restored  to  calendar,  September  23,  1941 ; 
previously  dismissed  for  lack  of  prosecu¬ 
tion). 

Appliances  and  Material  for  Approval. 

969-41-SA— Central  Stations  Signals,  Incorporated  Auto¬ 
matic  Thermostatic  Central  Office  Con¬ 
nected  Fire  Alarm  System  (Temp-O-Rise 
Fire  Detector  Thermostat). 

631-39-SA — Janitrol  Gas  Conversion  Burner. 

982-41 -SM — Naisco  Three-Hour  Rolling  Steel  Door. 


APRIL  17,  1942,  10  A.  M. 

Appeals  from  Administrative  Decisions. 

281-42-S — 57-63  Willoughby  street  and  118-126  Lawrence 
street,  northwest  corner  (Block  No.  147, 
part  of  Lot  No.  36),  Borough  of  Brooklyn. 

174-42- A — 57-63  Willoughby  street  and  118-126  Lawrence 
street,  northwest  comer  (Block  No.  147, 
part  of  Lot  No.  36),  Borough  of  Brooklyn. 

95-42-A — 290-304  Furman  street,  west  side,  306  ft.  1%" 
north  of  Joralemon  street  (Building  No. 
59)  ;  (Block  No.  245,  part  of  Lot  No.  15), 
Borough  of  Brooklyn. 

239-42- A — 4  West  18th  street,  south  side,  175  ft.  west  of 
Fifth  avenue  (Block  No.  819,  Lot  No.  49), 
Borough  of  Manhattan. 

73-42- A- — 2395-2405  Pacific  street,  north  side,  50  ft.  east 
of  Sackman  street  (Block  No.  1437,  Lot 
No.  58),  Borough  of  Brooklyn. 

230-42-A — 1572  Broadway,  207  West  47th  street,  northeast 
comer  and  702-708  Seventh  avenue  (Block 
No.  1019,  Lot  No.  29),  Borough  of  Man¬ 
hattan. 

234-42-A — 11-27  West  42nd  street,  north  side,  208  ft.  4  in. 

west  of  Fifth  avenue  and  18-30  West  43rd 
street  (Block  No.  1258,  Lot  No.  21),  Bor¬ 
ough  of  Manhattan. 


725-41 -A — 604-606  Rockaway  avenue,  west  side,  126  ft. 

8)4  in.  south  of  Blake  avenue  (Block  No. 
3560,  Lot  Nos.  31  and  32),  Borough  of 
Brooklyn. 

235-42-A — 475-485  Flushing  avenue,  north  side,  245  ft.  8 
in.  east  of  Bedford  avenue  (Block  No. 
2263,  Lot  No.  77),  Borough  of  Brooklyn. 

246-42-A — 340  Gerard  avenue,  northeast  corner  of  East 
140th  street  (Block  No.  2344,  Lot  No.  96), 
Borough  of  The  Bronx. 

92-42-A — 585  Washington  street  and  55-57  Clarkson  street, 
northeast  corner  (Block  No.  601,  Lot  No. 
26),  Borough  of  Manhattan. 

199-42- A — 304-306  West  88th  street,  south  side,  100  ft. 

west  of  West  End  avenue  (Block  No.  1249, 
Lot  Nos.  37  and  37j4),  Borough  of  Man¬ 
hattan. 

122-42-S — 142-146  West  24th  street,  south  side,  225  ft.  east 
of  Seventh  avenue  (Block  No.  799,  Lot 
No.  64),  Borough  of  Manhattan. 

2 12-42- A — 43-47  to  43-57  10th  street,  east  side,  123  ft. 

south  of  43rd  road  (Block  No.  453,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

188-42 -A — 3075  Richmond  terrace,  north  side,  100  ft.  north 
of  Andros  avenue  (Block  No.  1207,  Lot 
No.  1),  Mariners  Harbor,  Borough  of 
Richmond. 


APRIL  21,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  April 
21,  1942,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  463-41-BZ — Application,  May  20,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Gulf  Oil  Corporation,  owner, 
to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  occupied  as  a  gasoline  ser¬ 
vice  station,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  618-628  Jamaica  avenue  and 
1  Hale  avenue,  southeast  corner  (Block 
No.  3905,  Lot  Nos.  3  and  5),  Borough 
of  Brooklyn. 

cal.  no.  1097-41-BZ— Application,  December  22,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Maurice  Courland,  applicant, 
on  behalf  of  Congregation  Magen 
David,  Incorporated,  owner,  to  permit 
in  a  residence  use  and  C  area  district, 
the  erection  and  maintenance  of  an  ex¬ 
tension  to  an  existing  school  building; 
the  proposed  extension  does  not  comply 
with  rear  yard  requirements  of  the 
building  zone  resolution;  premises  2017- 
2025  67th  street,  north  side,  140  ft.  east 
of  20th  avenue  (Block  No.  5563,  Lot 
No.  66),  Borough  of  Brooklyn. 

cal.  no.  46-42-BZ — Application,  January  13,  1942,'  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Starrett  and  Van  Vleck,  appli- 
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cants,  on  behalf  of  Level  Realty  Cor¬ 
poration,  owner  (Alexander’s  Depart¬ 
ment  Stores,  Incorporated,  lessee),  to 
permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  non¬ 
flashing,  illuminated,  business  sign  on 
the  roof  of  an  existing  business  build¬ 
ing;  premises  2501  Grand  Concourse, 
northwest  corner  of  Fordham  road  and 
2508  Creston  avenue  (Block  No.  3167, 
Lot  No.  1),  Borough  of  The  Bronx. 

cat.  no  640-41-BZ— Application,  July  10,  1941,  under  sec¬ 
tions  7c  and  21  of  the  budding  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Tillie  Resnick, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  a  gasoline  service 
station;  premises  1568-1574  McDonald 
avenue,  west  side,  90  ft.  north  of  60th 
street  (Block  No.  6563,  Lot  Nos.  36 
and  39),  Borough  of  Brooklyn. 

cal  no.  1060-41-BZ — Application,  December  9,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Wessell,  Nichols  and 
Gross,  Incorporated,  owner  (J.  K.  Con¬ 
struction  Company,  Incorporated,  les¬ 
see),  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  451-453  West 
45th  street,  north  side,  125  ft.  east  of 
Tenth  avenue  (Block  No.  1055,  Lot 
Nos.  6  and  7),  Borough  of  Manhattan. 

cal.  no.  256-41 -BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  350  Eighth  Avenue 
Corporation,  owner,  reopened  and  re¬ 
stored  to  calendar,  March  17,  1942, 
under  section  7c  of  the  building  zone 
resolution,  to  permit  upon  a  plot  partly 
in  a  retail  use  district  and  partly  in  an 
unrestricted  use  district,  the  extension 
of  a  gasoline  service  station,  so  as  to 
include  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion)  ;  premises  261  West  27th  street, 
north  side,  82  ft.  east  of  Eighth  avenue 
(Block  No.  777,  Lot  Nos.  8  and  9), 
Borough  of  Manhattan. 

cal.  no.  375-23-BZ — Application  of  William  I.  Hohauser, 
applicant,  on  behalf  of  129  East  Ford- 
ham  Road  Company,  Incorporated, 
owner,  reopened  March  10,  1942,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district, 
the  conversion  of  occupancy  of  the  sec¬ 
ond  (2nd)  story  of  an  existing  business 
building  (previously  granted  by  the 
Board)  from  offices  to  bowling  alleys ; 
premises  2470-2482  Morris  avenue  and 
29-39  Fordham  road,  northeast  corner 
(Block  No.  3174,  Lot  No.  5),  Borough 
of  The  Bronx. 

cal.  no.  41-42-BZ — Application,  January  14,  1942,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Howard  Develop¬ 
ment  Corporation,  owner,  to  permit  in 


a  residence  use  district,  the  erection 
and  maintenance  of  a  business  building 
(stores  and  bowling  alleys)  ;  premises 
103-01  to  103-21  Oueens  boulevard, 
southeast  corner  of  68th  road  (Block 
No.  2138,  part  of  Lot  Nos.  1  and  3), 
Forest  Hills,  Borough  of  Queens. 

cal.  no.  176-42-BZ— Application,  March  4,  1942,  under  sec¬ 
tions  7d  and  21  of  the  building  zone 
resolution,  of  Street  and  Adikes,  appli¬ 
cants,  on  behalf  of  Boulevard  Gardens 
Housing  Corporation,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  use 
of  a  plot  of  ground  as  a  recreational 
area  for  the  tenants  of  a  building  not 
located  on  the  same  lot  with  the  pro- 
.  posed  use;  premises  56-39  to  56-51  30th 
avenue,  north  side,  100.78  ft.  east  of 
56th  place  (Block  No.  1024.  Lot.  No. 
8),  Woodside,  Borough  of  Queens. 

cal  no.  87-42-BZ — Application,  January  27,  1942,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  AAA  Properties,  Incorporated,  ap¬ 
plicant  and  owner,  to  permit  partly  in  a 
business  use  and  partly  in  an  unre¬ 
stricted  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3856- 
3872  Ninth  avenue,  west  side,  between 
West  206th  and  West  207th  streets 
(Block  No.  2203,  Lot  No.  21),  Bor¬ 
ough  of  Manhattan. 

cal.  no.  802-41-BZ — Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  reso¬ 
lution,  of  Max  Horn,  applicant,  on  be¬ 
half  of  Harry  Wilkus,  owner,  to  per¬ 
mit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  219  Beach  26th  street,  west 
side,  100  ft.  south  of  Edgemere  ave¬ 
nue  and  220  Beach  27th  street,  east 
side,  140  ft.  south  of  Edgemere  avenue 
(Block  No.  280,  Lot  No.  10),  Edge- 
mere,  Borough  of  Queens. 

cal.  no.  803-41-BZ — Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  reso¬ 
lution,  of  Max  Horn,  applicant,  on  be¬ 
half  of  Harry  Wilkus,  owner,  to  permit 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  2615  Edgemere  avenue  and 
230  Beach  27th  street,  southeast  corner 
(Block  No.  280,  Lot  No.  1),  Edge- 
mere,  Borough  of  Queens. 

cal.  no.  804-41-BZ — Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  reso¬ 
lution,  of  Max  Horn,  applicant,  on  be¬ 
half  of  Beach  71st  Street  Development 
Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  149 
Beach  71st  street,  west  side,  437  ft. 
north  of  Boardwalk  (Block  No.  607, 
Lot  No.  83),  Arveme,  Borough  of 
Queens. 
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cal.  no.  832-41-BZ — Application,  September  26,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  be¬ 
half  of  Jane  F.  M.  Welpley,  owner,  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
-  °f  more  than  five  (5)  motor  vehicles; 
premises  111-20  Rockaway  Beach  boule¬ 
vard,  north  side,  981.96  ft.  east  of 
Beach  116th  street  (Block  No.  598,  Lot 
No.  49),  Rockaway  Park,  Borough  of 
Queens. 

cal.  no.  833-41-BZ — Application,  September  26,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  behalf 
of  Jerome  Baths,  Incorporated,  owner 
(Meyer  Friedberg,  lessee),  to  permit 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  88 
Beach  61st  street,  northeast  corner  of 
Boardwalk  (Block  No.  353,  Lot  No. 
1),  Arverne,  Borough  of  Queens. 

cal.  no.  834-41 -BZ — Application,  September  26,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  behalf 
of  101  Beach  61st  Street  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles; 
premises  101  Beach  61st  street,  west 
side,  566  ft.  south  of  Larkin  avenue 
(Block  No.  354,  Lot  No.  75),  Arverne, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  21,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

881-40-A— 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353,  Lot 
t  No.  13),  Borough  of  Brooklyn. 

157-42- A— Re  Transportation  of  Light  Fuel  Oil  in  Tank- 
Truck  (capacity  of  tank  not  in  conformity 
with  Fire  Department  specifications  gov¬ 
erning  tank  trucks)  in  New  York  City. 

782-41-S — 304  Morgan  avenue  and  1027-1037  Metropolitan 
avenue,  northeast  corner  (Block  No.  2914, 
Lot  No.  1  and  Block  No.  2915,  Lot  No. 
2),  Borough  of  Brooklyn. 

Appliance  and  Material  for  Approval. 

1 76-36- S A— Twin  Control  Oil  Burner,  Models  E,  J,  H,  JU 
and  NU  (reopened  March  17,  1942  re 
amendment  of  resolution  re  change  of 
name;  previously  approved  under  Home¬ 
stead  Oil  Burner,  Model  E,  also  known  as 
Homestead  Twin  Control  Oil  Burner, 
Models  E,  J,  H,  JU  and  NU). 

453-41  -SM — Superior  One  Hour  Kalamein  Fire  Door. 


APRIL  28,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HERBY  GIVEN  by  the  Board  of  Stand- 
irds  and  Appeals  of  a  public  hearing  under  the  provisions 


°f  /n6  ,z?ni,n£  resolution,  Tuesday  morning,  April  28,  1942, 
at  10  o  clock  m  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters  : 

835-41-BZ— Apphcation,  September  26,  1941,  under  sec- 

l°nK  ,  ,?f  ZTnJ,  res°luti°n,  of  Max  Horn,  applicant, 
on  behalf  of  Beach  61st  Street  Corporation,  owner,  to  per¬ 
mit  in  a  residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  102  Beach  61st  street, 
east  side  242  ft.  north  of  Boardwalk  (Block  No.  353  Lot 
No.  15),  Arverne,  Borough  of  Queens. 

837-41-BZ— Application,  September  26,  1941,  under  sec- 
tmn  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Alice  Drucker,  owner,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  ;  premises  156  Beach  68th  street,  east  side, 
440  ft  south  of  Rockaway  Beach  boulevard  (Block  No  360 
Lot  No.  29),  Arverne,  Borough  of  Queens. 

Application,  October  7,  1941,  under  section 
7  1  r,  res°lution>  of  Clayton  G.  Shirkey,  applicant, 

on  behalf  of  Caroline  Krause,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not  more  than 
two.  (2)  years,  the  parking  of  more  than  five  (5)  motor 
\  eludes ,  premises  88-27  Rockaway  Beach  boulevard,  south 
side,  25  ft  east  of  Beach  90th  street  (Block  No.  623,  Lot 
Nos.  2  and  3),  Rockaway  Beach,  Borough  of  Queens. 

2-42-BZ  Application,  January  2,  1942,  under  section  21 
of  the  zoning  resolution,  of  Morris  Goldshore,  applicant,  on 
behalf  of  Max  Minker,  owner,  to  permit  in  a  business  use 
district,  the  conversion  of  occupancy  of  a  building  to  a 
motor  vehicle  repair  shop,  auto  showroom  and  lubritorium ; 
premises  260-262  Delancey  street,  north  side,  25  ft.  west  of 
Columbia  street  (Block  No.  333,  Lot  No.  31),  Borough  of 
Manhattan. 

120-42-BZ— Application,  February  10,  1942,  under  section 
7c  of  the  zoning  resolution,  of  Randolph  H.  Almiroty,  appli¬ 
cant,  on  behalf  of  The  Salvation  Army,  owner,  to  permit  in 
a  business  use  district,  the  conversion  of  occupancy  of  an 
existing  building  to  paper  sorting  and  baling  and,  also  for 
factory  use  covering  more  than  the  permissible  25%  of  the 
total  floor  space;  premises  2-22  Quincy  street  and  1-9 
Downing  street,  southeast  corner  (Block  No.  1972,  part  of 
Lot  No.  2),  Borough  of  Brooklyn. 

151-42-BZ  Application,  February  19,  1942,  under  section 
/c  of  the  zoning  resolution,  of  Randolph  H.  Almiroty  ap¬ 
plicant,  on  behalf  of  4  he  Pilgrim  Laundry,  Incorporated, 
owner  to  permit  in  a  business  use  district,  the  extension  of 
™  Ant°  an  existinS  three  (3)  car  garage;  premises 
1KJ2-1 138  Prospect  avenue  and  141-151  Terrace  place,  block 
bounded,  by  11th  avenue,  Prospect  avenue,  Terrace  place 
and  17th  street  (Block  No.  5255,  Lot  No.  1),  Borough  of 
Brooklyn. 


1492-39-BZ— -Application  of  Samuel  Gardstein,  applicant, 
on  behalf  of  Belroe  Realty  Corporation,  owner,  reopened 
Match  3,  1942,  under  sections  7h  and  21  of  the  zoning  reso¬ 
lution,  to  permit  upon  the  business  use  portion  of  a  plot 
located  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied)  ;  premises  1181-1201 
East  New  York  avenue,  632-636  Ralph  avenue,  northwest 
corner  and  1924-1946  Union  street  (Block  No.  1399,  Lot  No. 
125),  Borough  of  Brooklyn. 

342-40-BZ — Application  of  Emil  Levin,  applicant,  on  be¬ 
half  of  Selvin  Realty  Company,  Incorporated,  and  Emile  E 
Rathgeber,  owners,  reopened  July  22,  1941,  under  sections 
7h  and  21  of  the  zoning  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the 
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parking  and  storage  of  more  than  five  (5)  motor  vehicles 
(previously  considered  by  the  Board)  ;  premises  31-15  42na 
street,  east  side,  97.5  ft.  south  of  31st  avenue  (Block  No. 
692,  Lot  Nos.  36  and  37),  Astoria,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  28,  1942,  2  P.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  afternoon,  April  28,  1942, 
at  2  o’clock  in  Room  1013,  Municipal  Building.  Manhattan, 
on  the  following  matter : 

208-37-BZ — Application  of  Frank  C.  Keller,  applicant,  on 
behalf  of  Julius  Groelke,  lessee  (Edbro  Realty  Company, 
Incorporated,  owner)  reopened  April  7,  1942,  for  considera¬ 
tion  as  to  extension  of  permit — re  Application,  previously 
granted  on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for  a  period 
of  two  (2)  years,  the  storage  and  parking  of  more  than 
five  (5)  motor  vehicles;  premises  22-65  3lst  street,  east 
side,  182.6  ft.  north  of  23rd  avenue  (Block  No.  833,  Lot 
No.  12),  Astoria,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  5,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HERBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning.  May  5,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

532-41-BZ— Application,  June  12,  1941,  under  section  21 
of  the  building  zone  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  John  H.  Dair  and  Charles  K. 
Smith,  owners,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  storage  garage  for  more  than 
three  (3)  motor  vehicles,  outdoor  parking  and  storage  for 
more  than  three  (3)  motor  vehicles  and  an  auto  laundry; 
premises  45-12  to  45-20  79th  street,  northwest  corner  of 
46th  avenue  (Block  No.  1530,  Lot  No.  42),  Elmhurst,  Bor¬ 
ough  of  Queens. 

334-26-BZ— Application  of  Charles  E.  Murphy,  applicant, 
on  behalf  of  Packard  Motor  Car  Company,  owner,  re¬ 
opened  April  7,  1942,  for  consideration  as  to  amendment  of 
resolution — re  Application,  previously  granted  on  condition, 
under  section  21  of  the  building  zone  resolution,  permitting 
in  a  residence  use  district,  extending  from  a  business  use 
district,  the  erection  and  maintenance  of  an  automobile  sales 
room  and  service  station;  premises  690-698  East  Fordham 
road  2491-2509  Crotona  avenue  and  2500-2502  Cambrellmg 
avenue  (Block  No.  3091,  Lot  Nos.  62,  73  and  82),  Borough 
of  The  Bronx. 


626-37-BZ — Application  of  Frank  C.  Keller,  applicant,  on 
behalf  of  New  York  Dugan  Bros.,  Incorporated,  owner, 
reopened  September  9,  1941,  under  section  2 1  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  altera¬ 
tion,  extension  and  conversion  of  occupancy  of  an  existing 
residence  building  to  a  business  use;  premises  222-16  99th 
avenue,  south  side,  100  ft.  east  of  222nd  street  (Block  No. 
10805,  Lot  No.  6),  Queens  Village,  Borough  of  Queens. 

413-39-BZ — Application  of  Henry  C.  Brockman,  appli¬ 
cant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopened 
and  restored  to  calendar  June  17,  1941,  under  section  7c  of 
the  building  zone  resolution,  to  permit  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  erection  of  a 
new  building  to  be  used  as  office,  car  washing  and  lubritory, 
all  accessory  to  an  existing  gasoline  service  station  (previ¬ 
ously  withdrawn)  ;  premises  15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

1088-41-A — -15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of  Lot  No.  28), 
Borough  of  Brooklyn. 

765-41-A — 222-16  99th  avenue,  south  side,  100  ft.  east  of 
222nd  street  (Block  No.  10805,  Lot  No.  6),  Queens  Village, 
Borough  of  Queens.  > 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  12,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  May  12,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

159-36-BZ— Application  of  Alurion  Realty  Corporation, 
owner,  and  Public  Service  Interstate  Transportation  Co., 
lessee,  reopened  February  18,  1941,  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  retail  one  (1)  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
vears,  the  parking  and  storage  of  more  than  five  (5)  motor 
Vehicles  (Bus  Terminal)  ;  premises  245-259  West  41st  street, 
north  side,  100  ft.  east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

468-1 7-BZ— Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  1137  Prospect  Corporation,  owner,  reopened 
December  23,  1941,  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district,  the  pro¬ 
posed  alteration  and  extension  of  a  garage  (previously 
granted  by  the  Board)  by  the  conversion  of  store  occupancy 
to  garage  entrance  and  motor  vehicle  repair  shop ;  premises 
1137-1145  Prospect  avenue,  west  side,  50  ft.  north  of  East 
167th  street  (Block  No.  2680,  Lot  No.  55),  Borough  of  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  7,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


The  minutes  of  the  regular  meeting  of  the  Board  held 
on  Tuesday  morning,  March  31,  1942  and  the  minutes  of 
the  meeting  of  the  Board  held  on  Tuesday  afternoon,  March 
31,  1942,  were  approved  as  printed  in  Bulletin  No.  14, 
Volume  27. 
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BUILDING  ZONE  CASES. 


468-17-BZ. 


APPLICANT— Henry  Nordheim,  for  1137  Prospect  Cor¬ 
poration,  owner. 

SUBJECT— Application  reopened  December  23,  1941  (re 
decision  of  the  acting  borough  superintendent) 
under  sections  7c  and  21  of  the  building  zone  resolu¬ 
tion  to  permit  in  a  business  use  district  the 
proposed  alteration  and  extension  of  a  garage 
(previously  granted  by  the  Board)  by  the  con¬ 
version  of  store  occupancy  to  garage  entrance  and 
motor  vehicle  repair  shop. 

I  DEMISES  AFFECTED — 1137-1145  Prospect  avenue, 
west  side,  50  ft.  north  of  East  167th  street  (Block 

ADm,^?L%Lot  Na  55)>  Bor°ugli  of  The  Bronx. 

APPEARANCES — 


For  Applicant:  Henry  Nordheim  and  Abe  Gelman. 
For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  12,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 
Applicant  to  file  new  decision  of  borough  supt. 
and  to  amend  application  to  include  application  for 
zoning  variance  to  permit  repair  shop. 


413-39-BZ. 

APPLICANT— Henry  C.  Brockman,  for  Gulf  Oil  Cor¬ 
poration,  owner. 

SUBJECT— Application  reopened  and  restored  to  calendar 
June  17,  1941  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  building  zone 
resolution,  to  permit  partly  in  a  residence  use  and 
,  partly  in  a  business  use  district,  the  erection  of 
a  new  building  to  be  used  as  office,  car  washing 
and .  lubritory,  all  accessory  to  existing  gasoline 
service  station  (previously  withdrawn). 

PREMISES  AFFECTED — 15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024,. 
part  of  Lot  No.  28),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks, 
and  Benjamin  Feld. 

ACTION  OF  BOARD — Laid  over  to  May  5,  1942  at  10 
A.  M.  on  request  of  applicant. 


1060-41-BZ. 

APPLICANT— Herman  Kron  for  Wessell,  Nichols  and 
Gross,  Incorporated,  owner  (J.  K.  Construction 
CTTDT1,^0mPany>.  IncorPorated,  lessee). 
bUPJECr  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  use 
aistuct,  tor  a  temporary  period  of  not  more  than 
'  two  (2)  years,  the  parking  and  storage  of  more 
’than  five  (5)  motor  vehicles. 

PREMISES  AFFECT  ED — 451-453  West  45th  street,  north 
side,  125  ft.  east  of -Tenth  avenue  (Block  No.  1055 

and  Borough  of  Manhattan. 
APPEARANCES— 

b  or  Applicant :  Herman  '  Kron. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks 
and  H.  M.  Rosenberg. 

For  Administration :  Fred  Dahlem,  Dep’t  of  blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  21,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board. 


196-42-BZ. 

APPLICANT  Charles  M.  Lobejager,  for  Lawrenceville 
Realty  Company,  Incorporated,  owner  (Bulova 
Watch  Company,  lessee). 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7a,  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  for  rest  and  recreation  rooms 
and  to  be  used  in  conjunction  with  a  factory  on 
T^-™,rTr^Le  sa,.me  lot  ancI  located  in  a  business  use  district. 
PREMISES  AFFECTED — 62-10  Woodside  avenue,  south¬ 
east  corner  of  62nd  street  (Block  No.  1337,  Lot 
No.  27),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Charles  M.  Lobejager,  George 
Cohen  and  Melvin  E.  Kessler. 

For  Opposition :  Henry  S.  Salomon,  Elizabeth 
Wallace,  Anna  Bruno,  Joseph  Bruno,  John  G. 
Johnson,  Frances  Janusso,  Margaret  O’Brien 
and  Amelia  Molinaro. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1942  at  10 
A.  M.  on  request  of  objector  and  for  decision  by 
the  Board,  without  further  argument. 


256-41-BZ. 

APPLICANT — Herman  Kron,  for  350  Eighth  Avenue 
Corporation,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar, 
March  17,  1942  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  building  zone 
resolution,  to  permit  upon  a  plot  partly  in  a 
retail  use  and  partly  in  an  unrestricted  use  district, 
the.  extension  of  a  gasoline  service  station,  so  as 
to  include  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (previously  dismissed  for 
lack  of  prosecution). 

PREMISES  AFFECTED— 261  West  27th  street,  north 
side,  82  ft.  east  of  Eighth  avenue  (Block  No.  777, 
Lot  Nos.  8  and  9),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  Kron,  Louis  A.  Jackson 
and  Charles  Fleece. 

For  Opposition:  Julius  L.  Goldenberg,  William 
Roth  and  H.  William  Rosenblum. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  21,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board. 


1000-40-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Eckert  Realty  Cor¬ 
poration,  owner. 

SUBJECT  Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  alteration  and  conversion  of  occupancy 
of  part  of  the  first  story  of  an  existing  multiple 
dwelling  to  business  use  (stores). 

PREMISES  AFFECTED — 2337  Grand  concourse  and  164 
Field  place,  southwest  corner  (Block  No.  3164, 
Lot  No.  19),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

For  Opposition:  None. 

For  .Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn,  without 
argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  0 
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320-34-BZ. 

APPLICANT— M.  Allen  Schlendorf,  for  George  Werst, 
Incorporated,  owner. 

SUBJECT— Application  reopened  November  5,  1941  (re 
decision  of  the  borough  superintendent)  under 
section  7c  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  alteration  and  conversion  of  oc- 
'  cupancy  of  a  building  from  a  funeral  home  (pre¬ 
viously  granted  by  the  Board)  to  a  funeral  home 
and  undertaking  establishment. 

PREMISES  AFFECTED— 71-39  to  71-49  Cooper  avenue 
and  71-54  to  71-66  72nd  street,  northwest  corner 
(Block  No.  3688,  Lot  No.  38),  Glendale,  Borough 
of  Queens. 

APPEARANCES—  ,  r  _  , 

For  Applicant:  M.  Allen  Schlendorf,  George  Werst 

and  Joseph  Steiner. 

For  Opposition:  None.  ( 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Deputy  Chief  Gunn .  3 

Negative:  Commissioner  Blum .  * 


funeral  parlor  and  as  living  quarters  on  the  2nd  story, 
which  was  previously  granted  by  the  Board.  It  is  pro¬ 
posed  to  increase  the  area  of  the  1st  story  by  a  brick 
extension  28  ft.  6  in.  by  10  ft.  in  area  and  by  another  brick 
extension  26  ft.  by  13  ft.  4  in.  in  area,  and  also  to  extend 
the  area  of  the  second  story  by  the  addition  of  a  brick 
extension  28  ft.  6  in.  by  21  ft.  6  in.  in  area.  It  is  proposed 
to  occupy  the  building  as  a  funeral  home  and  undertaking 
establishment  on  the  1st  story  and  on  the  2nd  story  as  a 
casket  display  room  and  dwelling. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  8,  1935, 
by  adding  thereto : 

“that  in  the  event  the  plot  is,  reduced  along  72nd  street 
to  approximately  151  ft.  and  the  owner  proposes  to 
extend  the  building  substantially  as  indicated  on  plans 
marked  “Received  February  10,  1942”  such  extension 
may  be  permitted  on  condition  that  in  all  other  respects 
all '  laws,  rules  arid  regulations  applicable  _  thereto 
shall  be  complied  with,'  that  the  landscaping  and 
hedges  hereinbefore  required  to  be  maintained  along 
the  westerly  and  northerly  lines  shall  be  restored  along 
the  westerly  line  and  the  northerly  line  of  the  reduced 
plot;  that  such  hedges  and  planting  shall  not  be  less 
than  4  ft.  in  height;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from  the 
date  of  this  amended  resolution .” 


THE  RESOLUTION— 

(320-34-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  the  change 
of  occupancy  in  the  existing  building  to  a  business  use 
(funeral  home),  premises  71-39  to  71-49  Cooper  avenue 
and  71-54  to  71-66  72nd  street,  northwest  corner  (Block- 
No.  3688,  Lot  No.  38),  Glendale,  Borough  of .  Queens,  was 
granted  by  the  Board  January  8,  1935,  on  certain  conditions; 

Whereas,  M.  Allen  Schlendorf,  for  George  Weist, 
Incorporated,  owner,  requested  reopening  of  the  application 
under  section  7c  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  alteration  and  conversion  of  occupancy  ot 
said  building  from  a  funeral  home  to  a  funeral  home  and 
undertaking  establishment ;  and 

Whereas,  this  application  was  reopened  by  vote  ot  the 
Board  November  5,  1941,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  April  7,  1942  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Cooper  avenue  is  in  a  busi¬ 
ness  use  district ;  71st  place  and  72nd  street  are  each  in 
residence  and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  1677-1941  dated  October  16,  1941  and 
as  amended  Tanuary  28,  1942,  reads :  . 

“1.  The  extension  of  a  funeral  home  and  undertaking 
establishment  (Business  use)  into  a  residence  district 
is  contrarv  to  Art.  2,  Section  3  of  the  Building  Zone 
Resolution.  Not  further  considered.” 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  130  ft.  on  Cooper 
avenue  152  ft.  on  72nd  street  and  a  distance  of  130  ft. 
along  the  north  lot  line.  The  southerly  portion  of  the  plot 
is  in  the  business  use  district,  while  the  remainder  of  the 
plot  is  in  the  residence  use  district.  Upon  the  central  part 
of  the  plot  there  is  located  a  frame  two-story  structure, 
approximately  105  ft.  by  30  ft.  in  area.  An  irregular  shaped 
area  at  the  north  portion  of  the  building  extends  into  the 
residence  use  district,  while  the  remainder  is  in  the  business 
use  district.  This  building  is  occupied  on  the  1st  story  as  a 


528-39-BZ. 

APPLICANT— James  J.  Dunnigan,  for  Gertrude  Mos- 
bacher,  owner. 

SUB TECT— Application  reopened  October  28,  1941  (re  de¬ 
cision  of  the  acting  borough  superintendent)  under 
section  7h  of  the  building  zone  resolution,  to  per¬ 
mit  partly  in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  vears,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (previously 
denied  re  extension  of  existing  gasoline  service 
station;  building  now  demolished). 

PREMISES  AFFECTED— 140-150  Featherbed  lane  1554- 
1564  University  avenue,  southeast  corner  and  1535 
Plimpton  avenue  (Block  No.  2875,  Lot  No.  56), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  Kennedy. 

For  Opposition :  William  Roth,  Felix  A.  Muldoon, 
I.  Blake,  H.  M.  Rosenberg,  Herman  Weiss, 
Kathryn  Beck,  Charles  J.  Conway,  Minnie 
Proner,  John  J.  O’Grady  and  Earl  I.  Gallant. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  . ••••••;••. .  u 

Negative :  Chairman  Murdock,  Commissioners 
"  Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 


THE  RESOLUTION— 

(628-39-BZ) 

Whereas,  this  application  to  permit  in  a  business  use 
district  the  extension  of  an  existing  gasoline  service  station, 
premises  140-150  Featherbed  lane,  1554-1564  University  ave¬ 
nue  and  1535  Plimpton  avenue  (Block  No.  2875,  Lot  Nos. 
51  and  56),  Borough  of  The  Bronx,  was  denied  by  the 

Board  February  6,  1940;  and 

Whereas,  James  J.  Dunnigan,  for  Gertrude  Mosbacher, 
owner  requested  reopening  of  the  application  under  section 
7h  of  the  building  zone  resolution,  to  permit  partly  in  a 
business  use  district  and  partly  in  a  residence  use  district, 
for  a  temporary  term  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  October  28,  1941,  subject  to  usual  procedure;  and 


390 


MINUTES 


\\  hereas  a  pubhe  hcanng  was  held  on  this  application 
■  ie  Board  ot  Standards  and  Appeals,  at  its  regular  meet- 
pg,’,  4pnl.  7?  *942,  after  due  notice  by  publication  in  the 
Bullet m  of  the  Board  of  Standards  and  Appeals;  and 
Whereas  at  the  hearing  the  applicant  stated  that  the 
e»stmg  budding  has  now  been  demolished ;  and 
W  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Plimpton  avenue  is  in  resi¬ 
dence  and  business  use  districts ;  University  avenue  is  in 
residence.  use  districts ;  Featherbed  lane  and 
w®st  U2nd  street  are  in  business  use  districts;  and 
i  ;'.HEREAS>  tbe  decision  of  the  borough  superintendent 
dated  September  18,  1941,  reads : 

Please  be  advised  that’  your  application  for  use  of 
the  above  premises  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  is  hereby  denied  as 
premises  is  located  parti}7  in  a  business  district  and 
partly  in  a  residence  district  where  said  parking  and 
storage  is  contrary  to  Article  2,  Sections  3  and  4  of 
the  Zoning  Resolution  of  the  Citv  of  New  York  ”  ' 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  158  ft.  7  in.  on  Plimpton 
avenue,  171.26  ft.  along  Featherbed  lane  and  30  ft.  alono- 
Unrversity  avenue.  An  irregular  shaped  area  of  the  plo? 
having  a  frontage  of  approximately  30  ft.  along  Plimpton 
avenue  is  in  the  residence  use  district,  while  the  remainder 
ot  the  plot  is  in  the  business  use  district.  It  is  proposed  to 
use  the  plot  for  a  temporary  period  of  not  more  than  2  years 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7h  of  the  building  zone  resolution. 

Kesolved,  that  the  decision  of  the  borough  superintendent 
dated  September  18,  1941,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


950-40-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Ernst  C.  Wal- 
deck,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7i  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  district, 
the  conversion  of  occupancy  of  the  basement  and 
first  story  of  a  residence  building  to  an  undertaking 
establishment. 

PREMISES  AFFECTED — 7610-14  Fourth  avenue,  west 
side,  59  ft.  south  of  76th  street  (Block  No.’  5950. 
Lot  No.  47),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

^CTTON  OF  BOARD — Application  granted  on  condition. 
1  HE  V  OTE — 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative :  .  0 

Not  Voting:  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(950-40-BZ) 

Whereas,  Lama  and  Proskauer,  for  Ernst  C.  Waldeck, 
■wner  filed  October  1,  1940,  an  application  under  sections 
t  and  21  of  the  building  zone  resolution,  to  permit  in  a 
esidence  use  district  the  conversion  of  occupancy  of  the 
asement  and  1st  story  of  a  residence  building  to  an  under- 
iking  establishment;  premises  7610-14  Fourth  avenue,  west 
ide,  59  ft.  south  of  76th  street  (Block  No.  5950,  Lot  No. 
7),  Borough  of  Brooklyn;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 

th^TWM  +^prif  +k  T3942’  iafrCc  due  notice  by  publication  in 
* 1  Ctm  °^_tbe  Board  of  Standards  and  Appeals;  and 
V\  hereas,  the  use  district  maps  accompanying  the  build- 
mg  zone  resolution  show  that  Fourth  avenue,  76th  street 
\x/'th  street  are  m  residence  use  districts;  and 

KheJeC^r  °J  the  borough  superintendent 
dated  September  26,  1940  and  as  amended  January  15,  1942, 

1  CclClS  l 

k  MJ-  Proposed  change  of  occupancy  in  a  residence 
building  to  undertaking  establishment  use  on  basement 
and  ist  floors  is  contrary  to  Art.  II,  Sec.  3  of  the 
building  zone  resolution  in  premises  located  in  a  resi¬ 
dence  zone. 

and 

Whereas,  the  existing  building  is  of  frame  and  brick 
construction,  50  ft.  4  in.  front  by  57  ft.  6  in.  in  depth  and 
two  stories  and  basement  in  height.  It  is  proposed  to  use 
the  basement  and  1st  story  of  the  existing  residence  build¬ 
ing  as  an  undertaking  establishment,  with  the  2nd  story 
to  be  used  as  a  dwelling;  and 

Whereas,  on  February  24,  1942  this  matter  was  adjourned 
by  the  Board  pending  a  new  decision  from  the  building 
department  for  the  inclusion  of  the  abutting  building  on 
me  same  plot  for  a  similar  use  (undertaking  establishment)  ; 

Whereas,  the  subsequent  decision  of  the  borough  super¬ 
intendent  dated  March  16,  1942,  reads:  ^ 

“Proposed  use  of  building  as  a  funeral  chapel  is  con¬ 
trary  to  Art.  II,  Sec.  3  of  Zoning  Resolution,  as  plot 
is  located  in  a  residence  use  district  ” 
and 

Whereas,  this  building  is  of  frame  construction;  2*4 
stones  in  height;  25  ft.  by  53  ft.  in  area;  to  be  used  on  the 
basement  and  1st  story  in  conjunction  with  the  proposed 
undertaking  establishment  in  the  building  abutting  to  the 
north,  and  to  be  used  on  the  upper  stories  as  a  dwelling ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  at  the  hearing  the  applicant  amended  his  ap¬ 
plication  so  as  to  substitute  section  7e  of  the  building  zone 
resolution  in  lieu  of  sections  7f  and  21  as  previously  .re¬ 
quested;  and  J 

.  Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  winch  to  exercise  its  discretion  to  grant  under  section  7. 
subdivision  e,  of  the  building  zone  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7e 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
to  be  occupied  as  proposed  on  condition  that  in  all  other 
jespects  the  budding  and  occupancy  shall  comply  with  all 
laws  rules  and  regulations  applicable  thereto,  other  than  as 
modified  under  Cal.  No.  32-42-A :  that  the  premises  to  be 
used  in  connection  with  the  undertaking  establishment  shall 
x  l  estricted  to  that  portion  of  the  premises  on  the  northerly 

thart  tL°L^-  N°u4u  knC7n  aS  Na  7610  Fourth  avenue: 
jat  the  building  shall  not  be  increased  in  height  or  area  • 

IhnLn°  slgns.sbaI1  be.  erected  on  the  premises  other  than 
those  now  existing;  that  al  permits  shall  be  obtained  and 
all  work  completed  within  three  (3)  months  from  the  date 
of  this  resolution. 


370-41 -BZ. 

APPLICANT— Albert  Homer  Swanke  and  Ferdinand 
Savignano,  for  Louis  H.  Pink,  Superintendent  of 
Insurance  State  of  New  York,  as  Liquidator  of 
Lawyers  Title  and  Guaranty  Company  and  Sophie 

CTTPirrT  a  and  J°hn  J.  Gavin,  Jr.,  owners. 

SUBJEC  T— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution  to  permit  in  a  business  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years 
the  parking  and  storage  of  more  than  five  (5J 
motor  vehicles. 
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PREMISES  AFFECTED — 443-451  Myrtle  avenue  and 
137-155  Waverly  avenue,  northeast  corner  ( Block 
No.  1889,  Lot  Nos.  96,  94  and  1),  Borough  of 
Brooklyn. 

APPEARANCES—  o  .  c  . 

For  Applicant:  Albert  Homer  Swanke  and  Samuel 

Bock. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  ,  ,  ^ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative:  .  ^ 


THE  RESOLUTION— 

(370-41-BZ) 

Whereas,  Albert  Homer  Swanke,  for  Louis  H.  Pink, 
Superintendent  of  Insurance,  State  of  New  York,  as 
Liquidator  of  Lawyers  Title  and  Guaranty  Company,  owner, 
filed  April  25,  1941,  an  application  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  443-445  Myrtle  avenue  and  143- loo 
Waverly  avenue,  northeast  corner  (Block  No.  1889,  Lot 
No.  96),  Borough  of  Brooklyn;  and  . 

Whereas,  on  January  27,  1942,  this  application  was  ad¬ 
journed  by  the  Board  to  March  3,.  1942  for  further  con¬ 
sideration  and  for  owners  of  adjoining  parcels  to  file 
applications  for  zoning  variances;  and  . 

Whereas,  Ferdinand  Savignano,  applicant,  for  Sophie 
Rigler,  owner,  filed  on  February  19,  1942,  an  application 
under  section  7h  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  137-139  Waverly 
avenue  (Block  No.  1889,  Lot  No.  1),  Borough  of  Brooklyn; 

Whereas,  the  above  applicant  for  John  J.  Gavin,  Jr., 
owner,  filed  on  February  19,  1942,  an  application  under 
section  7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  449-451  Myrtle  avenue 
(Block  No.  1889,  Lot  No.  94),  Borough  of  Brooklyn; 

W hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  7,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Myrtle  avenue  and  Waverly 
avenue  are  in  business  use  districts;  Washington  avenue  is 
in  business  and  residence  use  districts ;  and 

Whereas,  the  decision  of  the. borough  superintendent  on 
Appl.  No.  675-41,  dated  April  20,  1941,  reads: 

“Storage  and  parking  of  more  than  5  motor  vehicles 
■  in  a  business  use  district  is  contrary  to  Art.  II,  Sec.  4, 
par.  15  of  the  Zone  Resolution.” 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  16,  1942,  on  application  affecting  137-139 
Waverlv  avenue  reads : 

“The  proposed  parking  and  storage  of  more  than  five 
motor  vehicles  in  a  Business  Use  district  is  contrary  to 
Art.  II,  Sec.  4  (a)  of  the  Zoning  Resolution.” 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  16,  1942,  on  application  affecting  449-451 
Myrtle  avenue,  reads : 

“The  storage  and  parking  of  more  than  five  motor 
vehicles  in  a  business  use  district  is  prohibited  bv  Art. 
IT,  Sec.  4a  (15)  of  the  Building  Zone  Resolution.” 


Whereas,  the  premises  consist  of  a  plot  of  ground  having  ! 
a  frontage  of  100  ft.  on  Myrtle  avenue  and  177  ft.  on  i 
Waverly  avenue.  It  is  proposed  to  use  the  plot  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  for  parking  j 
and  storage  of  more  than  five  (5)  motor  vehicles ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7,  subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section.  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
consisting  of  Lots  96,  94  and  1,  as  indicated  on  plans  filed 
with  this  application,  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  only  motor  vehicles  of  the  pleasure  car  type  and  those 
in  condition  for  operation  shall  be  so  parked ;  that  the 
premises  shall  be  graded  substantially  to  the  grade  of  the 
adjoining  streets  and  shall  be  surfaced  with  clean  gravel, 
steam  cinders  or  other  suitable  material,  properly  rolled  and 
treated  with  an  asphalt  binder  and  graded  so  as  to  provide 
surface  drainage;  that  on  the  street  and  building  lines  and 
on  the  interior  lot  lines  there  shall  be  erected  where  walls 
of  adjoining  buildings  do  not  occur  a  substantial  woven 
wire  fence  of  the  chain  link  type  with  anchored  steel  posts 
not  less  than  6  ft.  in  height,  continuous  except  for  one 
entrance  on  Mvrtle  avenue  not  over  20  ft.  in  width  with 
curb  cut  not  over  15  ft.  in  width;  that  such  fences  shall 
be  stiffened  by  horizontal  cross  railings ;  that  adequate  aisles 
shall  be  maintained  for  easy  entrance  and  egress ;  that  dur¬ 
ing  the  term  of  this  permit  the  premises  shall  be  occupied 
for  no  other  use  than  the  parking  and  storage  use  as  herein 
permitted ;  that  no  buildings  shall  be  erected  on  the  premises 
except  there  may  be  erected  a  building  not  over  100  sq.  ft. 
in  area  as  office  and  shelter  for  the  attendant;  that  such 
building  shall  not  exceed  one  story  in  height  and  shall  be 
located  near  the  entrance ;  that  no  signs  shall  be  erected 
on  the  premises  except  there  may  be  a  sign  attached  to  the 
fence  advertising  the  parking  and  storage  use,  provided  such 
sign  does  not  exceed  15  sq.  ft.  in  area,  is  not  illuminated 
and  does  not  extend  beyond  the  building  line;,  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct ;  that  adequate  wooden  or  con¬ 
crete  bumpers  shall  be  constructed  and  maintained  against 
all  fences  and  building  walls  for  protection  to  same;  that 
any  lights  for  illumination  shall  be  on  pipe  standards  not 
over  10  ft.  in  height  fitted  with  metallic  reflectors  so 
arranged  as  to  reflect  toward  the  center  of  the  premises  and 
away  from  the  adjoining  occupancies;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


503-41 -BZ. 

APPLICANT— Lama  and  Proskauer,  for  Harry  D.  Pease, 
owner. 

SUBTEGT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  retail  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 314-322  West  43rd  street,  south 
side,  200  ft.  west  of  Eighth  avenue  (Block  No. 
1033,  Lot  Nos.  14,  42  and  43),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  H.  Haus- 
knecht. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative:  . .  q 

THE  RESOLUTION— 

(503-41-BZ) 

Whereas,  Lama  and  Proskauer,  for  Harry  D.  Pease, 
owner,  filed  June  2,  1941,  an  application  under  section  7h 
of  the  building  zone  resolution,  to  permit  in  a  retail  use 
district,  for  a  term  of  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  314-322  West 
43rd  street,  south  side,  200  ft.  west  of  Eighth  avenue, 
(Block  No.  1033,  Lot  Nos.  14,  42,  and  43),  Borough  of 
Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  7,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  43rd  street,  West  42nd 
street,  Eighth  avenue  and  Ninth  avenue  are  in  retail  use 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Drop  Curb  Application  No.  1801-41  dated  May  21,  1941, 
reads : 

“1.  Parking  and  storage  of  more  than  five  motor 
vehicles  in  a  retail  use  district  is  contrary  to  Section 
4a  of  the  zoning  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  with  a  depth  of  100  ft.  Upon  the 
plot  are  located  two  4  storj'  brick  dwellings  and  an  8  story 
loft  building.  It  is  proposed  to  demolish  these  buildings 
and  to  use  the  site  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper 
case  in  which  to  exercise  its  discretion  to  grant  under  sec¬ 
tion  7,  subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  property 
to  be  occupied  for  transient  parking  of  motor  vehicles, 
on  condition  that  only  vehicles  of  the  pleasure  car  type  and 
those  in  condition  for  operation  shall  be  so  parked ;  that  the 
lot  shall  not  be  occupied  for  the  storage  of  motor  vehicles ; 
that  there  shall  be  erected  on  the  street  building  line  a  sub¬ 
stantial  wrought  iron  or  steel  fence  of  the  "picket  type, 
not  less  than  6  ft.  in  height;  that  such  fence  shall  be 
erected  on  a  concrete  curbing  not  less  than  1  ft.  in  height 
and  1  ft.  in  width ;  that  in  back  of  such  curbing  there 
shall  be  an  additional  concrete  apron  not  less  than  2  ft.  in 
width  and  6  in.  in  height  for  protection  to  such  fence  from 
damage  by  cars;  that  the  entrance  to  the  plot  shall  not 
exceed  20  ft.  in  width  with  curb  cut  of  similar  width ;  that 
on  the  side  lot  lines  where  walls  of  adjoining  buildings  do 
not  occur  there  shall  be  erected  a  substantial  woven  wire 
fence  of  the  chain  link  type  with  anchored  steel  posts  not 
less,  than  6  ft.  in  height  with  cross  rail  stiffeners;  that 
against  the  interior  lot  line  where  walls  of  adjoining  build¬ 
ings  occur  and  where  fences  are  to  be  erected  there  shall 
be  maintained  a  concrete  apron  not  less  than  2  ft.  in  width 
and  not  less  than  6  in.  in  height;  that  the  premises  shall 
be  leveled  substantially  to  the  grade  of  43rd  street  and 
shall  be  surfaced  with  steam  cinders,  clean  gravel  or  other 
suitable  material  rolled  and  treated  with  an  asphalt  binder 
and  graded  so  as  to  provide  for  surface  drainage;  that  ade¬ 
quate  aisles  shall  be  maintained  at  all  times  for  easy  en¬ 
trance  and  egress;  that  during  the  term  of  this  permit  the 
premises  shall  be  occupied  for  no  other  use  than  as  herein 
permitted  and  no  building  shall  be  erected  thereon  except 


there  may  be  a  building  near  the  entrance  as  an  office  and 
shelter  of  the  attendant ;  that  such  building  shall  be  of  Class 
3  or  Class  5  construction,  not  exceeding  100  sq.  ft.  in  area 
and  not  over  one  story  in  height;  that  no  signs  shall  be 
erected  on  the  premises  except  there  may  be  a  sign  attached 
to  the  fence  advertising  the  transient  parking  use  and  the 
rates  charged,  provided  such  sign  does  not  exceed  IS  sq  ft 
is  not  illuminated  and  does  not  extend  beyond  the  building 
line;  that  any  lights  for  general  illumination  shall  be  on 
pipe  standards  not  over  10  ft.  in  height  and  equipped  with 
metallic  reflectors  so  arranged  as  to  reflect  toward  the  center 
of  the  premises  and  away  from  the  adjoining  occupancies ; 
that  such  portable  fire  fighting  appliances  shall  be  furnished 
and  maintained  as  the  fire  commissioner  shall  direct ;  that 
complete  working  drawings  shall  be  submitted  for  approval 
by  the  Chairman  on  behalf  of  the  Board  before  same  are 
filed  with  the  borough  superintendent  of  buildings ;  that 
a  of  such  plans  all  permits  shall  be  obtained 

and  all  work  completed  within  six  (6)  months  thereafter 
and  the  premises  shall  not  be  occupied  for  the  transient 
parking  use  until  the  work  has  been  completed  to  the  satis¬ 
faction  of  the  borough  superintendent  and  a  certificate  of 
occupancy  has  been  issued ;  that  upon  completion  of  the 
work  a  photograph  showing  the  premises  shall  be  filed  with 
the  Board. 


570-41-BZ. 

APPLICANT— Berlin,  Berlin  and  Albert  for  Gar  Holding 
Company,  Incorporated,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)-  under  section  7g  of  the  building  zone 
resolution  to  permit  for  a  term  of  years,  in  an 
unrestricted  use  district,  the  conversion  of  occu¬ 
pancy  of  a  building  to  a  garage  for  more  than  five 
(5)  motor  vehicles;  said  garage  being  on  the  same 
street  and  within  the  same  intersecting  streets  on 
which  portion  there  exists  an  exit  from  or  an 
entrance  to  a  public  school. 

PREMISES  AFFECTED— 369-375  (379  displayed)  Suy- 
dam  street,  northwest  side,  117  ft.  11  in.  west  of 
Wyckoff  avenue  (Block  No.  3210,  Lot  No.  41), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Paul  Friedman. 

For  Opposition :  G.  Goldman,  Dep’t  of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Gtief  Gunn .  .  4 

Negative :  .  q 


THE  RESOLUTION— 

(570-41-BZ) 

Whereas,  Berlin,  Berlin  and  Albert,  for  Gar  Holding 
Corporation,  owner,  filed  on  June  23,  1941,  an  application 
under  section  7g  of  the  building  zone  resolution,  to  permit 
for  a  term  of  years,  in  an  unrestricted  use  district  the 
conversion  of  occupancy  of  a  building  to  a  garage  for 
more  than  five  motor  vehicles;  said  garage  being  on  the 
same  street  'and  within  the  same  intersecting  streets  on 
which  portion  there  exists  an  exit  from  or  an  entrance  to 
a  public  school;  premises  369-375  (379  displayed)  Suydam 
street,  northwest  side,  117  ft.  11  in.  west  of  Wyckoff 
avenue  (Block  No.  3210,  Lot  No.  41),  Borough  of  Brook¬ 
lyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  7,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Suydam  street  and  Willoughby 
avenue  are  each  in  unrestricted,  business  and  residence^  use 
districts;  Wyckoff  avenue  is  in  business  and  unrestricted  use 
districts ;  and 
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Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  2286-1941,  dated  May  26,  1941,  reads : 

“1.  The  location  of  these  premises  to  be  used  on  a 
garage  for  more  than  five  motor  vehicles,  with  drive¬ 
way  located  on  the  same  street  between  Irving  avenue 
and  Wyckoff  avenue  with  Public  School  123  is  con¬ 
trary  to  Sec.  21A  of  the  Zoning  Resolution.” 

and  _ 

Whereas,  the  existing  building  is  of  Class  3  construction, 
100  ft.  front  by  100  ft.  in  depth  and  one  story  in  height. 
It  is  proposed  to  use  the  existing  building  as  a  garage  for 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  applicant  has  filed  consents  duly  acknowl¬ 
edged  of  the  owners  of  50%  of  the  frontage  deemed  by 
the  Board  to  be  immediately  affected  by  the  proposed  garage 
in  accordance  with  the  requirements  of  section  7g  of  the 
building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7g 
thereof,  to  permit  the  continuance  of  the  existing  public 
garage  as  permitted  by  the  borough  superintendent,  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area;  that  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto;  that  a 
new  certificate  of  occupancy  in  accordance  with  this  decision 
by  the  Board  shall  be  issued. 


691-41-BZ. 

APPLICANT — Albert  Thompson,  for  Serena  Davis,  owner. 
SUBTECT — Application  reopened  and  restored  to  calendar, 
March  3,  1942  (re  decision  of  the  borough  super¬ 
intendent),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence,  use,  F  and  E 
area  district,  the  omission  required  side  yards  (pre¬ 
viously  withdrawn). 

PREMISES  AFFECTED— 178-08  Wexford  terrace  and 
87-05  Edgerton  boulevard,  southeast  corner  (Block 
No.  9937,  Lot  No.  1),  Jamaica  Estates,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Albert  Thompson. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(691-41-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution  to  permit  in  a  residence  use  F  and  E 
area  district,  the  omission  of  the  required  side  yards; 
premises  178-08  Wexford  terrace  and  87-05  Edgerton 
boulevard,  southeast  corner  (Block  No.  9937,  Lot  No.  1), 
Jamaica  Estates,  Borough  of  Queens,  was  withdrawn  No¬ 
vember  5,  1941 ;  and 

Whereas,  Albert  Thompson  for  Serena  Davis,  owner, 
requested  reopening  of  the  application  and  consideration 
by  the  Board ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  March  3,  1942;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  April  7,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 


ing  zone  resolution  show  that  Wexford  terrace  is  in  resi¬ 
dence  use  and  E  and  F  area  districts;  Edgerton  boulevard 
is  in  residence  and  business  use  and  E,  F  and  C  area  dis¬ 
tricts;  Hillside  avenue  is  in  a  business  use  C  area  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  1767-1941,  dated  February  1 7,  1942,  reads: 

“1.  The  erection  of  a  masonry  wall  in  center  of 
existing  frame  one  family  dwelling  dividing  same  into 
two  separate  dwellings  in  an  F  zone  and  extending  into 
an  E  zone  is  contrary  to  Art.  4,  section  16  ‘B’  of  the 
Zone  resolution,  i.e.,  in  an  F  zone  on  both  sides  of 
every  dwelling  there  shall  be  a  side  yard  along  the 
side  lot  line  for  the  full  depth  of  the  lot  or  back  to  the 
rear  yard.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  143.53  ft.  on  Wexford  terrace  and  130.36 
ft.  on  Edgerton  boulevard,  upon  which  there  exists  a  2 $4 
story,  one-family  dwelling,  28  ft.  in  height  and  66  ft.  10  in. 
by  37  ft.  7  in.  in  area,  of  Class  3  construction.  It  is  pro¬ 
posed  to  erect  a  fire  wall  at  the  approximate  center  of  the 
building  and  to  alter  each  half  of  the  building  for  use  as 
a  two-family  dwelling  and  to  occupy  each  half  as  follows : 
1st  floor,  1  family;  second  floor  and  attic  combined,  1 
family;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area 
district  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  21 
thereof,  to  permit  the  elimination  of  the  side  yard  as  re¬ 
quired  in  the  F  district,  on  condition  that  the  property 
shall  remain  subdivided  into  2  lots  as  indicated  on  record 
marked  “received  April  6,  1942”;  that  a  complete  fire  wall 
from  cellar  to  roof  shall  be  constructed  along  the  line  of 
the  division  between  such  lots  except  that  such  wall  may  be 
continued  only  to  the  underneath  side  of  the  roof  boarding, 
provided  there  is  adequate  fire  stopping  between  top  of 
such  wall  and  the  roof  boarding;  that  the  buildings  when 
divided  shall  be  occupied  by  not  more  than  two  families  in 
each  half;  that  in  all  other  respects  the  building  and  oc- 
cupancv  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of  this 
resolution. 


701-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Henrietta  Grum, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more '  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 183-193  Bushwick  avenue  and 
223-231  Scholes  street,  northeast  corner  (Block  No. 
3037,  part  of  Lot  No.  1),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  G.  Goldman,  Dep’t  of  Education, 
and  Sophie  Golden. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hons-' 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 
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THE  RESOLUTION- 


(701-41-BZ) 

Whereas,  Lama  and  Proskauer,  for  Henrietta  Grum 
owner  filed  July  29,  1941,  an  application  under  sections  7h 
and  21  of  the  building  zone  resolution,  to  permit  in  a  busi- 
ness  use  district  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
Sia  Premises  183-193  Bushwick  avenue  and 

231  bcholes  street,  northeast  corner  (Block  No.  3037 
part  of  Lot  No.  1),  Borough  of  Brooklyn;  and 
i  a  public  hearing  was  held  on  this  application 

■  y  11  ^  Bc?aild  ' |tandards  and  Appeals,  at  its  regular  meet- 

pg’„  Aprd  7;  iqd2>  afterr  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bushwick  avenue  is  in  retail 
business  and  residence  use  districts;  Scholes  street  is  in 
retail,  unrestricted  and  residence  use  districts;  Stagg  street 
is  in  retail  and  unrestricted  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Applmahon  No.  1226-1941,  dated- July  18,  1941,  reads: 

3.  i  roposed  change  of  use  to  storage  and  parking 
ol  more  than  5  motor  vehicles  in  a  retail  use  district 

Resolution^  ^  Aft‘  H’  SeC‘  4a  °£  the  Bui,ding  Zone 
and 

Whereas,  the  premises  which  are  part  of  a  larger  parcel, 
consist  of  a  plot  of  ground  having  a  frontage  of  100  ft’ 
on  Bushwick  avenue  and  100  ft.  on  Scholes  street.  It  is 
proposed  to  use  the  plot  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereot  for  a  term  of  two  (2)  years,  to  permit  the  prem¬ 
ises  within  the  retail  area  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  in  corn 
junction  with  the  balance  of  the  plot  in  the  unrestricted 
area’  as  indicated  on  plans  filed  with  this  appeal,  for  a 

tCftai on ‘J*ance  ° ^  on  Scholes  street  and  a  frontage 

ot  1UU  tt.  on  Bushwick  avenue,  on  condition  that  there  shall 
be  no  curb  cut  opening  to  the  portion  of  the  premises 
within  the  retail  district ;  that  the  entire  plot  within  the 
retail  and  unrestricted  districts  shall  be  graded  substantially 
to  the  grade  of  Scholes  street  and  shall  be  surfaced  thron0*!)- 
out  with  steam  cinders,  clean  gravel  or  other  suitable  ma- 

tefja  pT^erly  rolled  and  treated  with  an  asphalt  binder 
and  graded  so  as  to  provide  surface  drainage ;  that  on  the 
interior  lot  lines  where  walls  or  wooden  fences  do  not  now 
exist,  there  shall  be  constructed  and  maintained  a  substan¬ 
tial  woven  wire  fence  of  the  chain  link  type  with  anchored 
steel  posts,  not  less  than  6  ft.  in  height,  continuously  on 
all  interior  lot  lines  and  on  street  building  lines  except  for 
one  entrance  as  now  existing  to  the  premises  from  Scholes 
street  within  the  unrestricted  area,  provided  such  entrance 
does  not  exceed  15  ft.  in  width  with  curb  cut  opposite  not 
exceeding  similar  width ;  that  there  shall  be  maintained 
against  the  fences  and  building  walls  a  substantial  bumper 
ot  wood  or  concrete  for  the  protection  of  the  same;  that 
proper  aisles  shall  _  be  maintained  for  easy  entrance  and 
egr.e.ssu  and  that  during  the  term  of  this  permit  the  premises 
shall  be  occupied  for  no  other  use  than  as  herein  permitted; 
that  no  buildings  shall  be  erected  thereon  in  connection  with 
the  parking  lot  use  within  the  retail  area ;  that  such  portable 
hre  fighting  equipment  shall  be  furnished  and  maintained  as 
the  fire  commissioner  shall  direct;  that  no  signs  shall  be 
erected  on  the  premises  except  there  may  be  a  sign  attached 
to  the  fence  at  the  entrance  advertising  the  parking  and 


exceed  S  charg(:d;  that  such  sign  shall  not 

Tim  Q'  f  j  area  and  sha11  not  extend  beyond  the 
f  ,ingi  lne  and  shaI1  not  be  illuminated;  that  only  cars 
oi  the  pleasure  car  type  shall  be  parked  or  stored  and  only 
those  in  condition  for  operation ;  that  any  lights  for  illumi- 

an  s°  nnt°  nStlUCi  1  fT  dle,ei?ti,re  pl°t  sha11  be  on  pipe  stand¬ 
ards  not  over  10  ft.  in  height,  with  metallic  reflectors  so 

arranged  as  to  reflect  toward  the  center  of  the  premises 
and  away  from  the  adjoining  occupancies;  that  any  building 
erected  on  the  premises  as  oflree  and  shelter  for  the  attend¬ 
ant  shall  be  near  the  entrance  within  the  unrestricted  area; 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  resolution. 


759-41-BZ. 

APPLICANT  Jack  Z.  Cohen,  for  New  York  Central  Rail- 

CTTT3TT7/mad’AOW,ner  (Beter  Gianopolous,  lessee). 
bUPJLCl  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district  the 

PRFMT?jTTTTmTT?.!GSS  use  (refreshment  stand). 
REMISES  AFFECTED— 361  Dyckman  street,  north 

side  1080  ft.  west  of  Payson  avenue  (Block  No. 

APPEARANCES—0'  1031 ^  Borough  of  Manhattan. 

For  Applicant :  Larry  Meltzer  and  F.  L.  Brown 
fior  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
mg  and  Buildings,  and  Harold  Klorfein,  Dep’t 
of  Parks. 

THE<VOTH^-BOARD~"ApPliCati°n  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N  egative :  .  ‘ '  q 


THE  RESOLUTION- 


(759-41-BZ) 


YVhereas,  Jack  Z.  Cohen,  for  New  York  Central  Rail- 
ioad  owner  (Peter  Gianopolous,  lessee),  filed  on  August 
8,  1941,  an  application  under  section  7e  of  the  building  zone 
resolution  to  permit  in  a  residence  use  district,  the  main- 
tenmice  of  a  business  use  (refreshment  stand)  ;  premises 
361  Dyckman  street,  north  side,  1080  feet  west  of  Payson 

hattarf-  ind^  N°'  2255,  LOt  N°'  1031^’  Borough  of  Man- 

hTTTT  a  fPSliCi  hearing,  was  held  on  this  application 
ine-  Anril  7  °iQ4S?andffdSjand  Appeals,  at  its  regular  meet- 
RifllpHn  ^  ll  19T  afteJ  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Vhereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Dyckman  street  is  in  resi¬ 
dence,  unrestricted  and  business  use  districts ;  Riverside  drive 
is  in  unrestricted  and  residence  use  districts;  Staff  street 
is  in  residence  and  unrestricted  use  districts;  and 

Vhereas,  the  decision  of  the  borough  superintendent  on 
N'  B‘  Apph, cation  No.  88-1941,  dated  July  8,  1941,  reads : 

This  use  for  a  refreshment  stand  is  contrary  to 
Sect?”  Z°ne  Resolutlon  for  a  residence  use  district, 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  73  ft.  7  in.  on  Dyckman 
_treet  and  a  distance  of  914  ft.  along  the  west  lot  line.  Upon 
the  Dyckman  street  front  of  the  plot  there  is  located  a 
one-story  cement  block  building,  30  ft.  8  in  by  1 0  ff  in 
area.  It  is  proposed  to  maintain  the  use  of  this  building 
as  a  refreshment  stand;  and  g 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

•  Wg-EuE^S'  t,le  Board  deemed  this  was  a  proper  case 

%  oWfThHe  '°  «""1 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7e 
thereof,  for.  a  term  of  two  (2)  years  from  the  date  of  this 
resolution,  to  permit  the  existing  building  to  be  occupied 
as  proposed,  on  condition  that  it  shall  not  be  increased  in 
height  or  area  and  that  any  illegal  extension  beyond  the 
building  line  shall  be  removed  and  that  no  signs  shall  be 
erected  on  the  premises  other  than  a  neat  sign  over  the 
door  and  below  the  cornice,  advertising  only  the  name  of 
the  shop ;  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  three  (3)  months  from  the  date 
of  this  resolution. 


971-41-BZ. 

APPLICANT— Alfred  J.  L’Heureux,  for  City  Bank 
Farmers  Trust  Company  and  72  Schermerhorn 
btreet,  Incorporated,  owners. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 32-36  Clinton  street,  west  side, 
174  ft.  6  in.  north  of  Pierrepont  street  (Block  No. 
238,  Lot  Nos.  65,  66  and  67),  Borough  of  Brooklyn. 

APPEARANCES—  . 

For  Applicant:  Alfred  J.  L’Heureux  and  E. 
Kordula. 

For  Opposition:  Max  Ehrlich,  Harold  M.  Philipps, 
Arthur  Donn,  Ernest  J.  Pirman,  Meyer  Meer- 
baum,  Homer  S.  Pace,  J.  P.  O’Kane,  Esther 
Gabay  and  Walter  Bruchhausen. 

ACTION  OF  BOARD — Application  denied.  • 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  •  •- .  ^ 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 


THE  RESOLUTION— 

(971-41-BZ) 

Whekeas,  Alfred  J.  L’Heureux,  for  City  Bank  Farmers 
Trust  Company  and  72  Schermerhorn  Street,,  Inc.,  owners, 
filed  on  November  12,  1941  an  application  under  section  7h 
of  the  building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  32-36  Clinton  street,  west  side,  174  ft.- 
6  in.  north  of  Pierrepont  street  (Block  No.  238,  Lot  Nos. 
65,  66  and  67),  Borough  of  Brooklyn;  and 
'  Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  7,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Clinton  street  is  in  business 
and  residence  use  districts ;  Monroe  place  is  in  a  residence 
use  district ;  Pierrepont  street  and  Fulton  street  are  each  in 
business  and  residence  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  2594-1941  dated  November  7,  1941, 
reads : 

“Proposed  use  of  premises  as  parking  lot  for  the 
storage  or  parking  of  more  than  five  motor  vehicles  is 
contrary  to  Art.  II,  Sec.  4a,  par.  15,  Building  Zone 
Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  69  ft.  with  a  depth  of  100  ft.  It  is  pro- 
nosed  to  use  the  plot  for  a  temporary  period  of  not  more 
than  2  years,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and  *  . 

W hereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h,  of  the  building  zone 

resolution.  .  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  2594-41,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


1079-41-BZ. 

APPLICANT— Henry  Nordheim,  for  Charlotte  M. 

Smarto,  owner. 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  ot 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2414  Prospect  avenue,  east  side, 
100  ft.  north  of  East  187th  street  (Block  No. 
3115,  Lot  No.  5),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Opposition :  G.  Goldman,  Dep’t  of  Education. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

\CTlON  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRA NT- 

Affirmative  :  . .  ® 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Not  Voting:  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(1079-41-BZ) 

Whereas,  Henry  Nordheim,  for  Charlotte  M.  Smarto, 
owner,  filed  on  December  16,  1941,  an  application  under 
sections  7h  and  21  of  the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  2414  Prospect  avenue, 
east  side,  100  ft.  north  of  East  187th  street  (Block  No. 
3115,  Lot  No.  5),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  7,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Prospect  avenue  and  Southern 
boulevard  are  each  in  residence  and  business  use  districts ; 
East  187th  street  is  in  a  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  2,  1941,  reads: 

“Please  be  advised  that  your  application  for  a  cer¬ 
tificate  of  occupancy  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  at  the  above  premises, 
is  DENIED,  as  same  are  located  in  a  residence  district, 
where  such  use  is  prohibited  by  Sec.  3,  Art.  2  of  the 
Zoning  Resolution  of  the  City  of  New  York.” 
and  , 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  and  a  depth  of  95  ft.  It  is  proposed 
to  use  the  plot  for  a  temporary  period  of  not  more  than 
two  (2)  years,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7h  of  the  building  zone  resolution 
and  that  the  applicant  had  failed  to  substantiate  a  basis 
of  appeal  under  section  21  thereof  and  was,  therefore,  not 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 
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R^olvcd,  that  the  decision  of  the  borough  superintendent 
dated  December  2,  1941,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS.  and 


2.  Proposed  change  of  occupancy  in  an  existing 
frame  and  brick  residence  building  is  contrary  to  sec¬ 
tion  2.I.3.5.  C26-18o.O  in  that  it  does  not  comply  with 
the  requirements  of  Sec.  4.2.1  (2)  C26-254.0  of  the 
Bldg.  Code. 


1088-41-A. 

APPLICANT  Henry  C.  Brockman,  for  Gulf  Oil  Corpo¬ 
ration,  owner. 

SUUJIfOI  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AbFECTED — 15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024,' 
part  of  Lot  No.  28),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Laid  over  to  May  5,  1942  at  10 
A.  M.  in  connection  with  Cal.  No.  413-39-BZ. 


117-41-A. 

APPLICANT  William  B.  Herlands,  Dept.  Investigation 
City  of  New  York. 

CT^nji  {j  FF  R  EM  I S  E  S— G  a  rage  Holding  Co.  Inc. 

SUBJLCI  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  revocation  of  Certificate  of  Occupancv 

230>f  23?1/24  Permit  N°‘  18l53‘23  “d  Alt.  Appl. 

PREMISES  AFFECTED — 369-375  Suydam  street,  north 
side,  117  ft.  11  in.  west  of  Wyckoff  avenue  (Block 

APPEARANCES-1  N°'  41 B°r°Ugh  of  Brooklyn- 
For  Applicant:  Willard  J.  Carmel. 

For  Opposition:  Paul  Friedman. 

For  Administration:  Morris  Hannes,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  in  view  of 
action  taken  on  Cal.  No.  570-41-BZ 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
El  egative :  .  q 


32-42-A. 

'  APPLICANT — Lama  and  Proskauer  for  Ernst  C. 
Waldeck,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 7610-14  Fourth  avenue,  west 
side,  59  ft.  south  of  76th  street  (Block  No.  5950 

APPEARANCES—’  B°r0“gh  °f  Br0°klyn’ 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
mg  and  Buildings. 

THp1  VOTEF  B0ARD— Appeal  granted  on  condition. 

Affirmative .  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  .  Gunn  .  3 

Negative:  . .  g 

Not  Voting:  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(32-42-A) 

Whereas,  Lama  and  Proskauer,  for  Ernst  C.  Waldeck, 
owner,  filed  on  January  3,  1942  an  appeal  from  a  decision 
at  the  borough  superintendent;  affecting  premises:  7610-14 

KT0Ur™veTnue’  west  side'  59  ft  south  of  76th  street  (Block 
*-  5950’  Lot  No.  47),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Vt.  Applic.  No.  4709-40,  dated  September  26,  1940,  reads : 


Whereas,  the  applicant  states  that  the  building  is  2V2 

l  S  rmieicght;  50  ft  ^  57  ft  in  ai'ea  at  1st 

floor  and  30  ft.  by  52  ft.  m  area  at  typical  floor ;  of  class  4 
construction ;  date  of  erection  unknown ;  located  in  a  resi- 
dence  use  C  area  district;  occupied  since  approximately  1930 
as  follows:  basement,  casket  showroom;  1st  floor  chapel 
lounge  and  sitting  room ;  2nd  floor  and  attic,  combined,  1 
family ;  no  change  in  use  or  occupancy  is  proposed;  and 

Whereas,  the  applicant  contends  that  the  building  is  2V2 
story  frame  and  brick  structure  originally  used  as  a  club 
and  is  now  used  as  a  funeral  home  for  approximately  10 
years  by  the  present  occupants ;  that  this  portion  of  Fourth 
avenue  between  75th  and  78th  streets  is  developed  with 
several  clubs  and  that  in  view  of  this  fact  and  the  fact 
that  the  business  conducted  on  the  premises  does  not  affect 
the  adjoining  property,  it  is  requested  that  this  application 
be  granted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  4709-40,  Objection  No.  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  requirements  of  the  resolution 
adopted  by  the  Board  under  Cal.  No.  950-40-B^  on  this  date 
shall  be  complied  with  and  the  floor  loading  shall  be  in 
accordance  with  the  requirements  for  public  occupancy. 


Adjourned,  1 :05  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

Tuesday  afternoon,  april  7,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 

264-32-BZ. 

APPLICANT — Lama  and  Proskauer,  for  New  York 
Bonded  Warehouse,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  under 
a  new  proposal  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  extension 
of  a  gasoline  service  station  and,  also,  the  inclusion 
of  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

I  REMISES  AFFECTED — 355-365  Kings  highway  and 
1741-1753  West  4th  street,  northeast  corner  (Block 
No.  6653,  Lot  No.  33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  Q 


638-40-BZ. 

APPLICANT — Nathaniel  T.  Helman,  for  Cortland  Realty 
Company  of  New  York,  owner  (Jules  Ullman, 
lessee). 

SUBJECT — Application  for  consideration — reopening  on  a 
new  proposal — (re  decision  of  the  borough  super- 
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intendent)  under  sections  7g  and  7h  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  district, 
the  parking  of  more  than  five  (5)  motor  vehicles 
(previously  withdrawn  re  plot  covering  larger 
area). 

PREMISES  AFFECTED— 41-48  80th  street,  west  side, 
125.39  ft.  north  of  Broadway  (Block  No.  1499, 
part  of  Lot  No.  1),  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Jules  Ullman. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  ^ 


334-26-BZ. 

APPLICANT— Charles  E.  Murphy,  for  Packard  Motor 
Car  Company,  owner.  . 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  superintendent  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  build¬ 
ing  zpne  resolution,  permitting  in  a  residence  use 
district,  extending  from  a  business  use  district,  the 
erection  and  maintenance  of  an  automobile  sales 
room  and  service  station. 

PREMISES  AFFECTED— 690-698  East  Fordham  road, 
2491-2509  Crotona  avenue  and  2500-2502  Cambrel- 
ling  avenue  (Block  No.  3091,  Lot  Nos.  62,  73  and 
82),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Charles  E.  Murphy. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing,  May  5,  1942  at  10  A.M. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  egative :  .  ® 


208-37-BZ. 

APPLICANT— Frank  C.  Keller,  for  Julius  Groelke,  for 
Edbro  Realty  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit— re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  period  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 22-65— 31st  street,  east  side, 
182.6  ft.  north  of  23rd  avenue  (Block  No.  833, 
Lot  No.  12),  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing,  April  28,  1942  at  2  P.M. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


762-41 -BZ. 

APPLICANT— Arthur  Harris  (lessee),  for  The  Guardian 
Life  Insurance  Company  of  America,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  7c  of  the  building  zone  resolu¬ 
tion,  for  a  term  of  two  (2)  years,  permitting  the 
alteration  and  conversion  of  occupancy  of  part  of 


an  existing  building,  located  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  to  a 
public  restaurant ;  also  the  proposed  alteration  does 
not  comply  with  the  building  zone  resolution  as  to 
the  location  of  entrances  to  and  show  windows  in 
the  proposed  business  use. 

PREMISES  AFFECTED— 82-84  Pierrepont  street  and  178 
Henry  street,  southwest  corner  (Block  No.  242, 
Lot  No.  37),  Borough  of  Brooklyn. 

APPEARANCES—  A  „ 

For  Applicant :  Arthur  Harris  and  A.  Gramelstein. 
For  Opposition:  Edwd.  Handelman  and  Charles 
H.  Ehrenstrom. 

ACTION  OF  BOARD— Request  to  reopen  for  amendment 
denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  . .  •  . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 


105-37-BZ. 

APPLICANT— Arthur  W.  Renander,  for  Nunley  Holding 
Corporation,  owner  (request  for  reopening  made 
by  William  A.  Eckert,  firm  of  Renander  and 


Miller).  .  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use^  disti  ict, 
the  transient  parking  of  more  than  five  (5)  motor 
vehicles  for  a  temporary  period. 

PREMISES  AFFECTED— 89-47  to  89-55  162nd  street, 
east  side,  300  ft.  north  of  Jamaica  avenue  (Block 


of  Queens. 

APPEARANCES— 

For  Applicant:  Wm.  A.  Eckert. 

ACTION  OF  BOARD— Application  reopened  and  permit 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.. 
Negative:  . 


4 

0 


THE  RESOLUTION— 

(105-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
parking  of  more  than  five  (5)  motor  vehicles,  premises 
89-47  to  89-55  162nd  street,  east  side,  300  ft.  north  of 
Jamaica  avenue  (Block  No.  836,  Lot  Nos.  16  and  1®)> 
Jamaica,  Borough  of  Queens,  was  granted  by  the  Board 
November  9,  1937,  for  a  temporary,  period  of  two  (2) 
years,  on  certain  conditions,  the  permit  extended  April  24, 
1940,  resolution  amended  April  15,  1941,  and  the  applicant 
requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  November  9,  1937,  as 
amended  April  15,  1941,  so  that  as  amended  this  portion 
of  the  resolution  shall  read :  . 

“ granted  under  section  7h  for  a  term  expiring  April 
IS,  1943  to  coincide  with  the  term  for  the  variation 
on  the  adj’oining  premises  under  which  the  variance 
was  granted  under  Cal.  No.  1007-40-BZ.” 


308-37-BZ. 

APPLICANT— George  H.  Cohen,  for  Crew  Levick  Com¬ 
pany,  owner  (N.  Sassone,  lessee). 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  build- 
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ing  zone  resolution,  permitting  upon  a  plot  located 
in  a  business  use  district,  the  extension  of  a  gasoline 
service  station  and,  also,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AttECTED — 538  Trinity  avenue  and  690 
East  149th  street,  southeast  corner  (Block  No. 
2557,  Lot  No.  96),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Martin  D.  Eile. 

AC  1  ION  OP  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


THE  RESOLUTION— 

(308-37-BZ) 

Whereas,  this  application,  to  permit  on  a  plot  located  in 
a  business  use  district,  the  extension  of  said  gasoline  ser¬ 
vice  station  and  also  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  altecting  premises  538  Trinity 
avenue  and  696  East  149th  street,  southeast  corner  (Block 
No.  2557,  Lot  No.  96),  Borough  of  The  Bronx,  was 
granted  by  the  Board  November  18,  1941,  on  certain  condi¬ 
tions,  under  section  7c  of  the  building  zone  resolution,  and 
applicant  requested  an  amendment  of  the  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  dated  November  18,  1941,  so 
that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7c  thereof,  to  permit  the  extension  of 
the  existing  gasoline  station  as  proposed  to  a  total 
frontage  of  109  ft.  on  East  149th  street  and  a  depth 
of  100  ft.  on  Trinity  avenue;  that  the  existing  fencing- 
on  the  east  and  southerly  interior  lot  lines  shall  be 
maintained  and  a  similar  fence  maintained  along  Trinity 
avenue  for  the  full  depth  of  100  ft.  except  that  such 
fence  may  be  reduced  to  a  height  of  3  ft.  6  in.  from  the 
existing  fence  to  the  East  149th  street  building  line  a 
distance  of  approximately  35  ft. ;  that  all  existing  curb 
cuts  along  1  rinity  avenue  shall  be  removed  and  the 
curb  restored;  that  the  curb  cuts  along  East  149th 
street  shall  be  reconstructed  so  as  to  provide  two  curb 
cuts,  each  35  ft.  in  width  and  no  portion  of  any  curb 
cut  nearer  than  5  ft.  to  side  lot  lines  as  extended ;  that 
all  other  portions  of  cut  curbs  shall  be  restored;  that 
no  additional  pumps  shall  be  constructed  and  the  gas¬ 
oline  pumps  shall  be  maintained  not  nearer  than  12  ft. 
to  the  street  building  line ;  that  the  existing  accessory 
building  shall  not  be  increased  in  height  or  area ;  that  no 
additional  greasing  lifts  shall  be  installed  other  than 
the  one  now  existing;  that  the  balance  of  the  premises 
may  be  occupied  for  the  parking  and  storage  of  motor 
vehicles,  on  condition  that  only  motor  vehicles  of  the 
pleasure  car  type  shall  be  so  stored  or  parked  and  onlv 
those  capable  of  operation;  that  proper  aisles  shall  be 
maintained  at  all  times  for  easy  entrance  and  egress ; 
that  the  entire  plot  shall  be  surfaced  with  concrete, 
Colprovia  or  other  suitable  impervious  material ;  that 
signs  shall  be  restricted  to  permanent  signs  attached  to 
the  facade  of  the  existing  accessory  building  and  the 
illuminated  globes  of  pumps  but  permitting  the  erection 
within  the  building  line  of  a  post  standard  supporting 
the  sign,  which  may  be  illuminated,  advertising  only 
the  brand  of  gasoline  on  sale,  such  sign  not  to  extend 
beyond  the  building  line  for  more  than  four  (4)  ft., 
and  also  the  erection  of  a  sign  erected  within  the  build¬ 
ing  line  advertising  the  parking  and  storage  use  and 
the  rates  charged,  provided  such  sign  does  not  exceed 
15  sq.  ft.  in  area;  that  such  portable  fire  fighting  ap¬ 
pliances  shall  be  maintained  on  the  premises  as  the  fire 
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commissioner  shall  direct;  that  a  substantial  protection 
guaid  shall  be  maintained  against  all  fences;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
6  months  from  the  date  of  this  resolution. 

Resolved  further,  that  m  the  1 event  the  owner  desires 
to  retain  the  existing  curb  cuts  as  indicated  on  plans 
marked  Received  March  25,  1942’  as  far  as  they  refer 
to  East  149/A  street,  such  curb  cuts  may  be  continued 
in  lieu  of  the  curb  cuts  to  East  149 th  street  hereinbefore 
provided  for,  on  condition  that  in  all  other  respects  the 
requirements  of  the  resolution  adopted  by  the  Board  on 
November  18,  1941,  shall  be  complied  with.” 


366-37-BZ. 


API  LICA.N1  A.  H.  Salkowitz,  for  Queensboro  Investing 

cTTDTT?rSnrn^Aany.-an<^  Jac^son  Avenue  Corporation,  owners. 
oUBJECI — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 


EKEMiSES  AFFECTED — 37-05  75th  street,  37-04  76th 
street  and  75-10  37th  avenue,  south  side,  between 
75th  and  76th  streets  (Block  No.  465,  Lot  Nos. 
30,  31,  35,  38,  40  and  42),  Jackson  Heights,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

a  Applicant:  A.  H.  Salkowitz. 

AC  1ION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative:  .  q 


THE  RESOLUTION— 

(366-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business  use 
(hsti  ict  and  partly  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  anil 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
57-(b  75th  street,  37-04  76th  street  and  75-10  37th  avenue 
south  side,  between  75th  and  76th  streets  (Block  No  46^’ 
Lot  Nos.  30,  31,  35,  38,  40  and  42),  Jackson  Heights,  Bor¬ 
ough  of  Queens,  was  granted  by  the  Board  March  8,  1938, 
on  certain  conditions,  permit  extended  March  12,  1940,  and 
applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  8,  1938,  as 
amended  March  12,  1940,  so  that  as  amended  the  resolution 
shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
yeais  from  the  date  of  this  amended  resolution  to  per¬ 
mit  that  portion  of  the  plot  within  the  business  use  area 
to  be  occupied  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  of  the  pleasure  car  type  on 
condition  that  the  existing  hedge  shall  be  maintained 
and  continued  across  the  existing  entrance  from  76th 
street  and  along  the  building  lines  of  76th  street,  37th 
avenue  and  75th  street,  except  entrance  as  herein  per¬ 
mitted;  that  where  the  hedging  is  missing  or  damaged 
it  shall  be  restored;  that  there  shall  be  erected 'on  the 
line  dividing  the  business  use  area  from  the  residence 
use  area  continuously  from  75th  to  76th  streets  a  fence 
not  less  than  6  ft.  in  height,  which  may  be  of  wood  or 
metal  or  constructed  of  substantial  woven  wire;  that 
adequate  bumpers  of  concrete  or  heavy  timber  shall  be 
erected  parallel  to  37th  avenue,  75th  street  and  76th 
street,  except  for  the  entrance,  and  at  least  2  ft.  away 
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from  the  fences  or  hedges  as  a  protection  to  same; 
that  the  plot  shall  be  leveled  substantially  to  the  grade 
of  37th  avenue  and  shall  be  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material  properly  rolled 
and  treated  with  an  asphalt  binder  to  provide  a  reason¬ 
ably  impervious  surface  and  graded  so  as  to  provide 
surface  drainage;  that  any  lights  erected  for  illumina¬ 
tion  shall  be  on  post  standards  not  over  10  ft.  in  height 
fitted  with  metallic  reflectors  and  so  arranged  as  to  re¬ 
flect  toward  the  center  of  the  premises  and  away  from 
the  adjoining  residential  premises;  that  during  the  term 
of  this  variance  the  plot  shall  be  occupied  for  no  other 
use;  that  no  buildings  shall  be  erected  thereon,  except 
there  may  be  erected  a  building  not  over  100  sq.  ft. 
in  area  and  not  over  one  story  in  height  near  the  en¬ 
trance,  solely  as  a  shelter  and  office  for  the  attendant ; 
that  such  building  may  be  of  frame;  that  no  signs  shall 
be  erected  on  the  premises,  except  there  may  be  one  sign 
attached  to  the  fence  near  the  entrance  not  exceeding 
i5  sq.  ft.  in  area,  advertising  the  parking  and  storage 
use  and  the  rates  charged;  that  the  entrance  to  37th 
avenue  shall  not  exceed  10  ft.,  with  curb  cut  opposite 
not  exceeding  15  ft. ;  that  no  cars  shall  be  parked  other 
than  those  which  are  in  condition  for  operation;  that 
proper  aisles  shall  be  maintained  for  easy  entrance  and 
egress ;  that  such  portable  fire  fighting  appliances  shall 
be  installed  and  maintained  as  the  fire  commissioner 
shall  direct;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date 
of  this  amended  resolution.” 


428-37-BZ. 

APPLICANT — Harry  Kaplan,  for  Jefferson  Parking 
Service,  Incorporated,  lessee,  for  Board  of  Trans¬ 
portation,  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 870-884  Eighth  avenue,  north¬ 
east  corner  of  West  52nd  street  (Block  No.  1024, 
Lot  Nos.  1,  2,  3,  63  and  161),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Harry  Kaplan. 

For  Administration :  Fred  Dahlem,  D'ep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(428-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  two  (2)  years,  the  parking  of  more 
than  five  (5)  motor  vehicles,  premises  870-884  Eighth  ave¬ 
nue,  northeast  corner  of  West  52nd  street  (Block  No.  1024, 
Lot  Nos.  1,  2,  3,  63  and  161),  Borough  of  Manhattan,  was 
granted  by  the  Board  November  22,  1938,  on  certain  condi¬ 
tions;  resolution  amended  February  14,  1940,  and  March  4, 
1941,  and  applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  22,  1938, 
as  amended  March  4,  1941,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“granted  under  section  7-h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


438-37-BZ. 

APPLICANT — Max  J.  Bass,  for  Gralane  Realty  Company 
and  551)  .Park  Avenue  Corporation,  owners. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  sections  7h  and  21  of  the  build¬ 
ing  zone  resolution,  permitting  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  use 
of  the  plot  for  the  open  air  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  for  a  temporary 
period. 

PREMISES  AFFECTED— 41-15  to  41-45  Kissena  boule¬ 
vard,  138-01  to  138-19  Barclay  avenue,  northeast 
corner  and  136-14  to  136-22  41st  (Madison)  avenue 
(Block  No.  5044,  Lot  Nos.  1,  5,  7  and  11),  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  McCormack. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative:  .  0 

THE  RESOLUTION— 

(438-37-BZ) 

Whereas,  this  application,  under  sections  7h  and  21  of 
the  building  zone  resolution  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the  use  of  the  plot 
for  the  open  air  parking  of  more  than  five  (5)  motor 
vehicles,  premises  41-15  to  41-45  Kissena  boulevard,  138-01 
to  138-19  Barclay  street,  northeast  corner,  and  136-14  to 
136-22  41st  (Madison)  avenue  (Block  No.  5044,  Lot  Nos. 
1,  5,  7  and  11),  Flushing,  Borough  of  Queens,  was  granted 
by  the  Board  May  17,  1938,  on  certain  conditions,  for  a 
temporary  period  of  two  (2)  years,  permit  extended  April 
9,  1940,  and  applicant  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  17,  1938,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7h  thereof  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution.” 


507-37-BZ. 

APPLICANT — George  Edward  Beatty,  for  Tilyou  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  transient  parking  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 1621-1627  Surf  avenue  and 
2927-2947  West  17th  street,  northeast  corner  (Block 
No.  7062,  Lot  No.  34  and  part  of  Lot  No.  38), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Beatty. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative:  .  0 

THE  RESOLUTION— 

(507-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the 

building  zone  resolution,  to  permit  in  a  business  use  district, 
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lor  a  temporary  period  of  not  more  than  two  (2)  years,  the 
transient  parking  of  more  than  five  (5)  motor  vehicles, 
premises  1621-1627  Surf  avenue  and  2927-2947  West  17th 
street,  northeast  corner  (Block  No.  7062,  Lot  No.  34  and 
part  of  Lot  No.  38),  Borough  of  Brooklyn,  was  granted 
by  the  Board  March  1,  1938,  on  certain  conditions,  resolu¬ 
tion  amended  April  12,  1938  and  October  17,  1939,  permit 
extended  March  12,  1940,  and  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  1,  1938  as 
amended  through  March  12,  1940,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


599-37-BZ. 

APPLICANT — Bess  Oresky,  for  DeWitt  Holding  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  for  a  temporary  period  of 
not  more  than  two  (2)  years,  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  A.FFECTED — 1663-1681  St.  Nicholas  avenue, 
west  side,  14  ft.  5  in.  north  of  Fairview  avenue 
and  59-61  Hillside  avenue  (Block  No.  2170,  Lot 
No.  129),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Bess  Oresky. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(599-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  for  a  temporary  period 
ot  not  more  than  two  (2)  years,  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  1663-1681  St.  Nicholas  avenue,  west  side,  14  ft. 

in.  north  of  Fairview  avenue  and  59-61  Hillside  avenue 
(Block  No.  2170,  Lot  No.  129),  Borough  of  Manhattan,  was 
granted  by  the  Board  April  12,  1938,  on  certain  conditions, 
permit  extended  April  9,  1940,  and  applicant  requested  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  12,  1938, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read  : 
“granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution.” 


192-38-BZ. 

APPLICANT — Power  and  Hopkins,  for  Walter  W. 
Welton.  et  ah,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district,  the  conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop  for  a 
temporary  period. 


PREMISES  AFFECIED — 1679-1681  Jerome  avenue,  west 
side,  275  ft.  north  of  Featherbed  lane  (Block  No. 
2861,  Lot  No.  32),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Walter  J.  Hopkins. 

AC  1  ION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative:  .  o 

THE  RESOLUTION— 

(192-38-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  Resolution,  to  permit  in  a  business  use  district  the 
conversion  of  occupancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop,  premises  1679-1681  Jerome  avenue,  west 
side,  275  ft.  north  of  Featherbed  lane  (Block  No.  2861, 
Lot  No.  32),  Borough  of  The  Bronx,  was  granted  by  the 
Board  May  24,  1938,  on  certain  conditions,  for  a  temporary 
term  of  two  (2)  years,  permit  extended  April  16,  1940, 
and  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  24,  1938,  as 
amended  April  16,  1940,  only  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  under  section  7i,  to  permit  the  building 
under  appeal  to  be  occupied  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  as  an 
automobile  repair  shop  *  * 


574-39-BZ. 

APPLICAN  P — E.  K.  Denim  el,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7b  of  the  building  zone  resolu¬ 
tion,  permitting  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the  conversion  of 
occupancy  of  the  first  (1st)  story  of  an  existing 
building  to  factory  use  for  a  temporary  period. 
PREMISES  AFFECTED — 59-11  67th  avenue  (Cornelia 
street),  north  side,  94  ft.  east  of  Forest  avenue 
(Block  No.  3502,  Lot  No.  45),  Ridgewood,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Clifford  W.  Hess,  Walter  J.  Hess 
and  E.  K.  Demmel. 

For  Opposition:  Clara  Dahl,  John  M.  O’Neill, 
Mary  Neitman,  Ferdinand  Stehle,  J.  H.  Baker 
and  Barbara  W.  Stehle. 

ACT  TON  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  o 

THE  RESOLUTION— 

(574-39-BZ) 

Whereas,  this  application,  permit,  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  conversion  of 
occupancy  of  the  first  fist)  story  of  an  existing  building 
to  factory  use,  premises  59-11  67th  avenue  (Cornelia  street), 
north  side,  94  ft.  east  of  Forest  avenue  (Block  No.  3502. 
Lot  No.  45),  Ridgewood,  Borough  of  Queens,  was  granted 
by  the  Board  April  2,  1940,  on  certain  conditions,  for  a 
temporary  term  of  two  (2)  years,  under  section  7b  of  the 
building  zone  resolution,  and  owner  requested  an  extension 
of  the  permit ;  and 
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Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  and  a  verbal  report  was  made  at  the  hearing 
recommending  extension  of  the  variance  granted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  2,  1940,  only  so 
far  as  it  has  reference  to  the  therms  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“*  *  *  permitted  for  a  term  not  exceeding  five  (5) 
years  from  the  date  of  this  amended  resolution.” 


1341-39-BZ. 

APPLICANT — Sidney  Rossman,  for  The  Joseph  Wechsler 
Estate,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 705-729  McDonald  avenue,  east 
side,  240  ft.  north  of  Ditmas  avenue  (Block  No. 
5385,  Lot  No.  66),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  Rossman. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

THE  RESOLUTION— 

(1341-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  705-729  McDonald  avenue,  east  side,  240  ft.  north 
of  Ditmas  avenue  (Block  No.  5385,  Lot  No.  66),  Borough 
of  Brooklyn,  was  granted  by  the  Board  April  9,  1940,  on 
certain  conditions,  and  applicant  requested  an  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  9,  1940  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7h  thereof,  to  permit  the  plot 
to  be  occupied  for  the  parking  and  storage  of  more 
than  five  motor  vehicles  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


1392-39-BZ. 

APPLICANT — Harry  Kaplan,  for  Jefferson  Parking  Ser¬ 
vice,  Incorporated,  lessee,  for  Board  of  Transporta¬ 
tion,  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  building  zone  resolu¬ 
tion,  permitting  nartlv  in  a  business  use  and  partly 
in  a  retail  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  transient  park¬ 
ing  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 870-872  Eighth  avenue  and  265- 
273  West  52nd  street,  northeast  corner  (Block  No. 
1024,  Lot  Nos.  1,  2,  104,  105,  5  and  106),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  Kaplan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION— 

(1392-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business  use  and 
partly  in  a  retail  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (the  Board  having  previously 
granted  permission  to  occupy  a  portion  of  these  premises  as 
a  parking  and  storage  space  for  more  than  five  (5)  motor 
vehicles),  premises  870-872  Eighth  avenue  and  265-273  West 
52nd  street,  northeast  corner  (Block  No.  1024,  Lot  Nos.  1, 
2,  104,  105,  5  and  106),  Borough  of  Manhattan,  was  granted 
by  the  Board  February  14,  1940,  on  certain  conditions,  the 
resolution  amended  July  16,  1940,  and  March  4,  1941,  and 
applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  14,  1940, 
as  last  amended  March  4,  1941,  only  so  far  as  it  has  ref¬ 
erence  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read  : 

“granted  under  section  7h  of  the  building  zone  resolu¬ 
tion  for  a  term  of  two  (2)  years  from  the  date  of  this 
amended  resolution.” 


595-41-BZ. 

APPLICANT — Gabriel  Nathan,  for  Bemal  Realty  Cor¬ 
poration,  owner  (Louis  Shapiro,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  residence  use  and  business  use 
district,  the  seasonal  transient  parking  of  more  than 
five  (5)  motor  vehicles  for  a  term  of  two  (2)  years. 

PREMISES  AFFECTED — 308  Beach  44th  street,  east  side, 
94  ft.  north  of  Rockaway  Beach  boulevard  (Block 
No.  367,  part  of  Lot  No.  1),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  . : .  0 


THE  RESOLUTION— 

(595-41-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  and  business 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  seasonal  parking  of  more  than  five  (5) 
motor  vehicles,  premises  308  Beach  44th  street,  east  side, 
94  ft.  north  of  Rockaway  Beach  boulevard  (Block  No.  367, 
part  of  Lot  No.  1),  Far  Rockaway,  Borough  of  Queens, 
was  granted  by  the  Board  July  17,  1941,  on  certain  condi¬ 
tions,  and  applicant  requested  an  extension  of  time  to  obtain 
permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  17,  1941,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  work,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date 
of  this  amended  resolution.” 
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1 105-41-BZ. 

APPLICANT — William  S.  Worrall,  Jr.,  for  Cord  Meyer 
Company,  owner. 

SUBJECT  Application  for  consideration — reopening-  and 
amendment  ot  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles 

PREMISES  AFFECTED — 91-12  to  92-18  and  93-12  to 
93-24  Roosevelt  avenue,  40-02  to  40-18  Aske  street 
93-20  to  93-32  Whitney  avenue  and  40-09  to  41-11 
Benham  street  (Block  No.  1550,  Lot  Nos.  1,  6  and 
8,  Block  No.  1562,  part  of  Lot  Nos.  14  and  1  and 
Block  No.  1563,  Lot  No.  32  and  part  of  Lot  No. 
20),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  S.  Worrall.  Jr. 

AC  I  TON  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


THE  RESOLUTION— 

(1 105-41-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  premises  91-12  to  92-18 
and  93-12  to  93-24  Roosevelt  avenue,  40-02  to  40-18  Aske 
street,  93-20  to  93-32  Whitney  avenue  and  40-09  to  41-11 
Benham  street  (Block  No.  1550,  Lot  Nos.  1,  6  and  8,  Block 
No.  1562,  part  of  Lot  Nos.  14  and  1  and  Block  No.  1563, 
Lot  No.  32  and  part  of  Lot  No.  20),  Elmhurst,  Borough  of 
Queens,  was  granted  bv  the  Board  February  3.  1942,  on 
certain  conditions,  and  applicant  requested  an  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  3,  1942, 
so  that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7-h  thereof,  for  a  term  of  two  (2)  3'ears 
from,  the  date  of  this  resolution,  to  permit  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  on 
the  plot  in  block  1550,  lots  8,  6  and  part  of  1,  being 
that  plot  north  of  Benham  street  and  west  of  Whitney 
avenue  as  mapped,  and  south  of  Aske  street  on  the 
south  side  of  Roosevelt  avenue,  on  condition  that  all 
existing  uses,  including  signs,  shall  be  removed  from  the 
premises  and  the  plot  shall  be  graded  substantially  to 
the  grade  of  the  surrounding  streets  and  shall  be  sur¬ 
faced  with  clean  gravel,  steam  cinders  or  other  suitable 
material,  properly  rolled  and  treated  with  an  asphalt 
binder  to  render  a  reasonably  impervious  surface ;  that 
there  shall  be  erected  on  all  lot  lines  a  substantial  woven 
wire  fence  of  the  chain  link  type,  not  less  than  6  feet 
in  height  with  no  openings  therein  except  an  opening 
not  over  15  feet  in  width  to  Aske  street  for  entrance 
and  exit  and  with  curb  cut  opposite  such  opening  of 
similar  width ;  that  during  the  term  of  this  permit,  the 
premises  shall  be  occupied  for  no  other  use  than  as 
herein  permitted  and  no  buildings  or  structures  shall  be 
erected  thereon,  except  there  may  be  erected  near  the 
entrance  on  Aske  street,  a  building  to  be  used  so'elv  as 
an  office  and  shelter  for  the  attendant,  provided  such 


building  is  not  over  one  (1)  story  in  height  and  100 
sq.  ft.  in  area,  which  may  be  of  frame;  that  suitable 
bumpers  shall  be  maintained  at  all  times  for  protection 
to  the  fencing;  that  adequate  aisles  shall  be  maintained 
at  all  times  for  easy  entrance  and  egress ;  that  such 
portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  any  lights  for 
general  illumination  shall  be  on  pipe  standards  not  over 
12  feet  in  height  fitted  with  metallic  reflectors  so  ar¬ 
ranged  as  to  reflect  toward  the  center  of  the  premises 
and  away.  from  the  adjoining  residential  occupancies; 
that  no  sign  shall  be  erected  on  the  premises,  except 
there  may  be  a  sign  attached  to  the  fence  at  the  en¬ 
trance,  advertising  the  parking  and  storage  use  and  the 
rates  charged,  provided  such  sign  is  not  illuminated  and 
does  not  extend  beyond  the  building  line  and  does  not 
exceed  15  sq.  ft.  in  area;  that  plans,  showing  the  plot 
as  herein  described  and  permitted  for  the  parking  and 
storage  use  and  complying  with  the  requirements  of  this 
resolution,  shall  be  filed  with  the  Board  for  approval 
by  the  Chairman  within  one  (1)  month  from  the  date 
of  this  resolution  and  after  approval  of  such  plans,  all 
permits  required  shall  be  obtained  within  six  (6) 
months. 

Resolved  farther,  that  in  the  event  the  owner  desires 
to  locate  the  entrance  and  exit  on  Benham  street  instead 
of  Aske  street  as  indicated  on  revised  plans  marked 
‘Received  March  31,  1942’  such  change  may  be  made 
and  the  office  and  shelter  building  and  sign  may  be  lo¬ 
cated  adjacent  thereto  provided  that  in  all  other  respects 
the  requirements  of  this  resolution  are  complied  with.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
6-42-A. 

APPLICAN  T — Aaron  Kahan,  for  Philip  Hirsch,  owner 
(Eli  I.  Cohen,  Max  Mazursky,  David  Leff,  Samuel 
Schaeffer,  lessee). 

SUBJECT — Appeal  from  a  decision  re  orders  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 47-51  Pike  street,  east  side, 
54.9  ft.  north  of  Monroe  street  (1st  floor,  front 
and  rear  and  2nd  floor)  ;  (Block  No.  272,  Lot  No. 
47).  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Aaron  Kahan  and  William  Russell. 
For  Administration :  Insp.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  April  14,  1942  at 
2  P.  M.  for  further  consideration  by  the  Board. 
Applicant  to  obtain  additional  information. 


95-42-A. 

APPLICANT — Martin  L.  Scher,  for  New  York  Dock 
Company,  owner  (Wallabout  Basin,  Incorporated, 
lessee). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 290-304  Furman  street,  west 
side,  306  ft.  lRt  in.  south  of  Toralemon  street 
(Building  No.  59)  ;  (Block  No.  245,  part  of  Lot 
No.  15).  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Martin  L.  Scher  and  G.  A.  Ewaler. 
ACTION  OF  BOARD — Laid  over  to  April  17,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 
Applicant  to  submit  plans. 


125-42-A. 

APPLICANT — Nicholas  M.  Molnar,  for  Haeuser  Shellac 
Company,  Incorporated,  owner  (Fine  Organics,  In¬ 
corporated,  lessee). 

SUBJECT — Appeal  from  orders  and  decisions  of  the  fire 
commissioner. 
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PREMISES  AFFECTED — 625  Greenwich  street,  east  side, 
200  ft.  south  of  Morton  street  (Block  No.  602,  Lot 
No.  56),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Nicholas  M.  Molnar  and  A.  S. 
Richer. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  April  14,  1942  at 
2  P.  M.  so  as  to  obtain  report  from  the  Division 
of  Combustibles. 


155-42- A. 

APPLICANT — Schwarz  Laboratories,  Incorporated  , (les¬ 
see)  for  American  Can  Company,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 120-124  Pearl  street,  103-105 
Adams  street  and  80-84  York  street,  southeast  cor¬ 
ner,  south  side  of  York  street,  106  ft.  east  of 
Adams  street  (Building  No.  3)  ;  (Block  No.  63, 
Lot  No.  5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  David  R.  Schwarz. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  April  14,  1942  at 
2  P.  M.  so  as  to  obtain  report  from  the  Division 
of  Combustibles. 


157-42- A. 

APPLICANT — Lama  and  Proskauer  for  Park  Oil  Com¬ 
pany,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re  Transportation  of  light  fuel  oil  in  Tank 
Truck  (capacity  of  tank  not  in  conformity  with 
Fire  Department  specifications  covering  Tank 
Trucks)  in  New  York  City. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  April  21,  1942  at 
2  P.  M.  on  request  of  the  applicant. 


189-42-A. 

APPLICANT — Zager  and  Skodnick,  for  Parkway  Manor, 
Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — -169-28  to  169-44  26th  avenue, 
south  side  80.12  ft.,  120.18  ft.,  160.24  ft..  200.30  ft. 
and  240.36  ft.  west  of  172nd  street  (Block  No. 
5961,  Lot  Nos.  6  and  7),  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Hyman  Stein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1942  at 
2  P.  M.  for  Board  to  obtain  plans  and  action  on 
said  plans  from  the  Building  Department. 


208-41 -A. 

APPLICANT — Julius  Goldner,  for  Warwick  Specialties 
Corporation,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar, 
September  23,  1941 — re  Appeal  from  an  order  of 
the  fire  commissioner  (previously  dismissed  for  lack 
of  prosecution). 

PREMISES  AFFECTED — 2961-2971  Atlantic  avenue  and 
222  Elton  street,  northwest  corner  (Block  No.  3954, 
Lot  No.  45),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Raphael  Porte. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  April  14,  1942  at 
2  P.  M.  on  request  of  applicant. 


944-40- A. 

APPLICANT — Dry  Dock  Auto  Company,  Incorporated 
(lessee)  for  19  Richard  Street  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  new  proposal — re  Appeal  from  an 
order  and  a  decision  of  the  fire  commissioner  (pre¬ 
viously  denied). 

PREMISES  AFFECTED — 19-31  Richards  street,  southeast 
corner  of  Seabring  street  (Block  No.  505,  Lot  No. 
60),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Grover  C.  Sniffen  and  M.  Brown. 
For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Request  to  reopen  denied. 

'PH  E  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 


83-42-A. 

APPLICANT — Morris  Perlstein,  for  First  Ladies  Benev¬ 
olent  and  Daughters  of  Abraham,  Incorporated, 
owner. 

SUBJE.CT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 73-25  67th  road,  north  side, 
121.06  ft.  west  of  75th  street  (Block  No.  3770,  Lot 
No.  38),  Middle  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Morris  Perlstein  and  Minnie  Reiter. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hons 


ing  and  Buildings. 

AC  I  ION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  1 


THE  RESOLUTION— 

(83-42-A) 

Whereas,  Morris  Perlstein,  for  First  Ladies  Benevolent 
and  Daughters  of  Abraham,  Inc.  owner,  filed  on  January- 
27,  1942,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent;  premises  73-25  67th  road,  north  side,  121.06  ft. 
west  of  75th  street  (Block  No.  3770,  Lot  No.  38),  Middle 
Village,  Borough  of  Queens ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
on  Alt.^Applic.  No.  14-42,  dated  January  19,  1942,  reads: 

“L  Proposed  change  of  frame  dwelling  from  a  one 
family  residence  to  a  club  ‘public  use’  with  occupancv  as 
specified  in  application  is  contrarv  to  Section  4  1  3  and 
4.2.1  B.C.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
and  attic  (32  ft.)  in  height;  24  ft.  by  63  ft.  in  area  at 
first  floor  and  24  ft.  by  36  ft.  in  area  at  typical  floor;  of 
Class  4  construction ;  located  in  a  residence  "use  D  area  dis¬ 
trict;  erected  in  1926;  and  occupied  since  1941  as  follows: 
cellar,  storage  and  recreation  room;  first,  second  and  attic 
combined,  one  family.  It  is  proposed  to  be  occupied:  cellar, 
boiler-room,  kitchen  and  recreation  room,  20  persons;  first 
floor,  auditorium  and  meeting  room,  150  persons;  second 
floor, , meeting  room  and  offices,  40  persons;  third  floor,  care¬ 
taker’s  apartment,  one  family;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
use  the  building  as  a  club  house,  meeting  room  and  care¬ 
taker’s  apartment;  that  the  building  is  brick  veneered  and 
will  be  used  by  a  charitable  organization,  which  provides 
voluntary  mutual  aid  and  assistance  to  persons  in  distress 
and  which  will  require  the  entire  first  floor  for  meeting 
room  purposes  and  for  lecture  purposes;  that  Section  4.1.3, 
Subdivisions  5c  and  d  of  the  Building  Code  permit  frame 
structures  three  stories  and  basement  or  less  in  height  and 
not  more  than  5,500  sq.  ft.  in  area,  occupied  by  a  club,  to  be 
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accepted  by  the  borough  superintendent  if  the  building  is 
located  30  ft.  from  the  nearest  lot  line ;  that  the  building  is 
situated  33  ft.  from  one  lot  line  and  17  ft.  from  the  other; 
that  from  the  side,  where  the  17  ft.  space  is,  the  nearest 
occupied  building  is  27  ft. ;  that  modification  is  requested  to 
permit  the  borough  superintendent  to  allow  the  use  of  the 
building  for  the  purposes  proposed  in  Alt.  Applic.  No.  14 
of  1942  and  to  allow  the  occupancy  of  the  attic  floor  for 
custodians  living  quarters ;  and 
Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board;  and 

Whereas,  the  applicant’s  statement  on  the  appeal  does  not 
disclose  the  extent  of  the  proposed  alteration,  but  plans 
filed  with  the  borough  superintendent  indicate  a  proposed 
reconsideration  consisting  of  steel  beams  to  reinforce  the 
floors,  removal  of  the  partitions  to  create  larger  rooms  for 
assembly  and  reconstruction  of  stairways,  etc.";  and 

Whereas,  the  Board  deemed  that  the  frame  building 
should  not  be  approved  for  assembly  purposes  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  14-42,  Objection  No.  1,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


128-42- A. 

APPLICANT; — George  G.  Lake,  for  Cadorna  Ghelardi, 
adjoining  property  owner. 

OWNER  OF  PREMISE'S — The  Salvation  Army. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 933-939  Fulton  street,  north¬ 
east  corner  of  Waverlv  avenue  (Block  No.  1978. 
Lot  Nos.  1  and  45),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Max  Siegel  and  George  G.  Lake. 
For  Opposition:  F.  B.  Dickinson,  Alfred  Jackson 
and  Donald  H.  Lormee. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

A(  TION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

THE  RESOLUTION— 

(128-42-A) 

Whereas,  George  G.  Lake,  for  Caderna  Ghelardi,  ad¬ 
joining  owner,  filed  on  February  14,  1942,  an  appeal  from 
the  action  of  the  borough  superintendent  in  approving  Alt. 
Applic.  No.  3513-41,  affecting  premises  933-939  Fulton  street, 
northeast  corner  of  Waverlv  avenue  (Block  No.  1978,  Lot 
Nos.  1  and  45),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  3513-41,  dated  January  16,  1942,  which  is 
the  subject  of  this  appeal  reads: 

“Approved,  Date — Jan.  16,  1942,  A.  Bluestone. 

Arthur  J.  Benmnk 
Boro  Supt.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
(46  ft.  6  in.)  in  height;  111  ft.  5  in.  by  75  ft.  in  area  at  1st 
floor  and  111  ft.  5  in.  by  55  ft.  in  area  at  typical  floor ;  of 
part  fireproof  and  part  non-fireproof  construction ;  located 
in  a  business  use  district;  erected  prior  to  1929;  and  occu¬ 
pied:  cellar,  storage  and  dining  room;  1st,  2nd  and  3rd 
stories,  offices.  It  is  proposed  to  be  occunied :  cellar,  storage 
and  dining-room,  5  persons ;  1st  floor,  offices  and  recreation 
room,  6  persons ;  2nd  floor,  sleeping,  72  persons ;  3rd  floor, 
sleeping,  75  persons;  and 

Whereas,  Alt.  Applic.  No.  3513-41  filed  with  the  borough 
superintendent  July  24,  1941  stated  that  the  corner  fireproof 
building  is  to  be  made  to  comply  with  the  Class  B  Multiple 
Dwelling,  adding  fireproof  partitions  to  form  the  various 
areas ;  no  structural  changes ;  and 


Whereas,  it  was  represented  to  the  borough  superintend¬ 
ent  that  these  premises  are  to  be  wholly  used  and  occupied 
by  a  charitable  institution  and  not  as  a  profit-making  propo¬ 
sition  ;  that  the  building  is  only  three  stories  high  and 
entirely  of  fireproof  construction  and  it  was  requested  that 
the  plans  be  accepted  as  filed,  as  the  conditions  shown  were 
substantially  good  and  in  compliance  with  the  spirit  of  the 
law ;  that  the  building  has  two  street  fronts  and  opens  over 
the  adjoining  one-story  building  on  the  easterly  side,  which 
property  is  under  the  same  ownership  as  the  subject  prem¬ 
ises  ;  and 

Whereas,  on  January  16,  1942,  Alt.  Applic.  No.  3513-41 
was  aproved  by  the  borough  superintendent  and  permit  No. 
328-41  issued  by  the  borough  superintendent  Tanuary  24, 
1942 ;  and 

Whereas,  the  applicant  contends  that  the  owner  has 
selected  Waverlv  avenue  as  the  front,  and  has  a  frontage  of 
111  ft.  5  in.  on  Waverly  avenue;  that  the  depth  of  premises 
933-937  Fulton  street  is  55  ft.;  that  the  depth  of  premises 
939  Fulton  street,  which  are  proposed  to  be  added  and  there¬ 
fore  will  cover  only  one  lot,  is  20  ft.;  that  Nos.  933-937 
Fulton  street  is  a  3  story  and  cellar  fireproof  building  which 
was  constructed  as  an  office  building;  that  it  was  not  used 
for  lodging  house  purposes  prior  to  the  enactment  of  the 
multiple  dwelling  law;  that  premises  No.  939  Fulton  street 
is  a  non-fireproof  office  building;  that  the  Salvation  Army 
has  been  using  premises  933-937  Fulton  street  for  lodging- 
house  purposes,  especially  on  the  upper  two  floors ;  that  by 
reason  thereof  a  violation  was  placed  against  the  premises ; 
that  plans  were  filed  on  July  24,  1941,  to  alter  the  building, 
including  the  building  at  939  Fulton  street ;  that  the  reason 
for  including  the  premises  at  939  Fulton  street  was  that 
otherwise  the  premises  cannot  have  a  legal  rear  yard;  that 
in  order  to  permit  such  use,  the  borough  superintendent 
insisted  that  the  two  buildings  be  combined  into  one  lot  and 
into  one  building ;  that  it  is  proposed  to  take  this  step ;  that 
however,  the  building  at  939  Fulton  street  is  not  fireproof, 
while  the  building  at  933-937  is;  that  if  the  two  are  com¬ 
bined  into  one  building,  the  entire  building  must  be  fire¬ 
proof  ;  the  applicant  further  contends  that  the  First  Deputy 
Commissioner  in  a  memorandum  dated  December  9,  1941 
permitted  the  premises  at  939  Fulton  street  to  be  examined 
and  accepted  as  a  non-fireproof  taxpayer;  that  this  was 
beyond  the  power  of  the  Commissioner  under  Section  9  of 
the  Multiple  Dwelling  Law ;  that  it  was  up  to  the  architect 
to  choose  whether  the  building  be  treated  as  a  fireproof 
building  or  as  a  non-fireproof  building;  that  when  both 
buildings  are  combined  into  one  building  they  are  treated  only 
as  one  building;  that  the  architect  chose  to  have  the  plans 
examined  as  a  fireproof  building ;  that  consequentljq  the  ex¬ 
tension  (939  Fulton  street)  must  likewise  be  fireproof;  that 
another  objection  to  the  approval  of  these  plans  is  the  inner 
court  on  the  north  side  of  the  premises ;  that  this  court  is 
30  ft.  in  length  by  10  ft.  in  width ;  that  the  total  area  barely 
meets  the  requirements  for  the  height  of  the  building;  that 
this  inner  court  is  defective  by  reason  of  the  fact  that  under 
subsection  5(a)  of  Section  26  of  the  Multiple  Dwelling  Law 
the  width  cannot  be  less  than  half  of  the  length;  that  in 
the  present  instance  the  length  is  30  ft. :  that  consequently, 
the  width  should  be  15  ft.  instead  of  10  ft.;  that  a  2Q9r 
variation  is  allowed  by  the  subsection  in  question,  so  that  the 
width  may  be  \2z/2  ft.  but  under  no  circumstances  can  it  be 
10  ft.  as  the  approved  plans  permit;  that  in  his  memorandum 
dated  September  30,  1941,  First  Deputy  Commissioner  Gil¬ 
roy  stated  that  the  inner  court  could  be  accepted  under  Sec¬ 
tion  26,  subdivision  5,  as  the  court  is  not  used  for  the 
ventilation  of  sleeping  rooms  and  that  there  are  no  families 
occupying  this  structure;  that  as  a  matter  of  fact  windows 
are  shown  on  the  court  which  are  used  in  the  ventilation  of 
sleeping  rooms,  and  72  people  will  sleep  on  the  second  floor 
and  75  on  the  third ;  that  however,  there  is  no  provision  in 
the  law  permitting  the  Building  Department  to  vary  the 
size  of  the  inner  court  under  these  circumstances,  and  Sec¬ 
tion  9  of  the  Multiple  Dwelling  Law  expressly  prohibits 
modification  of  the  Multiple  Dwelling  Law ;  that  consequent¬ 
ly,  the  plans  as  accepted  are  improper  since  there  is  no 
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proper  inner  court  and  since  no  provision  has  been  made  for 
fireproofing  the  building  at  939  Fulton  street ;  that  this  is 
not  a  situation  in  which  the  owner  seeks  temporary  use  of 
a  building  during  a  period  of  emergency  under  some  tem¬ 
porary  permit ;  that  here  the  owner  seeks  the  permanent  use 
for  lodging  house  purposes  of  over  150  lodgers,  who  would 
otherwise  he  lodged  in  commercial  lodging  houses,  such  as 
that  owned  by  the  applicant,  and  all  of  which  have  been 
made  to  comply  with  the  law ;  that  likewise  there  is  no 
emergency  so  far  as  lodging  house  accommodations  are 
concerned ;  that  as  a  matter  of  fact  there  are  a  great  many 
vacancies  in  commercial  lodging  houses  today;  that  it  is 
therefore  respectfully  requested  that  the  action  of  the  bor¬ 
ough  superintendent  in  approving  the  plans  in  question  be 
reversed,  and  that  Items  9,  38,  39,  40,  41  and  42  be  rein¬ 
stated;  that  it  is  further  respectfully  requested  that  the 
building  at  939  Fulton  street,  Brooklyn,  N.  Y.  be  made 
entirely  fireproof  before  approval  is  given  to  the  building 
plans  involved  ;  and  ... 

Whereas,  at  the  hearing  the  applicant  based  his  claim  of 
illegality  of  the  permit  on  the  acceptance  of  the  inner  court 
at  the  northerly  lot  line  and  failure  to  require  fireproof 
subdividing  wall  to  separate  the  building  into  sections  not 
exceeding  3,000  square  feet  as  required  by  the  Building 
Code;  and  .... 

Whereas,  in  the  opinion  of  the  Board,  the  building  is 
properly  classified  as  a  Class  B  Multiple  Dwelling ;  that  the 
inner  court  can  be  deemed  to  comply  with  the  requirements 
of  the  Multiple  Dwelling  Law  as  no  living  room  is  dependent 
upon  this  court  for  its  required  ventilation;  that  a  fire  wall 
is  not  required  inasmuch  as  the  main  building  is  of  fireproof 
construction  separated  from  the  non-fireproof  one  story 
building  on  the  same  plot  by  a  fireproof  wall  with  no  open¬ 
ings  therein  to  the  adjoining  fireproof  portion  of  the  build¬ 
ing  occupied  as  a  multiple  dwelling. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  3513-41,  dated  January  16,  1942,  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


142-42- A 

APPLICANT — Albert  E.  Wheeler,  for  Elvina  B.  Perkins, 
owner  (Ernest  F.  Eidlitz,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 5020  Independence  avenue,  east 
side,  145.95  ft.  south  of  West  252nd  street  (Block 
No.  3419,  part  of  Lot  No.  520),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Albert  E.  Wheeler. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THF.  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  . .  0 

THE  RESOLUTION— 

(142-42- A) 

Whereas,  Albert  E.  Wheeler,  for  Elvina  B.  Perkins, 
owner,  filed  on  February  18,  1942,  an  appeal  from  a  decision 
of  the  borough  superintendent,  for  permission  to  erect  a 
building  in  the  bed  of  mapped  street  (Blackstone  avenue)  ; 
premises  5020  Independence  avenue,  east  side,  145.95  ft. 
south  of  west  252nd  street  (Block  No.  3419,  part  of  Lot 
520),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  No.  38-42,  dated  February  17,  1942,  reads: 

“1.  Location  of  building  in  bed  of  mapped  street  is 
contrary  to  Section  35  of  the  General  City  Law.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  front¬ 


ing  155  ft.  on  Independence  avenue  with  a  depth  of  305.31 
ft.  therefrom,  located  in  a  residence  use  F  area  district. 
Upon  the  plot  there  exists  a  private  dwelling,  upon  which  it 
is  proposed  to  erect  a  one-story  Class  3  two-car  private  ga¬ 
rage,  14  ft.  in  height  and  19  ft.  bv  26  ft.  in  area,  to  be 
located  on  the  easterly  portion  of  the  premises  and  within 
the  lines  of  Blackstone  avenue,  as  shown  on  the  City  Map ; 
and 

Whereas,  the  applicant  contends  that  the  owner  has  re¬ 
cently  leased  the  dwelling  on  the  premises  and  that  the  lease 
calls  for  the  erection  of  a  two-car  garage  to  be  used  in 
connection  with  the  dwelling;  that  the  location  of  the  ga¬ 
rage  as  proposed  is  in  conformity  with  other  garages  and 
service  buildings  in  the  vicinity ;  that  Blackstone  avenue  was 
laid  out  originally  in  1895  and  has  been  readopted  from  time 
to  time;  that  no  portion  of  Blackstone  avenue  has  been 
legally  opened  or  physically  improved  and  that  service  build¬ 
ings,  including  garages  are  located  in  rears  of  properties 
fronting  on  the  east  side  of  Independence  avenue  within  the 
lines  of  Blackstone  avenue  as  shown  on  the  diagram  filed 
with  this  application;  that  due  to  topographical  conditions, 
it  would  be  difficult  to  provide  garage  space  opposite  the 
existing  dwelling  and  a  garage  would  be  unsightly  in  the 
front  of  the  lot;  and 

Whereas,  the  Board  has  been  advised  bv  the  Chief  En¬ 
gineer  of  the  Office  of  the  President  of  the  Borough  of  The 
Bronx,  under  date  of  March  26,  1942,  that  Blackstone  ave¬ 
nue  is  laid  out  as  a  60-foot  street  on  the  final  maps  of  the 
Borough  of  The  Bronx,  and  the  possibility  exists  that  said 
street  may  be  acquired  in  the  future  but  that  there  are  no 
pending  proceedings  for  its  acquisition;  and 

Weiereas,  under  date  of  March  30,  1942,  the  Board  was 
advised  by  the  City  Planning  Commission  that  Blackstone 
avenue  was  placed  on  the  City  Map  in  1931 ;  that  there  is 
not  presently  before  the  City  Planning  Commission  any  pro¬ 
posal  indicating  that  the  acquisition  of  said  street  is  con¬ 
templated  at  this  time;  that  unless  specifically  provided  for 
by  the  Board,  the  location  of  the  proposed  garage  within  the 
hed  of  the  street  would  increase  the  cost  of  acquisition. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  38-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  under  the  powers  granted  the  Board  under  Section 
35  of  the  General  City  Law,  on  condition  that  upon  the 
acquisition  of  Blackstone  avenue  by  the  City  for  opening  as 
a  street,  the  building  shall  he  removed  and  no  claim  made 
in  condemnation  for  the  value  of  the  building  or  cost  of 
removal ;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto. 


158-42-A. 

APPLICANT — Morris  Perlstein,  for  William  Price,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1423  Oriental  boulevard,  north¬ 
west  corner  of  Mackenzie  street  (Block  No.  7517, 
Lot  No.  1252),  Borough  of  Brooklyn. 

A  PEA  RANGES — 

For  Applicant:  Morris  Perlstein,  William  Price 
and  Esther  Price. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT- 

Affirmative  :  . . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

THE  RESOLUTION— 

(158-42-A) 

Whereas,  Morris  Perlstein,  for  William  Price,  owner, 
filed  on  February  24,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent;  premises  1423  Oriental  boulevard, 
northwest  comer  west  of  Mackenzie  street  (Block  No.  7517, 
Lot  No.  1252),  Borough  of  Brooklyn;  and 
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Whereas,  the  decision  of  the  borough  superintendent  on 
13.  N.  Applic.  No.  3076-41,  dated  February  18,  1942,  reads: 

i  i  o  -  r™1jC  c°nstructi°n  in  fire  limits  is  contrary  to 
4-1-2  of  Bldg.  Code. 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  and  basement  (18  ft.)  in  height;  23  ft.  by  48  ft.  in 
area;  of  Class  3  construction;  erected  in  1940;  located  in  a 
business  use  E  area  district;  and  occupied:  basement,  1  car 
private  garage  and  dwelling,  1  family;  1st  floor,  dwelling, 
amily ,  root,  vacant.  It  is  proposed  to  be  occupied:  base- 
ment,  same;  1st  floor,  same;  roof,  pigeon  coop;  and 
Whereas  Wdation  No.  4091-41  was  issued  December  9, 
,1941  iVi  the  borough  superintendent  for  violation  of  section 
L,zo- 1/4.0  of  the  Administrative  Code  in  that  a  frame  struc¬ 
ture,  about  6y2  ft  by  12  ft.  in  area,  and  6  ft.  in  height,  is 
being  erected  on  the  roof  without  filing  plans  and  obtaining 
a  permit  and  directing  that  all  work  be  stopped  until  plans 
are  approved  and  permit  obtained;  and 
Whereas,  the  owner  was  convicted  and  fined  in  Magis¬ 
trates  Court,  Brooklyn,  on  February  5,  1942,  on  charge  of 
violation  of  the  Administrative  Code  for  failure  to  comply 
with  an  order  of  Commissioner  of  Housing  and  Buildings 
to  stop  all  work  until  plans  were  approved;  and 
Whereas  Certificate  of  Occupancy  No.  99347  issued  De¬ 
cember  12,  1940  on  N.  B.  Applic.  No.  5188-40  described  the 
construction  classification  of  the  building  as  non-fireproof 
the  occupancy  classification  as  two  families  and  garage  and 
permitted  the  use  of  the  one  story  and  basement  building 
located  m  a  business  use  district  on  the  basement  story  as 
one  family  and  one  car  private  garage  and  on  the  first  floor 
as  one  family,  total,  two  families  and  one  car  private 
garage ;  and  v 

Whereas,  the  applicant  contends  that  the  owner  has 
erected  a  frame  structure  12  ft.  wide  by  15  ft.  6  in.  deep 
and  6  ft.  6  in.  in  height  on  the  roof,  constructed  of  wood 
studding  and  covered  on  the  outside  with  sheathing  and 
asphalt  shingles ;  that  the  interior  walls  and  ceiling  are  cov- 
ered  with  sheetrock ;  that  this  structure  on  the  roof  is  used 
for  the  housing  of  homing  pigeons,  which  are  owned  and 
trained  by  the  owner  and  are  registered  with  the  United 
Mates  War  Department  to  be  used  in  emergency  by  the 
War  Department  for  carrying  of  messages;  that  the  owner 
breeds  and  trains  these  pigeons  on  the  premises;  that  the 
pigeon  coop  is  located  3  ft.  from  the  party  lot  line  wall  on 
one  side  and  about  6  ft.  from  street  lot  line  on  the  other 
side ;  that  the  owner  is  a  member  of  the  Brooklyn  Homing 
vigeon  Club  and  in  view  of  these  facts  it  is  requested  that 
the  Board  grant  a  modification  to  the  owner  to  allow  the 
erection  and  use  of  the  frame  structure  as  shown  on  the 
plans  filed  with  this  appeal ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

i  ^eA°T?eu’  thaVohe^ision  the  borough  superintendent 
dated  February  18,  1942  on  B.  N.  Applic.  No.  3076-41  Ob¬ 
jection  No.  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


184-42 -A. 

APPLICANT — Fred  Johnson,  for  McCreery  Estate,  In¬ 
cur,  TT^mrp<\rated’,  °wner  (Francis  MacIntyre,  lessee). 

£>  U  dj  rtC  1  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 149-35  Northern  boulevard 
side,  73  feet  east  of  149th  place  (Block  No. 

APPEARANCES—0’  48)’  Flushing’  Borough  of  Queens. 
For  Applicant:  Fred  Johnson. 

For  Administration :  Fred  Dahlem,  Dep’t  of 

,  _ _  Housing  and  Buildings. 

~ OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 


THE  RESOLUTION— 

(184-42- A) 

Whereas,  Fred  Johnson,  for  McCreery  Estate,  Inc., 
ovvnu,  filed  on  March  6,  1942  an  appeal  from  a  decision  of 
he  borough  supenntendent;  premises  149-35  Northern 

eaTf  of  149th  P'ace  (Block  No. 
u/VL  t  No: ,48),’  Flushing,  Borough  of  Queens;  and 

All  00A1SAon,  ° 1  borough  superintendent  on 

Alt.  Applic  No.  226-42  dated  February  26,  1942  reads : 

roposed  use  of  frame  building  for  restaurant 
purpose  is  contrary  to  sec.  421” 

and 

Whereas  the  applicant  states  that  the  building  is  2V2 
stories  (30  ft.  6  in.)  in  height,  40  ft.  by  26  ft.  in  trea;  of 

k  u  4mC?^trrUCtl°n:  erected  ln  1920  i  Seated  on  a  lot  79.71 
tt.  by  J 44-44  ft.  in  area;  in  a  business  and  residence  use  C 
area  district ;  and  occupied :  cellar,  boiler-room  and  laundry ; 
1st  floor,  dental  office  and  parlor;  2nd  floor  and  attic  com¬ 
bined,  one  family.  It  is  proposed  to  be  occupied:  cellar, 
same;  1st  floor,  restaurant,  40  persons ;  2nd  floor  and  attic 
combined,  1  family;  and 

Whereas  the  applicant  contends  that  the  building  is  well 
suited  for  the  purpose  for  which  a  certificate  of  occupancy 
is  requested  and  is  provided  with  ample  exits  and  is  situated 
on  a  large  plot;  that  the  work  proposed  consists  of  reinforc- 
mg  the  1st  floor  and  complying  with  any  requirements  of 
the  borough  superintendent ;  that  the  owner  wishes  to  take 
advantage  of  a  present  opportunity  to  receive  revenue  nec¬ 
essary  to  pay  taxes  and  maintain  the  property  having  se¬ 
cured  a  bona  fide  tenant ;  and  J  8 

ofTeToar’d^  premises  Were  insI,ected  by  a  committee 

RfS,°JVe/’  d:at  the  decision  of  the  borough  superintendent 

arv^fi  2A6~42L  0bje(^ion  No-  1,  dated  Febru- 

ary  2 6,  1942,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  dented. 


407 


207-42- A. 

APPLICANT— Samuel  Rosenblum,  for  Shanferoke  Coal 
and  bupply  Company,  owner  (Morey  Machine 
Company,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

I  REMISES  AFFECTED— 8-03  26th  avenue,  north  side, 
102.03  ft.  west  of  9th  street  (Block  No.  906/ Lot 

APPEARANCES-0™’  gh  °£  Queens' 

For  Applicant :  Samuel  Rosenblum  and  lulius  H 
Bregman. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

THE1^ VOTE— B0ARD~A‘pPeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
bavage  and  Blum  and  Deputy  Chief  Gunn. .  4 

-Negative:  .  q 

THE  RESOLUTION— 

(207-42-A) 

Whereas,  Samuel  Rosenblum,  for  Shanferoke  Coal  and 
bupply  Company,  owner,  filed  on  March  16,  1942,  an  appeal 
from  a  decision  of  the  borough  superintendent  for  permis- 

5  ft  ?‘nrck  Lot  No-  5>'  ^ 

XT^nHAREAv’  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  No.  208-42  dated  February  25,  1942,  reads: 

.  Proposed  building  is  in  bed  of  mapped  street. 
Secure  approval  of  Board  of  Standards  and  Appeals  as 
,  Per  Section  35,  Article  3  of  General  City  Laws.” 

Whereas,  the  applicant  states  that  the  premises  consist 

,a  P!ot  fr°ntm8  13176  ft-  on  26th  avenue,  with 

a  depth  of  346.37  ft.  irregular  therefrom,  located  in  an  un- 
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restricted  use  A  area  district,  upon  which  it  is  proposed  to 
erect  a  one-story  and  cellar,  Class  3  building,  28  ft.  in 
height  and  91  ft.  5  in.  by  220  ft.  in  area,  to  be  used  for  the 
manufacture  of  machinery,  350  persons ;  and 

Whereas,  the  applicant  contends  that  the  proposed  build¬ 
ing  will  occupy  a  portion  of  the  westerly  half  of  8th  street, 
as  shown  on  the  City  Map  for  a  distance  of  220  ft.  north 
from  26th  avenue ;  that  the  proposed  building  is  part  of  the 
main  plant  of  the  Morey  Machinery  Company,  located  on 
the  adjoining  premises  and  engaged  in  the  manufacture  of 
machine  tools  for  the  War  Production  Board;  that  the 
plant  is  operating  under  pressure  to  fulfill  the  necessary 
urgent  orders  for  machine  tools ;  that  a  certificate  of  neces¬ 
sity  has  been  received  from  the  War  Department  specify¬ 
ing  the  necessity  of  erecting  the  building  in  compliance  with 
the  demands  of  the  Defense  Corporation  and  the  War  De¬ 
partment;  that  the  portion  of  8th  street  concerned  in  this 
application  runs  from  Astoria  avenue  to  the  waterfront; 
that  while  the  street  is  on  the  City  Map  there  has  at  no 
time  been  any  proceedings  to  take  possession  of  the  street ; 
that  there  is  no  thoroughfare  nor  is  there  likely  to  be  one; 
that  as  the  street  is  only  3  blocks  long  no  useful  purpose 
could  be  served  by  continuing  the  short  portion  of  the  river 
front ;  and 

Whereas,  the  Board  has  been  advised  by  the  Acting 
President  of  the  Borough  of  Queens,  under  date  of  March 
26,  1942,  that  8th  street  between  26th  avenue  and  Pott  Cove 
is  shown  on  the  Commissioners’  Map  of  Long  Island  City, 
adopted  1875;  that  the  city  has  no  title  in  this  portion  of 
8th  street  nor  is  there  any  proposal  pending  to  acquire  title 
thereto;  that  the  westerly  half  of  the  street  is  occupied  by 
a  factory;  that  there  seems  to  be  no  purpose  for  acquiring 
and  building  this  street  as  it  is  not  needed  for  traffic ;  that 
the  cost  of  acquisition  would  be  prohibitive  because  of  the 
existence  of  the  present  factory  building  within  the  lines  of 
the  street ;  that  the  land  on  both  sides  of  the  street  is  in  one 
ownership;  that  the  existing  factory  building  within  the 
lines  o£  the  street  is  now  being  used  for  defense  purposes ; 
that  in  view  of  the  industrial  development  of  the  section, 
there  is  no  public  necessity  for  this  street ;  that  it  is  intended 
to  prepare  a  map  for  submission  to  the  Board  of  Estimate 
for  the  purpose  of  removing  the  street  from  the  City  Map ; 
and 

Whereas,  the  Board  has  been  advised  by  the  City  Plan¬ 
ning  Commission  under  date  of  March  31,  1942,  that  there 
is  no  proceeding  pending  before  the  City  Planning  Commis¬ 
sion  affecting  this  street  and  that  inquiry  reveals  that  a  re¬ 
quest  to  eliminate  said  street  from  filed  map  is  presently 
being  considered  in  the  Office  of  the  President  of  the  Bor¬ 
ough  of  Queens. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  208-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  under  the  powers  granted  the  Board  under  Section 
35  of  the  General  City  Law,  on  condition  that  if  8th  street 
is  not  removed  from  the  City  Map  and  is  at  any  time  ac¬ 
quired  by  the  city  for  street  opening,  the  portion  of  the 
building  within  the  bed  of  8th  street  shall  be  removed  at 
the  owner’s  expense  and  no  claim  shall  be  made  in  con¬ 
demnation  for  that  portion  of  the  building  or  cost  of  re¬ 
moval  or  alteration  of  remaining  portion ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


271-42-A. 

APPLICANT — The  Proctor  and  Gamble  Manufacturing- 
Company,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— Southwest  corner  of  Western 
avenue  and  Richmond  terrace  (Block  No.  1400,  Lot 
No.  1),  Port  Ivory,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Leon  Grant  Godley  and  S.  W. 
Blackett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(271-42-A) 

Whereas,  The  Proctor  and  Gamble  Manufacturing  Com¬ 
pany,  owner,  filed  on  April  1,  1942  an  appeal  from  a  decision 
of  the  borough  superintendent;  premises  Southwest  corner 
of  Western  avenue  and  Richmond  terrace  (Block  No.  1400, 
Lot  No.  1),  Port  Ivory,  Borough  of  Richmond;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  41-42,  dated  March  21,  1942,  reads: 

“1.  Exterior  walls  must  be  of  non-fireproof  con¬ 
struction  (masonry).  (C26-254.0)” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  approximately  37  acres  in  area.  Upon 
the  plot  is  located  the  boiler-house  in  question;  one  story 
(36  and  45  ft.)  in  height;  296  ft.  by  50  ft.  in  area;  of  Class 
3  construction,  equipped  with  a  sprinkler  system ;  located  in 
an  unrestricted  use  district ;  erected  in  1907 ;  and  occupied 
as  boiler  house,  7  persons;  and 

Whereas,  the  applicant  contends  that  Alt.  Applic.  No. 
41-42  was  submitted  to  the  borough  superintendent  for  the 
construction  of  foundations  for  coal  pulverizers  and  bunkers 
and  a  structure  to  be  added  to  the  boiler-house  for  enclosing 
this  equipment ;  that  the  original  design  included  new 
bunkers  which  would  be  erected  outside  of  the  boiler-house 
and  a  brick  structure  resting  on  a  common  foundation  with 
the  bunkers  and  made  an  integral  part  thereof ;  that  due  to 
the  shortage  of  steel,  it  is  imposible  to  follow  the  original 
design  and  it  has,  therefore,  become  necessary  to  remove 
the  existing  bunkers  from  the  old  boiler-house  and  install 
them  temporarily  in  the  new  location ;  that  the  structural 
supports  of  the  old  bunkers  are  not  adaptable  to  incorpora¬ 
tion  into  the  building  wall ;  that  it  is  proposed  to  make  the 
building  wall  of  timber  and  wood  boards  to  serve  as  a  tem¬ 
porary  protection  for  the  equipment  and  the  operators  until 
such  time  as  suitable  quantities  of  steel  are  available,  at 
which  time  the  temporary  installation  will  be  demolished  and 
a  permanent  structure  erected;  that  an  automatic  sprinkler 
system  is  installed  in  these  premises  and  will  be  extended 
to  protect  the  proposed  wooden  structure;  that  the  appli¬ 
cant  is  engaged  in  the  business  of  manufacturing  glycerine 
for  war  purposes ;  that  by  reason  of  the  shortage  of  fuel 
oil  the  applicant  is  compelled  to  abandon  the  generation  of 
steam  by  the  use  of  fuel  oil  and  is  now  converting  the  boiler 
house  for  the  use  of  coal  as  a  fuel. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  41-42,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
for  a  period  of  one  (1)  year  to  permit  the  enclosure  of  the 
hoppers  as  proposed,  on  condition  that  the  sprinkler  system 
within  the  adjoining  building  shall  be  extended  into  these 
coal  storage  sections;  that  the  sprinkler  heads  shall  be  of 
1  in.  diameter  and  spaced  not  less  than  one  for  every  100 
sq.  ft. ;  that  the  pulverizing  area  shall  be  similarly  sprin- 
klered;  that  such  sprinkler  heads  may  be  of  the  type  fusing 
at  212°  F. ;  that  between  the  two  coal  storage  sections  there 
shall  be  a  Siamese  installed  connecting  directly  into  the 
sprinkler  system ;  that  the  coal  to  be  stored  shall  be  bitumi¬ 
nous  as  it  comes  from  the  mine;  that  if  coal  is  pulverized  it 
shall  be  immediately  removed  from  these  enclosures. 


VARIATIONS  OF  THE  LABOR  LAW. 

782-41 -S. 

APPLICANT — Friendly  Shirt  Company,  Incorporated 
(lessee)  for  H.  M.  and  F.  Schwartz  Realty  Com¬ 
pany,  Incorporated,  owner. 
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SUBJECT  Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  borough  superintendent. 

I  REMISES  AFFEC1ED — 304  Morgan  avenue  and  1027- 
1037  Metropolitan  avenue,  northeast  corner  (Block 
No.  2914,  Lot  No.  1  and  Block  No.  2915,  Lot  No. 
2),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  J.  Minogue  and  Louis 
Chuter. 

4  -Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  April  21,  1942  at 
2  P.  M.  on  request  of  the  applicant. 


281-42-S. 

APPLICANT — David  and  Geek,  Incorporated,  owner. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci- 
sion  of  the  borough  superintendent. 

I  REMISES  AFFECTED — 57-63  Willoughby  street  and 
118-126  Lawrence  street,  northwest  corner  (Block 
No.  147,  part  of  Lot  No.  36),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  H.  A.  Bostrem  and  O.  A.  Epp. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  17,  1942  at  10 
A.  M.  for  applicant  to  obtain  definite  recommenda¬ 
tion  from  U.  S.  Army  official. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

167-38-SA. 

APPLICANT — Sloan  Valve  Company,  owner. 

SUBJECT— Application  reopened  May  16,  1939— re  Ap¬ 
proval  of  Sloan  Vacuum  Breaker,  Model  V80,  for 
submerged  inlets  as  an  amendment  to  the  approval 
for  flushometer  valves  (previously  approved  re 
Model  V-60-A). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 


1014-41-SA. 

APPLICANT  M.  I.  Zielinski,  for  Lowe  Laboratories,  In¬ 
corporated,  owner.  i 

SUBJECT  Lowe  Spot  Fire  Detector”  Thermostat,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests 
THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  egative :  .  q 

THE  RESOLUTION— 

(1014-41-SA) 

Whereas,  M.  I.  Zielinski,  for  Lowe  Laboratories,  Incor¬ 
porated,  owner,  filed  on  November  25,  1941,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  appliance  known  as  the  “Lowe  Spot  Fire  Detector” 
Thermostat;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS. 

D  „  March  31,  1942. 

Re:  Cal.  No.  1014-41-SA 

Subject:  “Lowe  Spot  Fire  Detector”  Thermostat,  ap¬ 
proval  of. 

Laboratories,  Inc.  of  New  York  City,  owner, 
filed  November  25,  1941  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  “Lowe 
^P°t  Fire  Detector”  Thermostat  under  the  provisions 
of  C26  Art.  16  Administrative  Code  and  Sprinkler  Rules 
of  the  Board  of  Standards  and  Appeals. 

The  “Lowe  Spot  Fire  Detector”  is  a  thermostat  of 
the  spot  type  rate  of  rise  principle  of  operation  with 
an  auxiliary  fixed  temperature  release.  The  device  is 
composed  of  a  phenolic  composition  mounting  base  and 
a  metallic  operating  unit.  The  phenolic  base  is  a  circu¬ 
lar  disc  while  the  operating  unit  is  hemispherical  in 
shape  and  consists  of  an  air  chamber,  a  diaphragm,  a 
switch  mechanism  and  a  fixed  temperature  contacting 
element.  The  general  appearance  of  the  assembled  de¬ 
vice  and  the  parts  is  shown  in  Fig.  1. 

The  mounting  base  is  a  shallow  phenolic  disc  into 
which  are  fitted  the  line  wire  terminals  and  the  switch 
mechanism.  ■  Two  mounting  lugs  are  provided  for  the 
attachment  of  the  device. 

The  thermo-responsive  element  is  a  copper  bearing 
brass  shell,  hemispherical  in  shape  fitting  snugly  over 
the  rim  of  the  phenolic  mounting  base.  A  bronze  spring 
with  one  end  spot  welded  and  the  other  end  soldered 
with  special  solder  to  the  interior  surface  of  the  shell 
forms  the  fixed  temperature,  thermo-responsive  ele¬ 
ment. 

A  flexible  corrugated  diaphragm  supported  under  an 
annular  brass  disc  is  fixed  over  the  surface  of  the 
phenolic  base,  under  the  hemispherical  shell.  Flanged 
edges  of  both  the  diaphragm  and  support  disc  fit  closely 
into  a  groove  formed  in  the  base  of  the  device  cir¬ 
cumference.  I  he  assembly  thus  provides  an  air  cham¬ 
ber  having  a  flexible  surface  available  to  operate  a 
switch.  The  fixed  temperature  spring  is  formed  and 
so  located  that  upon  release  of  the  end  held  by  the 
special  solder  the  hump  in  the  spring  will  depress  the 
diaphragm  to  close  the  switch. 

The  switch  mechanism  consists  of  an  adjustment 
screw  having  a  silver  contact  at  its  interior  end  and  a 
flexible  metallic  bridge  normally  sprung  towards  the 
diaphragm  with  one  of  its  end  fixed  under  a  rivet  join¬ 
ing  a  terminal  plate.  A  metal  plate  forms  the  electrical 
connection  between  the  adjustment  screw  and  other  line 
terminal. 

The  air  chamber  is  vented  through  an  opening  formed 
m  the  phenolic  base.  Kapok  compressed  by  a  hollow 
brass  screw  serves  as  the  means  of  regulating  the  escape 
ot  air  from  the  chamber.  When  the  device  is  subjected 
to  normal  temperature  rise,  the  air  in  the  chamber  ex¬ 
pands  and  leaks  through  the  vent.  Exposure  of  the 
device  to  a  rapid  increase  in  temperature  results  in  more 
expansion  of  air  in  the  chamber  than  can  be  relieved 
by  the  vent  and  this  produces  deflection  of  the  dia¬ 
phragm  and  forces  the  bridging  member  against  the 
end  of  the  contact  screw.  The  contact  thus  established 
closes  the  circuit  through  the  device  to  actuate  an 
alarm.  The  soldered  joint  of  the  spring  enclosed  in  the 
hemispherical  shell  is  released  when  the  thermostat 
is  heated  to  a  predetermined  temperature.  Solders  hav¬ 
ing  melting  points  of  165°  for  normal  use  and  212°  F. 
for  extra  heated  locations  are  employed.  Double  line- 
wire  terminal  screws  are  provided  for  the  accommoda¬ 
tion  of  sections  of  these  wires,  which  arrangement  causes 
a  break  in  the  line  when  a  device  is  removed.  The  de¬ 
vice  is  mounted  on  surfaces  by  means  of  two  screws 
entering  the  projections  on  the  base.  Suitable  openings 
are  left  in  the  side  walls  of  the  base  to  permit  entrance 
and  egress  of  line  wires. 

The  appliance  has  been  approved  by  the  Underwrit¬ 
ers’  Laboratories.  Signal  397,  Applic.  No.  40C1961A 
April  15,  1041  for  operation  on  24  Volts. 
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PART  LIST 


Part  No. 

Name 

Quan. 

Material 

11 

Contact  Spring 

1 

Spring  Silver 

12 

Test  Vent  Seal 

1 

Lead  Pellet 

13 

Adjustable  Vent 

1 

Brass 

14-13 

Line  Connector  Scr. 

2 

Brass 

16 

Line  Terminal 

1 

Brass 

17-18 

Line  Connector  Scr. 

2 

Brass 

19 

Line  Terminal 

1 

Brass 

20 

Cover  Plate 

1 

Fibre 

21 

Solder  Joint 

2 

Fixed  Tern.  Solder 

Part  No. 

Name 

Quan. 

Material 

1 

Base 

1 

Bakelite  Moulded 

2 

Shell 

1 

Bronze  Stamping 

3 

Diaphragm 

1 

Copper 

4 

Stop  Plate 

1 

Brass 

5 

Fixed  Tern.  Spring 

1 

Spring  Bronze 

6-8 

Hollow  Rivets 

2 

Brass 

7 

Contact  Screw 

1 

Brass  Silver  Tipped 

9 

Cont.  Screw  Nut 

1 

Brass 

10 

Cont.Scr.  Hoi.  Rivet 

1 

Brass 

Figure  1 
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"The  device  was  examined  by  the  representative  of 
the  hire  Department  and  of  the  Committee  on  Tests  of 
the  Board  of  Standards  and  Appeals  and  the  Committee 
recommends  that  the  “Lowe  Spot  Fire  Detector” 
(thermostat)  be  approved  for  use  in  New  York  City, 
when  used  in  connection  with  a  duly  approved  rate  of 
rise  thermostatic  system  designed  to  give  alarm  in  the 
event  of  fire.  When  used  in  such  system  the  electric 
wiring  attached  to  the  terminals  of  the  device  shall  be 
#14  B  &  S  wire  gauge,  rubber  insulated,  single  braid, 
protected  as  required  in  the  approved  system  in  which 
this  device  is  used.  The  use  of  the  device  shall  be  lim¬ 
ited  to  approved  thermostat  systems  having  a  capacity 
of  24  Volts.  The  device  shall  be  placed  within  an  open 
metallic  outlet-box  arranged  to  receive  wiring  protection 
The  “Lowe  Spot  Fire  Detector”  (thermostat)  shall  bear 
a  label  permanently  affixed  reading :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  1014-41-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ap¬ 
pliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  “Lowe  Spot  Fire 
Detector”  Thermostat,  on  condition  that  the  appliance  be 
manufactured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


116-42-SA. 

APPLICANT — Carl  Sahler,  for  Thatcher  Furnace  Com¬ 
pany,  owner. 

SUBJECT — Thatcher  “Comfortmaster”  Gas  Fired  Burner 
Unit,  approval  of  (Models  as  listed  herein) 
APPEARANCES— 

For  Applicant:  Malcolm  A.  Beard. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(116-42-SA) 

Whereas,  Carl  Sahler,  for  Thatcher  Furnace  Company, 
owner,  filed  on  February  10,  1942,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ap¬ 
pliance  known  as  the  Thatcher  “Comfortmaster”  Gas  Fired 
Burner  Unit ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

March  30,  1942. 

Cal.  No.  116-42-SA 

Subject — Thatcher  “Comfortmaster”  Gas  Fired  Burner 
Unit,  approval  of  (Models  as  listed  herein). 

The  Thatcher  Furnace  Company  of  39  St.  Francis 
Street,  Newark,  N.  J.  filed  February  10,  1942,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Thatcher  Comfortmaster  Gas  Fired 
Burner  Unit  under  the  provisions  of  C26-178.0  b  for 
uses  under  Art.  12,  Sub.  Art.  1  and  2  of  the  Adminis¬ 
trative  Building  Code. 


(i  ^  l1,6™  burner  units  are  made  in  several  sizes  based  on 

rl  a  1  o4'^pu^  Aan0  are  known  as  GA  3,  62500  BTU ; 
GA  4’  83300,  GA  b,  104000;  GA  6  125000-  GA  7 

rA°°u  Smvvi  16702°j.  GA  10’  208000  >  GA  12  250000; 
GA  K  291000;  and  GA  16,  333,000. 

1  hese  burners  are  designed  for  warm  air  steam  and 
hot  water  heating  and  consist  of  a  cast  iron  heat  ex- 
c  langer  which  imparts  heat  to  the  cast  iron  heating 
suriace  by  means  of  two  or  four  drilled  raised  ports. 
1  he  heat  is  distributed  from  the  heating  surface  by 
means  of  a  centrifugal  squirrel-cage  double  inlet  blower 
which  forces  air  to  every  inch  of  heating  surface  avail¬ 
able.  1  he  heated  air  is  forced  up  to  a  plenum  chamber 
where  supply  ducts  of  proper  size  and  design  impart 
the  necessary  amount  of  heat  to  each  room.  Humidity 
is  imparted  to  the  air  in  the  supply  plenum  chamber  by 
means  of  a  vaporizing  humidifier  which  consists  of  a 
vaporizing  casting  which  fits  into  the  heating  element. 
A  constant  water  level  is  maintained  in  the  vaporizer  by 
means  of  a  constant  level  device.  The  heat  of  com- 
bustion  vaporizes  the  water  in  the  vaporizer  and  injects 
the  vapor  into  the  air  by  means  of  a  one  inch  connec¬ 
tion.  _  On  the  return  air  side  of  the  unit  the  blower  pulls 
the  air  which  is  returned  to  the  unit  by  means  of  re¬ 
turn  ducts  through  split  wire  throway  type  filters,  which 
remove  dirt  and  dust  from  the  air.  From  this  point 
the  air  is  heated  and  goes  through  the  same  process  and 
is  recirculated. 

The  GA  3  to  8  units  are  equipped  with  two  drilled 
raised  port  burners,  each  V/i"  wide  by  9)4"  to  24)4" 
long.  The  GA  10  to  GA  16  units  are  equipped  with 
tour  drilled  raised  port  burners  each  3%"  wide  by  18" 
to  24%'  long.  The  variation  in  length  of  these  burners 
is  due  to  each  unit  having  a  combustion  area  in¬ 
creased  as  the  units  range  from  the  GA  3  upward, 
the  vanahon  is  accomplished  by  adding  sections.  The 
GA  3  has  3  sections,  the  GA  4  four  sections,  and  other 
numbers  have  similar  corresponding  number  of  sections 

1  he  number  and  size  of  the  drilled  holes  for  manu¬ 
factured  gas  is  GA  3,  102;  GA  4,  140;  GA  5  176  - 
GA  6,  212;  GA  7,  248;  GA  8,  284;  GA  10,  176;  GA 
12,  212;  GA  14,  248  all  Size  #40. 

•7TXheJdistaiice,„from  ports  to  rarest  metal  surface  is 
7/4  ;  down  7%'  ;  laterally  Yti"  ■  A  cast  iron  egg-shaped 
combustion  chamber  with  a  maximum  width  of  9% 
inches,  a  maximum  height  of  15 and  a  depth  of 

19  1 t-a1' ia°  2j ^  IS  Provided  for  all  but  GA  10,  GA 
1-,  GA  14  and  GA  16  where  two  combustion  chambers 
are  required  because  the  units  consist  of  two  rows  of 

(ions.  All  sections  to  make  up  the  combustion  area 
are  bolted  together  and  have  tongue  and  grooved  joints 
fitted  with  asbestos  gaskets;  they  have  removable  clean¬ 
out  plates  which  are  secured  bv  wing  nuts  so  that  the 
section  can  be  readily  and  easily  cleaned. 

A  #22  gauge  sheet  metal  jacket  insulated  with  3  ply 
aluminum  foil  backed  asbestos  encloses  each  unit.  A 
supply  and  return  duct  connection  is  provided  for  duct 
connections.  A  front  door  is  removable  so  that  access 
to  burner  and  controls  is  provided.  Two  doors,  one  on 
each  side  of  unit  are  removable  so  that  blower,  motor 
and  filters  may  be  served.  A  draft  hood  of  proper 
type  is  supplied.  All  units  are  equipped  with  Minne- 
apohs-Honeywell  controls  and  accessories.  For  GA  3, 
a  M-H  regulator  and  magnetic  valve  connection 
V  526,  M  &  H  magnetic  valve  V  116,  M  &  H  L-134 
Limit  control  on  LA  101,  Limit  control  box  type  draft 
hood  for  GA  4.  a  %  inch  Detroit  brass  main  control 
plug  valve,  a  M.H.  V  526  diaphragm  valve,  L  101,  Limit 
or  LA  101  or  L134A  Limit  Control. 

k?1'  GA-5-a  Y  in.  Detroit  Brass  main  shut-off  valve : 
a  M.H.  YY  V  126  C  M-H  Combination  main  control 
valve  and  pressure  regulator:  L  134  limit  control  with 
this  model;  a  1/6  H.P.  electric  motor  driving  a  UY  in 
centrifugal  blower;  a  6  inch  draft  hood;  a  1  inch 
Detroit  Brass  main  shut-off  valve. 

For  GA  10-1  in.  #V155  Automatic  valve:  103  10 
Em co  gas  pressure  regulator  two  #C809-A,  M-H  pilot- 
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stats,  M.H.  L  134,  or  LA  101,  limit  control,  2-1/6  H.P. 
motor  driving  two  11-5/9  in.  blowers,  two  6  inch  draft 

hoods.  .  ^  .  .  , 

For  GA  #6  one  %  in.  Detroit  Brass  mam  control 
plug  valve;  M.H.  V  116  magnetic  valve;  M-H  V-526 
diaphragm  valve  and  regulator ;  M-H  L  101  Limit  con¬ 
trol  •  1/6  H.P.  electric  motor  with  rotary  blower ;  6  in. 
draft  hood ;  GA  12,  one  one-inch  Detroit  shut-off  valve ; 
a  ir  No.  103-10  Emco  gas  pressure  regulator;  two 
C-809-A  M-H  Pilotstats;  two  6  inch  draft  hoods;  a 
#L  134,  L  134 A  or  LA  104,  M.H.  limit  control;  two 
1/6  H.P.  three  motor  drive,  two  1%  in.  centrifugal 

blowers.  .  , 

For  GA-7-a  one  inch  Schoenberger  mam  gas  control 
valve;  1  in.  M.H.  #V  15A  motor  valve;  1  in.  Pitts¬ 
burgh  #103-10  gas  pressure  regulator;  #L  134. A  or 

L. A.  101.  M.H.  Limit  control;  a  1/3  H.P.  1750  R.P.M. 
Centurv  motor;  a  11%  in.  I.D.  Squirrel  cage  blowei 
having  48/4  by  12  in.  blades  pulley  ratio  2-1. 

For  GA-14  A  #2525  1%  in.  Detroit  Brass  mam  shut¬ 
off  valve;  a  1*4  in.  V-155  M-H  motor  valve,  a  %  inch 
#103-12  Emco  gas  pressure  regulator;  two  C-809-A 
M-H  Pilotstats;  two  7  in.  draft  hoods;  #L  134A  or 
LA  101,  M.H.  limit  control;  two  1/3  H.P.  1750  R.P.M. 
Century  motors  driving  two  11%  in.  E.D.  blowers  hav¬ 
ing  48%  by  12  in.  blades.  Pulley  ratio  2  to  1; 

For  GA-8 — One  1  inch  Schoenberger  mam  control 
valve:  one  M-H,  V  15  A,  one  inch  motor  valve:  one  1 
inch  Pittsburg  #103-10  regulator;  one  M.H  #L .134 
A  or  LA  101,  limit  control;  one  1/3  H.P.  1250  R.P.M 
Century  motor  with  11%  in.  I.D.  Blower  having  48% 
by  12  in.  blade  pullev  ratio  2  to  1.  . 

For  GA-16  A  #2525  1%  in.  Detroit  Brass  mam  shut¬ 
off  valve,  a  1%  in.  V-155  M.H.  motor  valve;  a  1  %  in. 
#103-12  Emco  gas  pressure  regulator;  two  C-809.A 

M. H.  Pilotstats ;  two  7  inch  draft  hoods ;  a  L-134-A  or 
LA  101,  M-H  limit  control  ;two  1/3  H.P.  1750  R.P.M. 
Century  motors  driving  two  11%  in.  I.D.  blowers  hav¬ 
ing  48%  by  12  in.  blades,  pulley  ratio  2-1. 

These  units  have  been  approved  by  the  American 
Gas  Association,  Inc.  No.  4  (432.0  &  1)  .001  for 
GA  30;  ’#4.432.101  for  GA  4;  #4-432.202  for  GA  5 
and  GA  10 :  #4-432.201  for  GA  6  and  GA  12 ;  4-432.312 
for  GA  7  &  GA  14;  #4-432.311  for  GA  8  and  GA  16. 

Inspection  and  test  of  a  representative  sample  of 
these  appliances  were  made  at  57  Gates  Avenue  on 
March  11,  1942,  where  the  unit  was  installed  in  a  warm 
air  furnace.  On  shutting  off  pilot,  burner  was  extin¬ 
guished  and  had  to  be  manually  relit  'after  controls 
recycled.  All  controls  operated  satisfactorily. 

On  the  basis  of  this  inspection  and  test  it  is  recom¬ 
mended  that  the  Thatcher  Comfortmaster  Gas  Fired 
Burner  unit  for  steam,  hot  water  and  warm  air  installa¬ 
tion  Models  GA,  3,  4,  5,  6,  7,  8,  10,  12.  14  and  16  as 
listed  in  this  report  be  approved  under  C26-178.0b  for 
use  in  New  York  City  when  installed  in  accordance 
with  Article  12,  Sub.  Art.  1  and  2  of  the  Administrative 
Building  Code,  provided  the  appliance  has  a  label  per¬ 
manently  affixed  reading,  “Approved  bv  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  116-42-SA”  and  subject  to  such  rules  as  the 
Board  may  promulgate  as  provided  under  section  C26- 
690.0  Administrative  Code. 

(Sgd.)  BERNARD  A.  SAVAGE. 

Commissioner, 


CHARLES  M.  BLUM. 

Commissioner, 


fortmaster”  Gas  Fired  Burner  Unit,  Models  GA,  3,  4,  5,  6, 
7,  8,  10,  12,  14  and  16,  on  condition  that  the  appliance  be 
manufactured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 

599-38-SM. 

APPLICANT— Ardor  Fireproofing  Company,  Incorporated, 
for  Frances  Blosveren,  owner. 

SUBJECT— Ardor  Fireproofed  Wood  and  Trim,  approval 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  for  approval  dismissed 
for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  ® 


261-41-SM. 

APPLICANT— U.  S.  Machine  Corporation,  owner. 
SUBTECT— Frewal  Flat  Clip  #101,  Frewal  Corner  Clip 
#201  and  Frewal  Channel  Clip  #301  (Floating 
Wall  System),  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  ® 

THE  RESOLUTION— 

(261-41-SM) 

Whereas,  U.  S.  Machine  Corporation,  owner,  filed  on 
March  28,  1941,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Frewal 
Flat  Clip  #101,  Frewal  Corner  Clip  #201  and  Frewal  Chan¬ 
nel  Clip  #301  (Floating  Wall  System)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

April  14,  1941. 

Cal.  No.  261-41-SM. 

Subject:  Frewal  Flat  Clip  #101,  Frewal  Corner  Clip 
#201  and  Frewal  Channel  Clip  #301  (Floating  Wall 
System),  approval  of.  .  ,  OQ 

The  U.  S.  Machine  Corporation  filed  on  March  28, 
1941,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Frewal  Flat  Clip  #101, 
Frewal  Corner  Clip  #201  and  Frewal  Channel  Clip 
#301  under  the  provisions  of  C.26-192  (2.2.3)  and  C.26- 
462.0b  (8.4.10.6)  as  a  new  method  of  construction  not 
provided  for  in  the  Administrative  Building  Code  but 
within  the  intent  of  C.26-3.0  (3)  and  C.26-4.0  (4)  Ad¬ 
ministrative  Building  Code. 

Frewal  Clips  are  designed  and  constructed  for  the 
purpose  of  erecting  16"  x  32",  36"  or  48"  gypsum  lath 
(perforated  or  plain)  of  %"  and/or  thickness  as  a 
plaster  base. 


LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  approval  of  this  ap- 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Thatcher  “Com- 
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FREWAL  FLAT  OR  PLAIN  CLIP  #101. 

Frewal  Flat  Clips  #101  are  manufactured  from  28 
gauge  tight  coat  galvanized  sheets  and  stamped  to  size 
and  shape  as  shown  and  designated  in  Fig.  1.  These 
clips  are  fastened  to  the  wall  studs  or  ceiling  joists  or 
otherwise  structural  wood  members  by  means  of  5d, box 
barbed  nails.  These  clips  are  spaced  not  over  16"  on 


MINUTES 


FREWAL  FLAT  CLIP  No.  101 


of  1000  Clips 
(Nails  Included) 

425  Flat  Clips  Needed 
for  100  Sq.  Yds. 


FREWAL  CORNER  CLIP  No.  201 


of  600  Clips 
(No  Nails  Used) 

120  Corner  Clips  Needed 
for  100  Sq.  Yds. 


Figure  1 
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center  along  line  of  lath  and  in  the  rows  which  limit 
the  spacing  to  approximately  16"  o.c.  along  structural 
member.  These  clips  are  shipped  in  cartons  of  1000  each 
and  the  nails  above  described  (approx.  1200  nails)  are 
packed  in  each  carton  of  Flat  Clips  #101. 


clip  is  so  formed  as  to  form  hangar  brackets  that  ex¬ 
tend  into  steel  furring  channels  resting  on  edge  of  chan¬ 
nel  for  support,  in  place  of  nailing  as  with  Clip  #101. 
These  clips  are  shipped  in  cartons  of  800  each,  and  no 
nails  are  used. 


FREWAL  FLAT  CLIP  #201  (CORNER) 

Frewal  Comer  Clips  #201  (Fig.  1)  are  manufactured 
from  28  gauge  tight  coat  galvanized  sheets  and  stamped 
to  size  and  shape,  the  principle  of  construction  being 
the  same  as  the  Flat  Clip  #101  with  these  exceptions: 
The  reinforcing  frame  and  rear  spacing  base  are  formed 
at  right  angles  to  the  main  part  of  the  clip  to  engage 
the  pieces  of  lath  at  right  angles,  thereby  making  cor¬ 
ners.  These  clips  are  used  in  conjunction  with  clips 
#101  and  clips  #301.  These  clips  hold  the  lath  in 
place  and  the  lath  holds  the  clips  in  place  until  the 
plaster  is  applied.  These  clips  are  not  nailed  to  the 
structure,  thereby  creating  floating  reinforced  corners. 
This  reinforcing  corner  clip  #201  is  submitted  for  ap¬ 
proval  for  use  in  lieu  of  using  2",  3"  or  4"  metal  lath 
corner  strips.  These  clips  are  shipped  in  cartons  of  600 
each  and  no  nails  are  used. 


FREWAL  CHANNEL  CLIP 
No.  301 


of  800  Clips 
(No  Nails  Used) 

500  Channel  Clips  Needed 
for  100  Sq.  Yds. 

Figure  2 

FREW  ALL  CHANNEL  CLIPS  #301. 

Frewal  Channel  Clips  #301  Fig  2  are  manufactured 
from  26  gauge  tight  coat  galvanized  sheets  stamped  to 
size  and  shape,  the  principle  of  construction  being  the 
same  as  the  Flat  Clips  #101  with  this  exception:  The 


TESTS  OF  FREWAL  FLAT  (PLAIN)  CLIP. 

A  test  was  performed  on  Frewal  Flat  Clip  #101  by 
the  Laboratories  of  R.  G.  Osborne,  Los  Angeles,  Cali¬ 
fornia,  dated  11/25/38  as  follows: 

Description  of  Panel  Tested. 

The  test  panel  was  constructed  using  gypsum  plaster 
y2"  thick  (Mix:  one  part  Gypsum  Hardwall  plaster  and 
Zy2  parts  washed  plaster  sand,  by  weight)  on  a  gypsum 
plaster  board,  Y%  thick.  The  plaster  board  was  fastened 
to  the  wood  testing  frame  by  use  of  the  Free-Wall  Clip 
System ;  six  penny  common  nails  were  used,  one  nail  to 
each  clip.  The  plaster  board  sheets  were  48"  x  16"  and 
the  clips  were  spaced  16"  on  centers  on  the  long  side 
of  the  sheet  and  8"  on  centers  on  the  short  side.  The 
wood  members  were  2"  x  6"  on  16"  centers. 


Method  of  Testing. 

The  test  panel  was  supported  on  the  2"  x  6"  timbers 
projecting  on  each  end  beyond  the  plastered  panel.  The 
test  was  made  with  plaster  side  down ;  the  load  of  sand 
and  gravel  was  placed  directly  on  the  plaster  board. 
The  sand  and  gravel  was  first  weighed  and  then  spread 
uniformly  over  the  panel,  confining  the  test  to  an  area 
32"  x  48" ;  a  wood  frame  with  sides  about  2J4  feet  high 
was  used  to  hold  the  sand  and  gravel ;  the  sides  of  the 
box  rested  on  the  wood  frame.  At  the  early  part  of 
the  test  the  entire  load  was  carried  by  the  ceiling,  that 
is  the  plaster  board  and  plaster,  the  clips,  and  the  nails, 
then  the  wood  frame.  As  the  test  neared  completion  the 
gravel  and  sand  was  about  two  feet  deep,  and  on  top 
of  this  was  a  load  of  925  pounds  consisting  of  concrete 
test  cylinders. 


Results  of  the  Test. 

At  a  load  of  2925  pounds,  (2000  pounds  sand  and 
gravel  and  925  pounds  of  concrete)  there  was  a  center 
deflection  of  0.17";  the  load  was  removed  and  it  was 
found  that  the  two  nails  at  the  center  of  the  panel  had 
been  pulled  out  to  the  extent  of  0.17" ;  there  was  no 
cracking  of  the  plaster  nor  other  indication  of  over¬ 
stressing. 

It  was  estimated  that  at  least  60%  of  the  total  load 
(60%  of  2925)  or  1755  pounds  was  carried  by  the 
plaster  slab,  and  since  the  net  area  of  same  was  9.3 
square  feet  we  have  a  unit  load  of  189  lbs.  per  sq.  ft. 
of  plaster  without  indication  of  failure;  in  this  type  of 
construction,  using  six  penny  common  nails  the  nails 
will  pull  out  before  there  is  a  failure  in  the  clips  or 
the  plaster  slab. 

A  test  was  also  performed  on  the  Frewal  Flat  Clip 
at  Purdue  University,  dated  November,  1941,  on  clips 
of  26  and  28  gauges,  respectively.  The  4'  x  4'  test 
panel  consisted  of  2  x  6  floor  joists  16"  o.c.  under  which 
YY  plaster  boards  were  laid  and  secured  by  Frewal 
Flat  Clips  16"  o.c.  which  were  nailed  to  the  floor  joists 
by  means  of  1Y"  long  .079"  diameter  with  a  head  .215" 
diameter.  Tests  were  made  on  plastered  as  well  as  un¬ 
plastered  panels  for  both  the  26  and  28  gauge  material. 
The  plaster  where  used  was  34"  thick. 

The  panels  were  tested  in  a  horizontal  position  with 
the  plaster  facing  downward,  thus  simulating  a  ceiling. 
A  large  inflated  rubber  bag  was  used  in  applying  uni¬ 
form  loads  to  the  upper  “in  the  wall”  face  of  the  panels. 

Load  p.  s.  f.  Def.  Center 

26  g.  Frewal  Flat  Clip  unplastered  70  .075" 

28  g.  “  “  “  “  80  .002" 

26  g.  “  “  “  plastered  110  .068" 

28  g.  “  “  “  “  100  .058" 

An  inspection  of  a  typical  installation  in  Washington, 
D.  C.  of  the  Frewal  Flat  Clips  #101,  201  was  made. 
The  portion  of  the  ceiling  tested  consisted  of  34"  plaster 
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board  secured  to  Stran  Steel  floor  joists  by  clips  16" 
o.c.  which  were  fastened  by  6d  barbed  nails.  Load  was 
applied  to  the  top  side  of  a  16"  x  36"  plaster  board  by 
means  of  a  cross  frame  having  a  wire  rope  hung 
through  the  plasterboard,  so  that  a  load  could  be  ap¬ 
plied.  Upon  the  application  of  a  load  of  150#  no  fail¬ 
ure  resulted.  An  increase  in  the  load  of  50#  resulted 
in  failure. 

TESTS  OF  FREWAL  CHANNEL  CLIPS. 

A  test  was  made  at  Purdue  University,  dated  Decem¬ 
ber  2,  1941  on  channel  clips  as  follows : 

Two  specimens  were  made  using  clips  having  a  thick¬ 
ness  .023  were  tested  by  hooking  each  clip  over  the  edge 
of  a  24"  rolled  channel  and  the  load  then  applied  to 
llic  plasterboard.  The  specimens  16/r  x  16,r  were  made 
up  of  four  clips  attached  to  plasterboard  and  plastered, 
the  clips  being  placed  on  12/;  centers.  From  the  speci- 
mens,  test  samples  were  cut  having  a  size  of  4"  x  5" 
with  a  clip  in  the  middle.  The  results  of  the  load  tests 
are  as  follows : 


Maximum  Load  in  # 
Test  #  Spec.  1  Spec.  2 

1  135  110 

2  137  114 

3  143  116 

4  143  124 


Av.  139  116 


RECOMMENDATIONS. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  Frewal  Flat  Clip  #101  Frewal 
Corner  Clip  #201  (Fig.  1)  as  made  by  the  U.  S. 
Machine  Company  of  Lebanon,  Indiana,  when  made  of 
the  gauges  and  applied  as  provided  herein,  be  approved 
for  use  under  C26-241.0  and  C26-242.0  for  use  in  Class 
3  and  Class  4  construction  as  an  alternative  method  of 
construction  to  that  provided  in  C26-462.0,b,  Admin¬ 
istrative  Building  Code.  The  Committee  is  without  data 
to  recommend  the  use  of  this  material  in  partitions  or 
ceilings  required  to  have  a  fire-resistive  rating  of  one 
iiour.  Approval  is  also  recommended  of  the  Frewal 
Channel  Clip  #301  (Fig.  2)  for  use  with  a  channel 
runner  system  for  the  purpose  of  attaching  the  plaster 
board  thereto  under  C26-239.0  and  C26-240.0  for  use  in 
Class  1  and  Class  2  construction  when  applied  and  made 
as  provided  herein. 

It  is  further  recommended  that  each  container  of  these 
materials  be  marked,  stamped  or  labeled  reading  as 
follows :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal  No 
261-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

.  Whereas,  this  report  recommended  approval  of  this  mate-  ' 

rial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Frewal  Flat  Oip 
#101,  Frewal  Corner  Clip  #201  and  Frewal  Channel  Clip 
#301  (Floating  Wall  System),  on  condition  that  the  mate¬ 
rial  be  manufactured,  installed,  and  labelled,  stamped  or 
tagged  in  accordance  with  above  report. 


25-42-SM. 

APPLICANT — Conviser  and  Company,  owner. 
SUBJECT— Conviser  Concrete  Filled  Steel  Columns,  Heavy 
Weight,  approval  of. 


APPEARANCES— 

»  Applicant:  I.  M.  Conviser. 

-  C  ION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests 
THE  VOTE  TO  APPROVE- 

Affii  mative  .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  q 


THE  RESOLUTION— 


(25-42-SM) 

WHnERmft,  Convisei:.  and  Company,  owner,  filed  on  Jan- 
uary  9,  1942  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Conviser 
Concrete  Filled  Steel  Columns,  Heavy  Weight;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 


Re:  Cal.  No.  25-42-SM 
Subject:  CONVISER  CONCRETE  FILLED  STEEI 
COLUMNS,  HEAVY  WEIGHT,  approval  of 
Conviser  and  Company,  of  Brooklyn,  New  York, 
filed  on  January  9,  1942  an  application  with  the  Board 
of  Standards  and  Appeals  under  the  requirements  of 
Section  C26- 1/8.0, b  for  approval  of  their  material  known 
as  the  Conviser  Concrete  Filled  Steel  Columns,  heavy 
weight. 


Conviser  Concrete  Filled  Steel  Columns,  heavy 
weight,  are  nominally  4  in.,  4)4  in.  and  5  in.  in  outside 
diameter,  with  shell  thicknesses  of  .226  in.,  .237  in 
and  .247  in.  respectively.  Maximum  length’  is  16  ft! 
Sample  columns  submitted  for  test  purposes  were  con¬ 
crete  filled  at  the  plant  of  the  Conviser  and  Company 
in  the  presence  of  a  representative  of  the  Board.  The 
concrete  fill  mix  was  as  follows :  1  part  approved  Atlas 
Cement,  1)4  parts  sand,  3  parts  gravel  (cracked  blue- 
stone)  mixed  dry  by  hand  for  four  minutes.  Five 
gallons  of  water  were  then  added  and  the  whole  mixed 
for  an  additional  12  minutes.  There  was  no  additional 
bar  reinforcement. 


I  he  concrete  was  shovelled  into  the  steel  tubing  and 
rodded  with  a  1)4  in.  ram  at  regular  intervals.  '  A  6 
in.  by  12  in.  cylinder  of  the  mix  was  also  made  for 
test  purposes.  The  columns  were  capped  by  steel  plates 
electrically  welded  to  the  tubing,  and  forwarded  to 
Columbia  University  for  test  at  the  28  day  period. 

The  results  of  the  tests  (Columbia  LTniversity  report 
dated  February  18,  1942)  are  as  follows: 

4  in. 

Length  14'  1)4" 

Outside  Diameter,  In.  4.10 
Inside  Diameter,  In.  3.867 
Wall  Thickness  .233 

Maximum  Load  94,000 

Failure  Buckling 

Age  (days)  28 

Concrete  Cylinder 

Diameter  in  inches 
Height  in  inches 
Area  in  inches 
Maximum  Load  in  pounds 
Compressive  Strength  (P.S.I.) 

Age 


4)4  in. 

5  in. 

15' 

16'  1  )4" 

4.53 

5.50 

4.287 

5.247 

.243 

.253 

119,800 

200,500 

Buckling 

Buckling 

28 

35 

5.92 

12.10 

27.5 

89,150 

3240 

28  day 

s 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  the  Conviser  Con¬ 
crete  Filled  Steel  Columns,  heavy  weight,  for  permissive 
use  under  Section  C26-191.0  and  C26-178.0,b  of  the  Ad¬ 
ministrative  Building  Code,  when  manufactured  as  set 
forth  in  this  report,  except  that  concrete  be  vibrated 
and  at  least  equal  in  strength  to  the  specimens  tested 
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MINUTES 


(total  water  content  not  to  exceed  5/4  gallons  per  sack 
of  cement)  and  of  new  materials,  and  in  sizes  and 
lengths  not  to  exceed: 

Size  Length  (max.)  Strength— Yieldpoint 

4"  13' 3"  of  steel  35000  p.s.i. 

4J4"  15'  0"  — min. 

5"  16'  1  Vi" 

and  when  used  with  approved  brackets,  base  plates  and 
cap  plates  adequately  and  firmly  secured  to  the  columns, 
the  column  shells  to  be  cut  square  to  length  and  shall 
be  straight  before  filling.  No  columns  shall  be  threaded 
for  attachment  of  caps  or  bases.  A  test  hole  shall  be 
drilled  in  the  pipe  shell  to  check  the  thickness  of  shell, 
with  an  area  of  4  sq.  in.  around  the  hole  to  be  left 
unpainted.  Such  columns  may  be  used  when  properly 
proportioned  in  length  and  load  relations  consistent  with 
the  test  data  contained  herein  in  accordance  with  the  ac¬ 
cepted  practice  of  the  Department  of  Housing  and 
Buildings  for  concrete-filled  columns  until  in  lieu  thereof 
rules  are  adopted  by  the  Board. 

The  Committee  further  recommends  that  each  column 
be  labeled  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No. 
25-42-SM”,  that  for  each  job  the  manufacturing  and 
labeling  of  the  columns  be  subject  to  inspection  by  the 
Department  of  Housing  and  Buildings,  or  by  an  inspec¬ 


tion  agency  approved  by  the  Board,  and  that  no  col¬ 
umn  be  shipped  to  a  job  until  the  concrete  in  it  is  at 
least  twenty-eight  days  old. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Conviser  Concrete 
Filled  Steel  Columns,  Heavy  Weight,  on  condition  that  the 
material  be  manufactured,  installed  and  labelled,  stamped  or 
tagged  in  accordance  with  above  report. 


Adjourned,  5:05  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


RULES 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1 .  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building,  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  self  closing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 
Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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Resolution  Affecting  Calendar  Number  89-40-SM. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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New  Cases  Filed  up  to  April  14,  1942. 

Cal.  No.  Dept.  Premises  Affected 

289-42-SM — Narcoset  Refractory  Bonding  Mortar  (wet 
mortar,  air-setting),  manufactured  by  North  American 
Refractories  Company,  Material. 


290-42-SM — Crescent  Fire  Brick,  manufactured  by  North 
American  Refractories  Company,  Material. 


291-42-BZ — H.B.M. — 50-56  West  59th  street,  south  side, 
120  ft.  east  of  Sixth  avenue  and  1430-1436  Sixth  avenue 
(Block  No.  1274,  Lot  No.  71),  Borough  of  Manhattan, 
Certificate  of  Occupancy  Applic.  1313-38  and  Alt.  1393-39 
and  Amendment. 


292-42-S — F.D. — 601-649  West  26th  street,  600-620  West 
27th  street,  245-259  11th  avenue  and  200-218  13th  avenue, 
entire  block  (Block  No.  672,  Lot  No.  1)  ;  (16th  floor), 
Borough  of  Manhattan,  13839-L.  F. 


293-42-A — H.B.B. — 59  Beaver  street,  west  side,  40  ft. 
north  of  Locust  street  (Block  No.  3134,  Lot  No.  29), 
Borough  of  Brooklyn,  Alt.  601-42. 


294-42-A — H.B.B. — 316-324  Norman  avenue,  southeast 
corner  of  Hausman  street  (Block  No.  2661,  Lot  No.  1), 
Borough  of  Brooklyn,  Alt.  4646-41. 


295-42-S — H.B.M. — 466  11th  avenue,  east  side,  24  ft.  9  in. 
south  of  West  38th  street  (Block  No.  709,  Lot  No.  70), 
Borough  of  Manhattan,  Alt.  285-42. 


296-42-SM — CBM  Steel  Fire  Brick,  manufactured  by 
Clearfield  Clay  Products  Company,  Material. 


297-42-S — F.D. — 521-531  West  43rd  street,  north  side, 
275  ft.  west  of  10th  avenue  and  530  West  44th  street  (Block 
No.  1072,  Lot  No.  15),  Borough  of  Manhattan,  Decisions. 


298-42-S — F.D. — 88-06  to  88-10  Van  Wyck  boulevard, 
west  side,  80  ft.  south  of  Jamaica  avenue  and  134-16  to 
134-22  Jamaica  avenue  (Block  No.  5645,  Lot  Nos.  25,  9 
and  7),  Jamaica,  Borough  of  Queens,  8272-L.  F. 


299-42-A — F.D. — 1-7  DeKalb  avenue,  north  side,  between 
Gold,  Fleet  and  Prince  streets  and  224-228  Prince  street 
(Block  No.  2078,  Lot  No.  1),  Borough  of  Brooklyn, 
90730-L.  C. 


300-42-S — F.D. — 274-296  Ten  Eyck  street  and  83  Water- 
bury  street,  southwest  corner  (Block  No.  3028,  Lot  No. 
30),  Borough  of  Brooklyn,  Decision. 


301-42-A — H.B.B. — 710-734  East  37th  street  and  3601- 
3623  Foster  avenue,  northwest  corner  (Block  No.  4970,  Lot 
No.  35),  Borough  of  Brooklyn,  Misc.  (F.  P.)  8057-41. 


302-42-A — F.D. — 142-154  East  32nd  street,  south  side, 
95  ft.  east  of  Lexington  avenue  (Block  No.  887,  Lot  No. 
64),  Borough  of  Manhattan,  30141  -L.  C. 


303-42-A— H.B.R. — 81  Fourth  street,  northwest  corner 
of  Ross  avenue  (Block  No.  4202,  Lot  No.  16),  New  Dorp, 
Borough  of  Richmond,  Alt.  29-42. 


304-42-BZ — H.B.Q. — 136-06  31st  road  and  31-05  Linden 
place,  southeast  corner  (Block  No.  4409,  Lot  No.  24),  Flush¬ 
ing,  Borough  of  Queens,  Alt.  3998-41. 


305-42-A — H.B.R. — 561  Richmond  terrace,  north  side, 
300  ft.  east  of  Franklin  avenue  (Block  No.  4,  Lot  No.  21), 
New  Brighton,  Borough  of  Richmond,  Misc.  F.  O.  240-42. 


306-42-BZ — H.B.B. — 692-710  Jamaica  avenue,  south  side, 
54  ft.  2  in.  west  of  Richmond  avenue  (Block  No.  4102,  Lot 
Nos.  19  and  35),  Borough  of  Brooklyn,  Alt.  945-42. 


307-42-A — F.D. — 509-511  East  18th  street,  north  side  and 
508-510  East  19th  street,  south  side,  140  ft.  east  of  Avenue  A 
(Block  No.  976,  Lot  Nos.  9,  50  and  51),  Borough  of  Man¬ 
hattan,  Decision  re  20986-L.  C.  and  26177-L.  C. 


308-42-S — F.D. — 114-124  Troutman  street,  east  side,  210 
ft.  6  in.  south  of  Central  avenue  (Block  No.  3184,  Lot  No. 
19),  Borough  of  Brooklyn,  8002-L.  F. 


309-42-A — H.B.Q. — 45-12  to  45-20  79th  street,  northwest 
corner  of  46th  avenue  (Block  No.  1530,  Lot  No.  42),  Elm¬ 
hurst,  Borough  of  Queens,  Decision  re  N.  B.  849-41. 


310-42-S — F.D. — 21-02  to  21-16  43rd  avenue,  southeast 
corner  of  21st  street  (Block  No.  441,  Lot  No.  16),  Long 
Island  City,  Borough  of  Queens,  8270-L.  F. 


311-42-A — H.B.B. — 5501-5523  Sixth  avenue,  east  side, 
block  front  between  55th  and  56th  streets  (Block  No.  833, 
Lot  No.  1),  Borough  of  Brooklyn,  Decision  re  B.  N.  390-42 
and  Certificate  of  Occupancy  No.  10594. 


312-42-A — -F.D. — 304-320  East  45th  street,  south  side, 
90  ft.  east  of  Second  avenue  (Block  No.  1337,  Lot  Nos. 
40-49,  inclusive),  Borough  of  Manhattan,  Decision. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q _ De¬ 

partment  of  Housing  and  Buildings,  Queens:  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
E.D. — Fire  Department. 
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RULES 

Blended  Cements,  Rules  for  Testing  LaS*  P,,bUc,,t,°»  ">  Bulletin 

Carbon  Dioxide  LiquefieV,  Rules .’!.’! Mar.  27>  No- 

Certificates  of  Occupancy,  approved 

.  form  . Nov. 

Concrete  Flat  Slabs,  Rules . |uly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

°f  fune 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  .  Dec 

Fire  Alarm  Rules  (Interior) . Apr. 

hire  Drill  Rules  . Jan. 

Fire-resistive,  Flameproof  Mate'-* 
rials,  etc..  Rules  for  Testing  of  Jan. 
hire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  May 

Gas  Shut-Off  Rules  .  Apr. 

Hatchway  Protection  . ...’.June 

Insulating  Fibre  Board  Rules .  Mar. 

Oil  Burner  Rules  . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan 

Paint,  Varnish  and  Lacquer  Spray- 

£&  ('Prevention  of  Con-' AUE'  *  ^  » 

Pr^lfi?llnatlDni  °f  }Vater  Supply) ..  Nov.  25,  1941— Vol.  26,  No.  47A 
Procedure,  Rules  of. . .  Sept  7  1937 _ Vni  99  kt_  7/ 

Refrigerating  Systems,  Extract  A. C. '  Aug.  '  -  36 

Smoking  in  Factories,  Rules  for _ Apr 

Sprinkler  Rules  .  June 

Standpipe  Fireline  Rules  .June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

fir  trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Pule  505  of  Industrial  Code)  .  .  .  Apr. 


on 


26,  1941— Vol.  26,  No.  34 
14,  1942— Vol.  27,  No.  15 
29,  1937— Vol.  22,  No.  26 
8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 


10,  1923— Vol.  8,  No. 

LIST  OF  APPROVED  APPLIANCES 


15 


Vol.  26,  No.  47A 
Vol.  26,  No.  47A 


\nti-Siphon  Valves  . Nov.  25  1941 

4' ’Oil  Burners1  for  Domestic 'and' ^  2S’  1941 

;«}  If'  gfcgjj-  li  8? 

'ue!  8  Pumn^  f°r  IndustriaI  Use.  Nov.  25,  1941— Vol!  26,’  No!  47A 

las  Heater,  p  . £ov-  1941— Vol.  26,  No.  47A 

•aim.  Varnish  "and '  Lacquer"  Spray! '  “•  >Ml-Vol.  26,  No.  47A 

HT  OiJII'^Burnera" '  and  *  *  S*pace '  ^°V"  »•  26,  No.  47A 

If:  M  g  fe 


APRIL  21,  1942,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
rds  and  Appeals  of  a  public  hearing  under  the  provisions 

ioe^bmi  ,ng  ,Z<?ne,  r.eso,ution-  Tuesday  morning,  April 
,  1942,  at  10  o  clock  in  Room  1013,  Municipal  Building 
lanhattan,  on  the  following  matters : 

Na  463-41-BZ  Application,  May  20,  1941,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Gulf  Oil  Corporation,  owner, 
to  permit  on  a  plot,  located  partly  in  a 
business  use  and  partly  in  a  residence 
use  district,  occupied  as  a  gasoline  ser¬ 
vice  station,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  618-628  Jamaica  avenue  and 
1  Hale  avenue,  southeast  corner  (Block 
No.  3905.  Lot  Nos.  3  and  5),  Borough 
of  Brooklyn. 

i-  no.  1097-41-BZ— Application,  December  22,  1941,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Maurice  Courland,  applicant, 
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25,  1941— Vol.  26,  No.  47 
13,  1937— Vol.  22,  No.  28 

24,  1941— Vol.  26,  No.  25 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 
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13,  1942— Vol.  27,  No.  2 

6,  1942— Vol.  27,  No.  1 


behalf  of  Congregation  Magen 
.avid.  Incorporated,  owner,  to  permit 
in  a  residence  use  and  C  area  district, 
the  erection  and  maintenance  of  an  ex¬ 
tension  to  an  existing  school  building; 
the  proposed  extension  does  not  comply 
wHh  rear  yard  requirements  of  the 

9nocdlAguZOne  resolution;  premises  2017- 
™h  stfeet,  north  side,  140  ft.  east 

m  anenue  (B,ock  No-  5563,  Lot 
No.  66),  Borough  of  Brooklyn. 

cal.  no.  46-42-BZ— Application,  January  13,  1942,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Starrett  and  Van  Vleck,  appli¬ 
cants, _  on  behalf  of  Level  Realty  Cor¬ 
poration,  owner  (Alexander’s  Depart¬ 
ment  Stores,  Incorporated,  lessee),  to 
permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  non- 
nashing  illuminated,  business  sign  on 
the  roof  of  an  existing  business  build- 
inR .  premises  2501  Grand  Concourse 
Kh^CSt  corner  o£  Fordham  road  and 
2508  Creston  avenue  (Block  No.  3167, 
Lot  No.  1),  Borough  of  The  Bronx. 

CAL.  NO.  640-41 -BZ— Application,  July  10,  1941,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap- 
pheants,  on  behalf  of  Tillie  Resnick, 
owner,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  a  gasoline  service 
station;  premises  1568-1574  McDonald 
avenue,  west  side,  90  ft.  north  of  60th 
street  (Block  No.  6563,  Lot  Nos.  36 
and  39),  Borough  of  Brooklyn. 

cal.  no.  1060-41-BZ — Application,  December  9,  1941,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Wessell,  Nichols  and 
Gross,  Incorporated,  owner  (J.  K.  Con¬ 
struction  Company,  Incorporated,  les¬ 
see),  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  451-453  West 
45th  street,  north  side,  125  ft.  east  of 
tenth  avenue  (Block  No.  1055,  Lot 
Nos.  6  and  7),  Borough  of  Manhattan. 


CAL. 


no.  256-41 -BZ— Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  350  Eighth  Avenue 
Corporation,  owner,  reopened  and  re¬ 
stored  to  _  calendar,  March  17,  1942, 
under  section  7c  of  the  building  zone 
resolution,  to  permit  upon  a  plot  partly 
in  a  retail  use  district  and  partly  in  an 
unrestricted  use  district,  the  extension 
of  a  gasoline  service  station,  so  as  to 
include  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion)  ;  premises  261  West  27th  street, 

??>i  ,si<fe  I*-  east  °f  Eighth  avenue 
(Block  No.  777,  Lot  Nos.  8  and  9) 
Borough  of  Manhattan. 

cal.  no.  375-23-BZ— Application  of  William  I.  Hohauser 
applicant,  on  behalf  of  129  East  Ford- 
ham  Road  Company,  Incorporated 
owner,  reopened  March  10,  1942,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district, 
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the  conversion  of  occupancy  of  the  sec¬ 
ond  (2nd)  story  of  an  existing  business 
building  (previously  granted  by  the 
Board)  from  offices  to  bowling  alleys ; 
premises  2470-2482  Morris  avenue  and 
29-39  Fordham  road,  northeast  corner 
(Block  No.  3174,  Lot  No.  5),  Borough 
of  The  Bronx. 

CAT  NO  41-42-BZ— Application,  January  14,  1942,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Howard  Develop¬ 
ment  Corporation,  owner,  to  permit  in 
a  residence  use  district,  the  erection 
and  maintenance  of  a  business  building 
(stores  and  bowling  alleys)  ;  premises 
103-01  to  103-21  Queens  boulevard, 
southeast  corner  of  68th  road  (Block 
No.  2138,  part  of  Lot  Nos.  1  and  3), 
Forest  Hills,  Borough  of  Queens. 

cal  no  176-42-BZ— Application,  March  4,  1942,  under  sec¬ 
tions  7d  and  21  of  the  building  zone 
resolution,  of  Street  and  Adikes,  appli¬ 
cants,  on  behalf  of  Boulevard  Gardens 
Housing  Corporation,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  use 
of  a  plot  of  ground  as  a  recreational 
area  for  the  tenants  of  a  building  not 
located  on  the  same  lot  with  the  pro¬ 
posed  use;  premises  56-39  to  56-51  30th 
avenue,  north  side,  100.78  ft.  east  of 
56th  place  (Block  No.  1024,  Lot.  No. 
8),  Woodside,  Borough  of  Queens. 

cal.  no.  87-42-BZ— Application,  January  27,  1942,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  AAA  Properties,  Incorporated,  ap¬ 
plicant  and  owner,  to  permit  partly  in  a 
business  use  and  partly  in  an  unre¬ 
stricted  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3856- 
3872  Ninth  avenue,  west  side,  between 
West  206th  and  West  207th  streets 
(Block  No.  2203,  Lot  No.  21),  Bor¬ 
ough  of  Manhattan. 

cal.  no.  802-41-BZ— Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  reso¬ 
lution,  of  Max  Horn,  applicant,  on  be¬ 
half  of  Harry  Wilkus,  owner,  to  per¬ 
mit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  219  Beach  26th  street,  west 
side,  100  ft.  south  of  Edgemere  ave¬ 
nue  and  220  Beach  27th  street,  east 
side,  140  ft.  south  of  Edgemere  avenue 
(Block  No.  280,  Lot  No.  10),  Edge- 
mere,  Borough  of  Queens. 

cal.  no.  803-41-BZ — Application,  September  19,  1941,  under 
section  7h  of  the  building  zone  reso¬ 
lution,  of  Max  Horn,  applicant,  on  be¬ 
half  of  Harry  Wilkus,  owner,  to  permit 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  2615  Edgemere  avenue  and 
230  Beach  27th  street,  southeast  corner 
(Block  No.  280,  Lot  No.  1),  Edge- 
mere,  Borough  of  Queens. 


cal  no  804-41-BZ— Application,  September  19,  1941,  under 

section  7h  of  the  building  zone  reso-  j 
lution,  of  Max  Horn,  applicant,  on  be¬ 
half  of  Beach  71st  Street  Development 
Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary  , 
period  of  not  more  than  two  (2)  years,  ' 
the  parking  and  storage  of  more  than  | 
five  (5)  motor  vehicles;  premises  149 
Beach  71st  street,  west  side,  437  ft. 
north  of  Boardwalk  (Block  No.  607, 
Lot  No.  83),  Arveme,  Borough  of 
Queens. 

CAL.  NO.  832-41 -BZ— Application,  September  26,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  be¬ 
half  of  Jane  F.  M.  Welpley,  owner,  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  111-20  Rockaway  Beach  boule¬ 
vard,  north  side,  981.96  ft.  east  of 
Beach  116th  street  (Block  No.  598,  Lot 
No.  49),  Rockaway  Park,  Borough  of 
Queens. 

cal.  no.  833-41-BZ — Application,  September  26,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  behalf 
of  Jerome  Baths,  Incorporated,  owner 
(Meyer  Friedberg,  lessee),  to  permit 
in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  88 
Beach  61st  street,  northeast  corner  of 
Boardwalk  (Block  No.  353,  Lot  No. 
1),  Arverne,  Borough  of  Queens. 

cal.  no.  834-41-BZ — Application,  September  26,  1941,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Max  Horn,  applicant,  on  behalf 
of  101  Beach  61st  Street  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles; 
premises  101  Beach  61st  street,  west 
side,  566  ft.  south  of  Larkin  avenue 
(Block  No.  354,  Lot  No.  75),  Arverne, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  21,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

881 -40- A — 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353,  Lot 
No.  13),  Borough  of  Brooklyn. 

157-42- A — Re  Transportation  of  Light  Fuel  Oil  in  Tank 
Truck  (capacity  of  tank  not  in  conformit\ 
with  Fire  Department  specifications  gov 
erning  tank  trucks)  in  New  York  City. 

782-41-S — 304  Morgan  avenue  and  1027-1037  Metropolitar 
avenue,  northeast  corner  (Block  No.  2914 
Lot  No.  1  and  Block  No.  2915,  Lot  No 
2),  Borough  of  Brooklyn. 

186-42-A — 390  East  200th  street,  south  side,  75  ft.  west  o 
Webster  avenue  (Block  No.  3279,  Lot  No 
75),  Borough  of  The  Bronx. 
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18/ -42- S— 390  East  200th  street,  south  side,  75  ft.  west  of 
Webster  avenue  (Block  No.  3279,  Lot  No. 
75),  Borough  of  The  Bronx. 

199-42- A— 304-306  West  88th  street,  south  side,  100  ft 
west  of  West  End  avenue  (Block  No.  1249, 
Lot  Nos.  37  and  37)4),  Borough  of  Man¬ 
hattan. 

188-42-A— 3075  Richmond  terrace,  north  side,  100  ft.  north 
of  Andros  avenue  (Block  No.  1207,  Lot 
No.  1),  Mariners  Harbor,  Borough  of 
Richmond. 

Appliance  and  Materials  for  Approval. 

1 76-36- SA— Twin  Control  Oil  Burner,  Models  E,  J,  H,  JU 
and  NU  (reopened  March  17,  1942  re 
amendment  .  of  resolution  re  change  of 
name;  previously  approved  under  Home¬ 
stead  Oil  Burner,  Model  E,  also  known  as 
Homestead  Twin  Control  Oil  Burner 
Models  E,  J,  H,  JU  and  NU). 

453-41-SM— Superior  One  Hour  Kalamein  Fire  Door. 

982-41-SM  Naisco  Three-Hour  Rolling  Steel  Door. 


APRIL  28,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HERBY  GIVEN  by  the  Board  of  Stand- 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
ot  the  zonmg  resolution,  Tuesday  morning,  April  28,  1942 
at  10  o  clock  in  Room  1013,  Municipal  Building,  Manhattan,’ 
on  the  following  matters  : 

Application  of  Herman  Kron,  applicant,  on 
behalf  of  Peter  Schmuck,  owner  (87  Columbia  Garage,  In¬ 
corporated,  lessee),  reopened  November  25,  1941,  under 
sections  7e,  7h  and  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (there  are  buildings 
on  the  plot  in  question)  ;  premises  332-344  West  44th  street, 
south  side,  2o0  ft.  east  of  Ninth  avenue  (Block  No.  1034, 
Lot  Nos.  48  to  53,  inclusive),  Borough  of  Manhattan. 

^8-41-BZ  -Application,  July  29,  1941,  under  section  7h 
of  the  building  zone  resolution,  of  Simon  Cohen,  applicant, 
on  behalf  of  B  and  F.  Holding  Corporation,  owner  (Sarah 
brodsky,  lessee),  to  permit  in  a  residence  use  district,  for 
i  temporary  period  of  not  more  than  two  (2)  years,  the 
marking  and  storage  of  more  than  five  (5)  motor  vehicles; 
3remises  157  Beach  61st  street,  southwest  corner  of  Larkin 
ivenue  (Block  No.  354,  Lot  No.  47),  Arverne,  Borough 
if  Queens. 

135-41-BZ — Application,  September  26,  1941,  under  sec- 
ion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
m  behalf  of  Beach  61st  Street  Corporation,  owner,  to  per- 
mt  in  a  residence  use  district,  for  a  temporary  period  of 
lot  more  than  two  (2)  years,  the  parking  of  more  than 
ive  (5)  motor  vehicles;  premises  102  Beach  61st  street, 
ast  sjde,  242  ft.  north  of  Boardwalk  (Block  No.  353,  Lot 
nto.  15),  Arverne,  Borough  of  Queens. 

37-41-BZ — Application,  September  26,  1941,  under  sec- 
ion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
n  behalf  of  Alice  Drucker,  owner,  to  permit  in  a  residence 
se  district,  for  a  temporary  period  of  not  more  than  two 
2)  years,  the  parking  and  storage  of  more  than  five  (5) 
lotor  vehicles;  premises  156  Beach  68th  street,  east  side, 
40  ft.  south  of  Rockaway  Beach  boulevard  (Block  No.  360, 
ot  No.  29),  Arverne,  Borough  of  Queens. 

54-41-BZ— Application,  October  7,  1941,  under  section 
i  of  the  zoning  resolution,  of  Clayton  G.  Shirkey,  applicant, 


on  behalf  of  Caroline  Krause,  owner,  to  permit  in  a  busi- 
ness  use  district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
;  Premises  88-27  Rockaway  Beach  boulevard,  south 
mV’  95  |^stnof  ,Beach  90th  street  (Block  No.  623,  Lot 

Nos.  2  and  3),  Rockaway  Beach,  Borough  of  Queens. 

2-42-BZ— Apphcation,  January  2,  1942,  under  section  21 
of  the  zoning  resolution,  of  Morris  Goldshore,  applicant,  on 
behalf  of  Max  Minker,  owner,  to  permit  in  a  business  use 
district,  the  conversion  of  occupancy  of  a  building  to  a 
motor  vel^e  repair  shop,  auto  showroom  and  lubritorium; 
premises  260-262  Delancey  street,  north  side,  25  ft.  west  of 

ManSdtanStreet  (B1°Ck  N°‘  333’  Lot  N°‘  31 Borou§h  of 


*7  -  t  ^.ppnuaiiuii,  r  eDruary  iu,  1V4Z,  under  section 

7c  of  the  zoning  resolution,  of  Randolph  H.  Almiroty,  appli¬ 
cant,  on  behalf  of  The  Salvation  Army,  owner,  to  permit  in 
a  business  use  district,  the  conversion  of  occupancy  of  an 
existing  building  to  paper  sorting  and  baling  and,  also  for 
factory  use  covering  more  than  the  permissible  25%  of  the 
total  floor  space;  premises  2-22  Quincy  street  and  1-9 
Downing  street,  southeast  corner  (Block  No.  1972,  part  of 
Lot  No.  2),  Borough  of  Brooklyn. 

151-42-BZ— Application,  February  19,  1942,  under  section 
7c  of  the  zoning  resolution,  of  Randolph  H.  Almiroty,  ap¬ 
plicant,  on  behalf  of  The  Pilgrim  Laundry,  Incorporated, 
owner,  to  permit  in  a  business  use  district,  the  extension  of 
Dt0  an  exisBng  tliree  (3)  car  garage;  premises 
k  °2'i1J38i.Pr?1Pfct  avenue  and  141'1S1  Terrace  place,  block 
bounded  by  11th  avenue,  Prospect  avenue,  Terrace  place 
and  7th  street  (Block  No.  5255,  Lot  No.  1),  Borough  of 


4  f~^9-BZ  Application  of  Samuel  Gardstein,  applicant, 
on  behalf  of  Bel  roe  Realty  Corporation,  owner,  reopened 
March  j,  1942,  under  sections  7h  and  21  of  the  zoning  reso¬ 
lution  to  permit  upon  the  business  use  portion  of  a  plot 
located  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more  than  two 
(Z)  yeais,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied)  ;  premises  1181-1201 
East  New  York  avenue,  632-636  Ralph  avenue,  northwest 
^fxerr,and  1924-1946  Union  street  (Block  No.  1399,  Lot  No 
125),  Borough  of  Brooklyn. 


342-40-BZ  Application  of  Emil  Levin,  applicant,  on  be- 
hali  ot  Selvm  Realty  Company,  Incorporated,  and  Emile  E 
Rathgeber,  owners,  reopened  July  22,  1941,  under  sections 
/b  and  21  of  the  zoning  resolution,  to  permit  partly  in  a 
business  use  apd  partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
(previously  considered  by  the  Board)  ;  premises  31-15  42nd 
ea>f  S^de’  97-5  ft.  south  of  31st  avenue  (Block  No. 
992,  Lot  Nos.  36  and  37),  Astoria,  Borough  of  Queens. 


HARRIS  H.  MURDOCK,  Chairman. 


APRIL  28,  1942,  2  P.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the^  zoning  resolution,  Tuesday  afternoon,  April  28,  1942, 
at  2  o  clock  in  Room  1013,  Municipal  Building  Manhattan,’ 
on  the  following  matter  : 

Trank  C.  Keller,  applicant,  on 
behalf  of  Julius  Groelke,  lessee  (Edbro  Realty  Company, 
Incorporated,  owner)  reopened  April  7,  1942,  for  considera¬ 
tion  as  to  extension  of  permit — re  Application,  previously 
granted  on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for  a  period 
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of  two  (2)  years,  the  storage  and  parking  of  more  than 
five  (5)  motor  vehicles;  premises  22-65  3lst  street,  east 
side,  182.6  ft.  north  of  23rd  avenue  (Block  No.  833,  Lot 
No.’ 12),  Astoria,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

242-42-A — 55-00  Maspeth  avenue,  south  side,  242  ft.  west 
of  Rust  street  (Block  No.  2216,  Lot  Nos.  17  and  18), 
Maspeth,  Borough  of  Queens. 

274-42-A — 32  East  10th  street,  south  side,  190  ft.  east 
of  University  place  (Block  No.  561,  Lot  No.  11),  Borough 
of  Manhattan. 

268-42-A— 164-168  East  86th  street  and  1524  Third  ave¬ 
nue,  southwest  corner  (Block  No.  1514,  Lot  No.  39),  Bor¬ 
ough  of  Manhattan. 

255-42-S— 358  East  145th  street,  south  side,  91.41  ft. 
east  of  Third  avenue  (Block  No.  2306,  Lot  No.  66),  Bor¬ 
ough  of  The  Bronx. 

118-42-A — 131-133  Boerum  street,  north  side,  100  ft.  west 
of  Graham  avenue  (Block  No.  3070,  Lot  No.  28),  Borough 
of  Brooklyn. 

690-41-A— 117-121  West  128th  street,  north  side,  200  ft. 
west  of  Lenox  avenue  (Block  No.  1913,  Lot  Nos.  20,  21 
and  22),  Borough  of  Manhattan. 

Appliances  and  Materials  for  Approval. 

91-40-SA — Application  reopened  January  27,  1942  re 

amendment  of  resolution  to  include  additional  models  ol 
Blowpipe  Cutting  Attachments  and  Generators. 

856-41-SA — Coledrinx  Automatic  Carbonated  Beverage 
Dispenser. 

976-41-SM — Bird  Armorwall  and  Monacousec. 

81-42-SM — PermOline  (Cement  Lined  Pipe). 

* 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  5,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HERBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning.  May  5,  1942, 
at  10  o'clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters  : 

532-41-BZ— Application,  June  12,  1941,  under  section  21 
of  the  building  zone  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  John  H.  Dair  and  Charles  E. 
Smith,  owners,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  storage  garage  for  more  than 
three  (3)  motor  vehicles,  outdoor  parking  and  storage  for 
more  than  three  (3)  motor  vehicles  and  an  auto  laundry; 
premises  45-12  to  45-20  79th  street,  northwest  corner  of 
46th  avenue  (Block  No.  1530,  Lot  No.  42),  Elmhurst,  Bor¬ 
ough  of  Queens. 

334-26-BZ— Application  of  Charles  E.  Murphy,  applicant, 
on  behalf  of  Packard  Motor  Car  Company,  owner,  re¬ 
opened  April  7,  1942,  for  consideration  as  to  amendment  of 
resolution — re  Application,  previously  granted  on  condition, 
under  section  21  of  the  building  zone  resolution,  permitting 
in  a  residence  use  district,  extending  from  a  business  use 
district,  the  erection  and  maintenance  of  an  automobile  sales 
room  and  service  station;  premises  690-698  East  Fordham 
road  2491-2509  Crotona  avenue  and  2500-2502  Cambrelhng 
avenue  (Block  No.  3091,  Lot  Nos.  62,  73  and  82),  Borough 
of  The  Bronx. 


27-40-BZ — Application  of  Paul  Friedman,  applicant,  on 
behalf  of  Frank  Derasmo,  owner,  reopened  and  restored  to 
calendar,  February  17,  1942,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  erection 
of  an  accessory  building  on  an  existing  gasoline  service 
station  (previously  dismissed  for  lack  of  prosecution); 
premises  144-25  North  C  onduit  avenue,  north  side,  215 
ft  west  of  135th  avenue  and  144-40  135th  avenue  (Block 
No.  2873,  Lot  No.  18),  South  Ozone  Park,  Borough  of 
Queens. 

15-38-BZ— Application  of  Victor  McQuistion,  applicant, 
on  behalf  of  Third  Avenue  Railway  Company,  owner,  re¬ 
opened  for  rehearing,  October  7,  1941,  under  sections  7 f , 
7h  and  21  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  acted  upon  by  the  Board); 
premises  2526-2530  Amsterdam  avenue,  southwest  corner  of 
West  186th  street  (Block  No.  2156,  part  of  Lot  No.  48), 
Borough  of  Manhattan. 

205-42-BZ— Application,  March  16,  1942,  under  section 
21  of  the  zoning  resolution,  of  Benjamin  Antin,  applicant, 
on  behalf  of  1748  Jerome  Avenue  Corporation,  owner  (Eva 
Rohr,  lessee),  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  non-flashing  neon  electric  sign 
extending  more  than  eighteen  (18)  inches  beyond  the  build¬ 
ing  line;  premises  1754  Jerome  avenue  and  1-7  East  175th 
street,  northeast  corner  (Block  No.  2850,  Lot  No.  1),  Bor¬ 
ough  of  The  Bronx. 

997-41-BZ — Application,  November  18,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Joseph  Lau,  applicant, 
on  behalf  of  L.S.G.G.  Corporation  and  Mary  Zerbo,  owners 
(Charles  Ricotta,  lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  Jwo  (2) 
year’s,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  1891-1893  Second  avenue,  west  side,  26 
ft.  2  in.  south  of  East  98th  street  (Block  No.  1647,  Lot 
Nos.  26  and  27),  Borough  of  Manhattan. 

734-41-BZ— Application,  August  18,  1941,  under  section 
21  of  the  zoning  resolution,  of  Albert  E.  Meyer,  applicant, 
on  behalf  of  Marie  Meyer,  owner  (Carlo  and  Son,  lessees), 
to  permit  the  use  of  the  vacant  portion  of  a  plot,  located 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,'  as  a  motor  vehicle  repair  shop;  premises  117-09  to 
117-11  101st  (Terome)  avenue,  north  side,  24  ft.  west  of 
118th  street  (Block  No.  9453,  Lot  No.  22),  Richmond  Hill, 
Borough  of  Queens. 

90-42-BZ— Application,  January  29,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Henry  Winters,  owner,  to  permit  in 
a  business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1253-1263  Boscobel 
avenue,  west  side.  345.85  ft.  north  of  Jerome  avenue  (Block 
No.  2506,  Lot  Nos.  46  and  48),  Borough  of  The  Bronx. 

918-41-BZ— Application,  October  29,  1941,  under  section 
21  of  the  zoning  resolution,  of  David  Millman,  applicant, 
on  behalf  of  May  Fabricant  Alture,  owner  (Joseph  Fink, 
lessee)  to  permit  in  a  business  use  district,  the  conversion 
of  occupancy  of  part  of  the  Pitkin  avenue  frontage  of  an 
existing  building  to  a  motor  vehicle  repair  shop;  premises 
2067-2069  (2067  displayed)  Pitkin  avenue,  north  side,  06 
ft.  west  of  Pennsylvania  avenue  (Block  No.  3720,  part 
of  Lot  No.  38),  Borough  of  Brooklyn. 

1015-41-BZ — Application,  November  25,  1941.  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  William  V.  McDevit, 
applicant,  on  behalf  of  Socony  Vacuum  Oil  Company,  In¬ 
corporated,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension  and  recon- 
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an.  fisting  gasoline  service  station ;  premises 
1200  boulevard  and  1262  Clove  road,  southwest 

corner  (Block  No.  651,  Lot  Nos.  8  and  12),  West  Brighton, 
Borough  of  Richmond. 

Frank  C.  Keller,  applicant,  on 
behalf  of  New  \ork  Dugan  Bros.,  Incorporated  owner 
reopened  September  9,  1941,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  altera¬ 
tion,  extension  and  conversion  of  occupancy  of  an  existing 
residence  building  to  a  business  use;  premises  222-16  99th 
avenue,  south  side,  100  ft.  east  of  222nd  street  (Block  No. 
10805,  Lot  No.  6),  Queens  Village,  Borough  of  Queens. 

413-39-BZ— Application  of  Henry  C.  Brockman,  appli¬ 
cant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopened 
and  restored  to  calendar  June  17,  1941,  under  section  7c  of 
the  building  zone  resolution,  to  permit  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  erection  of  a 
new  building  to  be  used  as  office,  car  washing  and  lubritory, 
all  accessory  to  an  existing  gasoline  service  station  (previ¬ 
ously  withdrawn)  ;  premises  15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 


MAY  5,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

725-41-A— 604-606  Rockaway  avenue,  west  side,  126  ft. 

5i  inI  ^thD°f  Blake  avenue  (Block  No.  3560,  Lot  Nos. 
31  and  32),  Borough  of  Brooklyn. 


■m-Ti  x 


Zoning  Applications. 

NOTICE  HEREBY  GIVEN  by  the  Board  of  Stand- 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
°  i7?e  ,z,oni,nS  resolution,  Tuesday  morning,  May  12  1942 
at  10  o  clock  in  Room  1013,  Municipal  Building,  Manhattan’ 
on  the  following  matters : 

159-36-BZ-— Application  of  Alurion  Realty  Corporation, 
owner,  and  Public  Service  Interstate  Transportation  Co. 
lessee,  reopened  February  18,  1941,  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  retail  one  ( 1 )  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Termmal)  ;  premises  245-259  West  41st  street 
north  side,  100  ft.  east  of  Eighth  avenue  (Block  No.  1013’ 
Lot  No.  3),  Borough  of  Manhattan. 


Appeals  from  Administrative  Decisions. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of  Lot  No.  28), 
Borough  of  Brooklyn. 

765-41-A — 222-16  99th  avenue,  south  side,  100  ft.  east  of 
222nd  street  (Block  No.  10805,  Lot  No.  6),  Queens  Village, 
Borough  of  Queens. 


HARRIS  H.  MURDOCK,  Chairman. 


468'n  Applica4lon  of  Henry  Nordheim,  applicant, 

on  behalf  of  1137  Prospect  Corporation,  owner,  reopened 
December  23,  1941,  under  sections  7c  and  21  of  the  buildin°- 
zone  resolution,  to  permit  in  a  business  use  district  the  pro- 
posed  alteration  and  extension  of  a  garage  (previously 
granted  by  the  Board)  by  the  conversion  of  store  occupancy 
?,ntrance •  and  mot°r  vehicle  repair  shop;  premises 
*45  Prospect  avenue,  west  side,  50  ft.  north  of  East 

BronxStree^  ^Bloclc  ^°‘  2^’  Bot  No-  55),  Borough  of  The 
HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  14,  1942. 

1  resent :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

aFaates  of  the  regular  meetings  of  the  Board  held 
on  1  uesday  morning,  April  7,  1942  and  Tuesday  afternoon 

Up,nl  1942’  were  approved  as  printed  in  Bulletin  No  15 
Vol.  27. 


BUILDING  ZONE  CASES. 

1307-39-BZ. 

APPLICANT— Herman  Kron  for  Peter  Schmuck,  owner 
CTTDTrri  Columbia  Garage,  Incorporated,  lessee). 
SUBJECT— Application  reopened  November  25,  1941  (re 
decision  of  the  borough  superintendent)  under 
sections  7e,  7h  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residential  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)’ 
motor  vehicles  (there  are  buildings  on  the  plot  in 
question). 

PREMISES  AFFECTED— 332-344  West  44th  street,  south 
side,  250  ft.  east  of  Ninth  avenue  (Block  No.  1034, 
Lot  Nos.  48  to  53  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES — 

For  Applicant:  Arthur  J.  O’Leary  and  Herman 
Kron. 

For  Opposition:  Arthur  Glantz,  Kate  Detroy,  and 
Harold  Klorfein,  Dep’t  of  Parks. 


ACT  ION  OF  BOARD — Laid  over  to  April  28,  1942  at  10 
A.  M.  on  request  of  applicant. 


475-40-BZ. 


API  LICANT— Rebecca  Schneider  (lessee),  for  Ruth  Ber¬ 
man,  owner. 

SUBJECT  Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 35-45  Rutgers  street,  east  side, 
22  ft.  south  of  Madison  street  (Block  No.  271 

APPEARANCES— and  27)’  BoVOUgh  of  Manhattan- 

For  Applicant :  Alfred  A.  Lama  and  Jacob 
Schneider. 


For  Opposition :  Nat  J.  Glotzer  and  Barnett  August. 
Bor  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Referred  back  to  engineer. 


698-41-BZ. 

APPLICANT— Simon  Cohen,  for  B.  &  F.  Holding  Corpo- 

ct roTT? ^m10nA’  °^ner.  (Sarah  Brodsky,  lessee). 

‘  UBJECf  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)’ 
motor  vehicles. 
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PREMISES  AFFECTED— 157  Beach  61st  street,  south¬ 
west  corner  of  Larkin  avenue  (Block  No.  354,  Lot 
No.  47),  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Simon  Cohen. 

For  Opposition :  Mortimer  Katz. 

ACTION  OF  BOARD— Laid  over  to  April  28,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board  and 
for  decision  by  the  Board,  without  further  argu¬ 
ment. 


695-41 -BZ. 

APPLICANT — David  Koss,  for  Maewright  Realty  Corpo¬ 
ration,  owner  (Morris  Kraus,  lessee). 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 96-02  Rockaway  Beach  boule¬ 
vard  and  207  Beach  96th  street,  northwest  corner 
(Block  No.  581,  Lot  No.  74),  Rockaway  Beach, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Clayton  G.  Shirkey  and  David  Koss. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(695-41 -BZ) 

Whereas,  David  Koss,  for  Maewright  Realty  Corpora¬ 
tion,  owner  (Morris  Kraus,  lessee)  filed  July  25,  1941,  an 
application  under  section  7h  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  96-02 
Rockaway  Beach  boulevard  and  207  Beach  96th  street, 
northwest  corner  (Block  No.  581,  Lot  No.  74),  Rockaway 
Beach,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,,  at  its  regular 
meeting,  April  14,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  96th  street  is  in  busi¬ 
ness,  residence  and  unrestricted  use  districts;  Beach  97th 
street  is  in  business  and  unrestricted  use  districts;  Rock¬ 
away  Beach  boulevard  is  in  a  business  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  5473-1941,  dated  June  9,  1941,  reads: 

“The  storage  or  parking  of  more  than  five  _  motor 
vehicles  in  a  business  district  is  contrary  to  Article  TT, 
Sec.  4  of  the  Zoning  Resolution.” 
and  _  .  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Beach  96th  street  and  100  ft.  on 
Rockaway  Beach  boulevard.  Upon  the  westerly  Rockaway 
Beach  boulevard  frontage  of  the  plot  there  is  located  a 
one-story  frame  store,  14  ft.  by  34  ft.  in  area.  It  is  pro¬ 
posed  to  use  the  remainder  of  the  plot  for  a  temporary 
period  of  not  more  than  two  (2)  years,  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  bv  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 


regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  to  permit  the  premises  where  not  now  built  upon 
to  be  occupied  for  the  transient  parking  of  more  than  five 
(5)  motor  vehicles,  on  condition  that  only  motor  vehicles 
of  the  pleasure  car  tvpe  and  only  those  in  condition  for 
operation  shall  be  so' parked;  that  the  premises  shall  be 
leveled  substantially  to  the  grade  of  the  adjoining  streets 
and  shall  be  surfaced  with  clean  gravel,  steam  cinders  or 
other  suitable  material  treated  with  an  asphalt  binder ;  that 
on  the  interior  lot  lines  and  on  the  street  building  lines, 
except  for  entrances  not  over  10  ft.  in  width  on  Beach 
96th  street  and  Rockaway  Beach  boulevard  with  curb  cuts 
opposite  of  similar  width,  there  shall  be  erected  a  sub¬ 
stantial  woven  wire  fence,  not  less  than  6  ft.  in  height; 
that  during  the  term  of  this  permit  the  premises  shall  be 
occupied  for  no  other  use  than  as  herein  permitted  for  the 
transient  parking  use  together  with  the  existing  store  build¬ 
ing ;  that  adequate  aisles  shall  be  maintained  at  all  times 
for  easv  entrance  and  egress ;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  adequate  bumpers  shall  be  maintained  against 
the  fences  for  protection  to  same ;  that  no  signs  advertising 
the  transient  parking  use  shall  be  erected  except  there  may 
be  a  sign  attached  to  the  fence  advertising  the  transient 
parking  use  and  the  rates  charged,  provided  such  sign 
does  not  exceed  15  sq.  ft.  in  area,  is  not  illuminated  and 
does  not  extend  beyond  the  building  line;  that  any  lights 
for  general  illumination  shall  he  on  pipe  standards  not 
over  10  ft.  in  height  equipped  with  metallic  reflectors 
and  so  arranged  as  to  reflect  away  from  the  adjoining 
residential  occupancies;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from  the 
date  of  this  resolution. 


732-41 -BZ. 

APPLICANT— Clayton  G.  Shirkey,  for  The  Seaside  Im¬ 
provement  Company,  owner  (Ihe  Parkway  Service 
Station,  lessee). 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  on  an  existing  gasoline  service  station. 
PREMISES  AFFECTED— 100-17  Beach  Channel  drive  and 
336  Beach  101st  street,  southeast  corner  (Block  No. 
585,  part  of  Lot  No.  24),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Clayton  G.  Shirkey. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(732-41-BZ) 

Whereas,  Clayton  G.  Shirkey,  for  The  Seaside  Improve¬ 
ment  Company,  owner  (The  Parkway  Service  Station, 
lessee)  filed  August  14,  1941,  an  application  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  residence  use 
district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  on  an  existing  gasoline  service  station ; 
premises  100-17  Beach  Channel  drive  and  336  Beach  101st 
street,  southeast  corner  (Block  No.  585,  part  of  Lot  No. 
24),  Rockaway  Beach.  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  April  14.  1942,  after  due  notice  bv  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 


MINUTES 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  Channel  drive  is  in 
residence  and  unrestricted  use  districts;  Beach  100th  street 
is  in  residence  and  business  use  districts;  Beach  101st  street 
is  in  residence  and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  6911-1941  dated  August  1,  1941  and 
as  amended  February  11,  1942,  reads: 

1.  Proposed  parking  and  storage  of  motor  vehicles 
in  conjunction  with  a  gasoline  service  station  on  the 
site  within  a  residence  use  district  is  contrary  to  Art.  2, 
Sec.  3  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  150  ft.  on  Beach  Channel  drive,  90  ft  on 
Beach  101st  street  and  85  ft.  along  the  east  lot  line  occupied 
as  a  gasoline  service  station.  It  is  proposed  to  use  part  of 
the  gas  station  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  additional  use  of  parking  and  storage 
of  motor  vehicles  in  addition  to  the  gasoline  service  station 
use,  on  condition  that  the  plot  shall  not  be  increased  beyond 
the  area  stated;  that  not  more  than  40  motor  vehicles  shall 
be  parked  or  stored  at  any  time;  that  such  motor  vehicles 
shall  be  of  the  pleasure  car  type  and  only  those  in  condition 
for  operation;  that  adequate  bumpers  shall  be  maintained 
against  the  fences  to  the  south  and  east  for  protection  to 
same  and  also  parallel  to  the  building  line  of  Beach  101st 
street  to  prevent  cars  from  extending  beyond  the  building 
line;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  resolution. 


741-41-BZ. 

APPLICANT — Clayton  G.  Shirkey,  for  Estate  of  Ann 
Eliza  Morrison  (Lenore  Morrison,  executrix), 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit'  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 165  Beach  102nd  street,  north¬ 
west  comer  of  Shore  Front  parkway  (Block  No. 
641,  part  of  Lot  Nos.  35  and  48),  Rockaway  Beach, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Clayton  G.  Shirkey,  Lenore  Morri¬ 
son  and  Ruth  P.  Waderman. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION— 

(741-41-BZ) 

Whereas,  Clayton  G.  Shirkey,  for  Estate  of  Ann  Eliza 
Morrison  (Lenore  Morrison,  executrix),  owner,  filed 


August  22,  1941,  an  application  under  section  7h  of  the 
bunding  zone  resolution,  to  permit  in  a  business  use  district 
for  a  temporary  period  of  not  more  than  two  (2)  years, 

lie  P™r  i  g-,^m.0re  ^ian  ^ve  (5)  motor  vehicles;  premises: 
165  Beach  102nd  street,  northwest  corner  of  Shore  Front 
parkway  (Block  No.  641,  part  of  Lot  Nos.  35  and  48) 
Rockaway  Beach,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  .application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  14,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build- 
mg  zone  resolution  show  that  Shore  Front  parkway,  Rock¬ 
away  Beach  boulevard  and  Beach  102nd  street  are  in  busi¬ 
ness  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  7358-41,  dated  August  15,  1941 
reads : 

“The  use  of  these  premises  for  the  parking  of  more 
than  five  motor  vehicles  in  a  business  district  is  con¬ 
trary  to  Art.  2,  Sec.  4a,  subdivision  15  of  the  zone 
resolution.” 

and 

Whereas,  the  premises  which  are  part  of  a  larger  parcel 
consist  of  an  irregular  shaped  plot  of  ground  having  a 
frontage  of  151  ft.  on  Ocean  promenade,  120  ft.  on  Beach 
102nd  street  and  a  distance  of  200  ft.  along  the  west  lot 
line.  It  is  proposed  to  use  the  plot  for  a  temporary  period 
of  not  more  than  two  (2)  years,  for  the  parking  of  more 
than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  plot 
to  be  occupied  for  the  transient  parking  of  more  than  five 
(5)  motor  vehicles,  on  condition  that  only  motor  vehicles 
of  the  pleasure  car  type  and  those  in  condition  for  opera¬ 
tion  shall  be  so  parked ;  that  the  entrance  to  the  plot  shall 
be  solely  from  Beach  102nd  street  and  shall  not  exceed 
10  ft.  in  width  with  a  curb  cut  opposite  not  exceeding  15 
ft.  in  width;  that  the  plot  shall  be  surfaced  with  clean 
gravel,  steam  cinders  or  other  suitable  material  and  treated 
with  a  binder ;  that  on  the  interior  lot  lines  and  on  the  street 
building  line  of  Beach  102nd  street  there  shall  be  erected 
a  substantial  woven  wire  fence,  similar  to  the  fence 
construction  existing  along  the  frontage  of  Shore  Front 
parkway;  that  such  fence  shall  be  not  less  than  6  ft.  in 
height ;  that  during  the  term  of  this  permit  the  premises 
shall  be  occupied  for  no  other  use  than  the  transient  parking 
herein  permitted  and  no  signs  shall  be  erected  on  the 
premises,  except  there  may  be  a  sign  advertising  the 
transient  parking  use  and  the  rates  charged,  provided  such 
sign  does  not  exceed  15  sq.  ft.  in  area,  does  not  extend 
beyond  the  building  line,  is  not  illuminated  and  is  attached 
to  the  fence  at  the  entrance ;  that  no  building  shall  be 
erected  on  the  premises,  except  there  may  be  a  building 
erected  near  the  entrance  not  over  100  sq.  ft.  in  area,  solely 
as  an  office  and  shelter  for  the  attendant,  provided  such 
building  is  not  over  1  story  in  height  and  that  the  plan 
of  the  design  of  this  building  shall  be  submitted  to  the 
Board  for  approval  by  the  Chairman  in  behalf  of  the  Board 
before  same  is  filed  with  the  borough  superintendent ;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  adequate  aisles  shall 
be  maintained  at  all  times  for  easy  entrance  and  egress ; 
that  adequate  bumpers  shall  be  maintained  against  the  fences 
for  protection  to  same;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  three  (3)  months  from  the 
date  of  this  resolution. 
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743-41-BZ. 

APPLICANT — Clayton  G.  Shirkey,  for  Seaside  Improve¬ 
ment  Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 138  Beach  101st  street,  north¬ 
east  corner  of  Shore  Front  parkway  (Block  No. 
639,  part  of  Lot  No.  11),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Clayton  G.  Shirkey. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(743-41-BZ) 

Whereas,  Clayton  G.  Shirkey,  for  Seaside  Improvement 
Company,  owner,  filed  August  22,  1941,  an  application  under 
section  7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  138  Beach  101st  street, 
northeast  corner  of  Shore  Front  parkway  (Block  No.  639, 
part  of  Lot  No.  11),  Rockaway  Beach,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  14,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Shore  Front  parkway,  Rocka¬ 
way  Beach  boulevard,  Beach  100th  street  and  Beach  101st 
street  are  in  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  3994-1940,  dated  August  14,  1941, 
reads : 

“The  use  of  these  premises  for  the  parking  and  stor¬ 
age  of  more  than  five  motor  vehicles  in  a  business  dis¬ 
trict  is  contrary  to  Art.  2,  Sec.  4  ‘A,’  subdivision  15  of 
the  zone  resolution.” 

and 

Whereas,  the  premises  which  are  part  of  a  larger  plot 
parcel  consist  of  an  irregular  shaped  plot  of  ground  having  a 
frontage  of  151  ft.  on  Shore  Front  parkway,  140  ft.  on  Beach 
100th  street  and  120  ft.  on  Beach  101st  street.  The  filed 
plot  plan  shows  upon  the  site  a  work  shop  and  a  shed  for 
repair  and  storage  of  furniture,  and,  also,  a  one-story  metal 
building  used  for  the  storage  of  garbage  cans.  It  is  pro¬ 
posed  to  use  the  vacant  portion  of  the  plot  for  a  temporary 
period  of  not  more  than  two  (2)  years,  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  plot 
where  unbuilt  upon  to  be  occupied  for  the  transient  parking 
of  more  than  five  (5)  motor  vehicles,  on  condition  that  only 
motor  vehicles  of  the  pleasure  car  type  and  those  in  condi¬ 
tion  for  operation  shall  be  so  parked ;  that  the  entrance  to 
the  plot  shall  be  solely  from  Beach  101st  street  and  shall 


not  exceed  10  ft.  in  width  with  a  curb  cut  opposite  not 
exceeding  15  ft.  in  width;  that  the  plot  shall  be  surfaced 
with  clean  gravel,  steam  cinders  or  other  suitable  material 
and  treated  with  a  binder ;  that  on  the  interior  lot  lines  and 
on  the  street  building  line  of  Beach  101st  street  there  shall 
be  erected  a  substantial  woven  wire  fence,  similar  to  the 
fence  construction  existing  along  the  frontage  of  Shore 
Front  parkway;  that  such  fence  shall  be  not  less  than  6  ft. 
in  height ;  that  during  the  term  of  this  permit  the  premises 
shall  be  occupied  for  no  other  use  than  the  transient  park¬ 
ing  herein  permitted  and  no  signs  shall  be  erected  on  the 
premises,  except  there  may  be  a  sign  advertising  the  tran¬ 
sient  parking  use  and  the  rates  charged,  provided  such  sign 
does  not  exceed  15  sq.  ft.  in  area,  does  not  extend  beyond 
the  building  line,  is  not  illuminated  and  is  attached  to  the 
fence  at  the  entrance;  that  no  building  shall  be  erected  on 
the  premises,  except  there  may  be  a  building  erected  near 
the  entrance  not  over  100  sq.  ft.  in  area,  solely  as  an  office 
and  shelter  for  the  attendant,  provided  such  building  is  not 
over  1  story  in  height  and  that  the  plan  of  the  design  of 
this  building  shall  be  submitted  to  the  Board  for  approval 
by  the  Chairman  in  behalf  of  the  Board  before  same  is  filed 
with  the  borough  superintendent;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct ;  that  adequate  aisles  shall  be  maintained 
at  all  times  for  easy  entrance  and  egress;  that  adequate 
bumpers  shall  be  maintained  against  the  fences  for  protec¬ 
tion  to  same;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  three  (3)  months  from  the  date  of  this 
resolution. 


744-41-BZ. 

APPLICANT — Clayton  G.  Shirkey,  for  The  Seaside  Im¬ 
provement  Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 161  Beach  101st  street,  north¬ 
west  corner  of  Shore  Front  parkway  (Block  No. 
640,  part  of  Lot  No.  35),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Clayton  G.  Shirkey. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  _ 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(744-41-BZ) 

Whereas,  Clayton  G.  Shirkey,  for  The  Seaside  Improve¬ 
ment  Company,  owner,  filed  August  22,  1941,  an  applica¬ 
tion  under  section  7h  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  161  Beach 
101st  street,  northwest  corner  of  Shore  Front  parkway 
(Block  No.  640,  part  of  Lot  No.  35),  Rockaway  Beach, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  14,  1942,  after  due  notice  bv  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Shore  Front  parkway,  Rock¬ 
away  Beach  boulevard,  Beach  101st  street  and  Beach  102nd 
street  are  in  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  1638-1941,  dated  August  19,  1941  and 
as  amended  February  17,  1942,  reads: 
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and 


1.  Proposed  use  of  premises  for  parking  and 
storage  oi  more  than  5  cars  is  contrary  to  Sec.  4  of 
the  building  zone  resolution.  Premises  is  located  in  a 
business  district. 


(800-41-BZ) 


Whereas,  the  premises  which  are  part  of  a  larger  parcel 
consist  of  a  plot  of  ground  having  a  frontage  of  100  ft 
on  Shore  Front  parkway  and  95  ft.  on  Beach  101st  street' 
it  is  proposed  to  use  the  plot  for  a  temporary  period  of 
not  more  than  two  (2)  years,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper 
case  in  which  to  exercise  its  discretion  to  grant  under 
section  /  subdivision  h,  of  the  building  zone  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  plot 
rc'T 6  0CCUpied  f°r  the  transient  parking  of  more  than  five 
w)  motor  vehicles,  on  condition  that  only  motor  vehicles  of 
the  pleasure  car  type  and  those  in  condition  for  operation 
shall  be  so  parked;  that  the  entrance  to  the  plot  shall  be 
solely  from  Beach  101st  street  and  shall  not  exceed  10  ft. 
in  width  with  curb  cut  opposite  not  exceeding  15  ft.  in 
width ;  that  the  plot  shall  be  surfaced  with  clean  gravel, 
Ste-k-mj  Cin<^erS  or  other  suitable  material  and  treated  with 
a  binder ;  that  on  the  interior  lot  lines  and  on  the  street 
building  line  of  Beach  101st  street  there  shall  be  erected 
a  substantial  woven  wire  fence,  similar  to  the  fence  con¬ 
struction  existing  along  the  frontage  of  Shore  Front  park¬ 
way  ;  that  such  fence  shall  be  not  less  than  6  ft.  in  height ; 
that  during  the  term  of  this  permit  the  premises  shall  be 
occupied  for  no  other  use  than  the  transient  parking  herein 
permitted  and  no  signs  shall  be  erected  on  the  premises, 
except  there  may  be  a  sign  advertising  the  transient  park¬ 
ing  use  and  the  rates  charged,  provided  such  sign  does 
not  exceed  15  sq.  ft.  in  area,  does  not  extend  beyond  the 
building  line,  is  not  illuminated  and  is  attached  to  the  fence 
at  the  entrance;  that  no  building  shall  be  erected  on  the 
premises,  except  there  may  be  a  building  erected  near  the 
entrance  not  over  100  sq.  ft.  in  area,  solely  as  an  office  and 
shelter  for  the  attendant,  provided  such  building  is  not 
over  1  story  in  height  and  that  the  plan  of  the  design  of 
this  building  shall  be  submitted  to  the  Board  for  approval 
by  the  Chairman  in  behalf  of  the  Board  before  same  is 
filed  with  the  borough  superintendent;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  adequate  aisles  shall  be  main¬ 
tained  at  all  times  for  easy  entrance  and  egress ;  that 
adequate  bumpers  shall  be  maintained  against  the  fences 
for  protection  to  same ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  three  (3)  months  from  the 
date  of  this  resolution. 


Whereas,  Max  Horn,  for  Leo  M.  Rich,  owner  (Louis 

Scuffin’ 7hSnfe)t^  U  SfPtember  19>  1941  an  application  under 
section  7h  of  the  building  zone  resolution,  to  permit  in  a 

than^wn  dlStrict’  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 

five  (5)  motor  vehicles;  premises  116  Beach  36th  street  and- 
lit  \t  nyVpT  avenue,  northeast  corner  (Block  No.  316, 
L  wN°'  kdgemere,  Borough  of  Queens;  and 
Whereas  a  public  hearing  was  held  on  this  application 

be  Anr«ari4°  Q4?  ?,rdS,rld  Api,eals'  at  1,s  «gu™  meet- 
,A  A  r  l,  f  'T42’  fttef  „due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

•  JVHEREAS’  }lie.  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  36th  street,  Spray  view 
avenue  and  Beach  35th  street  are  each  in  residence  use  and 
-D  area  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
reads  •  ^P^1Catl°n  6213-1941,  dated  August  19,  1942, 

“The  use  of  these  premises  for  the  parking  of  motor 
vehicles  in  a  residence  district  is  contrary  to  Art.  2 
Sec.  3  of  the  Building  Zone  Resolution  ” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  irontage  of  100  ft.  on  Beach  36th  street  and  110  ft  on 
Sprayview  avenue.  Upon  the  plot  there  is  located  a  frame 
building  occupied  as  a  Class  B  Multiple  dwelling.  It  is 
pi  oposed  to  use  that  part  of  the  lot  where  unbuilt  upon  but 
not  within  reqmred  open  spaces,  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 

V\  hereas,  these  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica- 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 

variance  under  section  7,  subdivision  h,  of  the  buildin° 
zone  resolution.  uunumg 

R(f9lved>  tJ]at  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  6213-41,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


800-41-BZ. 

APPLICANT — Max  Horn,  for  Leo  M.  Rich,  owner  (Louis 
Langer,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 116  Beach  36th  street  and  35-18 
Sprayview  avenue,  northeast  corner  (Block  No.  316, 
Lot  No.  1),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 


801-41-BZ. 

SUB  TFrTNI~^aX-  H°/n’  f°r  Yetta  KIePPer,  owner, 
o  U  lij  LC 1  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years 
the  parking  and  storage  of  more  than  five  (5)’ 
motor  vehicles.  v  ’ 

rRSMtSES  AFPECTED-Ua  Beach  31st  street,  east  side, 
i,  «;  south  of  Lewniay  road  (Block  No.  302,  Lot 

APPEARANCES— Semere’  B°r°Ugh  °f  Queens' 

For  Applicant:  Mrs.  Max  Horn. 

.  Opposition:  None. 

THEI\7UTEF-B0ARD_ ^ Application  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  '  q 

THE  RESOLUTION— 

(801-41-BZ) 

SemeHrnberAS19^04lHOrn’  Yetta  pepper,  owner,  fiied 

September  19,  1941  an  application  under  section  7h  of  the 

building  zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  tor  a  temporary  period  of  not  more  than  two  (2) 
years  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  132  Beach  31st  street,  east  side,  120  ft 
south  of  Lewmay  road  (Block  No.  302,  Lot  No.  23)  Ed°e- 
rnere,  Borough  of  Queens;  and  ’  & 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  14,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ,  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  3lst  street,  Beach 
30th  street  and  Lewmay  road  are  in  residence  use  districts ; 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  6301-1941,  dated  August  19,  1941, 

1*03. ds  • 

“The  use  of  these  premises  for  the  parking  of  motor 
vehicles  in  a  residence  district  is  contrary  to  Art.  2, 
Sec  3  of  the  Zone  Resolution.  Not  further  considered. 


Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  80  ft.  and  a  depth  of  100  ft.  upon  which 
is  located  a  candy  stand,  7  ft.  by  18  ft.  in  area.  It  is  pro¬ 
posed  to  use  the  remainder  of  the  plot  for  a  temporary 
period  of  not  more  than  two  (2)  years,  for  the  parking 
of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  propel 
case  in  which  to  exercise  its  discretion  to  grant  under 
section  7,  subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
to  be  occupied  for  the  transient  parking  of  more  than  five 
(5)  motor  vehicles,  on  condition  that  only  motor  vehicles 
of  the  pleasure  car  type  and  those  in  condition  for  opera¬ 
tion  shall  be  so  parked;  that  the  premises  shall  be  leveled 
substantially  to  the  grade  of  the  street  and  shall  be  surfaced 
with  clean  gravel,  steam  cinders  or  other  suitable  material 
and  properly  treated  with  an  asphalt  binder ;  that  on  the 
interior  lot  lines  continuously  there  shall  be  erected  a  woven 
wire  fence  of  the  chain  link  type,  not  less  than  6  ft.  in  height, 
and  a  similar  fence  shall  be  erected  along  the  street  build¬ 
ing  line  on  Beach  31st  street,  except  for  entrance  toward 
the  center  of  the  plot  not  over  15  ft.  in  width,  with  curb 
cut  opposite  of  similar  width ;  that  during  the  term  of  this 
variance  the  premises  shall  be  occupied  for  no  other  use 
than  as  herein  permitted  for  transient  parking,  and  no  signs 
shall  be  erected  on  the  premises,  except  there  may  be  a 
sign  at  the  entrance  advertising  the  transient  parking  use 
and  the  rates  charged,  provided  such  sign  does  not  exceed 
15  sq.  ft.  in  area  and  does  not  extend  beyond  the  building 
line  and  is  not  illuminated ;  that  any  lights  for  general 
illumination  shall  be  on  pipe  standards  with  metallic  re¬ 
flectors  so  arranged  as  to  reflect  toward  the  center  of  the 
premises  and  away  from  the  adjoining  occupancy,  such 
standard  not  to  exceed  10  ft.  in  height;  that  no  building 
shall  be  erected  on  the  premises  except  there  may  be  erected 
a  building  not  over  100  sq.  ft.  in  area  and  not  over  one 
story  in  height  which  may  be  of  frame,  as  an  office  and 
shelter  for  the  attendant;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  adequate  aisles  shall  be  maintained  at  all  times 
for  easy  entrance  and  egress;  that  adequate  bumpers  shall 
be  maintained  against  the  fence  for  protection  to  same , 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  three  (3)  months  from  the  date  of  this  resolution. 


923-41-BZ. 

APPLICANT— Henry  Nordheim,  for  Estate  of  Helen  Mar¬ 
garet  Hansen,  owner  (Frank  Hughes,  lessee). 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  upon  a  plot 
located  partly  in  an  unrestricted  use  and  partly  in 
a  business  use  district,  the  conversion  of  occupancy 
of  a  building  to  a  motor  vehicle  repair  shop. 


PREMISES  AFFECTED— 1473  Macombs  road,  west  side, 
20.02  ft.  north  of  Inwood  avenue  and  1450  Crom¬ 
well  avenue  (Block  No.  2857,  Lot  No.  23),  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES—  .  ,  _  A  A  ,  . 

For  Applicant:  Henry  Nordheim  and  F.  A.  Arnold. 
For  Opposition:  None. 

For  Administration:  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Blum  . . .  1 

Negative:  Chairman  Murdock,  Commissioner 
Savage  and  Deputy  Chief  Gunn .  3 

THE  RESOLUTION— 

(923-41-BZ) 

Whereas,  Henry  Nordheim,  for  Estate  of  Helen  Mar¬ 
garet  Hansen,  owner  (Frank  Hughes,  lessee),  filed  October 
31,  1941  an  application  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  upon  a  plot  located  partly 
in  an  unrestricted  use  district  and  partly  in  a  business  use 
district,  the  conversion  of  occupancy  of  a  building  to  a 
motor  vehicle  repair  shop;  premises  1473  Macombs  road, 
west  side,  20.02  ft.  north  of  lnwood  avenue  and  1450  Crom¬ 
well  avenue  (Block  No.  2857,  Lot  No.  23),  Borough  of  The 
Bronx;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  14,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Cromwell  avenue  and  Inwood 
avenue  are  each  in  business  and  unrestricted  use  districts ; 
Macombs  road  is  in  a  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  527-1941,  dated  October  10,  1941,  reads: 

“2.  The  plot  is  located  partly  in  a  business  district 
and  partly  in  an  unrestricted  district.  The  proposed  use 
of  a  building  within  a  business  district  as  a  motor 
vehicle  repair  shop  is  unlawful.  Sec.  4,  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  61  ft.  on  Macombs  road,  29 
ft.  on  Cromwell  avenue  and  a  distance  of  approximately 
182  ft.  along  the  south  lot  line.  An  irregular  shaped  area, 
at  the  Cromw'ell  avenue  frontage  of  the  plot,  is  located  in 
the  unrestricted  use  district,  while  the  remainder  of  the 
plot  is  in  the  business  use  district.  Upon  the  plot  there  are 
located  a  2  story  one-family  dwelling,  a  2  car  garage,  thir¬ 
teen  (13)  individual  garages,  and  upon  the  Macombs  road 
front  of  the  plot  a  one-story,  non-fireproof  building  having 
a  frontage  of  30  ft.  2  in.  on  Macombs  road  and  a  maximum 
depth  of  31  ft.  It  is  proposed  to  use  this  building  as  a 
motor  vehicle  repair  shop ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7c  and  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  building  zone  resolution  and 
was  therefore  not  entitled  to  relief. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  527-41,  Objection  No.  2,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is 
denied. 


1019-41-BZ. 

APPLICANT — James  E.  McKillop,  for  Amanda  Hamilton, 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7g  of  the  building  zone 
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resolution,  to  permit  upon  a  plot  located  in  an  un¬ 
restricted  use  district,  the  maintenance  of  five  (5) 
garages,  each  for  the  storage  of  two  (2)  motor 
vehicles,  with  driveway  from  same  on  the  same 
street  and  between  the  same  intersecting  streets 
with  a  school. 

PREMISES  AhhECdED— 66-68  Dobbins  street,  east  side, 
t  xt  south  ol  Norman  avenue  (Block  No.  2643 

APPEARANCES— 7  ^  56)’  BoroUgh  of  BrookIyn- 

For  Applicant:  James  E.  McKillop  and  Amanda 
Hamilton. 

For  Opposition:  None. 

For  Administration ;  Morris  Hannes  and  Fred 
ArTm.T  ^a£l^V^ep  t  of  Housing  and  Buildings. 

THF1  VOTE— BOARD— Application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N  egative :  .  '  ‘  q 

THE  RESOLUTION— 

(1019-41-BZ) 

Whekeas,  James  E  McKillop,  for  Amanda  Hamilton 
owner  filed  November  26,  1941,  an  application  under  section 
/g  ot  the  building  zone  resolution,  to  permit  upon  a  plot 
located  in  an  unrestricted  use  district  the  maintenance  of 
five  (5)  garages,  each  for  the  storage  of  two  (2)  motor 
vehicles,  with  driveway  from  same  on  the  same  street  and 
between  the  same  intersecting  streets  with  a  school; 
premises  66-68  Dobbins  street,  east  side,  70  ft.  south  of 
Norman  avenue  (Block  No.  2643,  Lot  Nos.  157  and  56) 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April_  14,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

WHEREAS,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Guernsey  street  is  in  a  busi- 
ness  use  district;  Norman  avenue  and  Dobbins  street  are 
each  in  unrestricted  and  business  use  districts ;  Banker  street 
is  in  an  unrestricted  use  district;  and 
t>  Whereas,  the  decision  of  the  borough  superintendent  on 
B.N  Appls  No.  2922-1941  to  2926-1941  inclusive,  dated 
October  27,  1941,  reads : 

.  “The  location  of  this  premises  to  be  used  for  garag¬ 
ing  in  the  aggregate  more  than  five  motor  vehicles  with 
driveway  on  the  same  street  with  school  between 
Norman  avenue  and  Nassau  avenue  is  contrary  to  Sec. 
21 A  of  the  Zoning  Resolution.” 
and 

.  Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  50  ft.  and  a  depth  of  100  ft.  upon  which 
are  located  five  2  car  metal  garages  with  driveway  from 
same  on  the  same  street  and  between  the  same  intersecting 
streets  with  a  school ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  permits  were  revoked  by  the  borough 
superintendent  inasmuch  as  they  were  illegally  issued  for 
more  than  five  cars  on  a  block  in  which  a  school  had  been 
erected  prior  to  the  issuance  of  the  garage  permits  in 
1931 ;  and 

Whereas,  the  applicant  has  filed  consents  duly  acknowl¬ 
edged  of  the  owners  of  50%  of  the  frontage  deemed  bv  the 
Board  to  be  immediately  affected  by  the  proposed  garage 
in  accordance  with  the  requirements  of  section  7g  of  the 
building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7g 
thereof,  on  condition  that  no  additional  garage  building 
or  space  shall  be  provided  other  than  the  existing  garage 
space  on  Lots  56  and  157  with  a  total  capacity  of  ten  (10) 
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cars;  that  in  all  other  respects  the  buildings  and  occupancy 
thereto°mP  ^  WlBl  a  aws’  ru^es  anc*  reSuHtions  applicable 


1 024-41 -BZ. 

APPLICANT  Gabriel  Nathan,  for  Minnie  Weinstein, 
owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED  121-131  Beach  30th  street,  west 
side,  130  ft.  south  of  Lewmay  road  (Block  No.  302, 
Lot  No.  42),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Gabriel  Nathan. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . ’  q 

THE  RESOLUTION— 

( 1024-41 -BZ) 

Whereas,  Gabriel  Nathan,  for  Minnie  Weinstein,  owner 
filed  November  27,  1941,  an  application  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  121-131  Beach  30th  street,  west  side,  130 
ft.  south  of  Lewmay  road  (Block  No.  302,  Lot  No  42) 
Edgemere,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  April  14,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  30th  street,  Beach  31st 
street  and  Lewmay  road  are  in  residence  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  11085-1941,  dated  November  26  1941 
reads : 

“1.  The  storage  or  parking  of  motor  vehicles  in  a 
residence  district  is  contrary  to  Art.  II,  sec.  3  of  the 
Zoning  Resolution.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  130  ft.  and  a  depth  of  100  ft.  It  is  proposed 
to  use  the  plot  for  a  temporary  period  of  not  more  than 
two  (2)  years,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof  for  a  term  of  two  (2)  years,  to  permit  the  premises 
to  be  occupied  for  the  transient  parking  of  more  than  five 
(5)  motor  vehicles,  on  condition  that  only  motor  vehicles 
of  the  pleasure  car  type  and  those  in  condition  for  opera¬ 
tion  shall  be  so  parked;  that  the  premises  shall  be  leveled 
substantially  to  the  grade  of  the  street  and  shall  be  sur- 
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faced  with  clean  gravel,  steam  cinders  or  other  suitable 
material  and  properly  treated  with  an  asphalt  binder ;  that 
on  the  interior  lot  lines,  continuously,  there  shall  be  erected 
a  woven  wire  fence  of  the  chain  link  type  of  not  less  than 
6  ft.  in  height,  and  a  similar  fence  shall  be  erected  along 
the  street  building  line  on  30th  street,  except  for  entrance 
toward  the  center  of  the  plot  not  over  IS  ft.  in  width,  with 
curb  cut  opposite  of  similar  width ;  that  during  the  term 
of  this  variance  the  premises  shall  be  occupied  for  no  other 
use  than  as  herein  permitted  for  transient  parking,  and  no 
signs  shall  be  erected  on  the  premises,  except  there  may  be 
a  sign  at  the  entrance  advertising  the  transient  parking  use 
and  the  rates  charged,  provided  such  sign  does  not  exceed 
IS  sq.  ft.  in  area  and  does  not  extend  beyond  the  building- 
line  and  is  not  illuminated;  that  any  lights  for  general 
illumination  shall  be  on  pipe  standards  with  metallic  re¬ 
flectors  so  arranged  as  to  reflect  toward  the  center  of  the 
premises  and  away  from  the  adjoining  occupancy,  such 
standard  not  to  exceed  10  ft.  in  height;  that  no  building 
shall  be  erected  on  the  premises  except  there  may  be  erected 
a  building  not  over  100  sq.  ft.  in  area  and  not  over  one  story 
in  height  which  may  be  of  frame,  as  an  office  and  shelter 
for  the  attendant;  that  such  portable  fire  fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct; 
that  adequate  aisles  shall  be  maintained  at  all  times  for  easy 
entrance  and  egress ;  that  adequate  bumpers  shall  be  main¬ 
tained  against  the  fence  for  protection  to  same ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  resolution. 


196-42-BZ. 

APPLICANT — Charles  M.  Lobejager,  for  Lawrenceville 
Realty  Company,  Incorporated,  owner  (Bulova 
Watch  Company,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7a,  7c  and  21  of  the 
building  zone  resolution  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  building 
to  be  used  for  rest  and  recreation  rooms  and  to  be 
used  in  conjunction  with  a  factory  on  the  same  lot 
and  located  in  a  business  use  district. 

PREMISES  AFFECTED — 62-10  Woodside  avenue,  south¬ 
east  corner  of  62nd  street  (Block  No.  1337,  Lot 
No.  27),  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Lobejager  and  George 
Cohen. 

For  Opposition:  Henry  S.  Salomon,  L.  Scarlatta, 
M.  O’Brien  and  A.  Molinari. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(196-42-BZ) 

Whereas,  Charles  M.  Lobejager,  for  Lawrenceville 
Realty  Company,  Incorporated,  owner  (Bulova  Watch  Com¬ 
pany,  lessee),  filed  March  12,  1942,  an  application  under 
sections  7a,  7c  and  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  rest  and  recreation 
rooms  and  to  be  used  in  conjunction  with  a  factory  on  the 
same  lot  and  located  in  a  business  use  district;  premises 
62-10  Woodside  avenue,  southeast  corner  of  62nd  street 


(Block  No.  1337,  Lot  No.  27),  Woodside,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  14,  1942,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Woodside  avenue  and  63rd 
street  are  in  business  use  districts ;  62nd  street  is  in  resi¬ 
dence  and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  Application  No.  6190-1941,  dated  March  16,  1942, 
reads : 

“Proposed  building  located  within  a  residence  district, 
to  be  used  for  rest  and  recreation  room  and  to  be  used 
in  conjunction  with  a  factory  on  same  lot,  located  within 
a  business  district  is  contrary  to  Article  2,  Section  3 
of  the  Building  Zone  Resolution.  Not  further  con¬ 
sidered.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  202  ft.  on  Woodside 
avenue,  105  ft.  on  63rd  street  and  191  ft.  on  62nd  street, 
located  partly  in  a  business  district  and  partly  in  a  residence 
use  district.  Upon  the  Woodside  avenue  front  of  the  plot 
there  is  located  a  fireproof,  5-story  factory  building,  manu¬ 
facturing  small  precision  instruments  for  Defense  Work. 
109  ft.  by  60  ft.  in  area.  It  is  proposed  to  erect  on  the 
south  part  of  the  62nd  street  front  of  the  plot  a  Class  3, 
two-story  building,  29  ft.  8  in.  by  56  ft.  in  area,  to  be 
used  for  rest  and  recreation  rooms  for  the  use  of  employees 
of  the  factory  on  the  same  plot;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper 
case  in  which  to  exercise  its  discretion  to  grant  under 
section  7,  subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  extension  of  the  business  use  into 
the  more  restricted  area,  on  condition  that  the  proposed 
rest  and  recreation  building,  shall  be  of  the  area  and  design 
as  indicated  on  plans  filed  with  the  borough  superintendent 
under  N.B.  Applic.  No.  6194-41,  except  that  the  building 
shall  be  located  as  indicated  on  revised  plan  filed  with  the 
Board  marked  “Received  April  13,  1942”,  and  except  that 
the  southerly  wall  may  be  approximately  at  the  building 
line  provided  the  rear  yard  of  10  ft.  is  provided  and  not 
built-upon  toward  the  lot  line  to  the  east ;  that  the  balance 
of  the  premises  within  the  residential  area  shall  not  be 
used  for  manufacturing  purposes  and  shall  be  kept  land¬ 
scaped;  that  the  rest  and  recreation  building  shall  be  used 
for  that  purpose  only  and  only  during  the  working  hours 
of  the  adjoining  factory  building  and  for  occupancy  of  the 
female  operators  thereof ;  that  there  shall  be  no  cooking, 
cafeteria  or  concession  in  such  building ;  that  this  build¬ 
ing  at  no  time  shall  be  used  for  entertainments  or  theatrical 
performances ;  that  there  shall  be  no  windows  in  the 
southerly  wall;  that  this  building  shall  be  removed  at  the 
termination  of  the  existing  lease  and  in  no  event  later  than 
January  1,  1951 ;  that  complete  plans  showing  the  building 
as  now  proposed  to  be  located,  with  walks,  shrubbery  and 
fencing  for  that  part  of  the  plot  within  the  residential 
use  area  shall  be  filed  with  the  Board  and  approved  by  the 
Chairman  on  behalf  of  the  Board  before  same  are  filed 
with  the  borough  superintendent ;  that  such  plans  shall  be 
filed  within  30  days  from  the  date  of  this  resolution ;  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


Adjourned,  12:05  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  14,  1942. 

Piesent .  Chairman  Murdock,  Commissioners  Savage  and 
Plum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 


189-41-BZ. 

APPLICANT — Louis  Lieberman,  for  Frank  C.  Conerty, 
owner  (Far  Rockaway  Auto  Sales,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
use  of  a  plot  for  the  display  and  sale  of  used  cars. 

PREMISES  AFFECTED— 1501-1505  (1507-1509  dis¬ 

played)  Far  Rockaway  boulevard,  southeast  comer 
of  Bayport  place  (Block  No.  38,  Lot  No.  32),  Far 
Rockaway,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn,  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  n 


228-41-BZ. 

APPLICANT— William  J.  Burke,  for  Louis  B.  Owen,  les¬ 
see  (City  and  Suburban  Homes  Co.,  owner).’ 
SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  alleged  new  facts— re  Application  (de¬ 
cision  of  the  borough  superintendent)  under  section 
7h  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied). 

PREMISES  AFFECTED-North  side  of  50th  avenue 
from  42nd  to  43rd  streets  (Block  No.  178,  part  of 
Lot  No.  1),  Sunnyside,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Wm.  J.  Burke. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  q 


Z.  Cohen,  for  Benjamin  Gertner, 


1085-41-BZ. 

APPLICANT— Jack 

owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  building- 
zone  resolution,  to  permit  in  a  business  use  district, 
the  conversion  of  occupancy  of  a  building  to  use 
for  the  storage  or  baling  of  junk,  paper  or  rags. 

PREMISES  AFFECTED — 1463  Crotona  place,  west  side, 
85  ft.  north  of  St.  Pauls  place  (Block  No.  2927 
Lot  No.  30),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

rHE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


THE  RESOLUTION- 


( 1085-41-BZ) 

VVhereas,  Jack  Z.  Cohen,  for  Benjamin  Gertner,  owner, 
hied  on  December  16,  1941  an  application,  under  section  21 
ox  the  building  zone  resolution,  to  permit  in  a  business  use 
district  the  conversion  of  occupancy  of  a  building  to  use 
th?  st°rage  or  baling  of  junk,  paper  or  rags;  premises 
™  Lrotona  place,  west  side,  85  ft.  north  of  St.  Pauls  place 
(Block  No.  2927,  Lot  No.  30),  Borough  of  The  Bronx;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
the  subject  case,  although  duly  notified  to  do  so,  and  at  the 
•hearing  there  was  no  appearance  made  on  behalf  of  the 
applicant. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


1304-25-BZ. 


^TTDTiJr^^^  Ida  Berman,  for  Samuel  Berman,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  21  of  the  building  zone 
resolution,  permitting  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district,  the 
change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop  and,  also,  garage  for 
more  than  five  (5)  motor  vehicles  for  a  temporary 
period. 


PREMISES  AFFECTED — 2447  Coney  Island  avenue,  east 
side,  301  ft.  north  of  Avenue  V  (Block  No.  7343, 
Lot  No.  61),  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant:  Irving  Berman. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  q 


THE  RESOLUTION— 

(1304-25-BZ) 

Whereas,  this  application  affecting  premises  2447  Coney 
Island  avenue,  east  side,  301  ft.  north  of  Avenue  V  (Block 
No.  7343,  Lot  No.  61),  Borough  of  Brooklyn,  was  granted 
by  the  Board  for  a  temporary  period  of  two  years,  June 
12,  1928,  and  the  permit  extended  from  time  to  time  and 
last  extended  March  19,  1940  and  owner  requests  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  15,  1934,  as 
amended  March  19,  1940,  only  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“granted  under  section  7-i  for  a  temporary  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution, 
provided  that  in  all  other  respects  the  requirements  of 
the  resolution  adopted  by  the  Board  on  May  15,  1934 
shall  be  complied  with.” 


401-31-BZ. 

APPLICANT  Sidney  L.  Strauss,  for  Webster  Committee, 
Incorporated  and  Wilson  and  Company,  owners 
(Fifth  Atlantic  Corporation,  lessee;  Thomas  Karas 
sub-lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  building  zone  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
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the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 624-626  Atlantic  avenue  and  9 
Fifth  avenue,  northeast  corner  and  627  Pacific  street 
(Block  No.  1119,  Lot  Nos.  1  and  64),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION— 

(401-31-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  premises  624-626  Atlantic  avenue,  9  Fifth 
avenue,  northeast  corner,  and  627  Pacific  street  (Block  No. 
1119,  Lot  Nos.  1  and  64),  Borough  of  Brooklyn,  was 
granted  by  the  Board  April  2,  1940,  on  certain  conditions, 
time  to  obtain  permits  and  complete  work  extended  Febru¬ 
ary  4,  1941,  and  applicant  requested  a  further  extension  of 
time. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  2,  1940,  only 
so  far  as  it  has  reference  to  obtaining  of  permits  and  com¬ 
pletion  of  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


344-32-BZ. 

APPLICANT — Harold  Swain,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7i  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district,  the  change  of  occupancy  of  a  motor  vehicle 
repair  shop  (previously  granted  by  the  Board  for 
minor  adjustments  and  repairs  and  prohibiting 
fender  work)  so  as  to  include  fender  work. 
PREMISES  AFFECTED — 1472  Jerome  avenue,  east  side, 
50  ft.  north  of  East  171st  street  (Block  No. 
2844,  part  of  Lot  No.  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Harold  Swain  and  Stanley  Katz. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(344-32-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
maintenance  of  a  motor  vehicle  repair  shop,  premises  1472 
Jerome  avenue,  east  side,  50  ft.  north  of  East  171st  street 
(Block  No.  2844,  part  of  Lot  No.  1),  Borough  of  The 
Bronx,  was  granted  by  the  Board  November  4,  1932,  on 
certain  conditions ;  the  resolution  amended  March  3,  1942 ; 
and 


Whereas,  the  owner  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  4,  1932, 
as  amended  March  3,  1942,  so  that  as  amended  the  resolution 
shall  read : 

“granted  on  condition  that  the  building  shall  be  limited 
to  one  story  in  height,  to  be  occupied  as  a  motor  vehicle 
repair  shop  for  adjustment  and  repairs  to  automobiles 
and  permitting  only  minor  repairs,  straightening  of 
fenders  and  light  work  due  to  collision,  provided  such 
work  is  done  by  hand  tools,  except  that  there  may  be 
electric-clriven  equipment,  provided  such  machine  re¬ 
quires  motor  pozver  of  not  more  than  h.p.  each; 
that  there  shall  be  no  forge  or  anvil  used  on  the 
premises  or  other  open  flame,  except  an  acetylene  torch 
may  be  permitted;  that  the  skylights  in  the  roof  shall 
be  fitted  with  z’entilating  equipment,  so  that  the  space 
may  be  ventilated  at  all  times ;  that  any  advertising  sign 
erected  shall  be  confined  to  the  Jerome  avenue  side  of 
the  premises  and  limited  to  signs  no  greater  in  ex¬ 
tent  than  the  existing  signs  and  excluding  any  roof 
signs;  that  such  portable  fire-fighting  appliances  shall 
be  furnished  and  maintained  as  the  fire  commissioner 
shall  direct;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from  the 
date  of  this  amended  resolution !’ 


562-32-BZ. 

APPLICANT— Stanley  H.  Klein,  for  Silgreen  Holding 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7f  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
maintenance  of  a  gasoline  service  station  for  a 
term  of  ten  (10)  years  (previously  granted  by  the 
Board  for  a  term  of  five  (5)  years). 

PREMISES  AFFECTED— 208-16  Foch  boulevard,  south¬ 
west  corner  of  Springfield  boulevard  (Block  No. 
3358.  Lot  No.  50),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Stanley  H.  Klein. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(562-32-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  21  of  the  building  zone  resolution,  the 
erection  and  maintenance  of  a  gasoline  service  station,  prem¬ 
ises  southwest  corner  of  Foch  boulevard  and  Springfield 
boulevard  (Block  No.  3358,  Lot  No.  50),  St.  Albans,  Bor¬ 
ough  of  Queens,  was  granted  by  the  Board  March  21,  1933, 
on  certain  conditions,  for  a  temporary  period  of  five  (5) 
years;  the  resolution  amended  November  19,  1940  also  ex¬ 
tending  the  permit  for  ten  (10)  years;  time  to  obtain  per¬ 
mits  and  complete  work  extended  November  18,  1941 ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  March 
21,  1933  as  last  amended  November  18,  1941,  so  that  as 
amended  the  resolution  shall  read  : 

“Granted  for  a  term  of  ten  (10)  years,  under  section 
7f  of  the  building  zone  resolution,  to  permit  the  site  to 
be  continued  as  a  gasoline  service  station,  on  condition 
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that  there  shall  be  erected  on  the  southerly  and  westerly 
lot  lines,  except  where  walls  of  existing  accessory  build¬ 
ings  occur,  a  masonry  wall  constructed  of  face  brick  on 
both  sides,  not  less  than  6  ft.  in  height;  that  such  wall 
may  be  reduced  to  a  height  of  4  ft.  for  a  distance  within 
10  ft.  of  either  street  building  line;  that  the  wall  shall 
be  extended  along  the  building  line  of  Springfield  boule¬ 
vard  toward  the  southeast  corner  for  a  distance  of  20  ft., 
as  shown  on  revised  plans  marked  ‘Received  November 
16,  1940’;  that  existing  pumps  shall  be  relocated  so  as 
to  be  not  nearer  than  15  ft.  to  either  street  building  line ; 
that  the  curb  cuts  shall  not  exceed  two  cuts,  each  30  ft. 
in  width,  to  Foch  boulevard ;  that  any  existing  curb  cuts 
exceeding  these  dimensions  shall  be  filled  and  the  curbs 
restored ;  that  no  portion  of  any  curb  cuts  shall  be 
nearer  than  5  ft.  to  the  side  lot  line  as  extended  and  not 
nearer  than  10  ft.  to  the  corner  of  Foch  boulevard  and 
Springfield  boulevard;  that  the  entrances  to  Springfield 
boulevard  shall  not  exceed  two,  each  30  ft.  in  width ; 
that  when  the  curbs  are  constructed  or  restored  along 
Springfield  boulevard,  no  part  of  such  curb  cut  shall  be 
nearer  than  10  ft.  to  the  interior  lot  line  to  the  south  as 
extended  nor  10  ft.  from  the  intersection  of  Foch  boule¬ 
vard  and  Springfield  boulevard ;  that  there  shall  be 
constructed  at  the  intersection  of  Springfield  boulevard 
and  Foch  boulevard  an  area  not  less  than  10  ft.  along 
each  street  line,  triangular  in  shape,  protected  by  a  con¬ 
crete  curbing  not  less  than  6  in.  by  6  in.  and  shall  be 
suitably  planted;  that  planting  shall  also  be  maintained 
as  indicated  to  the  south  and  west;  that  signs  shall  be 
restricted  to  permanent  signs  attached  to  the  facade  of 
the  accessory  building  and  to  the  illuminated  globes  of 
the  pumps,  excluding  all  roof  signs  and  temporary  signs, 
but  permitting  the  erection  within  the  building  line  of  a 
post  standard  for  supporting  a  sign,  which  may  be  illu¬ 
minated,  advertising  only  the  brand  of  gasoline  on  sale, 
and  permitting  such  sign  to  extend  beyond  the  building 
line  for  a  distance  of  not  more  than  4  ft. ;  that  the  bal¬ 
ance  of  the  lot  where  not  occupied  by  accessory  build¬ 
ing,  pumps  and  planting,  shall  be  surfaced  with  concrete 
paving,  Colprovia  or  other  suitable  impervious  mate¬ 
rial  ;  that  the  existing  accessory  building  as  permitted 
in  the  resolution  adopted  by  the  Board  March  21,  1933, 
shall  not  be  increased  in  height  or  area. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  amend  plans  hereinbefore  approved,  marked  ‘Re¬ 
ceived  March  21,  1933’,  as  shown  on  revised  plans 
marked  ‘Received  April  11,  1942’,  such  changes  may  be 
made,  consisting  of  extension  of  lubritorium  and  auto 
laundry  portions  of  the  building  to  a  depth  of  25  ft. 
instead  of  20  ft.  and  for  a  length  of  41  feet  and  to  con¬ 
struct  the  lot  line  walls  on  the  south  and  west  lot  lines 
of  stucco  or  hollow  block  covered  on  both  sides  with 
cement  stucco  and  suitably  coped  with  face  brick  in¬ 
stead  of  face  brick  as  hereinbefore  required  and  that 
the  elevation  of  the  altered  accessory  building  may  be 
of  a  design  as  indicated  on  plans  marked  ‘Received 
April  11,  1942’  in  accordance  with  either  design  B  or  C, 
provided  that  in  all  other  respects  the  requirements  of 
the  resolution  as  amended  through  November  19,  1940 
shall  be  complied  with 


76-37-BZ. 

APPLICANT — Edwin  H.  Snackenberg,  for  Albert  Edel- 
man,  lessee,  for  Monahan  Realty  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
parking  of  more  than  five  (5)  motor  vehicles  for 
a  temporary  period. 

PREMISES  AFFECTED— 601-611  Livonia  avenue,  north¬ 
east  corner  of  Sheffield  avenue  (Block  No.  3805, 
Lot  No.  1),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Edwin  H.  Snackenberg. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  o 

THE  RESOLUTION— 

(76-37-BZ) 

Whereas,  this  application,  under  section  71x  of  the  build¬ 
ing  zone  resolution  to  permit  in  a  business  use  district  the 
parking  of  more  than  five  (5)  motor  vehicles,  premises 
601-611  Livonia  avenue,  northeast  corner  of  Sheffield  avenue 
(Block  No.  38Cb,  Lot  No.  1),  Borough  of  Brooklyn,  was 
granted  by  the  Board  July  9,  1937,  for  a  temporary  period 
of  two  (2)  years,  on  certain  conditions,  the  permit  extended 
November  14,  1939,  and  applicant  requested  a  further  ex¬ 
tension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  9,  1937,  as 
amended  November  14,  1939,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“granted  under  section  7-h  thereof  for  a  term  of  two 

(2)  years  from  the  date  of  this  amended  resolution 
*  *  *  ” 


1S0-37-BZ. 

APPLICANT — John  F.  Ellison  (lessee),  for  Lourose 
Realty  Corporation,  owner  (request  for  reopening 
made  by  Abraham  H.  Brodsky,  for  owner). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (re  decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 255-263  Ralph  avenue,  north¬ 
east  corner  of  Marion  street  (Block  No.  1513,  Lot 
Nos.  1,  3  and  4),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harold  Scheiner. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  o 

THE  RESOLUTION— 

(150-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution  to  permit  in  a  business  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  255-263  Ralph  avenue,  northeast  corner  of  Marion 
street,  (Block  No.  1513,  Lot  Nos.  1,  3  and  4),  Borough  of 
Brooklyn,  was  granted  by  the  Board  April  26,  1938,  on 
certain  conditions,  permit  extended  April  9,  1940,  and  appli¬ 
cant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  26,  1938,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7-h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion.” 
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389-37-BZ. 

APPLICANT— Goldenthal  Brothers,  for  William  Allan, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  for 
a  temporary  period. 

PREMISES  AFFECTED— 31-08  to  31-12  45th  street,  44-09 
Newtown  road  and  44-16  31st  avenue,  south  side,  5.4 
ft.  west  of  45th  street  (Block  No.  710,  Lot  Nos. 
5,  20,  21  and  22),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Pearl  Weinreb. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(389-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  premises 
31-08  to  31-12  45th  street,  44-09  Newtown  road  and  44-16 
31st  avenue,  south  side,  5.4  ft.  west  of  45th  street  (Block  No. 
710,  Lot  Nos.  5,  20,  21  and  22),  Long  Island  City,  Borough 
of  Queens,  was  granted  by  the  Board  April  5,  1938,  on 
certain  conditions,  permit  extended  April  2,  1940,  and  ap¬ 
plicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  5,  1938,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  on  condition  for  a  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

175-42- A. 

APPLICANT — One  Christopher  Street,  Incorporated,  ad¬ 
joining  property  owner. 

OWNER  OF  PREMISES— T.  L.  and  L.  Corporation. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  revocation  of  Certificate  of  Occupancy 
No.  28674/42. 

PREMISES  AFFECTED— 103-415  Sixth  avenue  and  1-5 
Greenwich  avenue,  southwest  corner  and  southeast 
corner  of  Christopher  street  (Block  No.  593,  Lot 
No.  13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  G.  M.  Klopstock. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  placed  on  reserve  calendar. 


186-42- A. 

APPLICANT — Anthony  M.  DeRose,  for  Jasab  Realty  Cor¬ 
poration,  owner. 

SUBJECT- — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 390  East  200th  street,  south 
side,  75  ft.  west  of  Webster  avenue  (Block  No. 
3279,  Lot  No.  75),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Anthony  M.  DeRose  and  Sam  , 
Brause. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  21,  1942  at  2  ' 
P.  M.  for  applicant  to  furnish  plans  as  to  proposed  \ 
exits. 


6-42-A. 

APPLICANT — Aaron  Kahan,  for  Philip  Hirsch,  owner. 

SUBJECT — Appeal  from  a  decision  re  orders  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 47-51  Pike  street,  east  side, 
54.9  ft.  north  of  Monroe  street  (Block  No.  272,  Lot 
No.  47),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Aaron  Kahan. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


198-42-A. 

APPLICANT— Saul  Goldsmith,  for  The  Dime  Savings 
Bank  of  Brooklyn,  mortgagee  in  possession. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 395-403  Pearl  street,  423  Ful¬ 
ton  street,  northeast  corner  and  20  Willoughby 
street  (Block  No.  150,  Lot  No.  11),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  after  argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


208-41 -A. 

APPLICANT— Julius  Goldner,  for  Warwick  Specialties 
Corporation,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar, 
September  23,  1941 — re  Appeal  from  an  order  of 
the  fire  commissioner  (previously  dismissed  for  lack 
of  prosecution). 

PREMISES  AFFECTED — 2961-2971  Atlantic  avenue  and 
222  Elton  street,  northwest  corner  (west  side  of 
basement  story)  ;  (Block  No.  3954,  Lot  No.  45), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Julius  Goldner  and  Joseph  J. 
Porter. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — -Appeal  granted  on  condition. 

THE  VOTE—  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(208-41 -A) 

Whereas,  this  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  2961-2971  Atlantic  avenue  and 
222  Elton  street,  northeast  corner  (west  side  of  basement 
story)  ;  (Block  No.  3954,  Lot  No.  45),  Borough  of  Brook- 
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lyn,  was  dismissed  by  the  Board  July  22,  1941,  for  lack  of 
prosecution ;  and 

Whereas,  Julius  Goldner,  for  Warwick  Specialties  Cor¬ 
poration,  owner,  requested  reopening  of  the  appeal  and 
consideration  by  the  Board;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 
September  23,  1941 ;  and 

Whereas,  Order  No.  86337-LC,  issued  by  the  fire  com¬ 
missioner  February  11,  1941,  reads: 

“1.  Surrender  to  the  bearer  Fire  Department  Permit 
#402779,  expiring  April  25,  1941,  authorizing  the 
storage  and  use  of  alcohol  and  oils  in  the  manufacture 
of  soap  at  2961  Atlantic  avenue,  Brooklyn,  as  it  is 
revoked  for  the  reason  that  a  recent  inspection  of  the 
premises  shows  that  inflammable  mixtures  are  being 
manufactured  here. 

A  report  from  the  City  Testing  Laboratory  shows 
that  Excelsior  Gasket  Cement  is  an  inflammable  mix¬ 
ture  with  a  flash  point  of  78°,  and  the  Warco  Hydraulic 
Brake  Fluid  is  also  an  inflammable  mixture  with  a  flash 
point  below  76°.  The  manufacture  of  inflammable 
mixtures  in  a  tenant  factory  building  where  dry  goods 
or  other  materials  of  a  highly  inflammable  nature  are 
manufactured,  stored  or  sold  is  a  violation  of  C-19-62- 
f-6,  of  the  Administrative  Code  which  reads  as  follows  : 
‘No  permit  for  the  manufacture  of  inflammable  mix¬ 
tures  shall  be  issued  for  any  building  where  dry 
goods  or  other  materials  of  a  highly  inflammable 
nature  are  manufactured  or  sold.’ 

2.  You  are,  therefore,  ordered  to  forthwith  remove 
all  inflammable  mixtures  from  the  premises  and  to  dis¬ 
continue  the  further  manufacture  of  inflammable  liquids 
on  the  premises.” 
and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  and  basement  in  height;  187  ft.  by  100  ft.  in  area; 
of  Class  3  construction;  equipped  with  a  sprinkler  system 
and  a  standpipe  system;  erected  in  1914;  located  in  an  un¬ 
restricted  use  district ;  and  occupied :  cellar,  manufacturing 
of  soap,  automobile  supplies  and  winding  of  yarn,  29  per¬ 
sons;  1st  floor,  manufacturing  of  clothing  and  curtains,  94 
persons ;  2nd  floor,  manufacturing  of  caps  and  clothing,  90 
persons ;  3rd  floor,  manufacturing  of  clothing  and  knitting 
mill,  60  persons;  4th  floor,  manufacturing  of  clothing,  60 
persons ;  and 

Whereas,  the  applicant  contends  that  it  has  been  engaged 
in  the  manufacture  of  soap  for  12  years  and  automobile 
supplies  for  6  years  at  these  premises  and  has  never  had  a 
fire  or  explosion  while  engaged  in  such  manufacturing; 
that  the  products  are  manufactured  by  a  cold  process  and 
therefore  there  is  no  danger  of  fire  or  explosion ;  that  these 
products  are  manufactured  in  the  cellar  and  separated  from 
the  balance  of  the  building ;  that  the  entire  building  is 
sprinklered;  that  if  the  fire  department  permit  is  revoked 
the  applicant  will  have  to  cease  business  or  remove  from 
the  premises  which  will  necessitate  the  expenditure  of  a 
large  sum  of  money  for  equipment,  etc.,  and  the  transfer 
of  the  business  to  outside  the  city  limits. 

Resolved,  that  the  order  of  the  fire  commissioner  No. 
86337-LC,  Objection  Nos.  1  and  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  storage  and  use  of  inflammable  materials 
in  connection  with  the  manufacturing  shall  be  carried  on 
only  in  the  rear  portion  of  the  easterly  section  of  the  base¬ 
ment  floor ;  that  there  shall  be  installed  in  such  portion  a 
ventilating  system  consisting  of  ducts  located  where  re¬ 
quired  by  the  fire  commissioner  carried  down  to  within  six 
(6)  inches  of  the  floor  and  terminating  at  a  motor-driven 
fan  at  one  of  the  rear  windows ;  that  such  fan  including 
the  switch  to  the  same  shall  be  of  the  type  as  approved  for 
explosive  atmospheres ;  that  in  all  other  respects  the  premi¬ 
ses  shall  be  maintained  substantially  as  described  and  in 
:ompliance  with  all  other  laws,  rules  and  regulations  ap- 
dicable  thereto  other  than  as  varied  by  the  Board  under 
Cal.  No.  218-38-S ;  that  the  sprinkler  system  and  standpipe 
system  shall  be  maintained  to  the  satisfaction  of  the  fire 
sommissioner. 


125-42-A. 


APPLICANT  Nicholas  M.  Molnar,  for  Haeuser  Shellac 
Co.  Inc.,  owner. 

SUBJECT — Appeal  from  decisions  and  orders  of  the  fire 
commissioner. 


PREMISES  AFFECTED — 625  Greenwich  street,  east  side, 
200  ft.  south  of  Morton  street  (Block  No.  602,  Lot 
No.  56),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  A.  S.  Richer  and  N.  M.  Molnar. 
For  Administration:  Insp.  Meyer,  Fire  Deo’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  q 


THE  RESOLUTION— 

(125-42-A) 

Whereas,  Nicholas  M.  Molnar,  for  Haeuser  Shellac  Co. 
Inc.,  owner,  filed  on  February  12,  1942,  an  appeal  from 
orders  and  decision  of  the  fire  commissioner ;  premises  625 
Greenwich  street,  east  side,  200  ft.  south  of  Morton  street 
(Block  No.  602,  Lot  No.  56),  Borough  of  Manhattan;  and 

Whereas,  Order  No.  28279-LC,  issued  by  the  fire  com- 
missoner  October  28,  1941,  and  referred  to  in  a  decision  of 
the  fire  commissioner  dated  January  19,  1942,  reads: 

“1.  Provide  a  fixed  fire  extinguishing  system  or 
other  means  for  the  extinguishment  of  fire. 

9.  Discontinue  the  source  of  any  heat  other  than 
steam,  hot  water,  or  electricity  in  any  room  where  vola¬ 
tile  inflammable  oils  or  liquids  are  used  in  preparing 
medicinal  preparations,  etc.” 

and 

Whereas,  Order  No.  28432-LC,  issued  by  the  fire  com¬ 
missioner  November  10,  1941  and  repeated  in  a  decision  of 
the  fire  commissioner  January  27,  1942,  reads: 

“A  recent  inspection  of  your  premises  indicates  that 
the  following  must  be  done  otherwise  permit  #39,495, 
expiring  September  15,  1942,  for  one  Kelvinator  Re¬ 
frigerating  machine  containing  10  lbs.  of  methyl  Chlor¬ 
ide  located  on  the  3rd  floor,  will  be  revoked : 

1.  Cut  off  all  elevator  shafts  leading  into  refrigerat¬ 
ing  machinery  rooms  as  per  the  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  and  basement  (60  ft.)  in  height;  26  ft.  by  63  ft.  in 
area;  of  Class  1  construction;  located  in  an  unrestricted 
district;  erected  in  1910;  and  occupied  throughout  by  one 
tenant  for  the  manufacture  of  chemicals  with  a  total  of  8 
persons;  and 

Whereas,  the  applicant  contends  that  to  comply  with  the 
orders,  would  cause  an  undue  hardship  for  the  reason  that 
the  building  is  rented  under  a  temporary  lease  and  the  cost 
would  be  prohibitive  for  the  installation  of  a  fixed  fire¬ 
extinguishing  system;  that  the  building  is  fireproof,  has 
concrete  floors,  metal  staircase  and  is  equipped  with  a  fire 
escape  accessible  to  each  floor;  that  the  building  is  occupied 
by  one  tenant  having  only  8  employees  who  are  graduate 
chemists,  all  accustomed  to  handling  the  type  of  work  in¬ 
volved  ;  that  the  work  does  not  involve  the  use  of  dangerous 
materials;  that  a  permanent  hose  connection  with  a  spray 
and  jet  attachment  which  will  reach  any  part  of  the  room 
is  permanently  attached  to  a  faucet  on  each  floor;  that  each 
floor  is  equipped  with  a  main  gas  shutoff  and  main  elec¬ 
tricity  shutoff,  so  that  should  a  fire  occur  a  hose  connection 
could  be  used  and  the  gas  and  electricity  shut  off ;  that  the 
existing  fire  protection  equipment  is  better  suited  to  this 
type  of  occupancy  than  a  fixed  fire  extinguishing  system ; 
that  as  to  Ttem  9  of  Order  28279-LC,  that  the  high  heats 
necessary  for  the  chemical  reactions  required  can  only  be 
obtained  with  speed  by  the  use  of  gas;  that  while  gas  is 
being  used  on  any  floor  there  will  be  no  volatile,  inflammable 
oils  or  liquids  present;  that  while  volatile  inflammable  oils 
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or  liquids  are  present  on  the  floor,  the  main  gas  shutoff 
valve  will  be  closed;  that  the  refrigerating  machinery  re¬ 
ferred  to  is  an  ordinary  household  type  of  refrigerator 
and  is  necessary  for  the  work,  as  some  of  the  chemical 
reactions  take  place  only  in  the  cold,  particularly  crystalli¬ 
zation,  etc.;  that  the  elevator  shaft  is  at  a  considerable 
distance  from  the  so-called  “refrigerating  machinery  rooms  ; 
that  the  entire  premises  is  under  the  supervision  of  graduate 
chemists ;  that  good  housekeeping  conditions  are  maintained. 

Resolved,  that  the  decisions  of  the  fire  commissioner  on 
Order  No.  28279-LC,  Objection  Nos.  1  and  9,  and  Order 
No.  28432-LC,  Objection  No.  1,  be  and  they  hereby  are 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  stairway  throughout  shall  be  enclosed  in 
accordance  with  the  requirements  therefor  from  street  to 
roof  with  enclosures  of  construction  approved  for  not  less 
than  1  hour;  that  the  rear  fire  escape  shall  be  repaired  and 
made  to  comply  with  the  requirements  therefor  with  a 
ladder  to  grade/and  a  letter  from  adjoining  property  owner 
shall  be  filed  with  the  borough  superintendent  that  access 
from  the  rear  thereof  through  the  adjoining  property  to 
the  street  will  be  available  at  all  times ;  that  where  volatile 
materials  are  used,  all  motors,  wiring,  switches  and  lights 
shall  be  of  explosion-proof  type  and  no  open  flames  shall 
be  permitted  on  such  floors;  that  the  elevator  doors  through¬ 
out  from  the  cellar  to  the  top  story  shall  be  repaired  and 
made  close-fitting;  that  such  fire  extinguishers  shall  be 
maintained  on  the  premises  as  the  fire  commissioner  shall 
require;  that  the  existing  refrigerating  unit  on  the  third 
floor  may  be  maintained  provided  it  is  not  enlarged  and 
the  amount  of  refrigerant  contained  therein  shall  not  exceed 
ten  (10)  lbs.;  that  in  all  other  respects  the  building  and 
occupancv  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  and  granted  only  so  long  as  the  prem¬ 
ises  are  maintained  substantially  as  set  forth  and  meet  the 
above  requirements. 


133-42-A. 

APPLICANT— Edwin  M.  Forbes,  for  711  Fifth  Avenue 
Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 70S-713  Fifth  avenue  and  3-5 
East  55th  street,  northeast  corner  (Block  No. 
1291,  Lot  Nos.  1  to  5  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Martin  J.  Her  and  Edwin  M. 
Forbes. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

THE  RESOLUTION— 

(133-42-A) 

Whereas,  Edwin  M.  Forbes,  for  711  Fifth  Avenue  Cor¬ 
poration,  owner,  filed  on  February  16,  1942  an  appeal  from 
a  decision  of  the  borough  superintendent;  premises  705-713 
Fifth  avenue  and  3-5  East  55th  street,  northeast  corner 
(Block  No.  1291,  Lot  Nos.  1  to  5  inclusive),  Borough  of 
Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  No.  3145-41,  dated  February  13,  1942,  reads: 

“1-17-42  Disapproved.  Work  contrary  to  Building 
Code.  B.  C.  10.9.1.  C26-666.0.” 

and 

Whereas,  Violation  No.  7051-41  was  issued  September  9, 
1941,  for  erection  of  studding  of  exterior  walls  with  un¬ 
treaded  wood  studs  and  erecting  non-fireproof  stud  partitions 
on  first  floor  store  of  No.  5  East  55th  street;  and  Violation 


7062-41  was  issued  for  the  erection  of  portion  of  ceiling 
in  rear  of  store  of  wood  studding  and  furring  covered  with 
sheet  rock.  Violation  No.  9216-41  was  issued  January  2, 
1942  for  the  erection  of  fireproof  and  non-fireproof  parti¬ 
tions  and  hanging  ceiling  at  rear  of  restaurant  and  installing 
new  revolving  door  in  restaurant  of  No.  5  E.  55th  street 
without  a  permit ;  and 

Whereas,  the  building  is  fifteen  stories  (190  ft.  6  in.)  in 
height;  120  ft.  5  in.  by  150  ft.  in  area;  of  Class  1  construc¬ 
tion;  located  in  a  business  use  district;  erected  in  1926; 
equipped  with  standpipe  and  sprinkler  systems;  and  occu¬ 
pied:  cellar,  storage  and  kitchen,  40  persons;  1st  story, 
stores  and  restaurant,  720  persons;  2nd  floor,  offices  and 
showrooms,  150  persons;  3d  floor,  same,  150  persons;  4th j 
to  11th  floors,  offices,  showrooms  and  factory,  200  persons; 
per  floor;  12th  to  15th  floors,  offices,  150  persons  per  floor. 
No  change  in  use  or  occupancy  is  proposed.  Certificate  of 
Occupancv  No.  13328  issued  November  23,  1937,  permits} 
the  present  use  except  for  the  restaurant  occupancy;  and 

Whereas,  the  applicant  states  that  the  existing  restaurant 
was  redecorated  by  lining  walls  above  certain  existing  seats; 
with  sheetrock  on  wood  blocking;  the  existing  furred  ceiling 
space  housing  air  conditioning  machinery  was  covered  with] 
sheetrock ;  that  a  new  revolving  door  was  installed :  that] 
toilets  were  altered  and  there  were  some  changes  in  the 
location  of  lighting  fixtures;  and 

Whereas,  the  applicant  contends  that  the  alteration  does 
not  constitute  a  hazard:  that  the  store  in  question  is  sepa¬ 
rated  from  the  balance  of  the  building  by  fireproof  con¬ 
struction  ; 

Resolved,  that  the  decision  of  the  borough  superintendent: 
on  B.  N.  No.  3145-41,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted.  on' 
condition  that  the  work  shall  be  substantially  as  described] 
and  as  shown ;  that  the  sprinkler  system  shall  be  maintained: 
throughout  the  premises  in  accordance  with  the  requirements] 
therefor;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  meet  all  requirements  of  all  laws,  rules  and 
regulations  applicable  thereto  and  granted  for  a  term  of 
five  (5)  years  from  the  date  of  this  resolution  not  to  exceed 
however,  the  term  of  the  existing  lease. 


149-42- A. 

APPLICANT — Maurice  Courland,  for  Silvestri  Tinelli  and 
Katie  Tinelli,  d/b/a/  Parkchester  Funeral  Home 
owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super 
intendent. 

PREMISES  AFFECTED — 2047  Westchester  avenue,  nortl 
side,  311  ft.  6  in.  west  of  Olmstead  avenue  (Blocl- 
No.  3932,  Lot  No.  18),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Maurice  Courland. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hons 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  ( 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  < 

THE  RESOLUTION— 

(149-42- A) 

Whereas,  Maurice  Courland,  for  Silvestri  Tinelli  am, 
Katie  Tinelli,  d/b/a/  Parkchester  Funeral  Home,  owner: 
filed  on  February  20,  1942  an  appeal  from  a  decision  of  th 
borough  superintendent;  premises  2047  Westchester  avenu< 
north  side,  311  ft.  6  in.  west  of  Olmstead  avenue  (Bloc, 
No.  3932,  Lot  No.  18),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent  o 
Alt.  Applic.  No.  91-42,  dated  February  18,  1942,  reads: 
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“1.  Change  of  occupancy  from  residence  to  business 
use  in  frame  dwelling  is  contrary  to  Section  4.1.2, 
2.I.3.5.” 
and 

Whereas,  the  building  is  2'/2  stories  (26  ft.)  in  height; 
26  ft.  9  in.  by  63  ft.  in  area  at  1st  floor  and  21  ft.  by  44  ft. 
in  area  at  2nd  floor ;  of  Class  4  construction ;  located  in  a 
business  use  district;  erected  in  1902;  and  occupied  since 
erection  as  follows:  cellar,  boiler-room  and  storage;  1st 
floor,  dwelling,  1  family;  2nd  floor,  dwelling,  1  family;  attic, 
storage.  It  is  proposed  to  be  occupied :  cellar,  same;  1st 
floor,  funeral  home  and  chapel,  75  persons;  2nd  floor, 
dwelling,  1  family;  attic,  storage;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  add  a 
new  front  1-story  brick  extension  between  the  present  frame 
building  and  the  building  line;  that  the  new  extension  will 
be  built  on  concrete  footings  and  foundation  walls,  brick 
walls,  wood  floor,  wood  roof  beams  and  ruberoid  roofing ; 
that  the  interior  of  the  extension  and  the  chapel  floor  will 
be  fully  fire-retarded,  as  shown  on  plans;  that  the  new 
extension  will  be  approximately  27  ft.  wide  at  front  by  16 
ft.  in  depth ;  that  on  the  westerly  side  there  will  be  a  side 
court  and  driveway  13.74  ft.  in  width ;  that  there  will  be  no 
cellar  under  the  extension ;  that  the  new  facade  of  the  build¬ 
ing  will  be  decorated  in  a  style  to  conform  to  the  design 
of  a  dignified  Funeral  Home  and  Chapel;  and 
Whereas,  the  applicant  contends  that  the  owner  at  present 
conducts  a  Funeral  Home  from  a  small  two-story  frame 
dwelling  located  at  2057  Westchester  avenue;  that  such 
building  is  too  small  for  the  rapidly  expanding  business  ;  that 
the  building  in  question,  now  used  as  the  owner’s  residence, 
is  21  ft.  wide  and  located  on  a  lot  40.37  ft.  wide;  that  it  is 
proposed  to  alter  this  building  for  the  use  of  a  funeral 
parlor,  as  shown  on  plans  filed  with  the  borough  superin¬ 
tendent;  that  the  entire  ceiling  of  the  cellar  will  be  fire- 
retarded;  that  the  owners  intend  to  occupy  the  second  floor 
apartment  as  their  residence  and  the  attic  will  be  used  for 
storage;  that  due  to  the  erection  of  the  Parkchester  Housing 
development  it  has  become  necessary  to  increase  the  space 
used  for  the  f uneral. parlor ;  that  priorities  were  applied  for 
for  the  construction  of  a  new  building  but  priorities  were 
denied  and  it  is  therefore  necessary  that  the  owner  get  per¬ 
mission  to  alter  the  building  in  question  as  proposed;  and 
Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  91-42,  Objection  No.  1,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


155-42- A. 

APPLICANT — Schwarz  Laboratories,  Incorporated  (les¬ 
see)  for  American  Can  Company,  owner. 
SUBJECT — -Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 120-124  Pearl  street.  103-105 
Adams  street  and  80-84  York  street  (Building  No. 
3)-;  (Block  No.  63,  Lot  No.  5),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  David  R.  Schwarz. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 

THE  RESOLUTION— 

(155-42- A) 

Whereas.  Schwarz  Laboratories,  Inc.  (lessee)  for  Amer- 
can  Can  Company,  owner,  filed  on  February  20,  1942,  an 
qineal  from  an  order  of  the  fire  commissioner:  premises 
20-124  Pearl  street.  103-105  Adams  street  and  80-84  York 
dreet  (Building  No.  3);  (Block  No.  63,  Lot  No.  5), 
Jorough  of  Brooklyn ;  and 


Whereas,  Order  No.  90044-LC,  issued  by  the  fire  com¬ 
missioner  January  21,  1942,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  chemicals,  shows  that  the 
following  must  be  done  before  the  permit  requested  by 
you  can  be  issued : 

2.  Provide  vapor-proof  globes  in  the  chemical  labora¬ 
tory  on  1st  story.  C-19-11,  Administrative  Code. 

3.  Provide  explosive  proof  electric  switches  in  chem¬ 
ical  laboratory  on  1st  story.  C-19-11,  Administrative 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  (75  ft.)  in  height;  40  ft.  b}?  75  ft.  in  area;  of  Class 
6  construction ;  equipped  with  a  sprinkler  system  and  stand¬ 
pipe  system;  erected  in  1900;  located  in  an  unrestricted  use 
district;  and  occupied:  first  floor,  pharmaceutical  research 
plant,  6  persons;  second  floor,  storage  of  boxes,  4  persons; 
third  floor,  storage  of  chemicals,  3  persons;  fourth  floor, 
storage  and  manufacture  of  candy,  1  person;  fifth  floor, 
machine  shop,  6  persons;  sixth  floor,  manufacturing  of 
handbags,  6  persons ;  and 

Whereas,  the  applicant  contends  that  the  work  carried  on 
in  the  laboratory,  is  not  of  a  hazardous  nature ;  that  the 
applicant  has  maintained  facilities  for  laboratory  work  of 
similar  nature  for  almost  75  years  and  has  never  suffered 
accidents  because  of  the  lack  of  equipment  required  by  the 
fire  commissioner’s  order;  that  at  the  present  time  the  de¬ 
mand  for  vapor-proof  and  explosion-proof  equipment  by 
reason  of  National  Defense  requirements  has  restricted  the 
availability  of  such  equipment  to  the  extent  that  it  cannot  be 
obtained  without  high  priority  ratings;  that  in  view  of  the 
fact  that  the  equipment  is  not  absolutely  necessary  in  this 
case,  that  the  present  installation  is  not  hazardous,  and  the 
great  expense  involved  for  the  purchase  of  such  equipment, 
it  is  requested  that  the  Board  waive  the  requirements  of  the 
fire  commissioner’s  order. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
90044-LC,  Objections  No.  2  and  3,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  sprinkler  and  standpipe  systems  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner;  that 
the  premises  shall  be  maintained  substantially  as  indicated 
and  to  the  satisfaction  of  the  fire  commissioner;  that  vapor- 
proof  globes,  explosion-proof  switches,  wiring  and  motors 
shall  be  furnished  to  comply  with  the  requirements  within 
two  (2)  years. 


189-42- A. 

APPLICANT — Zager  and  Skodnick,  for  Parkway  Manor, 
Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 169-28  to  169-44  26th  avenue, 
south  side,  80.12  ft.  west  of  172nd  street  (Block 
No.  5961,  Lot  Nos.  6  and  7),  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Hyman  Stein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative .  0 

THE  RESOLUTION— 

(189-42- A) 

Whereas,  Zager  and  Skodnick,  for  Parkway  Manor.  In¬ 
corporated,  owner,  filed  on  March  10.  1942.  an  appeal  from 
a  decision  of  the  borough  superintendent  affecting  premises 
169-28  to  169-44  26th  avenue,  south  side.  80.12  ft.  west  of 
172nd  street  (Block  No.  5961,  Lot  Nos.  6  and  7),  Bayside, 
Borough  of  Queens ;  and 
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Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  Applications  223  to  227-42,  dated  March  3,  1942,  reads: 

“1.  Frame  construction  within  fire  limits  is  contrary 
to  Sec.  4.1.2  of  Bldg.  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  200 
ft.  by  104.67  ft.  irregular  in  area,  located  in  business  and 
residence  use  D  area  districts.  It  is  proposed  to  subdivide 
the  plot  into  5  separate  lots  and  to  erect  on  each  lot  a  1  J4 
story  frame,  1-family  dwelling,  18  ft.  in  height  and  25  ft. 
by  38  ft.  8  in.  in  area,  and  also  a  private  garage,  11  ft.  2  in. 
by  21  ft.  2  in.  in  area,  of  Class  3  construction,  or  if  of  Class 
4  construction,  to  be  surfaced  with  masonry  veneer.  The 
dwellings  will  be  set  back  from  26th  avenue  building  line  a 
distance  of  15  ft.  into  which  setbacks  front  entrance  steps 
may  project  for  approximately  5  ft.  Sideyards  of  not  less 
than  10  ft.  in  width  will  be  provided  on  the  easterly  side  of 
each  dwelling  and  of  not  less  than  5  ft.  in  width  on  the 
west  side  of  each  dwelling.  Garages  will  be  located  not 
nearer  than  1  ft.  to  side  and  rear  lot  lines.  The  dwellings 
will  be  surfaced  on  the  exterior  to  the  plate  line  with  4  in. 
of  masonry  veneer  and  with  wood  siding,  asbestos  siding, 
asbestos  shingles  or  stucco  above,  and  have  the  roof  sur¬ 
faced  with  natural  slate  or  approved  asphalt  shinges.  Gar¬ 
ages  will  be  of  Class  3  construction,  or  if  of  Class  4 
construction,  be  surfaced  on  the  exterior  to  the  plate  line 
with  masonry  veneer  and  also  have  frame  gables  surfaced 
on  the  exterior  at  the  front  with  wood  siding,  asbestos 
siding  or  asbestos  shingles  and  rear  gables  surfaced  with 
incombustible  material  and  roof  surfaced  with  natural  slate 
or  approved  asphalt  shingles ;  and 

Whereas,  the  applicant  contends  that  the  area  is  residen¬ 
tial  in  character ;  that  the  owner  is  developing  approximately 
82  lots  in  the  vicinity  with  one  family  dwellings  under  FHA 
requirements ;  that  it  is  intended  to  develop  all  of  these  lots 
in  this  area  with  dwellings  similar  to  those  herein  proposed 
in  order  that  the  entire  development  will  be  in  harmony; 
that  the  construction  of  brick  dwellings  would  be  prohibi¬ 
tive  in  cost  and  not  justified  by  the  possible  sales  in  this 
area. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  Nos.  223  to  227-42,  Objection  No.  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  here¬ 
by  is  granted  on  condition  that  the  buildings  shall  be  erected 
and  maintained  substantially  as  proposed  and  limited  to  the 
occunancv  of  a  single  family  only ;  that  in  all  other  respects, 
the  buildings  shall  comply  with  similar  buildings  as  required 
outside  the  fire  limits. 


224-42-A. 

APPLICANT — Charles  B.  Winick  for  A.  Silverman, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 599  Empire  boulevard,  north 
side,  80  ft.  east  of  Kingston  avenue  (Block  No. 
1312,  Lot  No.  79),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant :  Charles  B.  Winick. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— 

(224-42-A) 

Whereas,  Charles  B.  Winick,  for  A.  Silverman,  owner, 
filed  on  March  19,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent;  premises  599  Empire  boulevard, 
north  side,  80  ft.  east  of  Kingston  avenue  (Block  No.  1312, 
Lot  No.  79),  Borough  of  Brooklyn;  and 


Whereas,  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  605-42  dated  March  17,  1942,  reads: 

“4.  Provide  system  of  mechanical  ventilation  for 
basement  meeting  room  and  first  floor  synagogue,  Par. 
5.1.1. 

6.  Front  exit  doors  on  1st  floor  should  be  at  least 
3 '6"  wide  to  serve  75  persons  occupancy,  Par.  6.2.1. 

8.  Basement  stairs  as  exit  are  substandard  in  the 
following  respects  : 

a.  Stairs  are  not  fully  enclosed  6.d.l.8.1. 

b.  Door  from  meeting  room  to  stair  and  door  from 
stairs  to  side  yard  should  be  at  least  3 '6"  wide. 

f.  Stairs  in  basement  are  not  separated  from  stairs 
to  upper  floor,  Par.  6.4.I.8.2. 

13.  All  cellar  partitions  should  be  constructed  of 
incombustible  material  as  per  Par.  10.4.3.1.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
and  one-half  stories  (25  ft.)  in  height;  20  ft.  by  70  ft.  in 
area ;  of  Class  3  construction ;  located  in  business  and  resi¬ 
dence  use  districts ;  on  a  lot  24  ft.  6  in.  by  120  ft.  in  area ; 
erected  in  1925;  and  occupied  as  a  two-family  dwelling. 

Tt  is  proposed  to  be  occupied:  cellar,  meeting  room  and 
ordinary  use,  75  persons;  1st  floor,  synagogue,  75  persons; 
2nd  floor,  dwelling,  1  family.  Certificate  of  Occupancy  No.  1 
36271  was  issued  November  2,  1925  permitting  the  use 
of  the  building  as  a  one-family  dwelling;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  an  18  in.  fan  in  the  existing  basement  window  as 
shown  on  plans  filed  with  the  borough  superintendent;  that 
although  tiie  numbers  of  persons  in  the  synagogue  at  first 
floor  is  shown  as  75  the  normal  occupancy  will  only  be 
between  10  and  20 ;  that  the  maximum  occupancy  will  occur 
only  on  High  Holidays ;  that  the  installation  of  fans  in 
the  windows  on  the  first  story  is  objectionable  as  it  would 
mar  the  appearance  of  the  building  and  cause  an  undig¬ 
nified  appearance  for  the  place  of  worship ;  that  for  an 
index  of  1650  above  which  no  mechanical  ventilation  is 
required,  19  persons  are  permitted,  which  is  well  within 
the  limit  of  the  normal  occupancy  of  the  first  floor  syna¬ 
gogue;  that  the  synagogue  use  on  the  first  floor  is  provided 
with  two  8  ft.  4  in.  by  7  ft.,  one  5  ft.  by  7  ft.,  one  2  ft. 

8  in.  by  4  ft.  6  in.  and  one  2  ft.  by  3  ft.  windows ;  that 

as  to  the  ventilation  of  the  basement  meeting  room  the 
occupancy  under  normal  conditions  would  be  between  15  and 
25  persons ;  that  for  the  normal  use  of  20  persons  the 
index  is  above  900  requiring  an  exhaust  of  1  cu.  ft.  per 
minute  per  square  foot  of  floor  area  and  the  proposed 
additional  18  in.  fan  would  more  than  suffice  to  meet  such 
demands ;  that  the  basement  is  equipped  with  12  in.  fan 
installed  in  one  of  the  windows ;  that  there  exist,  in  the 
basement  two  windows  each  8  ft.  4  in.  by  3  ft.  in  area, 

located  entirely  above  grade  and  opening  into  an  alley 

9  ft.  wide  which  leads  to  the  street;  that  as  to  the  exit 
door  at  tbe  front  of  the  first  floor  which  is  required  to  be 
3  ft.  6  in.  wide  to  serve  75  persons,  reconsideration  is 
requested  on  the  ground  that  in  addition  to  the  front  exit 
which  is  39  in.  wide  there  also  exists  a  side  exit  door 
which  is  32  in.  wide,  making  an  aggregate  width  far  in 
excess  of  the  Code  requirements;  that  as  to  objection  No.  8 
it  is  proposed  to  remove  the  present  stairs  leading  from 
side  of  building  to  basement  and  install  a  3  ft.  iron  stairs 
as  required  by  the  Code  with  a  new  3  ft.  door  from  base¬ 
ment  meeting  room  to  stairs;  that  reconsideration  of  this 
objection  is  requested  due  to  existing  conditions  and  the 
impracticability  of  any  other  changes;  that  to  fully  enclose 
the  entrance  would  produce  too  small  a  hallway  leading  to 
the  basement  meeting  room  and  cause  considerable  incon¬ 
venience  to  users  of  the  checkroom ;  that  the  removal  of 
partitions  leading  to  the  portion  of  the  basement  in  which 
the  toilets  are  located  would  cause  considerable  hardship; 
that  the  door  from  stair  to  side  is  2  ft.  8  in.  wide  and  is 
existing;  that  due  to  the  limited  occupancy  of  the  base¬ 
ment  it  is  requested  that  this  objection  be  waived;  that 
to  separate  the  basement  stair  from  the  stair  to  the  upper 
floor  would  eliminate  the  use  of  the  side  entrance  to  the 
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first  floor  synagogue  and  to  the  residence  on  the  second 
floor;  that  as  to  objection  No.  13  requiring  cellar  partitions 
to  be  constructed  of  incombustible  material,  it  is  proposed 
to  fire  retard  the  stair  enclosure  in  the  basement  with 
metal  lath  and  54  in.  Portland  cement  plaster  on  both  sides 
on  wood  studs  or  with  plaster  board  and  plaster ;  that 
section  10.4.3.1  cited  by  the  borough  superintendent  does 
not  require  partitions  to  be  of  incombustible  materials; 
that  paragraph  b  of  such  section  provides  that  in  non- 
fireproof  structures  wood  stud  fire  retarded  partitions  may 
be  used  as  fireproof  partitions ;  that  since  the  finished  floor  of 
the  basement  is  less  than  3  ft.  below  curb  at  the  center  of 
street  front,  it  cannot  be  construed  as  an  ordinary  cellar 
but  should  be  considered  as  a  basement;  that  the  basement 
ceiling  will  be  entirely  fire  retarded  with  %  in.  Portland 
cement  plaster  on  metal  lath  or  plaster  on  plaster  boards; 
that  the  removal  of  partitions  outside  stair  enclosure  and 
replacement  with  incombustible  material  is  not  warranted 
because  of  the  low  occupancy  and  since  only  the  toilets 
are  located  in  this  area ;  that  the  portion  of  the  basement 
housing  the  boiler-room  is  provided  with  an  exit  to  yard; 
that  it  is  also  requested  that  the  Board  grant  permission 
to  fire  retard  the  front  stair  enclosure  to  the  second  floor 
dwelling  on  the  synagogue  side  only;  that  fire  retarding 
the  interior  of  such  enclosure  would  disfigure  the  appear¬ 
ance  of  the  stair  hall  leading  to  the  2nd  floor  and  neces¬ 
sitate  considerable  expense  for  repainting  and  redecorating; 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Appl.  No.  605-42,  Objection  Nos.  4,  6,  8  and  13 
be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 

65-37-A. 

APPLICANT — Preferred  Oil  Company,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  an  order  of 
the  fire  commissioner,  relative  to  the  transportation 
of  fuel  oil  in  tank  truck  in  New'  York  City. 
APPEARANCES— 

For  Applicant :  Wm.  G.  Goodman. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION— 

(65-37-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  the  transportation  of  fuel  oil  in  a  tank 
truck  within  the  limits  of  the  City  of  New  York,  was 
granted  by  the  board  March  30,  1937,  on  certain  conditions, 
for  a  term  of  five  (5)  years,  and  applicant  requested  an 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  30,  1937,  only 
so  far  as  it  refers  to  the  term  of  the  uses  permitted,  so 
that  as  amended  this  portion  of  the  resolution  shall  read  : 
“and  in  no  event  beyond  two  (2)  years  from  the 
date  of  this  amended  resolution.” 


1080-41 -A. 

APPLICANT — James  E.  Casale,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Appeal  from  a  decision  of 
the  borough  superintendent. 

PREMISES  AFFECTED— 1100  East  177th  street,  south¬ 
east  corner  of  Devoe  avenue  (Block  No.  3904.  Lot 
No.  30),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  James  E.  Casale. 

A  Cl  ION  OF  BOARD — Appeal  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  o 

THE  RESOLUTION— 

(1080-41 -A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  premises  1100  East  177th  street,  southeast 
corner  of  Devoe  avenue  (Block  No.  3904,  Lot  No.  30), 
Borough  of  The  Bronx,  was  granted  by  the  board  Feb¬ 
ruary  17,  1942,  on  certain  conditions,  and  applicant  re¬ 
quested  an  extension  of  time  to  obtain  permits  and  complete 
the  work ;  and 

Whereas,  the  applicant  stated  that  all  the  work  required 
to  be  done  under  the  resolution  of  the  Board  dated  Feb¬ 
ruary  17,  1942,  has  been  complied  with,  but  other  work 
required  by  the  borough  superintendent  is  still  in  process. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  17,  1942, 
only  so  far  as  it  has  reference  to  the  time  within  which 
to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  month  from  the  date 
of  this  amended  resolution.” 


VARIATIONS  OF  THE  LABOR  LAW 

187-42-S. 

APPLICANT — Anthony  M.  DeRose,  for  Jasab  Realt}' 
Corporation,  owner. 

SUBJECT — Variation  of  the  labor  lawr  as  cited  in  a  de¬ 
cision  of  the  acting  borough  superintendent. 

PREMISES  AFFECTED — 390  East  200th  street,  south 
side,  75  ft.  west  of  Webster  avenue  (Block  No. 
3279,  Lot  No.  75),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Anthony  M.  DeRose. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  21,  1942  at 
2  P.M.  for  applicant  to  furnish  plans  as  to  pro¬ 
posed  exits. 


297-42-S. 

APPLICANT — American  Pharmaceutical  Co.,  Inc.,  for 
Trustees  of  Columbia  University,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  decisions 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 521-531  West  43rd  street,  north 
side,  275  ft.  west  of  Tenth  avenue  and  530  West 
44th  street  (Block  No.  1072,  Lot  No.  15),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  M.  Schad,  Lieut.  Royal  S. 

Copeland  and  Anthony  Santore. 

For  Administration :  Insp.  Maher,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  April  17,  1942  at  2 
P.M.  for  further  consideration  by  the  Board,  and 
for  applicant  to  correct  drawings. 


298 -42- S. 

APPLICANT — C.  L.  Terrill,  for  Fairchild  Aviation  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  de¬ 
cision  of  the  fire  commissioner. 
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PREMISES  AFFECTED— 88-06  to  88-10  Van  Wyck  boul¬ 
evard,  west  side,  80  ft.  south  of  Jamaica  avenue 
and  134-16  to  134-22  Jamaica  avenue  (Block  No. 
5645,  Lot  Nos.  25,  9  and  7),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Thos.  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  April  17,  1942  at 
2  P.M.  for  applicant  to  submit  new  plans. 


197-42-S. 

APPLICANT — Saul  Goldsmith,  for  The  Dime  Savings 
Bank  of  Brooklyn,  Mortgagee  in  possession. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a 
decision  of  the  borough  superintendent. 

PREMISES  AFFECTED— 395-403  Pearl  street,  423  Ful¬ 
ton  street,  northeast  corner  and  20  Willoughby 
street  (Block  No.  150,  Lot  No.  11),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn,  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

329-35-SA. 

APPLICANT — Baker  Perkins,  Incorporated,  owner. 

SUBJECT — Application  reopened  July  5,  1939  re  amend¬ 
ment  of  resolution  re  Baker  Perkins  Atomizing 
Type  Mechanical  Draft  Oil  Burner,  Types  C  and 
D  (previouslv  approved). 

APPEARANCES — 

For  Applicant:  W.  E.  Inch. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  request  of  applicant. 

THE  VOTE  TO  WITHDRW — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


631-39-SA. 

APPLICANT — Surface  Combustion  Corporation,  owner. 
SUBJECT — Janitrol  Gas  Conversion  Burners,  approval  of. 
APPEARANCES— 

For  Applicant :  R.  C.  Haworth. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


THE  RESOLUTION— 

(631-39-SA) 

Whereas,  Surface  Combustion  Corporation,  owner,  filed 
on  May  17,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Janitrol  Gas  Conversion  Burners;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS 

April  2,  1942. 


Cal.  No.  631-39-SA 

Subject:  Janitrol  Gas  Conversion  Burners,  approval  of. 
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The  Surface  Combustion  Corp.  of  Toledo,  Ohio  filed 
May  17,  1939  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  Janitrol  Gas  Con¬ 
version  Burners  under  the  provisions  of  section  C26- 
690.0  and  C26-191.0,  Administrative  Code. 

This  appliance  is  a  gas  burner  for  installation  in 
steam  hot  water  or  hot  air  furnaces.  It  is  manufac¬ 
tured  in  several  types  all  using  the  same  mechanical 
principle  but  differing  in  size  and  arrangement  of  the 
radiant  fire  clay  baffles.  These  types  are  known  as 
series  J,  JB,  16,  17,  BW,  BA  and  XR. 

The  appliance,  Series  J,  has  two  semi-circular  cast 
iron  burners,  15 %  inches  in  diameter,  having  40  ports 
for  manufactured  gas  with  two  23%  inch  long  injec¬ 
tion  tubes  having  a  %  inch  diameter  throat  for  manu¬ 
factured  gas. 

There  are  16  fire  clay  baffles — length,  15%  inches; 
width  at  top,  4%  inches,  at  bottom,  2  inches  and  depth 
at  top  1%  inches.  There  is  a  43  inch  long  by  11% 
inch  wide  and  6%  inch  deep  burner  box  with  a  10% 
inch  by  4%  inch  secondary  and  primary  air  opening 
with  a  controlled  door  actuated  by  a  Minneapolis-Hon- 
eywell  valve.  In  addition  to  this  valve,  there  is  a  1% 
inch  surface  combustion  deadweight  regulator,  a  1% 
inch  V-15-5  Minneapolis  Honeywell  electric  motor  valve 
and  a  surface  combustion  electric  ignition,  and  a  room 
thermostat. 

The  other  series  are  similar  in  construction  and 
arrangement  except  as  to  sizes  of  injection  tubes  and 
burner  boxes  and  shape  and  arrangement  of  baffles. 
The  BA  series  have  boxes  ranging  from  23%  to  26 
inches  in  length  and  have  round  and  rectangular  baffles. 
The  capacities  range  from  140,000  to  300,000  BTLT 
imput.  The  BW  series  also  have  round  and  rectangular 
baffles,  maximum  imput  150,000  BTU,  length  of  burner 
box  26-1/16  inches. 

The  J  B  series  also  have  round  and  rectangular 
baffles.  The  imput  varies  from  125,000  to  200,000 
BTU’s.  The  length  of  the  burner  box  is  22%  to  25% 
inches. 

The  XR  series  has  rectangular  baffles  and  an  imput 
from  70,000  to  140,000  but  has  no  burner  box. 

The  17  Series  have  round  and  rectangular  baffles, 
are  a  midget  type  and  have  an  imput  of  95,000  BTU. 
It  has  a  very  small  burner  box. 

These  burners  were  inspected  and  tested  at  the 
Brooklyn  Union  Gas  Company  at  Atlantic  Avenue, 
Brooklyn  and  models  tested  functioned  on  their  con¬ 
trols  satisfactorily.  Present  at  the  test  were  repre¬ 
sentatives  of  the  Committee  on  Tests  and  of  the  man¬ 
ufacturer. 

The  burners  have  been  approved  by  the  American 
Gas  Association,  Certificate  No.  20-5-002,  20-51-301, 
20(51.0.1  &  2). 001  and  20(51.6  &  7). 001. 

On  the  basis  of  this  inspection  and  test  and  the 
approval  of  the  American  Gas  Association,  Inc.  it  is 
recommended  that  the  Janitrol  Gas  Conversion  Burners, 
series  J,  JB,  16,  17,  BW,  BA  and  XR  be  approved  for 
use  in  New  York  City  when  installed  in  accordance 
with  Article  12,  Sub.  Art.  1  and  2  of  the  Administra¬ 
tive  Building  Code,  provided  the  appliance  has  a  label 
permanently  affixed  reading:  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  631-39-SA”  and  subject  to  such  rules 
as  the  Board  may  promulgate  as  provided  under  section 
C26-690.0  of  the  Administrative  Code. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


MINUTES 


and 

Whereas,  this  report  recommended  approval  of  this  ap¬ 
pliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Janitrol  Gas 
Conversion  Burners,  on  condition  that  the  appliance  be 
manufactured,  installed,  and  labelled,  stamped  or  tagged 
in  accordance  with  above  report. 


Adjourned,  4:00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


89-40-SM. 

Note:  In  Bulletin  No.  52,  Vol.  26,  issued  December 
50,  1941,  notation  was  made  of  publication  in  a  subsequent 
issue  of  the  Bulletin — this  resolution  is  now  published  and 
f ollows : 

THE  RESOLUTION— 

(89-40-SM) 

Whereas,  H.  W.  Bell  Company,  owner,  filed  on  Jan¬ 
uary  25,  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  “Bell” 
Concrete  Building  Units  (Hollow  and  Solid  Cinder  Con¬ 
crete)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

December  22,  1941. 

Re :  Cal.  No.  89-40-SM 

Subject:  “Bell”  Concrete  Building  Units  (Hollow  and 
Solid  Cinder  Concrete),  approval  of. 

H.  W.  Bell  Company,  owner,  filed  on  January  25, 
1940  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  “Bell”  Concrete  Building 
Units  (Hollow  and  Solid  Cinder  Concrete)  for  use  in 
New  York  City  under  the  provisions  of  section  C26- 
305.0  and  C26-309.0,  Administrative  Building  Code. 

These  masonry  units  are  manufactured  by  the  ap¬ 
plicant  at  its  plant  at  2590  Park  avenue,  The  Bronx. 
These  units  are  manufactured  in  a  50  cu.  ft.  Besser 
Batch  Mixer  and  one  Besser  Super  Vibro-pac.  All 
materials  entering  the  mix  are  proportioned  bv  weight 
except  the  water  which  is  proportioned  by  means  of 
a  control  valve  located  at  the  mixer  adjacent  to  a 
meter  equipped  with  a  large  dial.  The  water  used  is 
New  York  City  water.  The  applicant  proposes  to  use 
cinders  from  the  Randall’s  Island  Power  Plant  and 
Harmon  Power  Plant,  N.Y.C.R.R.  brought  in  as  re¬ 
quired.  Bins  hold  50  cu.  yards.  There  is  no  specific 
control  for  deleterious  and  foreign  material  except  that 
the  cinders  are  hand  picked.  The  cement  used  consists 
of  approved  Portland  Cement.  The  aggregates  are  fed 
from  bins  over  mixers  to  scales  where  the  direct  pro¬ 
portions  are  determined  and  then  dropped  into  the 
mixer.  The  cement  and  aggregates  received  a  prelim¬ 
inary  dry  mix  of  two  minutes  before  adding  the  water 
and  a  wet  mix  of  4  minutes  after  the  water  is  added. 
The  water  cement  ratio  having  been  once  determined 
for  each  mix  is  maintained  accurately  by  the  mixer 
operator  by  means  of  the  visible  dial  meter.  Con¬ 
tinuous  records  of  the  water  content  of  the  mix  are 
maintained  and  are  kept  available  for  inspection. 

After  mixing,  the  mix  is  discharged  into  the  ma¬ 
chines  and  automatically  fed  into  the  mold  box  where 
it  is  vibrated  and  tamped.  When  molded  the  blocks 
are  cured  for  24  hours  in  a  low  pressure  steam  room 
and  stored  under  cover  until  shipment.  No  blocks 
are  shipped  at  less  than  28  days  of  age.  A  clock  for 
timing  the  mix  is  provided  in  compliance  with  rule 


4.2.3  of  the  Board’s  Rules  for  the  manufacture,  testing 
and  use  of  concrete  masonry  materials. 

These  units  are  manufactured  in  the  following  nom¬ 
inal  sizes : 
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Samples  of  cinders  were  taken  from  bins  feeding  the 
block  molding  machines.  These  samples  were  analyzed 
by  the  Haller  Testing  Laboratories  with  the  following 
results : 

Coarse  Cinders — Laboratory  Report  Analysis  #48657 


Dry  Basis 

Ash  .  66.88% 

Combustible  matter  . 33.12% 

Sulphur  .  .54% 

Fine  Cinders — Laboratory  Report  #48656 

Dry  Basis 

Ash .  72.50% 

Combustible  matter  .  27.50% 

Sulphur  .  0.42% 


The  load-bearing  cinder  concrete  units  tested  were 
made  of  the  following  mix : 

1200  pounds  fine  cinders 
600  “  coarse  cinders 

289.2  “  cement 

10  gallons  water,  (average) 

All  other  units  tested  consisted  of  the  following  mix: 
1350  pounds  fine  cinders 
720  “  coarse  cinders 

289.2  “  cement 

12  gallons  water  (average) 

Test  specimens  of  representative  sizes  of  these  units 
were  made  in  the  presence  of  a  representative  of  the 
Committee  on  Tests  and  after  curing  were  tested  at  the 
Haller  Testing  Laboratories  with  the  following  results 
of  tests : 

Specimen  Group  #89-1  Laboratory  Report  #48627 
Nominal  Size — 2"  x  8"  x  18" 

No.  cells — None 


Type — Solid 

non-load  bearing 

fireproofing 

%  Voids — None 

How  bedded- 

— Plaster  of  Pari 

s 

Gross  area  sq.  in. — 35 

Age  at  test— 

-190  days 

Compressive 

Strength 

Spec.  # 

Total  Load 

P.S.I. 

Weight 

1 

38330 

1095 

13.0  lbs. 

2 

32800 

937 

12.5 

3 

35100 

1003 

12.4 

4 

29230 

836 

12.7 

5 

30790 

880 

13.1 

6 

30970 

885 

12.7 

Average 

939 

Required 

300 

441 


MINUTES 


Specimen  Group  #89-2  Laboratory  #48628 
Nominal  Size — 3"  x  8"  x  18" 

No.  cells — 3 

Type — Non  load-bearing  hollow  partition 
%  Voids— 16.9%  Web  1-3/16  Shell  1)4" 
How  bedded — Plaster  of  Paris 
Gross  Area  Sq.  In. — 53 
Age  at  test — 51  days 

Compressive  Strength 


Spec.  # 

Total  Load 

P.S.I. 

Weight 

1 

47110 

889 

15.1 

2 

30970 

584 

15.3 

3 

30140 

570 

15.2 

4 

39060 

737 

14.9 

5 

42120 

795 

14.9 

6 

41810 

790 

15.3 

Average 

761 

Required 

300 

Specimen  Group  #89-3  Laboratory  #48629 
Nominal  Size — 4"  x  8"  x  18" 

No.  cells — None 

Type — Solid  non-load  bearing  partition 

%  Voids — None 

How  bedded— Plaster  of  Paris 

Gross  Area  Sq.  In. — 71 

Age  at  Test — 135  days. 


Compressive  Strength 


Spec.  # 

Total  Load 

P.S.I. 

Weight 

1 

11040 

1555 

28.0 

2 

82420 

1158 

27.1 

3 

89970 

1265 

26.8 

4 

86190 

1213 

27.0 

5 

74130 

1043 

27.1 

6 

76110 

1071 

27.0 

Average 

1215 

Required 

300 

Absorption 

Wt.  In 

Absorption  % 

Spec,  f 

Dry  Wt. 

Wet  Wt.  Water 

lbs.  cu. 

ft.  Absorption 

7 

26.7 

29.9 

11.1 

10.6 

11.9 

8 

25.1 

28.6 

11.0 

12.4 

13.5 

9 

25.1 

28.0 

10.6 

10.4 

11.5 

10 

24.7 

28.3 

10.1 

12.3 

14.6 

11 

25.0 

28.7 

10.3 

12.5 

14.8 

12 

25.1 

28.5 

10.3 

11.7 

13.5 

Average  11.5 

Permitted  Max.  15  lbs.  per  cu.  ft. 

Specimen  Group  #89-4  Laboratory  #48630 
Nominal  Size — 4"  x  8"  x  18" 

No.  cells — 3 

Type — Solid  Non-load  bearing  partition 
■%  Voids— 21.1%  Web  1)4"  .  Shell  1-3/16" 

How  bedded — Plaster  of  Paris 
Gross  Area  Sq.  In. — 71  sq.  in. 

Age  at  Test — 71  days. 

Compressive  Strength 


Spec.  # 

Total  Load 

P.S.I. 

W  eigh  t 

1 

43260 

610 

12.3 

2 

33960 

478 

17.7 

3 

33370 

470 

17.6 

4 

33450 

421 

18.2 

5 

45270 

637 

18.7 

6 

36540 

515 

17.3 

Average 

530 

Required 

300 

Specimen  Group  #89-5  Laboratory  #48631 
Nominal  Size — 6"  x  8"  x  18" 

No.  Cells— 3 

Type — Partition  non-load  bearing  (hollow) 


%  Voids— 41.1  Web  1-3/16"  Shell  1-3/16" 
Gross  Area  Sq.  In. — 102 
Age  at  Test — 45  days 

Compressive  Strength 


Spec.  # 

Total  Load 

P.S.I. 

W  eight 

1 

45690 

448 

20.3 

2 

64570 

633 

21.6 

3 

60970 

596 

21.2 

4 

60100 

589 

21.0 

5 

50500 

495 

20.6 

6 

63050 

619 

21.3 

Average 

563 

Required 

300 

Specimen  Group  #89-6  Laboratory  #48632 
Nominal  Size — 6"  x  9"  x  18" 

No.  Cells— 3 

Type- — Hollow  non-load  bearing 
%  Voids— 34.3  Web  1-5/16"  Shell  1M" 
How  bedded — Plaster  of  Paris 
Gross  Area  Sq.  In. — 102 
Age  at  Test — 58  days. 

C oni pressive  Strength 


Spec.  # 

Total  Load 

P.S.I. 

W  eight 

1 

53210 

521 

24.6 

2 

49770 

487 

23.2 

3 

55870 

546 

23.0 

4 

55420 

542 

23.4 

5 

66670 

653 

24.4 

6 

68530 

672 

23.8 

Average 

570 

Required 

300 

Specimen  Group  #89-7  Laboratory  #48633 
Nominal  Size— 8"  x  8"  x  18" 

No.  Cells— 3 


Type — Hollow  load-bearing 
'%  Voids— 43.7 

Web  1)4" 

Shell  V/2 

How  bedded- 

— Plaster  of  Par 

is 

Gross  Area  Sq.  In. — 37 

Age  at  Test- 

—29  days. 

Compressive 

Strength 

Spec.  # 

Total  Load 

P.S.I. 

Weight 

1 

98510 

720 

28.8 

2 

93550 

684 

28.7 

3 

108570 

793 

31.6 

4 

103010 

753 

27.8 

5 

96860 

707 

22.7 

.6 

104860 

765 

22.2 

Average 

737 

Required 

700 

Specimen  Group  #89-8  Laboratory  #48634 
Nominal  Size — 8"  x  8"  x  18" 

No.  Cells— 3 

Type — Hollow  load-bearing  header  units 
%  Voids— 36.5  Web.  l%"  Shell  2)4— 1)4" 
How  bedded — Plaster  of  Paris 
Gross  Area  Sq.  In. — 137 
Age  at  Test — 60  days. 

Compressive  Strength 


Spec.  # 

Total  Load 

P.S.I. 

Weight 

1 

96300 

703 

32.1 

2 

103840 

759 

31.2 

3 

103500 

757 

32.2 

4 

96780 

706 

31.3 

5 

69170 

505 

31.7 

6 

107790 

786 

30.8 

Average 

702 

Required 

700 

442 


MINUTES 


Specimen  Group  #89-11  Laboratory  #48637 
Nominal  Size — 10"  x  8"  x  18" 

No.  cells — 3 

Type — Hollow  load-bearing 

%  Voids— 43.3  Web  1-7/16"  Shell  1-11/16" 

How  bedded— Plaster  of  Paris 

Gross  Area  Sq.  In.— 173 

Age  at  test — 64  days 

C dm pressive  S  treng  th 


Total  Load 

P.S.I. 

Weight 

180230 

1041 

38.8 

175800 

1081 

39.0 

179470 

1036 

38.4 

185000 

1070 

39.3 

178780 

1031 

39.0 

180170 

1040 

38.5 

Average 

1030 

Required 

700 

Specimen  Group  #89-12  Laboratory  #48638 
Nominal  Size — 12"  x  8"  x  16" 

No.  cells — None 

Type-Solid  load-bearing  structural  unit 

%  Voids — None 

Gross  area  sq.  in. — 185 

How  bedded — Plaster  of  paris 

C ompressive  S  trength 


Compressive  Strength 


Spec.  # 

Total  Load 

P.S.I. 

W  eight 

1 

333000 

2395 

55.4 

2 

351000 

2580 

56.1 

3 

387000 

2805 

56.1 

4 

348000 

2525 

55.3 

5 

295000 

2135 

55.2 

6 

345000 

2495 

56.0 

Average 

2490 

Requi  red 

1500 

Absorption 


Wgt.  24  Hrs. 

Absorption 

% 

Specimen  # 

Dry  Wgt. 

in  Water 

lbs.  cu.  ft. 

Absorption 

7 

55.5 

64.35 

13.8 

16.2 

8 

56.1 

65.1 

13.8 

16.0 

9 

56.1 

64.9 

13.6 

15.7 

10 

55.3 

63.9 

13.4 

15.5 

11 

55.2 

64.0 

13.6 

15.9 

Average 

13.6 

15.9 

Permitted  Max.  15 

Specimen  #14  Laboratory  #69773-69778 
Nominal  Size — 6  x  8  x  18 
No.  of  Cells — 3 

Type — Hollow  Load  Bearing  Header  Units 
%  Voids — 36.5  Web  1.2"  Shell  1.57"  1.4" 
How  bedded — Cement  Mortar 
Gross  Area  Sq.  In. — 102.12 
Age  at  Test — 44  days 


Spec.  # 

Total  Load 

P.S.I. 

W  eight, 

1 

254590 

1378 

78.6 

2 

301120 

1626 

75.5 

3 

297400 

1608 

79.5 

4 

255640 

1383 

77.4 

5 

310370 

1678 

77.3 

6 

245110 

1325 

77.0 

Average 

1499 

Required 

1500 

Specimen  Group  #89-13  Laboratory  #48639 
Nominal  Size — 12"  x  8"  x  16" 

No.  Cells — 3 

Type — Hollow  Load  Bearing 

r/c  Voids — 43.8  Web  lp2 "  Shell  1%" 

How  Bedded — Plaster  of  Paris 
Gross  Area  Sq.  In. — 185 
Age  at  test — 86  days 

Compressive  Strength 


Spec.  # 

T  otal  Load 

P.S.I. 

W  eight 

1 

177820 

962 

42.0 

2 

209420 

1131 

41.9 

3 

186570 

1010 

42.1 

4 

176050 

954 

41.9 

5 

182630 

988 

41.3 

6 

147120 

796 

41.6 

Average 

974 

Required 

700 

Compressive  Strength 

Spec .  #  Total  Load 

P.S.I. 

1 

86000 

840 

2 

96000 

938 

3 

96100 

945 

4 

102400 

1000 

5 

93000 

915 

6 

92300 

905 

Weight 

21.8 

23.8 

23.8 

23.6 

22.6 
22.7 


Average  925 
Required  700 


Absorption 

Specimen  # 

7 

8 
9 

10 

11 


Laboratory  Nos.  69796-69800 


Dry  Weight 

Wgt.  in  Water 

Absorption 

% 

24  Hours 

lbs.  cu.  ft. 

Absorptioi 

21.8 

25.1 

12.4 

15.1 

23.8 

27.5 

13.2 

15.5 

23.8 

27.3 

12.7 

14.7 

23.6 

27.2 

13.2 

15.2 

22.6 

26.1 

13.2 

15.5 

Average 

12.9 

15.2 

Specimen  Group  15  Laboratory  #69774-69784 
Nominal  Size — 8  x;  8  x  18 
No.  of  Cells — 3 

Type:  Header  Units — Hollow  Load  Bearing 
%  Voids — 39.8  Web  1.45"  exterior  Shell  2.20 

1.18"  interior  1.32 

How  Bedded — Cement  Mortar 
Gross  Area  Sq.  In. — 139.5 
Age  at  Test — 44  days 


Tests  were  conducted  at  Columbia  University  with 
results  as  follows: 

Specimen  Group  #16  Laboratory  #69785-69790 
Nominal  Size — 8"  x  8"  x  18" 

No.  Cells — None 

Type — Solid  Units — Load  bearing 
■%  Voids — None 
How  bedded — Cement  mortar 
Gross  Area  sq.  in. — 138.41 
Age  at  Test— 44  days 


Compressive 

Strength 

Spec.  # 

Total  Load 

P.S.I. 

Weight 

1 

153000 

1090 

30.0 

2 

151200 

1085 

29.8 

3 

145800 

1045 

29.4 

4 

137100 

980 

29.7 

5 

134200 

965 

29.7 

6 

149300 

1070 

30.0 

Average 

1040 

Required 

700 

443 


MINUTES 


Absorption  Laboratory  Nos.  69796-69800 


Specimen  $ 

Dry  Wgt. 

Wgt.  in  Water 
24  Hours 

Absorption 
lbs.  per  cu.  ft. 

% 

Absorption 

7 

30.0 

34.2 

12.0 

14.0 

8 

29.8 

34.0 

12.0 

14.1 

9 

29.4 

34.2 

13.6 

13.6 

10 

29.7 

34.3 

13.2 

13.2 

11 

29.7 

34.0 

12.3 

13.3 

Average  12.6 

Permitted  Max.  15 

14.9% 

RECOMMENDATIONS 

Based  on  the  foregoing  data,  it  is  recommended  that 
Bell  solid  load  bearing  cinder  concrete  units  in  the 
following  sizes  be  approved  for  use  in  New  York  City 
pursuant  to  Section  C26-309.1,b  (7.1. 14, b)  of  the  Ad¬ 
ministrative  Building  Code. 

8"  x  8"  x  18"  no  voids 
12"  x  8"  x  16"  “  “ 

That  Bell  Hollow  load  bearing  cinder  concrete  units 
in  the  following  sizes  be  approved  for  use  in  New  York 
City  pursuant  to  Section  C26-309.0,a  (7.1. 1.4, a)  of  the 
Administrative  Building  Code. 

8"  x  8"  x  18"  Header  units 
6"  x  8"  x  18" 

That  Bell  Hollow  load  bearing  cinder  concrete  units 
in  the  following  sizes  be  approved  for  use  in  New  York 
City  pursuant  to  Section  C26-309.0a  (7.1.1.4.a)  of  the 
Administrative  Code  on  condition  that  these  units  be 
not  exposed  to  the  weather  or  soil  except  when  pro¬ 
tected  in  accordance  with  Rule  5.3.1  of  the  Rules  of  the 
Board  of  Standards  and  Appeals  for  the  manufacture, 
testing  and  use  of  concrete  masonry  units : 

12"  x  8"  x  16" 

10"  x  8"  x  18" 

8"  x  8"  x  18" 

That  Bell  Cinder  Concrete  Hollow  and  Solid  Parti¬ 
tion  Furring  and  Fireproof  units  in  the  following  sizes 
be  approved  for  use  in  New  York  City  as  complying 
with  the  requirements  of  Section  C26-309.0,d  (7.1. 1.4, d) 
of  the  Administrative  Building  Code: 

Hollow  Partition  Units  (3  cell) 

3"  x  8"  x  18" 

4"  x  8"  x  18" 

Solid  Partition  Units 
3"  x  8"  x  18"  no  voids 
4"  x  8"  x  18"  “  “ 

4"  x  8"  x  18"  3  cell 

Solid  Fireproofing  Units 
2"  x  8"  x  18" 


The  approval  of  the  aforementioned  Cinder  Concrete 
masonry  units  is  recommended  on  the  following  condi¬ 
tions  : 

1.  That  these  units  be  manufactured  to  the  same 

specifications  as  herein  set  forth.  j 

2.  That  these  units  be  manufactured,  cured,  stored 

and  used  in  accordance  with  the  requirements  of  the 
Administrative  Building  Code  and  the  Board  s  Rules 
for  the  manufacture,  testing  and  use  of  Concrete 
masonry  units.  . 

3.  That  these  units  be  marked  as  required  by  Rules 
8.1,  8.2  and  8.4  of  the  Board’s  rules. 

4.  That  Rule  8.5  of  the  Board’s  rules  be  complied 
with. 

5.  That  cinders  of  approved  type  shall  be  used  and 
that  records  of  the  water  cement  ratio  and  time  of  mix 
be  kept  at  all  times  on  the  premises. 

6.  That  each  delivery  be  accompanied  by  a  delivery 
slip  marked  “Approved  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  89-40-SM  for  use  in  New 
York  City,  pursuant  to  the  Rules  for  the  manufacture, 
testing  and  use  of  Concrete  Masonry  Units  as  adopted 
by  the  Board  of  Standards  and  Appeals.” 

'7.  That  9  copies  of  drawings  showing  the  manufac¬ 
turer’s  distinguishing  mark  and  its  method  of  applica¬ 
tion  with  the  additional  marks  required  by  Rules  8.1 
and  8.2  shall  be  filed  with  the  Board  and  accepted  before 
this  approval  becomes  effective. 

8.  That  quarterly  test  reports  of  compression  and 
absorption  for  not  less  than  three  representative  sam¬ 
ples  of  each  size  of  block  described  herein,  manufac¬ 
tured  during  the  quarter  be  filed  with  the  Board. 
Unless  these  tests  are  performed  at  a  laboratory  _  ap¬ 
proved  by  the  Board,  such  reports  shall  be  verified 
before  a  notary  public  or  commissioner  of  deeds  by  the 
person  performing  same. 

Note:  The  Committee  recommends  that  retest  be 
made  of  the  Group  89-7  8"  x  8"  x  18  H.L.B.  and 
Group  89-8,  8"  x  8"  x  18"  H.L.B.  header  unit. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  “Bell”  Concrete 
Building  Units  (Hollow  and  Solid  Cinder  Concrete),  on 
condition  that  the  material  be  manufactured,  installed  and 
labelled,  stamped  or  tagged  in  accordance  with  above  report. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  _  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  foi 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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Minutes  of  Special  Meeting  April  17,  1942,  at  10  A.  M., 
Affecting  Calendar  Numbers  422-39-BZ,  725-41-A  188- 
42- A,  199-42- A,  252-42-A,  1134-39-A,  62-42- A,  73-42- A, 
92-42-A,  95-42-A,  174-42-A,  212-42-A,  230-42-A,  234- 
42-A,  235-42- A,  239-42-A,  244-42-A,  246-42-A,  249-42-A 
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42-A,  278-42-A,  165-42-A,  231-42-A,  277-42-A,  279-42-A 
280-42-A,  285-42-A,  255-42-S,  258-42-S,  297-42-S,  298- 
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Minutes  of  Regular  Meeting  April  21,  1942,  at  10  A.  M„ 
Affecting  Calendar  Numbers  463-41-BZ  640-41-BZ 
834-41-BZ,  1060-41-BZ,  176-42-BZ,  375-23-BZ,  256-41- 
BZ,  802-41-BZ,  803-41-BZ,  804-41-BZ,  832-41-BZ  833- 
41-BZ,  1097-41-BZ,  41-42-BZ,  46-42-BZ  and  87-42-BZ. 

Minutes  of  Regular  Meeting  April  21,  1942,  at  2  P.  M., 
Affecting  Calendar  Numbers  525-21-BZ,  410-31-BZ’ 
881-40-A,  186-42-A,  294-42-A,  157-42-A,  238-42-A,  107- 

41- A,  188-42-A,  199-42-A,  286-42-A,  287-42-A,  293- 

42- A,  305-42-A,  321-42-A,  368-30-A,  283-41-A,  782-41-S 
187-42-S,  295-42-S,  122-41-S,  176-36-SA,  453-41-SM  and 
982-41-SM. 

^ules  for  Tests  of  Fire-resistive,  Flameproof  Materials, 
fuch  as  Textiles,  Paper,  Similar  Material  and  Ad¬ 
hesives  used  for  Decorative  Purposes  and  Treated 
Acoustical  Draperies,  Carpets  and  Similar  Materials 
for  use  m  places  of  Public  Assembly  and  Special 
Occupancy  Structures. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 


445 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  April  21,  1942. 

Cal,  No.  Dept,  Premises  Affected 

313-42-SM — ■“Flamchek”  Flameproofing  Powder,  manu¬ 
factured  by  Voh’s  Chemical  Works,  Material. 


314-42-BZ— H.B.M.— 122-126  West  48th  street,  south 
side,  245  ft.  west  of  Sixth  avenue  (Block  No.  1000,  Lot 
No.  43),  Borough  of  Manhattan,  Decision  re  Certificate 
of  Occupancy. 


315-42-BZ — H.B.Q. — 219  Beach  88th  street,  west  side, 
184  ft.  north  of  Rockaway  Beach  boulevard  and  220  Beach 
90th  street  (Block  No.  574,  Lot  No.  4),  Rockaway  Beach, 
Borough  of  Queens,  M-1773-42. 


316-42-A — H.B.Q. — 43-06  38th  street  and  south  side  of 
Foster  avenue  between  37th  and  38th  streets  (Block  No. 
220,  Lot  No.  25),  Long  Island  City,  Borough  of  Queens, 
M-1518-42. 


317-42-A — F.D. — West  side  of  Furman  street  (Wharf), 
860  ft.  south  of  Fulton  street,  Pier  No.  6,  East  River 
(Block  No.  199,  part  of  Lot  No.  3),  Borough  of  Brooklyn, 
8209-L.  F.  and  Decision. 


318-42-A — H.B.M. — 1986  Madison  avenue,  west  side,  59 
ft.  11  in.  south  of  East  127th  street  (Block  No  1751,  Lot 
No.  56^4),  Borough  of  Manhattan,  B.  N.  721-42. 


319-42-A — H.B.Bx. — 796  East  166th  street,  south  side, 
90  ft.  west  of  Union  avenue  (Block  No.  2670,  Lot  No.  35), 
Borough  of  The  Bronx,  Alt.  66-42. 


320-42-A — H.B.Bx. — 283  Morris  avenue,  west  side,  52.69 
ft.  north  of  East  139th  street  (Block  No.  2333,  Lot  No.  68), 
Borough  of  The  Bronx,  Alt.  137-42. 


321-42-A — H.B.M. — 244-260  Seventh  avenue,  west  side, 
from  West  24th  to  West  25th  streets,  201-217  West  24th 
street  and  200-224  West  25th  street  (Block  No.  774,  Lot 
No.  35),  Borough  of  Manhattan,  Amendment  to  P  and  D 
Applic.  770-42. 


322-42-A — H.B.Q. — 34-06  Skillman  avenue,  south  side, 
entire  block  from  Skillman  avenue  to  43rd  avenue  and  from 
34th  to  35th  streets  (Block  No.  240,  Lot  Nos.  1  and  9), 
Long  Island  City,  Borough  of  Queens,  M- 1992-42. 


323-42-A — F.D. — 162  Chambers  street,  south  side,  100  ft. 
east  of  Greenwich  street  (Block  No.  137,  Lot  No.  25),  Bor¬ 
ough  of  Manhattan,  30246-L.  C 


324-42-A — H.B.B.— 270-276  Conover  street,  west  side, 
360  ft.  south  of  Van  Dyke  street  (Block  No.  595,  Lot  No. 
9),  Borough  of  Brooklyn,  N.  B.  204-42  and  N.  B.  205-42. 


325-42- A — F.D. — 103  50th  street,  northeast  corner  of 
First  avenue  (Block  No.  780,  Lot  No.  1),  Borough  of 
Brooklyn,  90872-L.  C. 


326-42-S — F.D. — 361  Herzl  street,  east  side,  180.275  ft. 
south  of  Livonia  avenue  (Block  No.  3585,  Lot  No.  16), 
Borough  of  Brooklyn,  8158-L.  F.  and  Decision. 


327-42-BZ — H.B.B. — 1630-1654  Bushwick  avenue  and 
66-98  Conway  street,  southeast  corner  (along  the  rear  of 
lot)  ;  (Block  No.  3476,  part  of  Lot  No.  16),  Borough  of 
Brooklyn,  Alt.  960-42. 


328-42-BZ — H.B.B. — 744-752  Jamaica  avenue  and  2-14 
Chestnut  street,  southwest  corner  (Block  No.  4103,  Lot 
No.  29),  Borough  of  Brooklyn,  B.  N.  836-42. 


329-42- A — H.B.M. — 637-643  Madison  avenue,  northeast 
corner  of  East  59th  street  (Block  No.  1374,  Lot  No.  21), 
Borough  of  Manhattan,  E.  S.  514-42. 


Restored  to  Calendar. 

1134-39-A — H.B.B. — 6914-6918  Fifth  avenue,  west  side, 
102  ft.  &/&  in.  south  of  Bay  Ridge  avenue  (Block  No.  5873, 
Lot  Nos.  48  and  49),  Borough  of  Brooklyn,  Alt.  5351-41 
and  Alt.  5352-41. 


62-42-A— 251-271  Classon  avenue,  east  side,  264  ft. 
south  of  Willoughby  avenue  (Block  No.  1924,  Lot  Nos. 
6-14),  Borough  of  Brooklyn,  Decision  re  88653-L.C. 


122-41-S— F.D. — 33-69  35th  street,  southeast  corner  of 
Second  avenue  (Bush  Terminal  Building  No.  5,  2nd  to  5th 
floors,  inclusive,  section  B)  ;  (Block  No.  687,  Lot  No.  1), 
Borough  of  Brooklyn,  8432-L.  F. 


525-29-BZ — H.B.B. — 973-975  DeKalb  avenue  and  112- 
116  Lewis  avenue,  northwest  corner  (Block  No.  1597,  Lot 
No.  41),  Borough  of  Brooklyn,  B.  N.  657-42. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 

H.B.B. _ Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 

Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
E.D. — Fire  Department. 
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RULES 

Blended  Cements,  Rules  for  Testing  ^  *“ 

r  ,  anc|vUs«  of  •  .  . . . Feb.  17,  1942— Vol.  27,  No.  7 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Mar.  10,  1942 — Vol  27  No  10 
Certificates  of  Occupancy,  approved 

form  ......  . Nov.  25,  1941— Vol.  26,  No.  47 

Concrete  Flat  Slabs,  Rules . July  13,  1937— Vol.  22  No  28 

C  oncrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

r  01  ,,  ,  x  Lune  24>  1941— Vol.  26,  No.  2o 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,  1937— Vol.  22,  No  31 

Llevaior  Rules  . . Mar.  3,  1936— Vol.  21,  No.  9 

Exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol.  22,  No  24 

factory  Exit  Rules  . Dec.  2,  1941 — Vol.  26,  No.  48 

l' ire  Alarm  Rules  (Interior) . Apr.  7,  1942— Vol.  27,  No  14 

1-ire  Drill  Rules  . Jan.  20,  1942— Vol.  27,  No.  3 

!•  ire-resistive,  .  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Apr.  28,  1942 — Vol.  27,  No.  17 
Fire  Retarding  Rules  for  Garages, 

...  ctc-  Vi-  -.•••  . . Dec-  16,  1941— Vol.  26,  No.  50 

Fireproof  Wood,  Testing  of . Apr.  13,  1937— Vol.  22,  No  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919— Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

~  c!'leSrx«  n  ,  l\Iay  20-  1941—' Vol.  26,  No.  20 

Gas  Shut-Off  Rules  . Apr.  /,  1925 — Vol.  10,  No.  14 

Hatchway  Protection  . lune  5,  1928 — Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Mar.  31,  1942 — Vol.  27,  No  13 

Oil  Burner  Rules  . Jan.  13,  1942— Vol.  27,  No.  2 

Opening  Protective  Assemblies, 

Pules  for  Inspection  of . Jan.  6,  1942— Vol.  27,  No  1 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . . Nov.  25,  1941— Vol.  26,  No.  47A 

Platform  I  rucks,  Specifications  for.  Nov.  24,  1936— Vol.  21,  No  47 

Ku,,es  •  . . Aug.  3,  1937— Vol.  22,  No.  31 

Plumbing  Rules  (Prevention  of  Con- 

tamination  of  Water  Supply) ..  Nov.  25,  1941 — Vol.  26,  No  47A 

Procedure,  Rules  of . Sept.  7,  1937— Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A. C.  Aug.  26,  1941— Vol.  26,  No.  34 

Smoking  m  Factories,  Rules  for _ Apr.  14,  1942 — Vol  27  No  15 

Sprinkler  Rules  . . June  29,  1937— Vol.  22,  No.  26 

Standpipe  Firelme  Rules  . June  8,  1937— Vol.  22,  No.  23 

Structural  Alterations,  Reporting. .. Tune  7,  1932— Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Ar  Trucks,  Gasoline,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Apr.  10,  1923— Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

e  .?v.Ii0se  Vah(es  . . Nov.  25,  1941— Vol.  26,  No.  47A 

ruel  Oil  Burners  for  Domestic  and 

IT  .C?^,m^cia,JJse  •••; . Nov-  25 •  1941— Vol.  26,  No.  47A 

Rn!  maP'Pe  Te/minals  ....  ..  Nov.  25,  1941— Vol.  26,  No.  47A 

L-  9*.,  Burners  for  Industrial  Use.  Nov.  25,  1941— Vol.  26,  No.  47A 

Fuel  Oil  Pumps . Nov.  25,  1041— Vol.  26.  No.  47A 

bas  Heaters  . . .  . Nov.  25,  1941— Vol.  26,  No.  47A 

taint,  Varnish  and  Lacquer  Spray- 

ing  Equipment  . Nov.  25,  1941— Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941— Vol.  26,  No.  47A 


APRIL  28,  1942,  10  A.  M. 

Z oning  A p plica  tions. 

NOTICE  IS  HERBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
af  the  zoning  resolution,  Tuesday  morning,  April  28,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan] 
an  the  following  matters  : 

1307-39-BZ — Application  of  Herman  Kron,  applicant,  on 
lehalf  of  Peter  Schmuck,  owner  (87  Columbia  Garage,  In- 
:orporated,  lessee),  reopened  November  25,  1941,  under 
lections  7e,  7h  and  21  of  the  building  zone  resolution,  to 
Permit  in  a  residence  use  district,  for  a  temporary  period 
)f  not  more  than  two  (2)  j'ears,  the  parking  and  storage 
>f  more  than  five  (5)  motor  vehicles  (there  are  buildings 
>n  the  plot  in  question)  ;  premises  332-344  West  44th  street 
outh  side,  250  ft.  east  of  Ninth  avenue  (Block  No.  1034, 
-ot  Nos.  48  to  53,  inclusive),  Borough  of  Manhattan. 

060-41-BZ — Application,  December  9,  1941,  under  sec- 
ions  7h  and  21  of  the  building  zone  resolution,  of  Herman 
vron,  applicant,  on  behalf  of  Wessell,  Nichols  and  Gross, 
ncorporated,  owner  (J.  K.  Construction  Company,  Incor- 
orated,  lessee),  to  permit  in  a  residence  use  district,  for 


a  temporary  period  of  not  more  than  two  (2)  years  the 
parking  storage  of  more  than  five  (5)  motor  vehicles ; 
premises  451-453  West  45th  street,  north  side,  125  ft.  east 
of  Tenth  avenue  (Block  No.  1055,  Lot  Nos.  6  and  7)  Bor¬ 
ough  of  Manhattan. 


M^l-BZ—Apphcation,  September  26,  1941,  under  sec¬ 
tion  7h  ot  the  building  zone  resolution,  of  Max  Horn  ap¬ 
plicant,  on  behalf  of  101  Beach  61st  Street  Corporation 
owner,  to  permit  in  a  residence  use  district,  for  a  temporarv 
period  of  not  more  than  two  (2)  years,  the  parking  of  more 
than  rive  (a)  motor  vehicles;  premises  101  Beach  61st 
street,  west  side,  566  ft.  south  of  Larkin  avenue  (Block  No 
354,  Lot  No.  75),  Arverne,  Borough  of  Queens. 

WS-H-BZ— Application,  July  29;  1941,  under  section  7h 
of  the  building  zone  resolution,  of  Simon  Cohen,  applicant 
on  behalf  of  B  and  F.  Holding  Corporation,  owner  (Sarah 
Brodsky,  lessee),  to  permit  in  a  residence  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years]  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles1 
premises  157  Beach  61st  street,  southwest  corner  of  Larkin 
avenue  (Block  No.  354,  Lot  No.  47),  Arverne,  Borough 
of  Queens. 

835-41-BZ— Application,  September  26,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant 
on  behalf  of.  Beach  61st  Street  Corporation,  owner,  to  per¬ 
mit  in  a  residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  of  more  than 
hve  (5)  motor  vehicles;  premises  102  Beach  61st  street 
east  side,  242  ft.  north  of  Boardwalk  (Block  No.  353,  Lot 
No.  15),  Arverne,  Borough  of  Queens. 

837-41-BZ — Application,  September  26,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Alice  Drucker,  owner,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  156  Beach  68th  street,  east  side, 
440  ft.  south  of  Rockaway  Beach  boulevard  (Block  No.  360’ 
Lot  No.  29),  Arverne,  Borough  of  Queens. 

864-41-BZ— Application,  October  7,  1941,  under  section 
7h  of  the  zoning  resolution,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  .Caroline  Krause,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not  more  than 
two.  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles ;  premises  88-27  Rockaway  Beach  boulevard  south 
side,  25  ft.  east  of  Beach  90th  street  (Block  No.  623,  Lot 
Nos.  2  and  3),  Rockaway  Beach,  Borough  of  Queens.’ 

2-42-BZ— Application,  January  2,  1942,  under  section  21 
of  the  zoning  resolution,  of  Morris  Goldshore,  applicant,  on 
behalf  of  Max  Minker,  owner,  to  permit  in  a  business’use 
district,  the  conversion  of  occupancy  of  a  building  to  a 
motor  vehicle  repair  shop,  auto  showroom  and  lubritorium  • 
premises  260-262  Delancey  street,  north  side,  25  ft  west  of 
Columbia  street  (Block  No.  333,  Lot  No.  31),  Borough  of 
Manhattan. 


120-42-BZ— Application,  February  10,  1942,  under  section 
7c  of  the  zoning  resolution,  of  Randolph  H.  Almiroty,  appli¬ 
cant,  on  behalf  of  The  Salvation  Army,  owner,  to  permit  in 
a  business  use  district,  the  conversion  of  occupancy  of  an 
existing  building  to  paper  sorting  and  baling  and,  also,  for 
factory  use  covering  more  than  the  permissible  25%  of  the 
total  floor  space;  premises  2-22  Quincy  street  and  1-9 
Downing  street,  southeast  corner  (Block  No.  1972  part  of 
Lot  No.  2),  Borough  of  Brooklyn. 

151-42-BZ  Application,  February  19,  1942,  under  section 
7c  of  the  zoning  resolution,  of  Randolph  H.  Almiroty,  ap¬ 
plicant,  on  behalf  of  The  Pilgrim  Laundry,  Incorporated, 
owner,  to  permit  in  a  business  use  district,  the  extension  of 
Anto  an  existing  three  (3)  car  garage;  premises 
11U2-1138  Prospect  avenue  and  141-151  Terrace  place,  block 
bounded  by  11th  avenue,  Prospect  avenue,  Terrace  place 
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and  17th  street  (Block  No.  5255,  Lot  No.  1),  Borough  of 
Brooklyn. 

1492-39-BZ — Application  of  Samuel  Gardstein,  applicant, 
on  behalf  of  Belroe  Realty  Corporation,  owner,  reopened 
March  3,  1942,  under  sections  7h  and  21  of  the  zoning  reso¬ 
lution,  to  permit  upon  the  business  use  portion  of  a  plot 
located  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied)  ;  premises  1181-1201 
East  New  York  avenue,  632-636  Ralph  avenue,  northwest 
corner  and  1924-1946  Union  street  (Block  No.  1399,  Lot  No. 
125),  Borough  of  Brooklyn. 

342-40-BZ — Application  of  Emil  Levin,  applicant,  on  be¬ 
half  of  Selvin  Realty  Company,  Incorporated,  and  Emile  E. 
Rathgeber,  owners,  reopened  July  22,  1941,  under  sections 
7h  and  21  of  the  zoning  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
(previously  considered  by  the  Board)  ;  premises  31-15  42nd 
street,  east  side,  97.5  ft.  south  of  31st  avenue  (Block  No. 
692,  Lot  Nos.  36  and  37),  Astoria,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  28,  1942,  2  P.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  afternoon,  April  28,  1942, 
at  2  o’clock  in  Room  1013,  Municipal  Building  Manhattan, 
on  the  following  matter : 

• 

208-37-BZ— Application  of  Frank  C.  Keller,  applicant,  on 
behalf  of  Julius  Groelke,  lessee  (Edbro  Realty  Company, 
Incorporated,  owner)  reopened  April  7,  1942,  for  considera¬ 
tion  as  to  extension  of  permit— re  Application,  previously 
granted  on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for  a  period 
of  two  (2)  years,  the  storage  and  parking  of  more  than 
five  (5)  motor  vehicles;  premises  22-65  31st  street,  east 
side,  182.6  ft.  north  of  23rd  avenue  (Block  No.  833,  Lot 
No.  12),  Astoria,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

242-42-A — 55-00  Maspeth  avenue,  south  side,  242  ft.  west 
of  Rust  street  (Block  No.  2216,  Lot  Nos.  17  and  18), 
Maspeth,  Borough  of  Queens. 

274-42-A — 32  East  10th  street,  south  side,  190  ft.  east 
of  University  place  (Block  No.  561,  Lot  No.  11),  Borough 
of  Manhattan. 

268-42-A — 164-168  East  86th  street  and  1524  Third  ave¬ 
nue,  southwest  corner  (Block  No.  1514,  Lot  No.  39),  Bor¬ 
ough  of  Manhattan. 

255-42-S— 358  East  145th  street,  south  side,  91.41  ft. 
east  of  Third  avenue  (Block  No.  2306,  Lot  No.  66),  Bor¬ 
ough  of  The  Bronx. 

118-42-A — 131-133  Boerum  street,  north  side,  100  ft.  west 
of  Graham  avenue  (Block  No.  3070,  Lot  No.  28),  Borough 
of  Brooklyn. 

186- 42-A— 390  East  200th  street,  south  side,  75  ft.  west 
of  Webster  avenue  (Block  No.  3279,  Lot  No.  75),  Borough 
of  The  Bronx. 

187- 42-S— 390  East  200th  street,  south  side,  75  ft.  west 
of  Webster  avenue  (Block  No.  3279,  Lot  No.  75),  Borough 
of  The  Bronx. 


690-41-A— 117-121  West  128th  street,  north  side,  200  ft. 
west  of  Lenox  avenue  (Block  No.  1913,  Lot  Nos.  20,  21 
and  22),  Borough  of  Manhattan. 

322-42-A — 34-06  Skillman  avenue,  south  side,  from  34th 
to  35th  streets  (Block  No.  240,  Lot  Nos.  1  and  9),  Long 
Island  City,  Borough  of  Queens. 

Appliances  and  Materials  for  Approval. 

91-40-SA — Application  reopened  January  27,  1942  re 
amendment  of  resolution  to  include  additional  models  of 
Blowpipe  Cutting  Attachments  and  Generators. 

856-41-SA — Coledrinx  Automatic  Carbonated  Beverage 
Dispenser. 

976-41-SM — Bird  Armorwall  and  Monacousec. 

81-42-SM — PermOline  (Cement  Lined  Pipe). 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  5,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HERBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning.  May  5,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

532-41-BZ— Application,  June  12,  1941,  under  section  21 
of  the  building  zone  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  John  H.  Dair  and  Charles  E. 
Smith,  owners,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  storage  garage  for  more  than 
three  (3)  motor  vehicles,  outdoor  parking  and  storage  for 
more  than  three  (3)  motor  vehicles  and  an  auto  laundry; 
premises  45-12  to  45-20  79th  street,  northwest  corner  of 
46th  avenue  (Block  No.  1530,  Lot  No.  42),  Elmhurst,  Bor¬ 
ough  of  Queens. 

334-26-BZ— Application  of  Charles  E.  Murphy,  applicant, 
on  behalf  of  Packard  Motor  Car  Company,  owner,  re¬ 
opened  April  7,  1942,  for  consideration  as  to  amendment  of 
resolution — re  Application,  previously  granted  on  condition, 
under  section  21  of  the  building  zone  resolution,  permitting 
in  a  residence  use  district,  extending  from  a  business  use 
district,  the  erection  and  maintenance  of  an  automobile  sales 
room  and  service  station ;  premises  690-698  East  Fordham 
road,  2491-2509  Crotona  avenue  and  2500-2502  Cambrelling 
avenue  (Block  No.  3091,  Lot  Nos.  62,  73  and  82),  Borough 
of  The  Bronx. 

640-41-BZ — Application,  July  10,  1941,  under  sections 

7c  and  21  of  the  building  zone  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Tillie  Resnick,  owner, 
to  permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  extension  of  a  gasoline  service  station; 
premises  1568-1574  McDonald  avenue,  west  side,  90  ft. 
north  of  60th  street  (Block  No.  6563,  Lot  Nos.  36  and  39), 
Borough  of  Brooklyn. 

176-42-BZ — Application,  March  4,  1942,  under  sections 
7d  and  21  of  the  building  zone  resolution,  of  Street  and 
Adikes,  applicants,  on  behalf  of  Boulevard  Gardens  Hous¬ 
ing  Corporation,  owner,  to  permit  in  a  residence  use  dis¬ 
trict,  the  use  of  a  plot  of  ground  as  a  recreational  area  for 
the  tenants  of  a  building  not  located  on  the  same  lot  with 
the  proposed  use ;  premises  56-39  to  56-51  30th  avenue, 
north  side,  100.78  ft.  east  of  56th  place  (Block  No.  1024, 
Lot  No.  8),  Woodside,  Borough  of  Queens. 

27-40-BZ — Application  of  Paul  Friedman,  applicant,  on 
behalf  of  Frank  Derasmo,  owner,  reopened  and  restored,  to 
calendar,  February  17,  1942,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  erection 
of  an  accessory  building  on  an  existing  gasoline  service 
station  (previously  dismissed  for  lack  of  prosecution) ; 
premises  144-25  North  Conduit  avenue,  north  side,  215 
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ft.  west  of  135th  avenue  and  144-40  135th  avenue  (Block 
No.  2873,  Lot  No.  18),  South  Ozone  Park,  Borough  of 
Queens. 

15-38-BZ  Application  of  Victor  McQuistion,  applicant, 
on  behalf  of  Third  Avenue  Railway  Company,  owner,  re¬ 
opened  for  rehearing,  October  7,  1941,  under  sections  7 f , 
7h  and  21  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  ^  (previously  acted  upon  by  the  Board)  ; 
premises  2526-2530  Amsterdam  avenue,  southwest  corner  of 
West  186th  street  (Block  No.  2156,  part  of  Lot  No.  48) 
Borough  of  Manhattan. 

205-42-BZ  Application,  March  16,  1942,  under  section 
21  of  the  zoning  resolution,  of  Benjamin  Antin,  applicant, 
on  behalf  of  1748  Jerome  Avenue  Corporation,  owner  (Eva 
Rohr,  lessee),  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  non-flashing  neon  electric  sign 
extending  more  than  eighteen  (18)  inches  beyond  the  build¬ 
ing  line;  premises  1754  Jerome  avenue  and  1-7  East  175th 
street,  northeast  comer  (Block  No.  2850,  Lot  No.  1),  Bor¬ 
ough  of  The  Bronx. 

997-41-BZ — Application,  November  18,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Joseph  Lau,  applicant, 
on  behalf  of  L.S.G.G.  Corporation  and  Mary  Zerbo,  owners 
(Charles  Ricotta,  lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  1891-1893  Second  avenue,  west  side,  26 
ft.  2  in.  south  of  East  98th  street  (Block  No.  1647,  Lot 
Nos.  26  and  27),  Borough  of  Manhattan. 

734-41-BZ — Application,  August  18,  1941,  under  section 
21  of  the  zoning  resolution,  of  Albert  E.  Meyer,  applicant, 
on  behalf  of  Marie  Meyer,  owner  (Carlo  and  Son,  lessees), 
to  permit  the  use  of  the  vacant  portion  of  a  plot,  located 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  as  a  motor  vehicle  repair  shop;  premises  117-09  to 
117-11  101st  (Jerome)  avenue,  north  side,  24  ft.  west  of 
118th  street  (Block  No.  9453,  Lot  No.  22),  Richmond  Hill, 
Borough  of  Queens. 

90-42-BZ — Application,  January  29,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Henry  Winters,  owner,  to  permit  in 
a  business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1253-1263  Boscobel 
avenue,  west  side,  345.85  ft.  north  of  Jerome  avenue  (Block 
No.  2506,  Lot  Nos.  46  and  48),  Borough  of  The  Bronx. 

918-41-BZ — Application,  October  29,  1941,  under  section 
21  of  the  zoning  resolution,  of  David  Millman,  applicant, 
on  behalf  of  May  Fabricant  Alture,  owner  (Joseph  Fink, 
lessee),  to  permit  in  a  business  use  district,  the  conversion 
}f  occupancy  of  part  of  the  Pitkin  avenue  frontage  of  an 
existing  building  to  a  motor  vehicle  repair  shop ;  premises 
2067-2069  (2067  displayed)  Pitkin  avenue,  north  side,  56 
ft.  west  of  Pennsylvania  avenue  (Block  No.  3720,  part 
of  Lot  No.  38),  Borough  of  Brooklyn. 

1015-41-BZ — Application,  November  25,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  William  V.  McDevit, 
applicant,  on  behalf  of  Socony  Vacuum  Oil  Company,  In- 
torporated,  owner,  to  permit  partly  in  a  business  use  and 
oartly  in  a  residence  use  district,  the  extension  and  recon¬ 
struction  of  an  existing  gasoline  service  station;  premises 
1200  Victory  boulevard  and  1262  Clove  road,  southwest 
-orner  (Block  No.  651,  Lot  Nos.  8  and  12),  West  Brighton, 
Borough  of  Richmond. 

526-37-BZ — Application  of  Frank  C.  Keller,  applicant,  on 
)ehalf  of  New  York  Dugan  Bros.,  Incorporated,  owner, 
eopened  September  9,  1941,  under  section  21  of  the  zoning 
esolution,  to  permit  in  a  residence  use  district,  the  altera- 
ion,  extension  and  conversion  of  occupancy  of  an  existing 
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residence  building  to  a  business  use;  premises  222-16  99th 
^enue  south  side,  100  ft.  east  of  222nd  street  (Block  No. 
10805,  Lot  No.  6),  Queens  Village,  Borough  of  Queens. 

413-39-BZ— -Application  of  Henry  C.  Brockman,  appli¬ 
cant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopened 
and  restored  to  calendar  June  17,  1941,  under  section  7c  of 
the  building  zone  resolution,  to  permit  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  erection  of  a 
new  building  to  be  used  as  office,  car  washing  and  lubritory, 
all  accessory  to  an  existing  gasoline  service  station  (previ¬ 
ously  withdrawn)  ;  premises  15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of  Lot  No.  28), 
Borough  of  Brooklyn. 

765-41-A — 222-16  99th  avenue,  south  side,  100  ft.  east  of  ■ 
222nd  street  (Block  No.  10805,  Lot  No.  6),  Queens  Village, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  5,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

725-41-A — 604-606  Rockaway  avenue,  west  side,  126  ft. 
8)4  in.  south  of  Blake  avenue  (Block  No.  3560,  Lot  Nos. 
31  and  32),  Borough  of  Brooklyn. 

782-41-S— 304  Morgan  avenue  and  1027-1037  Metropoli¬ 
tan  avenue,  northeast  corner  (Block  No.  2914,  Lot  No.  1 
and  Block  No.  2915,  Lot  No.  2),  Borough  of  Brooklyn. 

294-42- A— 316-324  Norman  avenue,  southeast  corner  of 
Hausman  street  (Block  No.  2661,  Lot  No.  1),  Borough  of 
Brooklyn. 

Appliance  and  Materials  for  Approval. 

121-41-SA — Elsco  Elevator  Roller  Guide. 

1059-41-SM — Dierker  Therapeutic  Apparatus  (with  vac¬ 
uum  breaker). 

139-42-SM — Pelton  Surgical  Cuspidor  (with  vacuum 
breaker). 


MAY  12,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning.  May  12,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan’ 
on  the  following  matters : 

159-36-BZ — Application  of  Alurion  Realty  Corporation, 
owner,  and  Public  Service  Interstate  Transportation  Co., 
lessee,  reopened  February  18,  1941,  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  retail  one  (1)  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245-259  West  41st  street, 
north  side,  100  ft.  east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

468-17-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  1137  Prospect  Corporation,  owner,  reopened 
December  23,  1941,  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district,  the  pro¬ 
posed  alteration  and  extension  of  a  garage  (previously 
granted  by  the  Board)  by  the  conversion  of  store  occupancy 
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to  garage  entrance  and  motor  vehicle  repair  shop ;  premises 
1137-1145  Prospect  avenue,  west  side,  50  ft.  north  of  East 
167th  street  (Block  No.  2680,  Lot  No.  55),  Borough  of  The 
Bronx. 

270-42-BZ— Application,  April  1,  1942,  under  section  7i 
of  the  zoning  resolution,  of  Henry  George  Greene,  applicant, 
on  behalf  of  Benjamin  Litman,  owner  (National  Bent 
Steel  Corporation,  lessee),  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  motor  vehicle  re¬ 
pair  shop  (the  stamping  and  installation  of  finished  metal 
body  parts  on  auto  trucks)  ;  premises  53-01  to  53-07  Metro¬ 
politan  avenue,  northeast  corner  of  Nurge  avenue  (Block 
No.  2634,  Lot  Nos.  1  and  59),  Maspeth,  Borough  of  Queens. 

306-42-BZ— Application,  April  10,  1942,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Koch  and  Wagner, 
applicants,  on  behalf  of  The  Roberts  Numbering  Machine 
Company,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension,  alteration 
and  conversion  of  occupancy  of  an  existing  building,  to 
factory  use;  premises  692-710  Jamaica  avenue,  south  side, 
54  ft.  2  in.  west  of  Richmond  street  (Block  No.  4102,  Lot 
Nos.  19  and  35),  Borough  of  Brooklyn. 

50-42-BZ — Application,  January  15,  1942,  under  section 
21  of  the  zoning  resolution,  of  Samuel  Roth,  applicant,  on 
behalf  of  Helen  Mahoney,  owner  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop  and  paint  shop; 
premises  1261  Jerome  avenue,  west  side,  70  ft.  south  of 
West  169th  street  (Block  No.  2855,  Lot  No.  28),  Borough 
of  The  Bronx. 

112-42-BZ— Application,  February  7,  1942,  under  section 
7c  of  the  zoning  resolution,  of  Paul  Friedman,  applicant, 
on  behalf  of  Sophie  Ledwitz,  owner  (Central  Concrete, 
Incorporated,  lessee),  to  permit  in  a  business  use  district, 
the  inclusion  of  a  motor  vehicle  repair  shop  (including 
welding)  in  an  existing  garage  for  more  than  five  (5) 
motor  vehicles;  premises  54-42  to  54-46  Flushing  avenue 
and  60-02  to  60-08  55th  street,  southwest  corner  (Block  No. 
2636,  Lot  No.  7),  Maspeth,  Borough  of  Queens. 

343-34-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Antoinette  Iervolino,  owner,  reopened 
September  9,  1941,  under  section  7f  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  erection  and 
for  a  term  of  years,  the  maintenance  of  a  gasoline  service 
station  (previously  denied);  premises  '472-476  Atlantic 
avenue  and  83-85  Nevins  street,  southeast  corner  (Block  No. 
185,  Lot  Nos.  4  and  5),  Borough  of  Brooklyn. 

724-41-BZ — Application,  August  8,  1941,  under  sections 
7a,  7b  and  21  of  the  zoning  resolution,  of  Lama  and 
Pr'oskairer,  applicants,  on  behalf  of  Ciro  Di  Palma,  owner, 


to  permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  extension  of  an  existing  store  and,  also, 
the  conversion  of  occupancy  of  an  existing  accessory  garage 
lo  business  use;  premises  1510  Cortelyou  road,  south  side, 
46  ft.  6  in.  east  of  East  15th  street  (Block  No.  5158,  Lot 
Nos.  3  and  4),  Borough  of  Brooklyn. 

984-41-BZ — Application,  November  14,  1941,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Manhattan  General 
Hospital,  applicant  and  lessee,  on  behalf  of  Society  ot  j 
Lying-in  Hospital,  owner,  to  permit  in  a  residence  use  dis- 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  use  of  part  of  the  second  story  of  an  existing 
hospital  as  a  restaurant  for  the  use  of  visitors  to  the 
patients;  premises  307  Second  avenue,  west  side,  from  East 
17th  street  to  East  18th  street  (Block  No.  898,  Lot  No.  27), 
Borough  of  Manhattan. 

974- 41-BZ — Application,  November  13,  1941,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Frank  C.  Keller,  appli¬ 
cant,  on  behalf  of  Charles  Timm,  owner,  to  permit  in  a 
residence  use  district,  the  maintenance  of  a  six  (6)  car 
metal  garage;  premises  23-56  38th  street,  north  side,  379 
ft.  east  of  24th  avenue  (Block  No.  804,  Lot  Nos.  46  and  j 
47),  Astoria,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

975- 41-A — 23-56  38th  street,  north  side,  379  ft.  east  of 
24th  avenue  (Block  No.  804,  Lot  Nos.  46  and  47),  Astoria, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman 


MAY  19,  1942,  10  A.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  May  19,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matter : 

463-41-BZ — Application,  May  20,  1941,  under  section  7c 
of  the  building  zone  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Gulf  Oil  Corporation,  owner,  to  per-' 
mit  on  a  plot,  located  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  occupied  as  a  gasoline  service  sta¬ 
tion,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  618-628  Jamaica  avenue  and  1  Hale  ave¬ 
nue,  southeast  corner  (Block  No.  3905,  Lot  Nos.  3  and  5), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  MORNING,  APRIL  17,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASE. 

422-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Bonded  Lien  Cor¬ 
poration,  owner. 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years; 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 305-313  21st  street  and  697-705 
Sixth  avenue,  northwest  corner  (Block  No.  892,  Lot 
No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 


450 


MINUTES 


ACT  ION  Oh  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  q 


APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC,  I  ION  OF  BOARD— Laid  over  to  April  21,  1942  at  2 
1  .  M.  tor  further  consideration  by  the  Board. 


THE  RESOLUTION— 


(422-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,’  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
premises  305-313  21st  street  and  697-705  Sixth  avenue’ 
northwest  corner  (Block  No.  892,  Lot  No.  1),  Borough  of 
Brooklyn,  was  granted  by  the  Board  January  3,  1940,  on  cer¬ 
tain  conditions,  time  to  obtain  permits  and  complete  work 
extended  September  10,  1940,  and  applicant  requested  an 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  3,  1940  only 
so  far  as  it  has  reference  to  the  term  of  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read  : 

“granted  under  section  7h  thereof  to  permit  the  plot 
under  appeal  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution, 
on  condition  *  *  *” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

725-41-A. 

APPLICANT — Lama  and  Proskauer,  for  Globe  Paint  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
and  a  decision  of  the  borough  superintendent. 

PREMISES  AFFECTED — 604-606  Rockaway  avenue,  west 
side,  126  ft.  in.  south  of  Blake  avenue  (Block 
No.  3560,  Lot  Nos.  31  and  32),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t,  and 
Fred  Dahlem,  Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  5,  1942  at  2 
’  P.  M.  for  inspection  by  a  committee  of  the  Board 
and  to  obtain  records  from  Fire  Dep’t  and  Building 
Dep’t. 


188-42-A. 

APPLICANT — T.  J.  Hughes,  for  Bethlehem  Steel  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 3075  Richmond  terrace,  north 
side.  100  ft.  north  of  Andros  avenue  (Block  No. 
1207,  Lot  No.  1),  Mariners  Harbor,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  April  21,  1942  at  2 
P.  M.  on  written  request  of  applicant. 


199-42- A. 

APPLICANT — Annette  T.  Rubinstein,  lessee,  for  Green¬ 
wich  Savings  Bank,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 304-306  West  88th  street,  south 
side,  100  ft.  west  of  West  End  avenue  (Block  No. 
1249,  Lot  Nos.  37  and  37^2  )>  Borough  of  Man- 
.  hattan. 


252-42- A. 

APPLICANT— Murray  Klein,  for  Pauline  C.  Heberlein 

CTTDTcr°Tne*  (L,H:  Heberlein,  Incorporated,  lessee). 

SUBJLOI  —  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

1  REMISES  AFT  EC  1  ED — 288-302  Seventh  street,  south 
side,  214  ft.  4  in.  west  of  Fifth  avenue  (Block  No. 
U8,  Lot  Nos.  23-29,  inclusive),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Murray  Klein. 

THE' TOTEF TO  WITiipfAW-,hdraWn'  argl"”ent' 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

in  egative .  q 


11 34-39- A. 

J?ck.Z-  Cohen,  for  Lea  Shiffman,  owner. 
Application  for  consideration — reopening  and 
reconsideration  under  new  decision  of  borough 
superintendent— previously  denied  re  appeal  from  a 
acting  borough  superintendent. 
\EMISES  AFFECTED — 6914-6918  Fifth  avenue,  west 

/of’  i  i  *n-  soutb  °I  Hay  Ridge  avenue 

(Block  No.  5873,  Lot  Nos.  48  and  49),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  q 


62 -42 -A. 

APPLICANT— Bommer  Spring  Hinge  Company  (lessee), 
I°r  Marie  A.  Bommer  Frohlich,  owner. 

SUBJECT  Application  for  consideration — restoration  to 
calendar  re  appeal  from  a  decision  re  an  order  of 
the  fire  commissioner  (previously'  dismissed  for 
lack  of  prosecution). 

PREMISES  AFFECTED-255-271  Classon  avenue,  east 
sjoe.  2p4  ft.  south  of  Willoughby  avenue  (Block  No. 

APPEARANCES—08'  6’14)’  Borough  of  Brooklyn.  • 

^  For  Applicant :  John  Sensbach. 

ACTION  Oh  BOARD— Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  . ; .  q 


73 -42- A. 

APPLICANT — Philip  Levine,  lessee,  for  Jud  Properties, 
Incorporated,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
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PREMISES  AFFECTED— 2395-2405  Pacific  street  north 
side,  50  ft.  east  of  Sackman  street  (Block  No.  1437, 
Lot  No.  58),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Solomon  Heifetz  and  Sidney,  Levine. 
For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— -Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION— 

(73-42- A) 

Whereas,  Philip  Levine,  for  Jud  Properties,  Incorpo¬ 
rated,  owner,  filed  on  January  20,  1942  an  appeal  from  an 
order  of  the  fire  commissioner;  affecting  premises  2395- 
2405  Pacific  street,  north  side,  50  ft.  east  of  Sackman  street 
(Block  No.  1437,  Lot  No.  58),  Borough  of  Brooklyn;  and 

Whereas,  Order  No.  89682-LC,  issued  by  the  fire  com¬ 
missioner  December  22,  1941,  reads : 

“With  reference  to  application  for  a  permit  to  operate 
a  wholesale  drug  store  or  chemical  supply  house  at 
2395-2405  Pacific  street,  Brooklyn,  please  be  advised 
that  the  Fire  Department  is  without  power  to  issue  such 
a  pe'rmit  for  the  reason  that  a  recent  inspection  of  the 
premises  shows  this  to  be  a  tenant  factory  in  a  non- 
fireproof  building,  a  violation  of  C-19-136-3,  of  the 
Administrative  Code,  which  reads  as  follows : 

‘No  permit  shall  be  issued  for  a  wholesale  drug  store 
or  drug  and  chemical  supply  house  in  any  building 
which  is  occupied  as  a  work  shop  or  factory,  except 
when  such  work  shop  or  factory  is  incident  to  the 
business  of  the  applicant  or  except  in  buildings  con¬ 
structed  of  fire-resisting  material  throughout  and 
when  the  portion  of  such  building  occupied  by  the 
applicant  is  separated  from  the  rest  of  the  building 
by  fireproof  walls  and  floors.’ 

1.  You  are,  therefore,  ordered  to  remove  all  drugs 
and  chemicals  from  the  premises,  and  to  discontinue  the 
maintenance  of  a  wholesale  drug  store  or  drug  and 
chemical  supply  house  on  the  premises.” 
and  . 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (52  ft.)  in  height;  100  ft.  by  90  ft.  in  area;  of  Class 
3  construction ;  equipped  with  a  sprinkler  system ;  erected 
in  1921;  located  in  an  unrestricted  use  district;  and  occu¬ 
pied  :  cellar,  manufacturing  of  bottle  caps,  wool  spinning 
and  boiler-room,  12  persons;  1st  floor,  drug  sundries  and 
manufacturing  of  sweaters,  34  persons ;  2nd  floor,  manu¬ 
facturing  of  sweaters  and  children’s  wear,  40  persons ; 
3rd  floor,  manufacturing  kimonos  and  sweaters,  32  persons ; 
4th  floor,  manufacturing  sweaters  and  leather  goods,  35 
persons ;  and 

Whereas,  the  applicant  contends  that  he  does  not  conduct 
a  wholesale  drug  store  or  drug  and  chemical  supply  house 
within  the  meaning  of  sections  C19-136-3,  C19-134  and  09- 
2-45  of  the  Administrative  Code,  and,  therefore,  does  not 
require  a  permit;  that  the  applicant  has  been  in  the  busi¬ 
ness  of  drug  sundries  for  the  past  24  years ;  that  the  prem¬ 
ises  consisting  of  the  west  half  of  the  1st  floor  of  the 
building  in  question  were  leased  on  March  24,  1941  for  a 
term  of  5  years ;  that  during  his  24  years  in  this  business 
the  applicant  never  applied  for  a  permit  to  operate  a  whole¬ 
sale  drug  store  or  drug  and  chemical  supply  house ;  that 
the  fire  commissioner’s  order  appealed  contains ^the  phrase 
“with  reference  to  application  for  a  permit  etc.” ;  that  this 
statement  is  erroneous;  that  applicant  never  did  apply  for 
such  a  permit;  that  the  applicant  sells  druggists’  sundries 
and  specialties,  of  which  at  least  95%  consist  of  articles 
which  are  not  combustible,  not  inflammable  and  not  ex¬ 
plosive  in  nature;  that  the  balance  of  not  more  than  5'% 
of  the  merchandise  is  inflammable  or  combustible  in  nature, 
but  the  total  quantity  of  these  latter  materials  is  so  small 


as  to  make  negligible  any  possible  fire  hazard ;  that  the  fol¬ 
lowing  items  are  stored  on  the  premises :  benzine,  gasoline 
and  naphtha  in  4,  8  and  16  oz.  tin  cans,  total,  126  lbs.; 
rubbing  alcohol  in  16  oz.  bottles,  total  432  lbs.;  naphthalene 
camphor  flakes  and  balls  in  12  oz.  packages,  total  7 20  lbs. 
and  absorbent  cotton,  total  300  lbs.;  peroxide  hydrogen  in 
4  oz.,  8  oz.  and  16  oz.  bottles,  total  576  lbs.;  that  these 
amounts  are  mere  fractions  of  the  total  amounts  permitted 
by  the  Code;  that  the  fire  prevention  and  fire  extinguishing 
apparatus  as  now  installed  on  the  premises  is  more  than 
ample-  and  consists  of  a  100%  automatic  sprinkler  system 
throughout  the  building  and  an  automatic  central  station 
signal  system  connected  to  American  District  Telegraph 
Co.;  that  there  are  15  water  pails  at  various  locations 
throughout  the  space  occupied  by  the  applicant ;  that  no 
smoking  is  permitted ;  that  the  shelves  and  tables  used  foi 
shipping  purposes  in  the  applicant’s  premises  are  of  steel 

construction.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
89682-LC,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  premises 
shall  be  maintained  substantially  as  proposed  and  the  amount 
of  materials  shall  not  substantially  be  increased  over  the 
amount  stated ;  that  the  existing  one  source  sprinkler  system 
with  a  connection  to  fire  headquarters  through  a  central 
station  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner  and  in  accordance  with  all  other  legal  require- 
ments;  that  the  building  and  occupancy  throughout  shall 
be  maintained  in  accordance  with  all  requirements  thereior 
other  than  as  herein  modified  and  as  modified  by  the  Board 
under  Cal.  No.  880-21-S. 


92-42-A. 

APPLICANT— Sidney  H.  Kitzler,  for  Clarkton  Realty 
Corporation,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 585  Washington  street  and 
55-57  Clarkson  street,  northeast  comer  (Block  No. 
601,  Lot  No.  26),  Borough  of  Manhattan. 

APPEARANCES—  .  ,  .  . 

For  Applicant :  Sidney  H.  Kitzler  and  A.  Bronstein. 
For  Administration:  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT—  | 

Affirmative :  .  ^ 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION— 

(92-42-A) 

Whereas,  Sidney  H.  Kitzler,  for  Clarkton  Realty  Cor¬ 
poration,  owner,  filed  on  January  29,  1942,  an  appeal  from 
an  order  and  decision  of  the  fire  commissioner ;  premises  585 
Washington  street  and  55-57  Clarkson  street,  northeast  cor¬ 
ner  (Block  601,  Lot  26),  Borough  of  Manhattan;  and 

Whereas,  Order  No.  12779-LF,  issued  by  the  fire  com¬ 
missioner,  December  9,  1941,  reads:  _  _ 

“1.  Provide  a  fixed  fire  extinguishing  system  or 
other  means  for  the  extinguishment  of  fire  satisfactory 
to  the  fire  commissioner,  throughout  building.  09-161.0 
A  dm.  Code.” 

and  .  ...  ,  , 

Whereas,  said  order  was  referred  to  m  a  decision  ot  the 
fire  commissioner  dated  January  10,  1942,  which  reads: 

“In  reply  to  your  letter  of  January  7,  1942,  your 
request  must  be  denied  as  order  was  issued  in  accord¬ 
ance  with  a  resolution  of  the  Board  of  Hazardous 
Trades  in  July,  1939  relative  to  the  storage  of  corn- 
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bustible  fibres  whether  loose  or  baled.  However  an 
appeal  can  be  made  to  the  Board  of  Standards  and 
Appeals  regarding  this  order  within  30  days  from  date 
of  issuance. 


and 

WiiSREAS  the  applicant  states  that  the  building  is  five 
stories  (54  ft  3  in.)  in  height  ;  25  ft.  by  80  ft.  4  in.  irregular 
m  aiea,  ot  Class  3  construction;  located  in  an  unrestricted 
*use  A  area  district;  erected  in  1884;  and  occupied:  cellar 
transient  shipping,  no  persons ;  first  floor,  office,  tool  room 
and  dressing  room,  2  persons ;  second  floor,  receiving  and 
shipping  of  baled  sisal,  no  persons;  third  floor,  baled  kapok, 
ba  ed  rags  baled  feathers,  boxed  feathers  and  crated  house¬ 
hold  merchandise,  no  persons;  fourth  floor,  same;  fifth 
H°°r>  same-  No  change  in  use  or  occupancy  is  proposed; 

'  Whereas,  Violation  No.  8772-41,  issued  December  3,  1941 
by  tlie  Division  of  Buildings  related  to  the  existing  freight 
elevator  in  the  building;  and 

Whereas,  the  applicant  contends  that  the  building  is 
occupied  by  one  tenant  whose  business  consists  of  trucking 
baled  feathers,  baled  sisal  and  baled  rags  from  freight 
terminals  and  docks  to  these  premises  and  delivering  same 
to  \anous  parts  of  the  city;  that  the  building  is  not  used 
as  a  warehouse  for  the  storage  of  any  materials;  that  the 
building,  has  been  used  since  1933  as  at  present;  that 
application  was  filed  with  the  Fire  Department  for  Com¬ 
bustible  permit  and  said  application  was  canceled  when  the 
Department  ruled  that  the  lessee  did  not  require  a  com- 
bustible  permit ;  that  there  are  only  two  employees  in  the 
building  who  usually  remain  on  the  first  floor  but  go  into 
the  upper  floors  only  to  bring  up  or  down  a  bale  of  the 
material  mentioned ;  that  the  building  is  provided  with  a  fire 
escape  on  the  Clarkson  street  front  which  will  be  altered  or 
replaced  to  conform  with  present  requirements ;  that  it  is 
proposed  to  comply  with  all  requirements  of  the  fire  and 
building  departments  except  the  installation  of  a  sprinkler 
sj  stem ;  that  the  cost  of  such  an  installation  would  be  too 
large  a  burden  on  the  owner  considering  the  income  derived ; 
that  at  the  present  time  it  is  almost  impossible  to  obtain  the 
necessary,  materials  required  to  install  the  sprinkler  system 
due  to  priorities.  For  these  reasons  the  Board  is  requested 
to  vary  the  requirements  of  the  order. 

the  order  of  the  fire  commissioner  No. 
12779-LF  dated  December  9,  1941  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


95-42 -A. 

APPLICANT — Martin  L.  Scher,  for  New  York  Dock 
Company,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFbECTED — 290-304  Furman  street,  west 
side,  306  ft.  1 in.  south  of  Joralemon  street 
(Building  No.  59)  (Block  No.  245,  part  of  Lot  No. 
15),  Borough  of  Brooklyn). 

APPEARANCES— 

F°r  Applicant :  Martin  L.  Scher  and  G.  A.  Eweler. 
V.FTION  OF  BOARD — Appeal  granted  on  condition. 

I  HE  VOTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(95 -42- A) 

Whereas,  Martin  L.  Scher,  for  New  York  Dock  Com¬ 
pany,  owner,  filed  on  January  29,  1942  an  appeal  from  an 
order  of  the  .fire  commissioner ;  premises  290-304  Furman 
Vest  s^e>  306  ft.  1J4  in.  north  of  loralemon  street 
(Block  No.  245,  part  of  Lot  No.  15)  ;  (Bldg.  No.  59)  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  Order  No.  89859-LC  issued  by  the  fire  com¬ 
missioner  January  8,  1942,  reads : 


“With  reference  to  application  dated  May  24  1941 

f°!i  a-jAorn4lt  t0  St°cre  ^00  Matchmans  Gross  of  matches 
and  300  drums  of  alcohol  at  premises  290  Furman 
street,  Brooklyn,  please  be  advised  that  the  Fire  Depart¬ 
ment,  is  without  power  to  issue  such  a  permit  for  the 
reason  that  a  recent  inspection  of  the  premises  shows 
same  to  be  occupied  for  factory  purposes.  This  is  a 
violation  of  C19-46-B-1,  of  the  Administrative  Code 
which  reads  as  follows: 

‘No  permit  shall  be  issued  for  the  storage  or  sale 
of  matches  within  the  city  in  quantities  aggregating 
“ore  than  60  Matchmans  Gross  for  any  premises 
which  are  occupied  as  a  tenement  house,  dwelling 
school,  work  shop,  factory,  theatre  or  other  place  of 
public  amusement  or  assembly.’ 

1.  You  are,  therefore,  ordered  to  reduce  the  stock 
ot  matches  stored  on  the  premises  to  not  more  than  60 
Matchmans  Gross. 

and 

Whereas  the  applicant  states  that  the  building  is  three 
stones  (40  ft  )  in  height;  167.  ft.  by  228  ft.  43^  in.  irregular 
in  area ,  of  Class  1  construction ;  equipped  with  a  sprinkler 
and  standpipe  system;  erected  in  1912;  located  in  an  un¬ 
restricted  use  district;  and  occupied:  cellar,  ordinary  use; 
1st  floor,  storage  of  food  products,  zinc  oxide,  tongue  ap¬ 
plicators  and  office ,19  persons;  and  receiving,  shipping, 
storage,  cooking,  packing  of  jellies,  sugar,  olive  oil,  syrups 
regetables,  vitamin  compounds  and  candy  and  offices  8 
persons;  2nd  floor,  storage  of  food  products,  zinc' oxide 
tongue  applicators,  4  persons;  and  cooking,  packing  jellies' 
sugar,  olive  oil,  syrups,  vegetables,  grocers’  foodstuffs  vita¬ 
min  compounds  and  candy,  offices,  14  persons;  3rd 'floor 
storage  of  food  products,  zinc  oxide  and  tongue  applicators’ 

4  persons;  and  cooking,  packing  olives,  jellies  and  sugar’ 
olive  oil,  syrups,  vegetables,  vitamin  compounds  and  candies! 

4  persons.  No  change  in  use  or  occupancy  is  proposed ;  and 
Whereas,  the  applicant  contends  that  the  alcohol  is 
packed  m  steel  drums  of  55  gallons  capacity  each ;  that 
these  drums  are  piled  two  high,  head  to  head;  that  the 
number  of  drums  now  in  storage  is  64  and  that  only  in  an 
emergency  will  a  larger  number  of  drums  be  stored;  that 

loenr  mS  n0w  store<^  occupy  a  cubic  area  of  approximately 
1250  ft.;  that  the  matches  are  safety  .matches  which  can 
be  lighted  only  by  being  struck  against  the  surface  on  the 
box.;  that  they  are  packed  in  small  cartons  each  one  con¬ 
taining  5  gross ;  that  the  number  of  matchmans  gross  on 
hand  at  any  one  time  is  between  300  and  500 ;  that  between 
20  and  40.  wood  cases  lined  with  tin,  each  4  ft.  by  4  ft.  by 
4  ft.  containing  50  gross  are  now  stored ;  that  these  matches 
are  for  the.  Army  and  Navy  and  the  turnover  is  approxi¬ 
mately  3  times  a  week ;  that  the  area  occupied  for  this 
storage  is  approximately  2,000  cubic  ft. ;  that  the  cubic  area 
occupied  for  the  alcohol  and  the  matches  is  approximately 
3,250  total,  and  the  cubic  area  of  the  space  occupied  by  the 
applicant  in  the  building  is  approxamtely  700,000  cu.  ft. ; 
that  the  alcohol  and  matches  are  stored  on  the  3rd  floor  in 
the  area  indicated  on  the  plan  filed  with  this  appeal;  that 
the  only  deviation  from,  the  storage  of  these  items  as  in¬ 
dicated  occurs  if  a  delivery  is  received  late  in  the  after¬ 
noon  with  an  accompanying  order  for  delivery  early  in  the 
morning,  in  which  case,  the  items  are  stored  on  the  ground 
floor;  that  the  premises  are  not  in  fact  used  for  factory 
purposes  as  the  building  is  divided  on  each  floor  by  a  4 
in.  tile  wall  plastered  on  both  sides  and  the  entire  portion  of 
the.  building  on  the  easterly  side  of  such  tile  wall  is  oc¬ 
cupied  by  one  tenant,  the  Wallabout  Basin  Storage,  Inc., 
to  whom  the  order  in  question  was  directed ;  that  no  manu¬ 
facturing  is  carried  on  in  this  portion  of  the  building; 
that  the  building  is  of  class  1  construction,  is  equipped 
with  a  sprinkler  system  and  that  any  fire  which  may  break 
out  in  the  premises  can  be  easily  controlled ;  that  the  build¬ 
ing  is  one  of  a  group  owned  by  the  New  York  Dock  Com¬ 
pany,  in  close  proximity  to  the  river,  available  to  fire¬ 
fighting  facilities  of  the  fire  boats ;  that  the  area  is  equipped 
with  high  and  low  pressure  fire  hydrants;  that  the  owners 
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maintain  a  staff  of  night  and  day  watchmen ;  that  the 
building  is  heated  by  steam  brought  in  from  the  outside ; 
that  the  materials  in  question  will  occupy  but  a  small  por¬ 
tion  of  the  space  used  by  the  tenant  for  general  storage 
and  will  be  located  not  nearer  than  162  ft.  to  the  portion 
of  the  building  separated  by  the  tile  wall  and  occupied  for 
manufacturing. 

'  Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  89859LC,  Item  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  matches  shall  be  of  the  approved  safety  type  and  shall  be 
stored  in  the  original  cartons  and  shall  not  exceed  500 
Matchmans  Gross ;  that  the  alcohol  to  be  stored  shall  not 
exceed  300  drums  and  shall  be  stored  only  on  the  lowest 
floor  and  on  condition  that  the  building  shall  be  maintained 
with  a  dividing  partition  separating  the  portion  of  the 
building  used  for  storage  and  the  portion  used  for  factory 
in  accordance  with  the  requirements  of  the  resolution  under 
Cal.  No.  517-25-A  as  amended  this  date;  that  the  sprinkler 
system  shall  be  maintained  throughout  the  building  as 
proposed ;  that  the  so-called  standpipe  system  connected  with 
the  sprinkler  system  shall  be  dismantled  and  discontinued 
and  the  connections  with  the  sprinkler  piping  plugged  or 
capped  unless  the  dry  pipe  valve  is  removed  and  the  sprink¬ 
ler  system  restored  so  as  to  be  a  wet  system  at  all  times. 


174-42- A. 

APPLICANT — Davis  and  Geek,  Incorporated,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 57-63  Willoughby  street  and 
118-126  Lawrence  street,'  northwest  corner  (Block 
No.  147,  part  of  Lot  No.  36),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  H.  A.  Bostrom,  B.  F.  Hirsch,  V.  P. 

Zschovna  and  A.  A.  Epp. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION— 


(174-42- A) 

Whereas,  Davis  and  Geek,  Inc.,  owner,  filed  on  March 
4,  1942,  an  appeal  from  an  order  of  the  fire  commissioner; 
premises  57-63  Willoughby  street  and  118-126  Lawrence 
street,  northwest  corner  (Block' 147,  part  of  Lot  No.  36), 
Borough  of  Brooklyn ;  and 

Whereas,  Order  No.  90464-LC,  issued  by  the  fire  com¬ 
missioner  February  13,  1942  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  Xylol,  Kerosene,  etc. 
shows  that  the  following  must  be  done  before  the  per¬ 
mit  requested  by  you  can  be  issued  : 

FORTHWITH 

“2.  Provide  an  approved  storage  system  for  the 
storage  of  10  drums  of  xylol.  Plans  and  specifications 
to  be  filed  with  and  approved  by  the  Division  of  Com¬ 
bustibles,  before  work  of  installing  tank  is  commenced. 
Tank  to  be  tested  and  installation  supervised  by  a  rep¬ 
resentative  of  Division  of  Combustibles,  Fire  Dept. 
09-11,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  six 
.stories  and  basement  (79  ft.)  in  height;  84  ft.  8*4  in.  by 
175  ft.  in  area;  of  Class  1  construction;  equipped  with  a 
sprinkler  system ;  erected  in  1929 ;  located  in  an  unrestricted 
use  district;  and  occupied:  cellar,  bowling  alleys,  200 
persons ;  first  floor,  stores  and  storage,  150  persons ;  second 
floor,  classes  and  Red  Cross  office,  120  persons;  third  floor, 


classes  and  Red  Cross  office,  75  persons ;  fourth  floor,  light 
manufacturing,  180  persons;  fifth  floor,  light  manufactur¬ 
ing,  74  persons;  sixth  floor,  office  and  light  manufacturing, 
46  persons.  It  is  proposed  to  be  occupied :  cellar,  same,  250 
persons;  first  floor,  same  150  persons;  second  floor,  blood 
bank  and  offices,  175  persons;  third  floor,  same,  100 
persons;  fourth  floor,  same,  250  persons;  fifth  floor,  same, 
120  persons ;  sixth  floor,  same,  60  persons.  Certificate  of 
Occupancy  No.  104498,  issued  February  17,  1942  permits 
the  use  of  the  basement  as  bowling  alleys;  first  floor  stores 
and  storage  150  persons;  second  floor,  classes  and  Red  Cross 
office,  166  persons;  third  floor,  classes  and  Red  Cross  office, 
96  persons;  fourth  floor,  light  manufacturing,  180  persons; 
fifth  floor,  light  manufacturing,  74  persons;  sixth  floor, 
offices  and  light  manufacturing,  48  persons;  and 

Whereas,  the  applicant  contends  that  the  xylol  storage 
room  is  equipped  with  a  sprinkler  system  and  a  carbon 
dioxide  extinguisher  system ;  that  the  room  is  equipped 
with  a  ventilating  system  consisting  of  special  hoods  and 
ducts  which  remove  any  fumes  as  fast  as  collected  so  that 
the  concentration  is  almost  nil ;  that  the  xylol  room  is 
equipped  with  a  floor  with  raised  sills  at  the  doors  and 
graded  to  two  centrally  located  drains  which  are  large 
enough  to  carry  all  water  that  could  possibly  be  discharged 
should  the  sprinkler  system  operate;  that  vapor-proof  light¬ 
ing  fixtures  are  used  throughout  and  all  switches  are  located 
outside  the  xylol  room ;  that  xylol  is  used  in  this  room  for 
the  purpose  of  storing  dehydrated  catgut  in  order  to  pre¬ 
vent  the  catgut  from  absorbing  moisture  from  the  air;  that 
xylol  is  contained  in  small  pots  each  provided  with  a  metal 
cover  and  is  drawn  directly  from  50  gallon  drums  into  these 
pots  as  needed;  that  the  total  amount  of  xylol  stored  is  10 
drums ;  that  cumol  is  also  used  in  the  xylol  room  and  is 
drawn  from  the  original  50  gallon  drums  and  used  as  a 
vehicle  for  conveying  heat  to  sterilization  tubes ;  that  the 


J 


p 


total  amount  of  cumol  stored  is  5  drums ;  that  four  drums 
of  denatured  alcohol  are  also  used  in  the  xylol  room  and 
are  kept  in  a  special  compartment  approved  by  the  Federal 
Government  for  such  purpose;  that  the  xylol  is  drawn  from 
the  drums  by  means  of  a  Blackmer  handpump ;  that  the 
alcohol  is  contained  either  in  oak  barrels  or  glass  line  steel 
tanks  and  kept  in  steel  cabinets  under  lock  and  key ;  that 
the  xylol  is  drawn  from  the  drums  in  quantities  of  1  to 
3  gallons  at  a  time ;  that  plans  for  the  xylol  room  were 
filed  under  Alteration  Application  #2610  of  41  which  is  the 
alteration  application  upon  which  Certificate  of  Occupancy  ; 
No.  104498  was  issued  February  17,  1942;  that  the  xylol 
room  is  ventilated  by  means  of  a  exhaust  system ;  that  the 
blower  and  motor  of  same  is  situated  in  another  room 
separated  from  the  xylol  room  by  a  12  in.  brick  wall  and  i 
the  metal  duct  leading  through  this  wall  is  equipped  with 
a  self-closing  fire  damper  on  the  outside  of  the  wall  and 
not  within  the  xylol  room ;  that  the  ventilating  system  has 
a  capacity  of  9500  cu.  ft.  a  minute  and  the  xylol  room  has 
a  cubic  capacity  of  approximately  9,000  cu.  ft. ;  that  a  com¬ 
plete  change  of  air  is  provided  every  one  and  one-half 
minutes ;  that  all  apparatus  in  the  room  from  which  xylol 
or  cumol  fumes  may  arise  are  connected  to  the  exhaust 
system  by  means  of  ducts  at  various  points  along  the  walls ; 
that  ducts  are  extended  to  within  8  in.  of  the  floor ;  that 
there  are  two  openings  in  the  partition  enclosing  the  xylol 
room,  one  at  the  north  end  and  one  at  the  south  end ;  that 
the  north  opening  is  equipped  with  a  tin  clad  sliding  door 
and  the  south  opening  is  equipped  with  tin  clad  swinging 
doors;  that  the  sills  at  these  openings  are  2  in.  above  the 
level  of  the  outside  floor,  and  the  floor  of  the  xylol  room 
is  graded  from  the  top  of  the  sills  down  on  a  two  inch 
pitch  to  two  central  4  in.  drains,  which  lead  directly  to  the 
building’s  5  in.  soil  line  and  thence  to  the  city  sewer;  that 
the  sprinkler  system  is  fed  by  500  gallon  per  minute  auto¬ 
matic  fire  pump  fed  directly  from  a  6  in.  city  main  ;  that 
the  CO2  system  in  addition  to  covering  the  xylol  room 
covers  the  Sterilization  Department  and  a  treated  catgut 
stock  room  on  the  fourth  floor  and  a  store  room  on  the 
fifth  floor  used  for  the  storage  of  raw  catgut;  that  the 
plant  is  presently  engaged  in  Army  and  Navy  work  in  con- 
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lection  with  which  the  use  of  xylol  and  curnol  is  absolutely 
necessary;  that  without  the  use  of  xylol  and  cumol  in  the 
nanner  indicated  it  would  be  impossible  to  manufacture 
sutures  which  would  meet  Army,  Navy  or  civilian  medical 
specifications. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
10464-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
>e  and  it  hereby  is  granted  on  condition  that  the  amount 
if  xylol  stored  within  the  room  described  herein  shall  not 
;xceed  the  capacity  of  ten  (10)  drums;  that  the  sliding 
loor  shown  on  plan  of  xylol  room  to  corridor  shall  be 
'.hanged  to  an  approved  outwardly  swinging  door;  that  in 
ill  other  respects  the  conditions  shall  continue  substantially 
is  set  forth  and  to  the  satisfaction  of  the  fire  commissioner 
und  that  the  building  and  occupancy  shall  otherwise  comply 
with  all  laws,  rules  and  regulations  applicable  thereto,  other 
han  as  modified  by  the  Board  under  Cal.  No.  281-42-S  as 
o  panic  bolts. 


12-42-A. 

APPLICANT — A.  C.  Horn  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 43-47  to  43-57  10th  street,  east 
side,  123  ft.  south  of  43rd  road  (Block  No.  453, 
Lot  No.  1),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES — 

For  Applicant:  William  G.  Williams. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

"HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

7HE  RESOLUTION— 

(212-42 -A) 

Whereas,  A.  C.  Horn  Company,  owner,  filed  on  March 
8,  1942,  an  appeal  from  a  decision  of  the  borough  super- 
ntendent;  premises  43-47  to  43-57  10th  street,  east  side,  123 
t.  south  of  43d  road  (Block  No.  453,  Lot  1),  Long  Island 
Jity,  Borough  of  Queens ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
disc.  Applic.  1067-42,  dated  March  2,  1942,  reads: 

“1.  The  construction  of  a  storage  mezzanine  floor 
within  a  fireproof  building  shall  be  built  of  non-com¬ 
bustible  material.” 
ind 

Whereas,  Violation  No.  505-42  was  issued  February  3, 
942,  by  the  borough  superintendent  for  erecting  and  main- 
aining  a  frame  mezzanine  first  floor  without  any  approved 
ilan  and  permit  from  the  Dept,  of  Housing  and  Buildings ; 

.nd 

Whereas,  the  applicant  states  that  the  building  is  four 
;tories  '(46  ft.)  in  height;  100  ft.  by  100  ft.  in  area;  of 
Class  1  construction;  equipped  with  a  sprinkler  system; 
rected  in  1926;  located  in  an  unrestricted  use  district;  and 
iccupied :  cellar,  storage,  3  persons;  1st  floor,  mfg.  25 
lersons ;  2nd  floor ;  same,  20  persons ;  3d  floor,  mfg.  and 
torage,  6  persons ;  4th  floor,  laboratory,  8  persons ;  and 
Whereas,  an  examination  of  plan  accompanying  Misc. 
Applic.  No.  1067-42  indicates  that  the  construction  in  ques- 
ion  consists  of  a  wood  platform  16  ft.  6  in.  by  45  ft.  6  in. 
n  area,  supported  on  6  in.  by  6  in.  yellow  pine  posts  resting 
>n  the  existing  8  in.  concrete  floor  and  covered  with  1% 
n.  by  10  in.  spruce  planking,  spaced  1 %  in.  between  planks 
m  3  in.  by  10  in.  yellow  pine  beams  on  8  in.  by  6  in.  girders 
ocated  5  ft.  10j^  in.  above  floor  level  and  with  6  ft. 
learance  above  the  spruce  planking  to  ceiling;  and 


Whereas,  the  applicant  contends  that  in  view  of  the  fact 
the  plant  is  engaged  in  defense  work  and  so  hampered  by 
lack  of  storage  space,  the  platform  was  erected  to  give  addi¬ 
tional  storage  space  for  empty  cans  and  containers  kept  on 
hand  to  fill  defense  orders  and  that  there  are  automatic 
sprinklers  installed  above  and  below  the  platform;  that  it 
is  requested  the  Board  grant  an  exemption  to  permit  the 
continuance  of  the  existing  condition  until  the  end  of  the 
present  emergency,  when  the  plant  will  be  able  to  go  back 
to  its  former  manner  of  handling  the  containers. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1067-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  sprinkler  system  shall  be 
extended  so  as  to  be  both  under  and  over  the  proposed 
balcony ;  that  the  balcony  shall  be  used  solely  for  the 
storage  of  unfilled  tin  cans  and  cartons;  that  proper  aisles 
shall  be  maintained  on  such  balcony  at  all  times;  that  this 
variance  shall  continue  only  during  the  present  emergency ; 
that  the  posts  supporting  the  balcony  shall  be  protected  with 
V2  in.  cement  plaster  or  the  equivalent;  that  such  balcony 
shall  be  constructed  for  a  floor  load  of  120  lbs.  per  sq.  ft. ; 
that  such  balcony  shall  not  be  occupied  except  for  such 
storage. 


230-42-A. 

APPLICANT — James  B.  Anderson,  Jr.,  for  Atlantic  Leas¬ 
ing  Company,  Incorporated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  fire  commissioner. 
PREMISES  AFFECTED — 1572  Broadway,  207  West  47th 
street,  northeast  corner  and  702-708  Seventh  avenue 
(Block  No.  1019,  Lot  No.  29),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  James  B.  Anderson,  Jr. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  o 

THE  RESOLUTION— 

(230-42-A) 

Whereas,  James  B.  Anderson,  Jr.  for  Atlantic  Leasing 
Company,  Inc.,  owner,  filed  on  March  20,  1942,  an  appeal 
from  a  decision  of  the  fire  commissioner;  premises  1572 
Broadway,  207  West  47th  street  and  702-708  Seventh 
avenue  (Block  No.  1019,  Lot  No.  29),  Borough  of  Man¬ 
hattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
March  17,  1942,  reads: 

“Replying  to  your  letter  of  February  5th,  1942,  rela¬ 
tive  to  your  proposal  to  install  a  direct  system  of  air 
conditioning  from  the  second  floor  to  the  first  floor  and 
basement,  please  be  advised  that  this  department  cannot 
grant  a  permit  for  such  installation  since  Section  C19- 
98.0  (b)  of  the  Administrative  Code,  prohibits  the  di¬ 
rect  method  of  refrigeration  from  the  second  to  the 
first  floor.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories,  (42  ft.)  in  height;  77  ft.  6  in.  and  75  ft.  5  in.  by 
63  ft.  4  in.  irregular  in  area ;  of  Class  3  construction ; 
equipped  with  a  sprinkler  system ;  located  in  a  retail  1  use 
district ;  erected  prior  to  1880 ;  and  occupied :  cellar,  storage, 
5  persons;  1st  floor,  stores,  30  persons;  2nd  floor,  stores 
and  offices,  25  persons ;  3rd  floor,  offices,  25  persons.  It  is 
proposed  to  be  occupied :  cellar,  wash  room  and  toilets,  25 
persons;  1st  floor,  Pepsi-Cola  display  and  dispenser,  50 
persons;  2nd  floor,  stores,  offices  and  equipment  room,  25 
persons ;  3rd  floor,  offices,  25  persons ;  and 
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Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  direct  expansion  “Freon  12”  air  conditioning  equip¬ 
ment  for  the  occupant  of  the  entire  basement  and  first  floor 
who  will  occupy  such  portion  of  the  building  for  display, 
showroom  and  dispensing  of  Pepsi-Cola;  that  the  elaborate 
layout  and  display  as  planned  by  the  tenant  leaves  insufficient 
space  in  either  the  basement  or  the  1st  floor  for  machinery 
and  equipment ;  that  it  is  proposed  to  occupy  part  of  the 
2nd  floor  for  the  machinery  room  containing  the  fresh  air 
intake,  exhaust  air  fans  and  air-conditioning  equipment; 
that  all  of  the  “Freon  12”  equipment  will  be  located  in  the 
machinery  room  with  metal  air  ducts  enclosed  in  a  hollow 
tile  shaft  leading  to  the  1st  floor  and  basement,  that  the 
running  of  the  air  ducts  from  the  2nd  floor  to  the  1st 
floor  and  basement  is  technically  a  violation  of  the  Ad¬ 
ministrative  Code;  that  it  is  impossible  to  secure  an  air 
washer  for  an  indirect  system  due  to  priority  conditions, 
but  the  equipment  for  the  installation  as  proposed  can  be 
obtained ;  that  there  will  be  no  open  flames  on  the  premises ; 
that  the  proposed  system  will  have  a  capacity  of  50  tons 
and  will  contain  not  more  than  250  pounds  of  “Freon  12  ; 
that  the  operation  and  maintenance  of  the  equipment  will 
be  in  charge  of  a  person  having  a  certificate  of  qualification. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
March  17,  1942  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
refrigeration  system  shall  be  maintained  substantially  as 
proposed  and  shall  generally  comply  with  all  requirements  as 
are  contained  in  the  proposed  refrigerating  code  now  before 
the  Council,  except  that  the  machinery  equipment  may  be 
installed  on  the  2nd  floor  as  indicated  provided  the  ma- 
chinery  room  is  enclosed  in  fireproof  partitions  throughout 
with  fireproof  self-closing  doors  leading  thereto  and  that 
the  corridor  as  shown  on  the  2nd  floor  shall  be  maintained. 


234-42-A. 

APPLICANT— Joseph  Kleinberger,  for  11  West  42nd 
Street,  Incorporated,  lessee. 

SUBJECT— Appeal  from  decisions  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 11-27  West  42nd  street,  north 
side,  208  ft.  4  in.  west  of  Fifth  avenue  and  18-30 
West  43rd  street  (Block  No.  1258,  Lot  No.  21), 
(Rooms  760,  761  and  762),  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant :  None.  } 

For  Administration :  Insp.  Meyer,  Fire  Dep  t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  '  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . 
Negative:  . 


4 

0 


THE  RESOLUTION— 

(234-42-A) 

Whereas,  Joseph  Kleinberger,  for  11  West  42nd  Street, 
Incorporated,  lessee,  filed  on  March  20,  1942  an  appeal  from 
decisions  re  an  order  of  the  fire  commissioner;  premises 
11-27  West  42nd  street,  north  side,  208  ft.  4  in.  west  of 
Fifth  avenue  and  18-30  West  43rd  street  (Block  No.  4258, 
Lot  No.  21)  ;  (Rooms  760,  761  and  762),  Borough  of  Man¬ 
hattan;  and  .  . 

Whereas,  Order  No.  26870-LC,  and  repeated  in  a  decision 
of  the  fire  commissioner,  dated  August  20,  1941,  reads: 

“You  Are  Hereby  Ordered  and  Required  to: 

1.  Discontinue  the  maintenance  or  operation  of  a  still 
film  laboratory  on  the  above  premises.  Reason  : — 
Building  is  not  equipped  with  an  approved  system  of 
automatic  sprinklers.  Sec.  C19-1 17-0-5.” 

and 

Whereas,  a  subsequent  decision  of  the  fire  commissioner 
dated  March  6,  1942,  reads: 


“Replying  to  your  letter  of  March  2nd,  regarding 
Order  No.  26,870-LC,  if  only  photo  finishing  is  done 
and  no  inflammable  35  mm.  film  is  used,  a  sprinkler 
may  be  connected  to  the  house  water  supply. 

This  Department  must  deny  your  request  for  recon¬ 
sideration  of  this  order.  You  are  at  liberty  to  appeal 
to  the  Board  of  Standards  and  Appeals  from  this  deci¬ 
sion.” 

and 

Whereas,  the  applicant  states  that  the  building  is  thirty 
stories  (340  ft.  7  in.)  in  height;  191  ft.  8  in.  by  200  ft.  10 
in.  in  area;  of  Class  1  construction;  equipped  with  a  stand¬ 
pipe  system ;  erected  in  1927 ;  located  in  a  retail  use  district ; 
and  occupied:  sub-cellar,  machine  room;  cellar,  stores  and  e 
storage,  200  persons;  1st  floor,  stores,  500  persons;  2nd  to 
30th  floors,  offices.  Certificate  of  Occupancy  No.  13113, 
issued  October  20,  1927  on  N.  B.  Applic.  No.  328-26  permits 
the  use  of  the  building  for 'stores  and  offices;  and 

Whereas,  the  applicant  contends  that  the  tenant  uses  an 
average  of  8  rolls  of  35  mm.  film  each  day;  that  each  roll 
contains  SJ/2  lineal  feet,  but  in  no  event  does  the  storage 
exceed  50  ft.  of  this  type  of  film  per  day;  that  the  films 
are  kept  in  a  metal  cabinet;  that  it  is  proposed  to  install 
at  least  3  sprinkler  heads  in  this  room  connected  with  the 
house  water  supply. 

Resolved,  that  the  decisions  of  the  fire  commissioner  on 
Order  No.  26870-LC,  Item  No.  1,  be  and  they  hereby  are 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  room  where  the  film  processing  is  carried 
on  shall  be  enclosed  in  fireproof  partitions ;  that  there  shall 
be  installed  in  the  ceiling  of  such  room  not  less  than  three 
(3)  sprinkler  heads  fed  from  the  domestic  water  supply  of 
the  building;  that  any  films  not  being  processed  shall  be 
maintained  in  an  approved  steel  cabinet  with  a  sprinkler 
head  therein ;  that  the  amount  of  film  in  process  and  stored 
in  the  cabinet  at  any  time  shall  not  exceed  the  quantities 
as  set  forth ;  that  the  premises  in  operation  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire*  commissioner  shall  direct. 


235-42-A. 

APPLICANT — Saul  Goldsmith,  for  Inter-City  News  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 475-485  Flushing  avenue,  north 
side,  245  ft.  8  in.  east  of  Bedford  avenue  (Block 
No.  2263,  Lot  No.  77),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Saul  Goldsmith  and  Henry  Roberts. 
For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(235-42-A)’ 

Whereas,  Saul  Goldsmith,  for  Inter-City  News  Com¬ 
pany,  Incorporated,  owner,  filed  on  March  23,  1942  an  ap¬ 
peal  from  a  decision  of  the  borough  superintendent;  prem¬ 
ises  475-485  Flushing  avenue,  north  side,  245  ft.  8  in.  east 
of  Bedford  avenue  (Block  No.  2263,  Lot  No.  77),  Borough 
of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  759-42,  dated  March  19,  1942,  reads: 

“1.  Proposal  to  store  combustible  fibre  (paper) 
where  volatile  oils  are  stored  (gasoline)  is  contrary  to 
Ch.  19-149.0  of  the  Adm.  Code.” 
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and 

Whereas,  the  applicant  states  that  the  building  is  one 
store  (15  ft.)  in  height;  90  ft.  by  125  ft.  in  area;  of  Class 
3  construction ;  equipped  with  a  2J4  in.  standpipe  system ; 
located  in  an  unrestricted  use  B  area  district ;  erected  in 
1923 ;  and  occupied :  cellar,  boiler-room ;  1st  floor,  public 
garage,  30  persons.  It  is  proposed  to  be  occupied :  cellar, 
same;  1st  floor,  public  garage,  offices  and  newspaper  rout¬ 
ing,  30  persons.  Certificate  of  Occupancy  No.  25686,  issued 
May  8,  1924,  permitted  the  use  of  the  building  as  a  public 
garage  and  was  issued  on  N.B.  Permit  No.  7714-23;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
alter  the  building  by  constructing  offices  in  the  west  portion 
and  to  change  the  occupancy  from  public  garage,  to  public 
garage,  offices  and  newspaper  routing;  that  no  newspapers 
are  kept  on  the  floors  but  are  kept  and  sorted  on  tables  con¬ 
structed  of  wood  with  metal  tops  and  on  tables  constructed 
entirely  of  steel;  that  15  trucks  will  be  stored  remote  from 
the  newspapers  or  the  sorting  tables ;  that  the  gasoline 
pump  is  located  at  the  west  driveway  door  which  is  remote 
from  the  sorting  tables  and  the  newspaper  storage ;  that  the 
boiler-room  is  entirely  fireproof  with  an  entrance  from  the 
exterior  and  the  ceiling  is  covered  with  in.  plaster 
boards ;  that  the  building  is  equipped  with  a  2}/z  in.  stand¬ 
pipe  system;  that  auxiliary  fire-fighting  equipment  and  ex¬ 
tinguishers  will  be  provided  as  the  Fire  Department  may 
direct. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  759-42,  Objection  No.  1,  be  and  it  here¬ 
by  is  modified  and  that  the  appeal  be  and  it  hereby,  is  granted 
on  condition  that  any  partitions  shall  be  constructed  of  in¬ 
combustible  material ;  that  any  trucks  stored  shall  be  segre¬ 
gated  toward  the  west ;  that  the  tables  and  other  equipment 
shall  be  constructed  of  metal  or  of  hard  wood  with  metal 
top ;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  any  exist¬ 
ing  gasoline  equipment  shall  not  be  increased;  that  this 
building  shall  not  be  operated  as  a  public  garage  and  no 
gasoline  shall  be  sold  to  passing  motor  vehicles ;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


239-42-A. 

APPLICANT — Sidney  L.  Strauss,  for  North  River  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 4  West  18th  street,  south  side, 
175  ft.  west  of  Fifth  avenue  (Block  No.  819,  Lot 
No.  49),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION— 

(239-42-A) 

Whereas,  Sidney  L.  Strauss,  for  North  River  Savings 
Bank,  owner,  filed  on  March  24,  1942,  an  appeal  from  an 
order  of  the  fire  commissioner;  premises  4  West  18th  street, 
south  side,  175  ft.  west  of  Fifth  avenue  (Block  No.  819, 
Lot  No.  49),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  13904-LF,  issued  by  the  fire  com¬ 
missioner  March  14,  1942,  reads : 

“1.  Provide  a  fixed  fire  extinguishing  system  or 
other  means  for  the  extinguishment  of  fire  satisfactory 
to  the  Fire  Commissioner  in  cellar.  09-161.0  Adm. 
Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  and  basement  (37  ft.  6  in.)  in  height;  25  ft.  by  89  ft. 
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in  area  at  first  floor  and  25  ft.  by  83  ft.  in  area  at  typical 
floor;  of  Class  3  construction;  erected  in  1914;  located  in 
a  business  use  B  area  district;  and  occupied:  cellar,  storage 
of  corrugated  paper  and  boiler-room,  no  persons;  1st  floor, 
store,  paper  boxes,  4  persons ;  2nd  floor,  storage  of  baby 
carriages  and  corrugated  paper  and  office,  2  persons;  3rd 
floor,  office,  3  persons.  No  change  in  use  or  occupancy  is 
proposed;  and 

Whereas,  the  applicant  contends  that  the  interior  stair 
extending  from  the  1st  to  the  3rd  story  is  enclosed  in  fire¬ 
proof  materials ;  that  there  is  an  open  wood  stairway  ex¬ 
tending  from  the  1st  story  to  cellar  enclosed  on  the  1st 
story  with  fireproof  blocks  and  fireproof  soffit  underneath 
the  stairs  leading  to  the  2nd  story;  that  the  boiler-room 
in  the  cellar  is  fireproof  enclosed  with  fire-retarded  ceiling; 
that  the  balance  of  the  cellar  ceiling  consists  of  exposed 
wood  beams;  that  access  can  be  had  to  the  cellar  by  means 
of  the  interior  stair  and  engineer’s  ladder  leading  to  side¬ 
walk;  that  the  cellar  is  used  for  the  storage  of  corrugated 
paper  in  sheets;  that  it  is  proposed  to  install  a  non-auto¬ 
matic  dry  sprinkler  system  throughout  the  entire  cellar  with 
the  exception  of  the  boiler-room;  that  the  proposed  system 
.  will  be  installed  without  the  necessary  valve  alarm  service 
but  with  single  hose  inlet  connection  at  the  store  front;  that 
in  view  of  these  facts,  it  is  requested  that  a  variation  of 
the  requirements  of  the  order  be  granted  by  the  Board  so 
as  to  permit  the  installation  as  proposed. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
13904-LF,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar  a  non-automatic  dry  sprinkler 
system  complying  with  all  the  requirements  therefor  except 
no  alarm  need  be  installed  and  the  Siamese  connection  may 
be  of  the  single  hose  inlet  tj'pe ;  that  the  hangers  and  fittings 
shall  be  of  malleable  iron;  that  the  engineer’s  entrance  shall 
be  maintained  with  a  fixed  iron  ladder  leading  to  cellar 
and  that  a  duct  leading  from  the  rear  yard  to  the  boiler- 
room  shall  be  maintained  to  provide  air  thereto. 


244-42-A. 

APPLICANT — James  A.  Boyle,  for  Mrs.  A.  Leale,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 367 — 12th  street,  north  side, 
200  ft.  11  in.  east  of  6th  avenue  (Block  No.  1024, 
Lot  No.  74),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  James  A.  Boyle. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  o 

THE  RESOLUTION— 

(244-42-A) 

Whereas,  James  A.  Boyle,  for  Mrs.  A.  Leale,  owner, 
filed  on  March  25,  1942,  an  appeal  from  a  decision  of  the 
borough  superintendent ;  premises  367  12th  street,  north 
side,  200  ft.  11  in.  east  of  6th  avenue  (Block  No.  1024,  Lot 
No.  74),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  193-42,  dated  March  23,  1942,  reads : 

“Proposed  change  of  occupancy  in  a  2-story  and  base¬ 
ment  frame  bldg,  to  two  families  is  contrary  to  sect. 
2. 1.3.5  and  8.7.2.1  of  the  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
and  basement  (28  ft.)  in  height;  16  ft.  8  in.  by  34  ft.  6  in. 
in  area ;  of  Class  4  construction ;  located  in  a  residence  use 
district;  erected  in  1877 ;  and  occupied  as  a  one-family 
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dwelling.  It  is  proposed  to  be  occupied:  cellar,  ordinary 
use;  basement  and  1st  floor,  one  family  combined;  2nd  floor, 
one  family ;  and 

Whereas,  the  applicant  contends  that  the  dwelling  has 
been  occupied  by  the  present  owner  and  family  for  the  past 
25  years  and  that  the  owner’s  children  are  married  and  it 
is  desired  to  occupy  the  second  floor  for  the  owner  and  his 
wife  and  rent  the  basement  and  1st  floor  to  one  tenant. 

Resolved ,  the  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  193-42,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto 


246-42-A 

APPLICANT — Irving  M.  Fenichel,  for  Cashman  Laundry 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 340  Gerard  avenue,  northeast 
corner  of  East  140th  street  (Block  No.  2344,  Lot 
No.  96),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(246-42-A) 

Whereas,  Irving  M.  F'enichel,  for  Cashman  Laundry 
Corporation,  filed  on  March  26,  1942,  an  appeal  from  a 
decision  of  the  borough  superintendent;  premises  340  Gerard 
avenue,  northeast  corner  of  140th  street  (Block  No.  2344, 
Lot  No.  96),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
F.  P.  Applic.  No.  5-42  dated  March  25,  1942,^ reads: 

“6.  The  proposed  installation  of  one  550  gallon  sol¬ 
vent  tank  and  one  550  gallon  auxiliary  tank  is  contrary 
to  the  approval  by  the  Board  of  Standards  and  Ap¬ 
peals  under  Cal.  No.  1047-41-SA.” 
and  .  ... 

Whereas,  the  amendment  upon  which  the  decision  is 
predicated  was  filed  to  provide  for  the  installation  of  a 
550  gallon  underground  solvent  tank  in  lieu  of  the 
275  gallon  underground  tank  permitted  in  the  resolution 
adopted  by  the  Board  under  Cal.  No.  1047-41  SA  and  to 
install  a  550  gallon  underground  storage  tank  for  the  stor¬ 
age  of  solvent  not  provided  for  in  the  resolution  adopted 
by  the  Board  under  Cal.  No.  1047-41-SA,  as  shown  on 
diagram  filed  March  25,  1942  with  fire  prevention  Applica¬ 
tion  No.  5-42  with  the  borough  superintendent,  both  tanks 
to  be  buried  24  in.  below  finished  first  floor  level  and  be  en¬ 
cased  in  12  in.  of  concrete;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  a  Hoffman  140F  safety  dry  cleaning  unit  and  in 
connection  therewith  to  install  a  550  auxiliary  tank  in  lieu 
of  275  gallon  tank  as  provided  for  in  the  resolution  of  the 
Board  under  Cal.  No.  1047-41 S A,  and  in  addition  thereto 
to  install  a  550  gallon  tank  for  the  storage  of  new  solvent 
to  be  used  in  connection  with  the  said  Hoffman  140F 
safety  dry  cleaning  unit;  that  the  solvent  will  have  a  flash 
point  of  not  lower  than  140°  F. ;  that  it  has  been  found 
impossible  due  to  existing  conditions  to  obtain  an  approved 
tvpe  auxiliary  tank  of  275  gallons  capacity  and  the  550  gal¬ 
lon  auxiliary  tank  which  it  is  proposed  to  install  has  been 
found  to  be  nearest  in  capacity  to  the  approved  size  obtain¬ 
able  ;  and  that  due  to  the  current  limited  supply  of  petroleum 
products  it  is  essential  that  storage  facilities  be  provided  for 
new  solvent  and  therefore  it  is  proposed  to  install  the  addi¬ 


tional  550  gallon  tank  for  the  storage  of  new  solvent ;  that  ; 
the  owner  and  occupant  will  suffer  practical  difficulties  and 
unnecessary  hardships  if  prevented  from  using  the  550  gal¬ 
lon  auxiliary  tank  and  the  550  gallon  storage  tank  as 
proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  F.  P.  Applic.  No.  5-42,  Objection  No.  6,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is  ! 
granted  on  condition  that  the  two  tanks  proposed  shall  not 
exceed  the  capacity  of  550  gallons  each ;  that  such  tanks  j 
shall  be  installed  in  accordance  with  the  requirements  of  the  . 
Administrative  Code  therefor ;  that  in  all  other  respects 
they  shall  meet  the  requirements  of  the  approval  of  the 
Board  under  Cal.  No.  1047-41-SA;  that  the  tanks  shall  be 
used  solely  in  conjunction  with  the  proposed  dry  cleaning  . 
establishment  for  the  storage  of  solvents,  as  proposed. 


249-42-A. 

APPLICANT — Samuels  and  Samuels,  for  Ludin  Realty 
Company,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 517-527  West  35th  street,  north 
side,  225  ft.  east  of  Tenth  avenue  and  516-520  West 
36th  street  (Block  No.  707,  Lot  No.  20),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Archie  H.  Samuels. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION— 

(249-42-A) 

Whereas,  Samuels  and  Samuels,  for  Ludin  Realty  Com¬ 
pany,  owner,  filed  on  March  26,  1942  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner ;  premises 
517-527  West  35th  street,  north  side,  225  ft.  east  of  Tenth 
avenue  and  516-520  West  36th  street,  (Block  707,  Lot  No. 
20),  Borough  of  Manhattan;  and 

Whereas,  Order  No.  9301-LF,  issued  by  the  fire  com¬ 
missioner  July  31,  1940,  and  referred  to  in  a  decision  of 
the  fire  commissioner  March  24,  1942,  and  affecting  premises 
516-520  West  36th  street,  reads : 

“1.  Repair  or  replace  the  defective  shutters  with 
proper  iron  shutters  at  all  openings  in  the  exterior  wall 
which  are  distant  in  a  direct  line  less  than  30  ft.  from 
any  opening  in  any  other  building  and  not  in  the  same 
plane  with  said  openings  and  which  are  not  more  than 
50  ft.  above  a  neighboring  roof  on  the  east,  west  and 
south  side  of  building  or  other  approved  protection. 
491 -a2 -2.0  Adm.  Code.” 

and 

Whereas,  Order  No  9298-LF,  issued  by  the  fire  com¬ 
missioner  July  31,  1940,  and  repeated  in  a  decision  of  the 
fire  commissioner  dated  March  24,  1942,  referring  to  prem¬ 
ises  517-527  West  35th  street,  reads: 

“2.  Repair  or  replace  the  defective  shutters  with 
proper  iron  shutters  at  all  openings  in  the  exterior  wall 
which  are  distant  in  a  direct  line  less  than  30  ft.  from 
any  opening  in  any  other  building  and  not  in  the  same 
plane  with  said  openings  and  which  are  not  more  than 
50  ft.  above  a  neighboring  roof  on  the  east,  west  and 
north  sides  of  building.  491-a2-2.0  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  buildings  are  eight 
stories  (85  ft.)  in  height;  150  ft.  by  197  ft.  6  in.  in  area; 
of  Class  3  construction;  equipped  with  a  sprinkler  system; 
located  in  an  unrestricted  use  district;  erected  in  1875  and 
1880;  and  occupied  since  1902  as  a  warehouse  throughout, 
no  persons;  and 
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Whereas,  the  applicant  states  that  the  fire  commissioner 
is  predicating  the  orders  under  the  blanket  authority  of  Sec¬ 
tion  491a2-2.0  of  the  Administrative  Code,  which  does  not 
contain  a  specific  requirement  whereas  Section  C26-649.0 
contains  a  specific  requirement  under  the  jurisdiction  of  the 
borough  superintendent;  that  it  is  assumed  that  the  intent 
of  the  fire  commissioner’s  order  was  in  compliance  with 
the  Building  Code  requirements;  that  the  building  was 
erected  oyer  60  years  ago  and  is  subdivided  into  three  sec¬ 
tions  having  a  central  boiler-room  and  equipped  throughout 
with  an  automatic  sprinkler  system  with  central  office 
alarm ;  that  a  line  of  sprinklers  is  located  approximately 
30  in.  from  each  exterior  wall  in  which  windows  are  located 
and  thus  the  windows  are  adequately  protected;  that  the 
adjoining  premises  No.  514  West  36th  street,  522  West 
36th  street  and  524  to  534  West  36th  street  are  under  the 
same  ownership  and  management  and  are  equipped  with  an 
automatic  sprinkler  system ;  that  if  all  these  buildings  under 
a  single  ownership  were  considered  as  a  single  unit  the 
majority  of  windows  affected  would  be  eliminated  from  the 
provisions  of  the  order;  that  a  majority  of  the  existing 
non-fireproof  windows  are  already  provided  with  shutters 
which  were  installed  approximately  30  years  ago  in  com¬ 
pliance  with  an  order  of  the  Fire  Department ;  that  the 
Board’s  attention  is  called  to  the  unavailability  of  steel 
shutters  due  to  the  defense  emergency;  that  the  windows 
affected  on  the  northeast  wall  are  as  follows :  Two  lot 
line  windows  marked  11  and  12  on  each  of  the  5th,  6th, 
7th  and  8th  floors  within  50  ft.  of  adjoining  roof  of  No. 
514  West  36th  street  or  within  30  ft.  of  openings  in  building 
No.  512  West  36th  street;  windows  No.  13  and  14  are  fire¬ 
proof  on  all  floors ;  windows  on  the  4th  floor  are  now 
equipped  with  iron  shutters;  that  the  building  at  512  West 
36th  street  is  now  equipped  with  iron  shutters  and  is 
sprinklered  and  occupied  for  paper  stock ;  that  the  windows 
on  the  northwest  wall  affected  consist  of  the  following : 
3  court  windows  shown  as  Nos.  1,  2  and  3  on  each  of  the 
second  to  sixth  floors  within  50  ft.  of  adjoining  roof;  5 
court  windows  shown  as  Nos.  4,  5,  6,  7,  and  8  on  sixth 
floor  within  50  ft.  of  adjoining  roof ;  that  similar  court 
windows  on  second  to  fifth  floors  are  now  equipped  with 
iron  shutters  and  similar  windows  on  the  7th  and  8th  floors 
are  above  the  50  ft.  height  and  are  not  affected  by  the 
order;  that  there  are  also  three  court  windows  shown  as 
Nos.  9,  10  and  11  on  the  sixth  and  7th  floors  within  50 
ft.  of  a  higher  adjoining  roof;  that  the  8th  floor  windows 
on  this  court  are  not  within  50  ft.  and  are  therefore  not 
affected;  that  windows  shown  as  No.  12  are  not  affected 
as  they  are  above  the  extension  roof  of  the  building  in 
question;  that  windows  Nos.  1,  2  and  3  on  the  second  to 
sixth  floors  open  into  a  fireproof  stairhall  and  elevator 
shaft  and  not  into  any  floor  area;  that  windows  Nos.  4, 
5,  6,  7,  8,  9,  10  and  11  are  exposed  to  the  roof  of  a  one 
story  building  522  West  36th  street  at  second  floor  level ; 
that  this  building  is  sprinklered  from  the  same  source  as 
the  building  in  question  and  is  under  the  same  ownership 
and  management  and  control  and  is  used  for  warehouse 
and  garage;  that  the  windows  affected  on  the  north  wall 
consist  of  6  lot  line  windows  on  the  6th  floor  within  50  ft. 
of  adjoining  roof;  that  the  windows  on  this  wall  from 
second  to  fifth  stories  are  now  equipped  with  iron  shutters ; 
that  windows  on  the  7th  and  8th  floors  in  this  wall  are 
above  the  50  ft.  height ;  that  the  exposure  to  these  windows 
in  the  north  wall  is  to  the  roof  of  building  No.  524  to  534 
West  36th  street  which  is  a  one-story  garage  sprinklered 
from  the  same  source  as  the  building  in  question  and  under 
the  same  ownership,  management  and  control ;  that  windows 
affected  on  the  southwest  wall  are  temporarily  unprotected 
as  the  shutters  have  been  removed  for  repairs  and  will  be 
replaced. 

Resolved,  that  the  decision  of  the  fire  commissioner  on 
Order  No.  9301-LF,  Obj.  No.  1,  and  order  No.  9298-LF, 
Obj.  No.  2,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  shutters 
shall  be  maintained  as  proposed ;  that  the  two  source 
sprinkler  system  shall  be  maintained  including  the  exten¬ 
sions  into  the  adjoining  buildings  under  the  same  owner¬ 


ship  and  to  the  satisfaction  of  the  fire  commissioner  and 
with  a  central  station  connection ;  that  the  windows  on  the 
westerly  wall  toward  36th  street  opening  into  the  elevator 
shaft  and  stair  hall  shall  be  made  fireproof  and  self-closing 
in  accordance  with  the  legal  requirements ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


269-42-A. 

APPLICANT — Samuel  Rosenblum,  for  480  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 480-502  East  144th  street  and 
395  Brook  avenue,  southwest  corner  (Block  No. 
2288,  Lot  No.  43),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  Royce  Potts. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  o 

THE  RESOLUTION— 

(269-42-A) 

Whereas,  Samuel  Roseblum,  for  480  Realty  Corporation, 
owner,  filed  on  March  31,  1942  an  appeal  from  a  decision 
of  the  borough  superintendent;  premises  480-502  East  144th 
street  and  395  Brook  avenue,  southwest  corner  (Block  No. 
2288,  Lot  No.  43),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
F.P.  Applic.  No.  47-42,  dated  March  9,  1942,  reads: 

“1.  The  combination  of  a  gravity  tank  and  street 
connections  as  shown  on  plan  is  insufficient  to  meet  the 
requirements  of  Section  15.41  (C26-1375.0)  for  the  pro¬ 
tection  of  nitrocellulose  products.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (45  ft.)  in  height;  237  ft.  6  in.  by  98  ft.  in  area ; 
with  an  L  24  ft.  6  in.  by  100  ft.  in  area  running  through  to 
East  143rd  street;  of  Class  3  construction;  equipped  with 
a  sprinkler  system ;  located  partly  in  an  unrestricted  use 
district,  partly  in  a  residence  use  district  and  partly  in  a 
business  use  district;  erected  in  1888  and  1912,  and  occupied 
throughout  for  the  manufacture  of  toilet  sets  and  specialties, 
metal  novelties  and  celluloid  novelties  as  follows:  cellar; 
100  persons;  1st  floor,  100  persons;  2nd  floor,  200  persons; 
3rd  floor,  200  persons.  Certificate  of  Occupancy  No.  100 
issued  June  1,  1923  permits  the  use  of  the  building  as  a 
factor}'.  This  certificate  refers  to  480-90  East  144th  street ; 
and 

Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  3  fireproof  enclosed  stairways,  two  accom¬ 
modation  stairs  and  is  subdivided  with  fireproof  walls 
equipped  with  fireproof  doors  at  the  openings;  that  the 
entire  premises  are  used  for  the  manufacture  of  toilet  sets 
and  specialties  including  metal  novelties  and  celluloid  novel¬ 
ties;  that  it  is  proposed  to  construct  a  vault  as  indicated 
on  plans  filed  with  this  appeal  for  the  storage  of  nitro¬ 
cellulose  products;  that  section  15.41  of  the  Building  Code 
requires  that  the  sprinkler  system  be  supplied  from  two 
automatic  sources  consisting  of  a  gravity  tank  and  pressure 
tank;  that  the  existing  sprinkler  system  has  3  sources  of 
supply  consisting  of  a  20,000  gallon  gravity  tank  and  2 
street  main  connections ;  that  both  of  the  mains  from  which 
the  sprinkler  system  is  supplied  function  separately  and  are 
arranged  so  that  the  supply  can  be  obtained  in  two  direc¬ 
tions  ;  that  the  present  system  complied  with  section 
15.17.2,b  for  a  two  source  system  and,  in  addition  thereto, 
has  the  20,000  gallon  gravity  tank  supply;  that  in  view  of 
these  conditions,  it  is  requested  that  the  Board  accept  the 
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existing  sprinkler  system  as  being  sufficient  in  lieu  of  strict 
compliance  with  section  15.41  of  the  code  for  a  nitro¬ 
cellulose  occupancy;  and 

Whereas,  the  applicant  has  filed  a  certificate  from  the 
Department  of  Water  Supply,  Gas  and  Electricity  stating 
that  the  sprinkler  system  is  supplied  from  a  4  in.  tap  to 
a  12  in.  main  in  East  143rd  street  having  an  estimated 
pressure  of  35  to  40  lbs.,  and  a  4  in.  tap  to  a  6  in.  mam  on 
East  144th  street  having  an  estimated  pressure  of  35  to  40 
lbs. ;  that  each  main  is  fed  from  two  directions ;  that  each 
main  can  function  separately  as  there  are  control  valves 
located  on  the  east  building  lines  of  Willis  avenue  and  on 
the  west  building  lines  of  Brook  avenue;  and 

Whereas,  an  examination  of  F.P.  Applic.  No.  4742  filed 
with  the  borough  superintendent  indicates  that  it  is  proposed 
to  construct  a  fireproof  vault  10  ft.  by  8  ft.  in  area  in  the 
cellar  of  the  building,  said  vault  to  be  located  approximately 
100  ft.  south  of  the  East  144th  street  building  line  and  to 
be  ventilated  by  means  of  a  masonry  enclosed  ventilating 
shaft  31  in.  by  31  in.  in  area  and  carried  to  a  point  approxi¬ 
mately  2  ft.  above  the  roof  of  the  two  story  building  located 
on  the  west  side  of  Brook  avenue  approximately  75  ft. 
south  of  East  144th  street;  said  ventilating  shaft  to  be 
equipped  with  fireproof  self-closing  window  arranged  to 
open  automatically  and  to  contain  900  sq.  in.  of  plain  glass 
and  equipped  with  copper  wire  screen  on  the  inside,  not 
larger  than  in.  mesh. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  F.P.  Applic.  No.  47-42,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects  the  building  and  oc¬ 
cupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  except  as  modified  by  the  Board  under 
Cal.  Nos.  103-27-A  and  104-27-S ;  that  a  corrected  certificate 
of  occupancy  shall  be  obtained  setting  forth  the  permitted 
occupancy  of  the  building. 


517-25-A. 

APPLICANT— The  New  York  Dock  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 286-304  Furman  street,  west 
side,  217  ft.  south  of  Montague  street  (Building 
#82),  (Block  No.  245,  Lot  No.  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Martin  L.  Scher  and  G.  A.  Eweler. 
ACTION  OF  BOARD — Appeal  reopened. and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(517-25-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  286-304  Furman  street,  west  side, 
217  ft.  south  of  Montague  street  (Building  #82),  (Block 
No.  245,  Lot 'No.  1),  Borough  of  Brooklyn,  was  granted 
by  the  Board  October  9,  1925,  on  certain  conditions;  and 
Whereas,  New  York  Dock  Company,  owner,  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  9,  1925 
so  that  as  amended,  the  resolution  shall  read: 

Resolved ,  that  the  order  of  the  fire  commissioner 
be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted,  ratifying  the  action  of  the  board  of 
review  of  the  fire  department  under  date  of  November 
25,  1919,  on  condition  and  only  so  long  as  present  use, 


occupancy  and  operation  of  the  business  conducted  on 
the  premises  remain  unchanged. 

Resolved  further,  that  in  the  event  the  building  is 
divided  on  all  stories  by  fireproof  partitions  not  less 
in  thickness  than  4  in.  terra  cotta  block  plastered  on 
both  sides,  one  portion  of  the  building  may  be  con¬ 
tinued  for  factory  purposes  and  the  other  portion  occu¬ 
pied  for  storage  purposes,  on  condition  that  the  sprinkler 
system  shall  be  maintained  in  accordance  with  the  re¬ 
quirements  of  the  resolution  as  adopted  October  9,  1925 
and  in  accordance  with  the  requirements  set  forth  in 
the  resolution  adopted  by  the  Board  under  Cal.  No. 
95-42 -H  of  this  date.” 


149-32-A. 

APPLICANT — Ledoux  and  Company,  Incorporated,  owner. 
SUBJECT — -Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 155  Sixth  avenue,  southwest 
corner  of  Spring  street  (Block  No.  491,  Lot  No. 
46),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  C.  Bowden,  Jr. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Qfief  Gunn . .  4 

Negative:  . .  0 

THE  RESOLUTION— 

(149-32-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  155  Sixth  avenue,  Borough  of 
Manhattan,  was  granted  by  the  Board  May  17,  1932,  on  cer¬ 
tain  conditions  and  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  17,  1932  so 
as  amended  the  resolution  shall  read : 

“Granted  on  condition  that  the  use  shall  be  confined 
to  the  top  floor  of  the  present  building  and  located  in 
the  general  laboratories,  on  a  fireproof  bench,  and  lo¬ 
cated,  as  shozm  on  the  plans  submitted  with  this  appeal; 
that  the  use  shall  be  limited  to  not  more  than  2  cylin¬ 
ders  ivith  a  capacity  of  not  more  than  10  lbs.  chlorine 
each ;  that  only  one  of  such  cylinders  shall  be  in  active 
use;  that  the  entire  15th  floor  shall  be  in  the  tenancy 
of  this  applicant;  that  the  laboratory  shall  be  equipped 
with  a  ventilating  system  satisfactory  to  the  Fire  Depart¬ 
ment  and  shall  be  separated  from  the  balance  of  the  floor 
by  vapor-proof  partitions  equipped  zvith  vapor-proof 
doors  and  the  use  of  chlorine  to  be  at  all  times  under 
the  supervision  of  a  graduate  chemist  zvith  a  certificate 
of  fitness  from  the  Fire  Department ;  that  a  sign  shall 
be  placed  reading:  ‘Warning — Chlorine’  at  the  cylinder 
in  use.” 


VARIATIONS  OF  THE  LABOR  LAW. 
216-42-S. 

APPLICANT — Mongolia  Importing  Co.,  Inc.,  lessee,  for 
Coudert  Brothers,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 274  Water  street,  north  side, 
52  ft.  914  in.  west  of  Dover  street  (Block  No.  106, 
Lot  No.  3),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Leon  Camined  and  Max  Kinstel. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  withdrawn,  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


1 22-42- S. 

APPLICANT — George  Comfort,  for  Dorb  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 142-146  West  24th  street,  south 
side,  225  ft.  east  of  Seventh  avenue  (Block  No.  799, 
Lot  No.  64),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  Comfort. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  VOTE  TO  RECONSIDER  VOTE  TO  WITH¬ 


DRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 


THE  RESOLUTION— 

(122-42-S) 

Whereas,  George  Comfort,  for  Dorb  Realty  Corporation, 
owner,  filed  February  10,  1942,  an  application  for  variation 
of  the  requirements  of  the  Labor  Law  as  cited  in  a  decision 
of  the  borough  superintendent;  premises  142-146  West  24th 
street,  south  side,  225  ft.  east  of  Seventh  avenue  (Block  No. 
799,  Lot  No.  64),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  1028-34,  reads : 

“1.  Fire  passage  shown  on  approved  plans  should  be 
maintained  so  as  to  provide  safe  access  to  fire  escape 
from  subdivided  floor  area  at  3rd,  7th,  9th  and  11th 
floors.  Reconsideration  denied.” 
and 

Whereas,  the  applicant  states  that  the  building  is  twelve 
stories  (140  ft.)  in  height;  55.9  ft.  by  96.3  ft.  in  area  at 
1st  floor  and  55.9  ft.  by  90  ft.  in  area  at  typical  floor;  of 
Class  1  construction ;  located  in  an  unrestricted  use  district ; 
erected  in  1910;  and  occupied:  basement,  storage  and  mfg. 
of  games  and  toys,  12  persons;  1st  floor,  store,  mfg.  of 
games  and  toys,  12  persons ;  2nd  floor,  mfg.  of  plastic 
products,  9  persons;  3rd  floor,  mfg.  greeting  cards,  engrav¬ 
ing  and  printing,  12  persons ;  4th  floor,  mfg.  greeting  cards 
and  engraving,  12  persons ;  5th  floor,  pleating  and  stitching, 
18  persons,  mfg.  knit  goods,  7  persons ;  6th  floor,  mfg.  knit 
goods,  7  persons;  7th  floor,  storage  stuffed  toys  and  novel¬ 
ties,  1  person,  mfg.  of  dresses,  15  persons;  8th  floor,  mfg. 
stuffed  toys  and  novelties,  15  persons ;  9th  floor,  mfg.  candy, 
6  persons,  mfg.  dresses,  12  persons ;  10th  floor,  mfg. 
kitchenware,  12  persons;  11th  floor,  storage  of  plastic 
products,  1  person,  printing  and  engraving,  7  persons;  12th 
floor,  mfg.  dresses,  15  persons.  The  building  is  equipped 
with  sprinkler  and  standpipe  systems,  one  interior  36  in. 


iron  stairs  with  slate  treads,  enclosed  in  t.c.  blocks  extend¬ 
ing  from  roof  bulkhead  direct  to  street,  equipped  with  fire¬ 
proof  self-closing  kalamein  doors  and  one  fire  escape  which 
extends  to  roof  by  ladder  and  exits  to  thru  street,  through 
to  fire  tower  and  thence  by  fireproof  passage  leading  to 
front  of  building.  Doors  on  the  course  of  fire  escape  are 
kalamein,  self-closing  and  windows  on  course  thereof  are 
hollow  metal  frames  and  sash  glazed  with  wire  glass  and 
pivoted  at  side;  and 

Whereas,  Violation  No.  408-42  was  issued  January  20, 
1942,  for  failing  to  erect  the  4-inch  terra  cotta  partition 
to  form  fire  passage  to  rear  fire  escape  on  7th  floor,  as 
shown  on  approved  plan  Alt.  Applic.  1028-34  and  Violation 
No.  1224-42  was  subsequently  issued  relating  to  the  same 
condition  on  the  3d,  7th,  9th  and  lltli  floors;  and 

Whereas,  under  date  of  March  18,  1942,  applicant  filed 
amendment  to  Alt.  Applic.  1028-34  to  remove  violation 
424-42  and  the  decision  of  the  borough  superintendent  herein 
appealed  resulted  from  such  amendment ;  and 

Whereas,  the  applicant  contends  that  a  t.c.  partition 
forming  a  fire  passage  to  the  rear  fire  escape  would  block 
off  six  of  the  14  windows  in  the  rear  loft;  that  valuable 
space  would  be  lost  causing  crowding  and  a  law  suit  by 
the  present  tenant  for  confiscation  of  space ;  that  after  8 
years  of  use,  the  present  fireproof  door  arrangement  has 
proven  safe  and  adequate;  that  the  resolution  adopted  by 
the  Board  under  Cal.  No.  319-16-A  has  been  complied  with 
by  removing  the  wood  and  glass  dividing  partitions  through¬ 
out  the  building  and  the  resolution  adopted  by  the  Board 
under  Cal.  No.  971-25-S,  granting  a  variation  for  mezzanine 
egress  has  been  complied  with. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Atl.  Applic.  No.  1028-34.  Objection  No.  1,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


247-42-S. 

APPLICANT — Simmonds  Aerocessories,  Incorporated, 

lessee,  for  Schulte  Real  Estate,  owner. 

SUBJECT- — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 21- 10  49th  avenue,  southeast 
corner  of  21st  street  (5th  floor)  ;  (Block  No.  71, 
Lot  No.  1),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  George  C.  Jenkins. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Bldgs. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3  - 

Negative:  Deputy  Chief  Gunn  .  1 


THE  RESOLUTION— 

(247-42-S) 

Whereas,  Simmonds  Aerocessories,  Inc.,  lessee,  for 
Schulte  Real  Estate,  owner,  filed  on  March  26,  1942  an 
application  for  variation  of  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  and  a  decision  of  the  fire  com¬ 
missioner;  affecting  premises  21-10  49th  avenue,  southeast 
corner  21st  street  (Block  No.  71,  Lot  No.  1)  (5th  floor), 
Long  Island  City,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
March  11,  1942,  reads: 

“In  response  to  your  letter  of  February  10,  1942, 
wherein  you  request  permission  for  your  employees  to 
smoke  in  your  engineering  and  general  office  sections, 
you  will  please  be  advised  that  your  application  must 
be  denied  for  the  reason  that  smoking  is  prohibited  by 
the  provisions  of  the  State  Labor  Law  in  any  factory 
or  in  any  place,  premises  or  shed  connected  with  a 
factory.  This  law  is  mandatory  and  the  fire  commis- 
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sioner  is  without  authority  to  make  any  modifications 
of  same.” 

and 

Whereas,  the  applicant  states  that  the  building  is  seven 
stories  '(84  ft.)  in  height;  200  ft.  by  140  ft.  in  area;  of 
Class  1  construction;  erected  in  1917;  located  in  an  unre¬ 
stricted  use  district;  and  occupied:  cellar,  offices,  4  per¬ 
sons;  first  floor,  storage,  3  persons;  second  floor,  manufac¬ 
turing,  60  persons ;  third  floor,  manufacturing,  90  persons ; 
fourth  floor,  manufacturing,  70  persons;  fifth  floor,  offices 
and  laboratories,  75  persons;  sixth  floor,  offices  and  manu¬ 
facturing,  90  persons ;  seventh  floor,  offices  and  manufac¬ 
turing,  45  persons.  The  building  is  equipped  with  a  stand¬ 
pipe  system,  interior  alarm  system  and  fire  drills  are  main¬ 
tained.  There  are  two  44  in.  steel  and  concrete  stairs  en¬ 
closed  in  terra  cotta  blocks  equipped  with  Kalamein  doors ; 
and 

Whereas,  the  applicant  contends  that  it  occupies  the 
entire  fifth  floor,  which  is  approximately  14,000  sq.  ft.  in 
area;  that  50%  of  the  space  is  used  for  engineering  draft¬ 
ing  room  and  general  offices  and  50%  for  experimental  and 
development  laboratories  and  mechanical  devices ;  that  these 
areas  have  been  divided  with  metal  partitions  from  floor 
to  ceiling;  that  all  office  furniture  and  drafting  room  equip¬ 
ment  is  steel  and  there  are  no  inflammable  materials  in 
these  sections  of  the  floor;  that  the  plant  is  engaged  100% 
in  National  Defense  contracts;  that  the  engineering  and 
office  staff  work  many  hours  overtime  under  intense  pres¬ 
sure  and  it  is  felt  that  the  convenience  of  smoking  will 
provide  some  measure  of  relief  from  the  strain;  that  in 
view  of  the  fireproof  construction  of  the  building,  the  in¬ 
combustible  partitions  and  furniture  involved,  it  is  requested 
the  Board  grant  a  variance  so  as  to  permit  smoking  as 

requested.  .  ,  .  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of.  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner  dated 
March  11,  1942,  and  the  application  be  and  it  hereby  is 
granted  on  condition  that  smoking  may  be  permitted  as 
proposed  restricted  to  the  spaces  enclosed  in  partitions  as 
indicated  on  the  plan  filed  with  this  appeal  and  occupied  as 
the  general  office,  engineering  office  and  general  production 
office ;  and  that  in  all  other  respects  the  Smoking  in  Factory 
Rules  of  the  Board  shall  be  complied  with. 


281-42-S. 


APPLICANT— David  and  Geek,  Incorporated,  owner. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent.' 

PREMISES  AFFECTED— 57-63  Willoughby  street  and 
118-126  Lawrence  street,  northwest  corner  (Block 
No.  147,  part  of  Lot  No.  36),  Borough  of  Brooklyn. 


APPEARANCES—  „  ^  TT.  ,  „  „ 

For  Applicant:  H.  A.  Bostrom,  B.  F.  Hirsch,  V.  P. 

Zschovna  and  A.  A.  Epp 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  , 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  . 

Negative:  Deputy  Chief  Gunn  . 


THE  RESOLUTION— 


(281-42-S) 

Whereas,  Davis  and  Geek,  Inc.  owner,  filed  on  April 
6  1942,  an  application  for  a  variation  of  the  requirements 
of  the  Labor  Law  as  cited  in  a  decision  of  the  borough 
superintendent;  premises  57-63  Willoughby  street  and  118- 
126  Lawrence  street,  northwest  corner  (Block  No.  147, 
part  of  Lot  No.  36),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
B  N  Applic.  No.  772-42,  dated  April  3,  1942,  reads : 


and 


“Application  contrary  to  Sec.  272,  Par.  3  Labor  Law. 
No  doors  may  be  bolted  during  working  hours.” 


Whereas,  B.N.  Applic.  No.  772-42,  was  filed  with  the 
borough  superintendent  April  2,  1942  for  permission  to  in¬ 
stall  panic  bolts  on  the  street  level  doors  of  the  two  en¬ 
trances  to  the  building,  on  the  stairhall  doors  leading  from 
4th,  5th  and  6th  floors  to  the  front  exit  and  the  stairhall 
doors  on  the  4th,  5th  and  6th  floors  leading  to  the  rear 
exit ;  in  addition  to  that  it  is  proposed  to  install  panic  bolts 
on  the  swinging  fire  doors  leading  from  each  of  the  three 
floors  to  the  rear  exit  stairs;  and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  and  basement  (79  ft.)  in  height;  84  ft.  6  in.  by 
175  ft.  in  area;  of  Class  1  construction;  erected  in  1929; 
located  in  an  unrestricted  use  district ;  and  occupied :  cellar, 
bowling  alleys,  200  persons;  first  floor,  stores  and  storage, 
150  persons;  second  floor,  classrooms  and  Red  Cross  office; 
120  persons;  third  floor,  classroom  and  Red  Cross  office, 
75  persons;  fourth  floor,  light  manufacturing,  180  persons; 
fifth  floor,  light  manufacturing,  74  persons;  sixth  floor, 
office  and  light  manufacturing,  48  persons.  .  The  building 
is  equipped  with  a  sprinkler.  system,  interior  fire  alarm 
system  and  fire  drills  are  maintained.  There  are  two  in¬ 
terior  44  in.  steel  stairs  enclosed  with  6  in.  terra  cotta  blocks 
with  self-closing  fireproof  doors  thereto  extending  from 
street  to  roof ;  and  . 

Whereas,  the  applicant  contends  that  it  is  engaged  m 
defense  work  and  as  a  result  of  the  recommendations  of 
an  Army  officer,  panic  bolts  have  been  installed,  on  the  tAvo 
doors  at  the  street  entrances  and  on  the  stairhall  doors 
leading  from  the  4th,  5th  and  6th  floors  to  the  front  exit 
and  the  stairhall  doors  on  the  4,  5th  and  sixth  floors  leading 
to  the  rear  exit ;  that  in  addition  thereto  it  is  also  requested 
that  permission  be  granted  to  install  panic  bolts  on  the 
swinging  fire  door  leading  from  the  4th,  5th  and  6th  floors 
to  the  rear  exit  stairs. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  B.N.  App.  772-42,  and  that  the  application  be  and  it 
hereby  is  granted  on  condition  that  panic  bolts  of  approved 
type  may  be  installed  on  the  doors  leading  to  stairways  .on 
the  4th,  5th  and  6th  floors  occupied  by.  this  tenant  as  in¬ 
dicated  on  plans  marked  “Received  April  6,  1942  ;  that  on 
the  doors  to  stairway  leading  to  Willoughby  street  panic 
bolts  shall  be  so  arranged  as  to  be  inoperative  during  day¬ 
light  Avorking  hours  between  8  A.  M.  and  6  P.  M. ;  that 
a  watchman  operating  a  manual  watchmans  clock  system 
shall  he  on  duty  throughout  the  building  during  twenty- 
four  hours  of  the  day;  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws, ,  rules  and 
regulations  applicable  thereto  other  than  as  modified  by  the 
Board  under  Cal.  No.  174-42-A;  that  the  sprinkler  .system, 
interior  alarm  system  and  fire  drills  shall  be  maintained  tc 
the  satisfaction  of  the  fire  commissioner. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 

208-42-SM. 

APPLICANT — George  E.  Strehan,  f<?r  Superior  Fireproof 
Door  and  Sash  Company,  Inc.,  owner. 

SUBJECT— Superior  Hollow  Metal  One  Hour  and  One  and 
One-half  Hour  Fire  Door,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.,  4 
Negative:  .  ® 
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209-42-SM. 

APPLICANT — George  E.  Strehan,  for  Superior  Fireproof 
Door  and  Sash  Company,  Incorporated,  owner. 

SUBJECT — Superior  One  Hour  and  One  and  One-Half 
Hour  Kalamein  Fire  Door,  approval  of. 
APPEARANCES — 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


Adjourned,  1:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  APRIL  17,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 

858-19-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Ruth  B.  Klee, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  of  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
alteration  and  conversion  of  part  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  Board)  so  as  to  include  a  gasoline 
service  station,  lubritorium  and  auto  laundry. 

PREMISES  AFFECTED — 1520-1528A  Fulton  street,  south 
side,  320  ft.  west  of  Albany  avenue  (Block  No. 
1864,  Lot  No.  14),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  . ! .  0 


THE  RESOLUTION— 

(858-19-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  7g  of  the  building  zone  resolution, 
the  erection  of  a  garage  for  more  than  five  (5)  motor  ve¬ 
hicles,  premises  1 520-1 528A  Fulton  street,  south  side,  320 
ft.  west  of  Albany  avenue  (Block  No.  1864,  Lot  No.  14), 
Borough  of  Brooklyn,  was  granted  by  the  Board  March 
2,  1920  and  resolution  amended  May  27,  1941,  permit¬ 
ting  the  inclusion  of  a  gasoline  selling  alcove ;  and 

Whereas,  Lama  and  Proskauer,  for  Ruth  K.  Klee,  owner, 
requested  an  extension  of  time  in  which  to  obtain  permits 
and  complete  the  work. 

Resolved,  the  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  March  2,  1920,  as 
amended  by  resolution  adopted  by  the  Board  on  May  27, 
1941,  only  so  far  as  it  has  reference  to  the  time  within 
which  to  obtain  permits  and  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


74-37-BZ. 

APPLICANT — J.  J.  Gloster,  for  Benjamin  Lazaroff,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7c  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  residence  use 
district,  the  extension  of  an  existing  business  use. 
PREMISES  AFFECTED — 255  West  18th  street,  north 
side,  100  ft.  east  of  Eighth  avenue  (Block  No.  768, 
Lot  No.  7),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  J.  J.  Gloster  and  Benjamin  Lazaroff. 
ACTION  OF  BOARD — Application  reopened  and  resolq- 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION— 

(74-37-BZ) 

Whereas,  this  application  affecting  premises  225  West 
18th  street,  north  side,  100  ft.  east  of  Eighth  avenue  (Block 
No.  768,  Lot  No.  7),  Borough  of  Manhattan,  was  granted 
by  the  Board  June  15,  1937,  on  certain  conditions,  time 
extended  September  27,  1938,  June  20,  1939,  June  18,  1940, 
June  24,  1941  and  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  June  15,  1937,  as 
amended  through  June  24,  1941,  so  that  as  amended,  the 
resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 

•  and  that  the  application  be  and  it  hereby  is  granted 
under  section  7-c,  permitting  the  plot  to  be  continued 
for  business  uses  and  permitting  the  rear  existing 
f  rame  building  to  be  removed  and  a  one-story  exten-  ' 
sion  to  the  existing  front  building  constructed,  as  indi¬ 
cated  on  plans  filed  with  this  appeal,  on  condition  that 
such  extension  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto,  other  than  as  herein 
varied,  and  as  modified  under  calendar  No.  220-37- A ; 
that  a  rear  yard  shall  be  provided  of  the  area  as  re¬ 
quired  for  the  residential  district;  that  such  rear  yard 
shall  be  cement-paved  and  properly  drained;  that  any 
windows  in  the  rear  shall  be  fireproof  and  self-closing; 
that  the  use  of  the  premises  shall  not  include  any  use 
prohibited  in  a  business  district  under  section  4-a  or  4-b 
or  any  manufacturing  or  restaurant  use;  and  that  all 
permits  shall  be  obtained  and  all  work  shall  be  com¬ 
pleted  within  one  year  from  the  date  of  this  action. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  reconstruct  the  building  as  indicated  on  revised  plans 
marked  ‘Received  April  11,  1942,’  and  leave  a  portion 
of  the  rear  unbuilt  upon,  as  shown  on  such  plans,  and 
to  construct  new  masonry  enclosing  walls,  such  con¬ 
struction  may  be  permitted  in  lieu  of  that  hereinbefore 
permitted,  on  condition  that  in  all  respects  other  than 
as  varied  as  to  zoning  the  construction  and  occupancy 
shall  comply  ’with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto  and  that  all  permits  required  shall  he 
obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  amended  resolution 


73-38-BZ. 

APPLICANT — Bernard  A.  Abrashkin,  for  Sears,  Roebuck 
and  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
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on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
parking  of  more  than  five  (5)  motor  vehicles  for 
a  temporary  period. 

PREMISES  AFFECTED — 2420  Bedford  avenue  and  2301- 
2323  Beverly  road,  northwest  corner  (Block  No. 
5133,  Lot  No.  14),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Bernard  A.  Abrashkin. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(73-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  building 
zone  resolution  to  permit  in  a  business  use  district  the  park¬ 
ing  of  more  than  five  (5)  motor  vehicles;  premises  2420 
Bedford  avenue  and  2301-2323  Beverly  road,  northwest  cor¬ 
ner  (Block  No.  5133,  Lot  No.  14),  Borough  of  Brooklyn, 
was  granted  by  the  Board  June  28,  1938,  for  a  temporary 
period  of  two  (2)  years,  on  certain  conditions  and  permit 
extended  June  4,  1940;  and 

Whereas,  Bernard  A.  Abrashkin,  for  Sears,  Roebuck  and 
Company,  owner,  requested  a  further  extension  of  the  tem¬ 
porary  period. 

Resolved,  that  the  resolution '  adopted  by  the  Board  on 
June  28,  1938,  be  and  it  hereby  is  amended,  only  so  far  as 
it  has  reference  to  the  term  of  the  permit,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  under  section  7h  for  a  temporary  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution 
*  *  *  ” 


1 175-39-BZ. 

APPLICANT — Bernard  A.  Abrashkin,  for  Sears,  Roebuck 
and  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
temporary  tenn  of  two  (2)  years,  the  parking  of 
more  than  five  (5)  motor  vehicles.^ 

PREMISES  AFFECTED— 2201-2209  Beverly  road  and  149- 
175  East  22nd  street,  northeast  corner  (Block  No. 
5133,  Lot  Nos.  38  to  49,  inclusive),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Bernard  A.  Abrashkin. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

( 1 175-39-BZ) 

Whereas,  Abraham  J.  Halperin,  for  Sears,  Roebuck  and 
Company,  owner,  filed  September  25,  1939,  an  application 
under  section  7h  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  2201-2209  Beverly  road  and  149-175 
East  22nd  street,  northeast  comer  (Block  No.  5133,  Lot 
Nos.  38-49,  inclusive),  Borough  of  Brooklyn;  and 
Whereas,  this  application  was  granted  by  the  Board  Feb¬ 
ruary  29,  1940,  on  certain  conditions,  resolution  amended 


April  9,  1940,  and  applicant  requested  an  extension  of  the 
permit. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  February  27,  1940,  as 
amended  April  9,  1940,  only  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“ granted  under  section  7h  for  a  temporary  term  of  two 

(2)  years  from  the  date  of  this  amended  resolution 

*  s|<  *  *  ” 

_ 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
11 8-42- A. 

APPLICANT — Arnold  W.  Lederer,  for  133  Boerum  Street 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 133  Boerum  street,  north  side, 
100  ft.  west  of  Graham  avenue  (Block  No.  3070, 
Lot  No.  28),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTIONS  OF  BOARD — Laid  over  to  April  28,  1942  at  2 
P.  M.,  for  inspection  by  a  Committee  of  the  Board. 


242-42-A. 

APPLICANT — Circle  Wire  and  Cable  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 55-00  Maspeth  avenue,  south 
side,  242  ft.  west  of  Rust  street  (Block  No.  2216, 
Lot  Nos.  17  and  18),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  S.  Gottfried. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  April  28,  1942  at  2 
P.  M.,  applicant  to  submit  corrected  plans. 


268-42- A. 

APPLICANT — Sidney  Schuman,  for  Central  Manhattan 
Properties,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 164-168  East  86th  stfeet  and 
1524  Third  avenue,  southwest  corner  (Block  No. 
1514,  Lot  No.  39),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidnev  Schuman. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  28,  1942  at  2 
P.  M.,  for  inspection  by  a  Committee  of  the  Board 
and  for  decision  without  further  argument. 


274-42- A. 

APPLICANT — Spero  and  Cohen,  Incorporated,  lessees, 
for  Leah  Cohen  and  Sadie  Spero,  owners. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 32  East  10th  street,  south  side, 
190  ft.  east  of  University  place  (Block  No.  561,  Lot 
No.  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration  :  Tnsp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  April  28,  1942  at 
2  P.  M.,  on  written  request  of  applicant. 


278-42-A. 

APPLICANT — Roy  Clinton  Morris,  for  Maud  Dennis, 
owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 424  West  42nd  street,  south¬ 
east  corner  of  Dyer  avenue  (Block  No.  1051,  Lot 
No.  45),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Roy  Clinton  Morris. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
N  egative :  .  0 


165-42- A. 

APPLICANT — Sylvester  Kerrigan,  for  Anthony  Anac- 
reonte,  Jr.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 691  Fifth  avenue,  southeast 
corner  of  21st  street  (Block  No.  897,  Lot  No.  9), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sylvester  Kerrigan  and  Michael 
G.  Natrella. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION— 

(165-42-A) 

Whereas,  Sylvester  Kerrigan,  for  Anthony  Anacreonte, 
Jr.,  Inc.,  owner,  filed  on  February  26,  1942  an  appeal  from 
a  decision  of  the  borough  superintendent  affecting  premises 
691  Fifth  avenue,  southeast  corner  of  21st  street  (Block 
No.  897,  Lot  No.  9),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  26,  1942  on  E.  S.  Applic.  No.  13-42  reads : 
“Proposed  sign  on  a  marquise  that  does  not  come 
under  provisions  of  C26-219  (Sect.  2-4-1-4-8)  is  con¬ 
trary  to  Art.  2  Sect.  4-496  of  the  zone  resolutions.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (25  ft.)  in  height,  25  ft.  by  90  ft.  in  area,  of  Class  3 
construction,  located  in  a  business  use  district,  erected  in 
1921  and  occupied:  cellar,  boiler  room  and  storage;  1st 
floor,  store,  5  persons ;  2nd  floor,  5  persons ;  proposed  to  be 
occupied:  cellar,  boiler  room  and  storage;  1st  floor,  funeral 
chapel,  office  and  caretaker’s  room,  100  persons ;  2nd  floor, 
show  room  and  offices,  50  persons ;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
erect  signs  on  an  existing  marquee,  which  marquee  was 
erected  in  1921  ;  that  the  signs  will  read  “funeral  chapel” 
and  are  to  be  used  as  an  identification  of  the  main  business 
conducted  on  the  premises;  that  the  Department  of  Build¬ 
ings’  interpretation  and  rules  claim  that  a  chapel  is  not  a 
public  place  and  therefore  the  proposed  signs  will  not  be 
permitted  on  the  marquee ;  that  in  view  of  these  facts,  it  is 
requested  that  the  Board  grant  an  interpretation  of  the 
zoning  law  in  regard  to  the  question  of  marquees ;  and 
Whereas,  it  appeared  that  the  marquise  was  erected  for 
a  previous  occupancy  of  the  building  and  should  have  been 
removed  upon  the  termination  thereof. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  E.  S.  Applic.  No.  13-42,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


23 1-42-  A. 

APPLICANT — F.  R.  Stuckert,  for  Metropolitan  Life  In¬ 
surance  Company,  owner  (Bickford’s,  Incorporated, 
lessee). 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1259-1261  Broadway,  northwest 
corner  of  West  31st  street  and  880-882  (formerly 
524-526)  Sixth  avenue  (Block  No.  833,  Lot  No.  1), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  F.  R.  Stuckert,  Jacob  Newman, 
Joseph  A.  Heller,  John  H.  Bolte  and  D.  R.  C. 
Wood. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  o 

THE  RESOLUTION— 

(23 1-42- A) 

^  Whereas,  F.  R.  Stuckert  for  Metropolitan  Life  Insurance 
Company,  owner,  filed  on  March  20,  1942  an  appeal  from 
a  decision  of  the  borough  sueprintendent  affecting  premises 
1259-1261  Broadway,  northwest  corner  of  West  31st  street 
and  880-882  (formerly  524-526)  Sixth  avenue,  (Block  No. 
833,  Lot  No.  1),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  20,  1942,  re  amendment  to  Alt.  Applic.  No. 
1275-41,  reads: 

“5.  Material  used  for  lining  of  metal  ducts  should 
be  of  an  approved  type  as  per  Sec.  2.2.3  B.C.” 

and  ■ 

Whereas,  the  applicant  states  that  the  building  is  10 
stories  (160  ft.)  in  height,  84  ft.  4  in.  by  168  ft.  4J4  in. 
in  area;  of  Class  1  construction;  equipped  with  a  sprinkler 
system  and  a  standpipe  system;  erected  1908;  located  in  a 
retail  use  district;  and  occupied:  cellar,  storage,  no  persons; 
first  floor,  restaurant,  200  persons;  second  floor,  retail  cloth¬ 
ing  company,  12  persons ;  third  floor,  retail  sportswear, 
clothing  and  offices,  18  persons ;  fourth  floor,  offices  and  show 
rooms,  1 1  persons ;  fifth  floor,  export  company  offices  and 
executive  offices,  16  persons ;  sixth  floor,  offices,  14  persons ; 
seventh  floor,  show  rooms  and  renting  offices,  9  persons ; 
eighth  floor,  offices,  20  persons ;  ninth  floor,  exporting  house 
and  general  offices,  15  persons;  10th  floor,  publishers  and 
executive  offices,  20  persons ;  and 

Whereas,  the  applicant  contends  that  the  material  in 
question  is  the  same  as  submitted  to  the  Board  for  approval 
under  Cal.  No.  396-38-SM  and  is  used  for  insulation  in  the 
air  conditioning  ducts  within  the  premises  occupied  by  Bick¬ 
ford’s,  Incorporated,  on  the  first  floor ;  that  the  ducts  do  not 
pass  through  any  other  tenants’  premises  and  are  located 
only  at  the  ceiling  of  the  first  floor  distributing  air  through¬ 
out  the  first  story  restaurant;  that  the  construction  of  the 
second  floor  is  an  unusually  heavy  and  massive  type  of  fire¬ 
proofing  and  below  the  ceiling  of  the  first  floor  a  new  sus¬ 
pended  ceiling  has  been  erected  using  all  fireproof  materials 
that  therefore  these  insulated  ducts  are  carried  throughout 
the  space  between  the  new  fireproof  suspended  ceiling  and 
the  existing  fireproof  second  floor  and  are  thus  entirely  en¬ 
closed  with  fireproof  construction  in  addition  to  the  fire¬ 
proof  insulation  herein  discussed ;  that  in  addition  thereto, 
an  automatic  fire  damper  is  installed  at  the  first  floor,  which 
will  prevent  any  possibility  of  fire  spreading  through  the 
Bickford’s  restaurant ;  that  the  material  in  question  has 
been  installed  extensively  in  the  Metropolitan  area  since 
1938  and  has  been  used  in  many  buildings  of  all  types,  in¬ 
cluding  public  buildings,  such  as  hospitals  and  schools  and 
that  the  material  had  been  used  in  15  of  the  larger  build- 
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ings  in  the  World’s  Fair  with  the  approval  of  the  World’s 
Fair  authorities ;  and 

Whereas,  Violation  No.  7727-41,  issued  October  10,  1941, 
was  for  lining  vent  ducts  with  combustible  felt  contrary  to 
Section  2.2. 1.1  of  the  Building  Code,  C26-189.0  of  the  Ad¬ 
ministrative  Code. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1275-41,  objection  No.  5,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  ventilating  system  shall  not 
be  extended;  and,  granted  only  so  long  as  the  premises  are 
used  as  proposed  and  that  in  the  event  of  a  change  in  ten- 
nancy,  the  lining  of  the  metal  duct  shall  be  removed;  that 
this  resolution  shall  not  be  deemed  to  constitute  a  general 
approval  of  this  material  under  the  application  pending, 
Cal.  No.  396-38-SM. 


277-42-A. 

APPLICANT— Sylvester  J.  Tormey,  Jr.,  for  Helen  Szczot- 
kowski,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 55  Avenue  O,  northwest  corner 
of  West  Ninth  street  (Block  No.  6575,  Lot  No.  31), 
Borough  of  Brooklyn. 

APPEARANCES—  .  _ 

For  Applicant:  Sylvester  J.  Tormey,  Jr.  and  M.  E. 
Ungarlerdeo. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION— 

(277-42-A) 

Whereas,  Sylvester  J.  Tormey,  Jr.  for  Helen  Szczotkow- 
ski,  owner,  filed  on  April  3,  1942  an  appeal  from  a  decision 
of  the  borough  superintendent  affecting  premises  55  Avenue 
O,  northwest  corner  West  Ninth  street  (Block  No.  6575, 
Lot  No.  31),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  5,  1942  on  Alt.  Applic.  461-42,  reads: 

“1.  Proposed  change  of  occupancy  of  frame  building 
more  than  one  story  in  height  and  over  600  sq.  ft.  in 
area  from  residence  to  synagogue  and  residence  is  con¬ 
trary  to  Sec.  2. 1.3. 5  and  Sec.  4.2.1.  of  the  Code. 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (27  ft.)  in  height;  21  ft.  by  64  ft.  in  area  on  a  lot 
22  ft.  by  100  ft.  in  area;  of  Class  4  construction;  erected 
1924;  located  in  a  business  use  district;  occupied :  cellar, 
boiler  room  and  storage;  first  floor,  dwelling,  one  family; 
second  floor,  dwelling,  one  family.  Proposed  to  be  occupied 
— cellar,  boiler  room  and  toilets,  10  persons;  first  floor, 
j  synagogue,  144  persons;  second  floor,  caretakers  apartment, 

4  persons;  and  ,  .. 

Whereas,  it  is  proposed  to  alter  the  building  as  iollows . 
Remove  some  first  floor  partitions  separating  the  present 
living  room,  dining  room  and  kitchen,  so  as  to  make  a  large 
meeting  hall  for  assembly  purposes;  provide  new  center 
entrance  to  the  hall  at  the  front  of  the  building  on  Avenue 
O  and  a  new  rear  exit  from  hall  to  sidewalk  on  West  Ninth 
street  side.  Present  side  entrance  will  be  retained.  Install 
toilet  facilities  in  cellar.  Install  separate  entrance  to  second 
floor  apartment  through  front  of  the  building.  Fire  retaid 
cellar  ceiling  and  strengthen  first  floor;  and 

Whereas,  the  applicant  contends  that  the  second  nooi 
apartment  will  be  used  for  caretaker  responsible  for  the 
conduct  of  the  synagogue;  that  the  building  has  a  heavy 
stucco  finish  from  foundation  line  to  roof;  that  except  tor 
the  class  of  construction,  it  is  proposed  to  coniorm  to  all 
requirements  of  the  Building  Code;  that  the  building  is 


accessible  on  three  sides.  It  is  proposed  to  provide  for 
mechanical  ventilation;  that  the  great  majority  of  the  meet¬ 
ings  will  be  attended  by  only  a  small  portion  of  the  re¬ 
quested  occupancy;  that  the  proposed  three  means  of  egress 
will  permit  the  first  floor  to  be  emptied  in  a  very  short 
time ;  the  cellar  ceiling  will  be  fire  retarded  with  sheet  rock 
or  its  equivalent  applied  to  the  present  plaster.  The  boiler 
room  is  shut  off  from  the  balance  of  the  cellar  by  parti¬ 
tions  of  fireproof  materials  and  provided  with  a  fire  re¬ 
tarded  ceiling;  that  the  congregation,  Sephardic  Synagogue 
and  Hebrew  Center  of  Mapleton  has  signed  a  contract  for 
the  purchase  of  the  property,  subject  to  obtaining  permis¬ 
sion  to  use  the  first  floor  as  a  synagogue ;  that  the  Congrega¬ 
tion  is  now  located  in  a  store  property  almost  directly 
across  the  street,  but  has  been  compelled  to  move  there¬ 
from;  that  the  neighborhood  was  examined  for  suitable 
location  and  the  building  in  question  appeared  to  be  the  most 
attractive  although  one  of  the  most  expensive. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  461-42,  objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


279-42-A. 

APPLICANT— John  P.  Riley,  for  New  York  City  Hous¬ 
ing  Authority,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 416  East  105th  street,  south¬ 
east  corner  of  First  avenue  (Block  Nos.  1696, 
1697  and  1698,  Lot  No.  None),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  John  P.  Riley.  _  ) 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative:  .  0 

THE  RESOLUTION— 

(279-42-A) 

Whereas,  lohn  P.  Riley,  for  New  York  City  Housing 
Authority,  owner,  filed  on  April  6,  1942,  an  appeal  from 
an  order  of  the  fire  commissioner  affecting  premises  416 
East  105th  street,  southeast  corner  of  First  avenue  (Block 
Nos.  1696,  1697  and  1698),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  13936-LF,  issued  by  the  fire  com¬ 
missioner  March  16,  1942,  reads: 

“1.  Provide  an  approved  closed  circuit  electric  in¬ 
terior  fire  alarm  system  in  the  nursery  portion  of  the 
premises  as  per  inclosed  layout,  etc.  487-E  Adm.  Code 
and  Rules  and  Regulations — Board  of  Standards  and 
Appeals.” 

and  ........ 

Whereas,  the  applicant  states  that  the  building  is  11 
stories  (99  ft.  1}4  in.)  in  height;  224  ft.  by  97  ft.  9  in. 
in  area;  of  Class  1  construction;  located  in  an  unrestricted 
and  residence  use  district;  erected  1941,  and  occupied: 
Cellar,  boiler  room  and  storage;  first  floor,  children’s 
center  and  management  offices,  75  persons;  2nd  to  11th 
floors,  class  A  multiple  dwellings;  and 
Whereas,  the  applicant  contends  that  the  nursery  school 
occupies  only  a  portion  of  the  first  floor  and  it  comprises 
3  classrooms  each  having  access  to  the  outside  yard  and 
public  street  by  doors  equipped  with  panic  bolts;  that  each 
room  has  exit  facilities  to  hall  as  well  as  communicating 
doors  between  classrooms;  that  secondary  means  of  escape 
in  an  emergency  may  be  throughout  side  windows ;  that 
the  nursery  is  operated  by  the  New  York  Kindergarten 
Association,  a  private  charitable  association;  that  the  an¬ 
ticipated  capacity  is  55  children,  ages  3  to  4J4  years  and 
will  be  used  Monday  through  Friday  from  9  A.M.  to  12  noon, 
1  P.M.  to  3  P.M. ;  that  the  children  will  always  be  under 
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the  constant  supervision  of  trained  teachers  and  teachers 
in  training ;  that  no  purpose  would  be  served  in  having  a 
fire  alarm  system,  as  the  entire'  nursery  school  can  be 
vacated  in  a  few  minutes. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  13936-LF,  Objection  No.  1,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  premises  shall  be  maintained,  as  pro¬ 
posed,  and  shall  not  be  extended  in  height  or  area,  and 
that  at  all  times  during  school  hours,  the  premises  shall 
be  under  the  supervision  of  trained  attendants ;  that  the 
existing  exits  from  the  classroom  shall  be  maintained, 
equipped  with  approved  panic  bolts  on  doors  opening  out¬ 
wardly,  and  that  periodic  fire  drills  shall  be  maintained ; 
that  a  telephone  of  the  non-coin  type  shall  be  installed  on 
the  premises  in  a  convenient  central  location,  available  at 
all  times,  with  a  sign  posted  giving  the  telephone  number 
of  fire  headquarters. 


280-42-A. 

APPLICANT  —  Assembled  Properties,  Incorporated, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 147-15  Roosevelt  avenue,  north 
side,  95  ft.  east  of  147th  street  (Block  No.  5026, 
part  of  Lot  No.  7),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Andrew  R.  Fritz. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative:  .  0 

THE  RESOLUTION— 

(280-42-A) 

Whereas,  Assembled  Properties,  Inc.,  owner,  filed  April 
6, '1942,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  premises  147-15  Roosevelt  avenue,  north  side,  95 
ft.  east  of  147th  street  (Block  No.  5026,  part  of  Lot 
No.  7),  Flushing,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  895-42,  dated  March  16,  1942,  reads : 

“2.  Show  smoke  pipes  for  each  boiler  connected  to 
a  separate  flue  in  accordance  with  rule  12.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (32  ft.)  in  height,  88  ft.  by  65  ft.  in  area;  of  Class 
3  construction  located  in  a  residence  use  district;  occupied; 
1st  floor,  boiler  room,  incinerator  and  storage;  2nd  and  3rd 
floors,  dwellings;  and 

Whereas,  the  applicant  contends  that  the  plant  in  ques¬ 
tion  is  a  central  heating  plant  to  heat  a  group  of  one  and 
two  family  houses  and  two  8-family  houses  and  consists 
of  two  SOH-151  Titusville  oil-burning  Scotch-Marine 
boilers  and  that  the  installation  of  the  second  boiler  is  to 
insure  sufficient  heat  in  extreme  outside  temperatures  and 
it  is  intended  to  use  it  under  those  conditions  only ;  and 
Whereas,  the  applicant  has  submitted  in  support  of  his 
application  a  report  by  Jaros,  Baum  and  Bolles,  Engineers, 
dated  April  1,  1942,  stating  that  it  is  the  opinion  of  the 
writer  that  the  operation  of  the  two  boilers  with  the  oil 
burning  equipment  as  has  been  specified  should  be  safe  and 
feasible  with  a  common  chimney  as  is  the  case  in  hundreds 
of  other  plants  in  the  city;  and 
Whereas,  the  applicant  states  that  the  chimney  is  fire¬ 
brick  lined  from  bottom  to  top  and  of  masonry  construc¬ 
tion  and  will  be  extended  in  height  if  at  any  time  it  is 
found  necessary  to  extend  its  height  to  obtain  necessary 
draft. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
as  to  Misc.  Applic.  895-42,  Objection  No.  2,  be  and  it 


hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  in  all  other  respects  the  in¬ 
stallation  shall  meet  the  requirements  of  all  laws,  rules 
and  regulations  applicable  thereto,  including  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals  and  that 
in  the  event  it  is  found  necessary  to  increase  the  height 
of  the  chimney  to  obtain  proper  draft,  such  extension  in 
height  will  be  made;  that  upon  completion  of  the  in¬ 
stallation,  test  shall  be  made  as  to  the  adequacy  of  the 
chimney  as  to  draft  and  certification  thereof  by  Messrs. 
Jares,  Baum  and  Bolles,  Engineers,  shall  be  furnished  to 
the  Board. 


285-42-A. 

APPLICANT — B.  H.  Whinston,  for  Pasquale  J.  Gara- 
folo,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1047  Intervale  avenue,  west 
side,  221.68  ft.  north  of  East  165th  street  (Block 
No.  2700,  Lot  No.  59),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  B.  H.  Whinston. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— 

(285-42-A) 

Whereas,  B.  H.  Whinston,  for  Pasquale  J.  Garafolo, 
owner,  filed  on  April  7,  1942  an  appeal  from  a  decision 
of  the  borough  superintendent  affecting  premises  1047  In¬ 
tervale  avenue,  .west  side,  221.68  ft.  north  of  East  165th 
street  (Block  No.  2700,  Lot  No.  59),  Borough  of  The 
Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  20,  1942  on  Alt.  Applic.  No.  81-42  reads: 

“3.  No  existing  frame  multiple  dwelling  shall  here¬ 
after  be  altered  to  permit  a  greater  occupancy  on 
any  floor  than  is  provided  for  at  the  time  when  this 
chapter  becomes  effective,  except  that  if  the  walls  of 
such  multiple  dwelling  are  faced  with  brick  veneer, 
pursuant  to  Section  56,  Multiple  Dwelling  Law.” 

and 

Whereas,  a  subsequent  decision  of  the  borough  super¬ 
intendent  dated  March  25,  1942  reads : 

“Your  letter  of  March  16,  1942  and  the  attached  affi¬ 
davit  of  the  owner  of  the  subject  premises,  requesting 
reconsideration  of  objection  #3  of  Alt.  Applic.  81-1942 
has  been  received  and  the  matter  has  been  referred 
to  the  Deputy  Commissioner  of  this  department,  for 
consideration. 

I  am  advised  today  that  the  proposed  alteration  is 
considered  contrary  to  Section  56  of  the  Multiple  Dwell¬ 
ing  Law  and  that  your  request  for  reconsideration 
is  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  and  cellar  (30  ft.)  in  height;  25  ft.  by  50  ft.  in  area; 
of  Class  4  construction ;  located  in  a  business  use  district ; 
date  of  erection  unknown;  and  occupied  since  1936  as 
follows :  Cellar,  boiler  room  and  storage,  no  persons ;  first 
floor,  store  and  one  apartment ;  second  floor,  one  apartment ; 
third  floor,  two  apartments.  Proposed  to  be  occupied : 
Cellar,  same ;  first  floor,  2  apartments ;  second  floor,  same ; 
third  floor,  same ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
occupied  as  a  frame  multiple  dwelling  prior  to  April  15, 
1929 ;  that  it  is  impossible  to  brick  veneer  the  front  or 
side  walls  and  therefore  it  is  requested  that  the  Board 
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permit  the  filling  in  the  entire  surface  of  the  exterior  walls 
with  rock  wool  and  the  changing  of  the  interior  stairs  to 
iron  and  marble  and  the  fire  retarding  of  the  public  halls 
with  rock  wool  and  the  installation  of  one  hour  test  doors 
to  all  apartment  entrances ;  that  the  building  is  now 
equipped  with  front  and  rear  lawful  fire  escapes ;  that  the 
cellar  stairs  are  fire  retarded  with  metal  lath  and  Portland 
cement ;  that  it  is  proposed  to  alter  the  present  store  on 
the  first  floor  into  a  two  room  apartment,  which  store  is 
now  vacant  and  separated  from  the  apartment  in  the  rear , 
that  the  store  is  difficult  to  rent  and  would  materially 
reduce  the  hazardous  condition  if  converted  into  a  two 
room  apartment ;  that  the  proposed  alteration  is  in  prac¬ 
tical  conformity  with  the  provisions  of  Section  56  of  the 
Multiple  Dwelling  Law;  tha  the  conversion  of  first  floor 
stores  into  apartmennts  has  always  been  approved  without 
being  considered  an  increase  in  occupancy;  that  the  spiiit 
of  the  law  will  be  upheld  and  public  safety  secured  and 
the  rejection  of  this  appeal  would  impose  the  building  to 
a  continued  hazard  and  impose  an  undue  hardship  on  the 
owner  and  that  the  law  should  be  reasonably  interpreted 
and  liberally  construed  so  that  substantial  justice  is  done; 

Whereas,  the  Board  deemed  that  this  appeal  constituted 
a  request  for  a  modification  of  the  Multiple  Dwelling  Law, 
which  the  Board  has  no  power  to  grant 

Resolved ,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  81-42,  objection  No.  3,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  dented. 


VARIATIONS  OF  THE  LABOR  LAW. 
255-42-S. 

APPLICANT— Oscar  Goldschlag,  for  Silverberg  and 
Trattner  Incorporated,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 358  East  145th  street,  south 
side,  91.41  ft.  east  of  Third  avenue  (Block  No. 
2306,  Lot  No.  66),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Oscar  Goldschlag. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  28,  1942  at  2 
P.  M.  at  request  of  applicant. 


258-42-S. 


APPLICANT— Edgar  J.  Moeller,  for  O.  B.  Potter  Prop¬ 
erties,  Incorporated,  owner.  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 130  Fifth  avenue  and  1  West 
18th  street,  northwest  corner  (2nd  to  11th  floors, 
inclusive)  ;  (Block  No.  820,  Lot  No.  38),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Edgar  J.  Moeller. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . 
Negative :  . 


4 

0 


THE  RESOLUTION— 

(258-42-S) 

Whereas,  Edgar  J.  Moeller,  for  O.  B.  Potter  Proper¬ 
ties,  Inc.,  owner,  filed  on  March  26,  1942  an  application  for 
variation  of  the  requirements  of  the  Labor  Law  as  cited  in 
a  decision  of  the  borough  superintendent  affecting  premises 


130  Fifth  avenue  and  1  West  18th  street,  northwest  corner 
(Block  No.  820,  Lot  No.  38),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  26,  1942,  on  B.  N.  Applic.  No.  838-42  reads : 
“Existing  wooden  stud  and  sheet  rock  partitions  at 
2-3-4-5-6-7-8-9-10  and  11th  floors  in  this  fire  proof  fac¬ 
tory  building  violates  the  provisions  of  Sec.  3.2.1  of  the 
Building  Code  and  Sec.  264  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  11 
stories  (145  ft.)  in  height,  78.10  ft.  by  125  ft.  in  area,  of 
Class  1  construction,  located  in  a  business  and  unrestricted 
use  district,  erected  in  1902  and  occupied :  cellar,  boiler 
room  and  storage;  1st  floor,  bank;  2nd  to  10th  floors,  offices, 
show  rooms,  storage  and  light  manufacturing.  The  building 
is  equipped  with  a  sprinkler  system,  a  standpipe  system,  two 
interior  3  ft.  8  in.  fireproof  stairs  and  an  exterior  stairs 
located  in  the  northwest  court  extending  to  the  roof  by 
stairs  with  egress  from  termination  at  5th  floor  balcony  to 
roof  of  adjoining  buildings  and  doors  on  the  course  thereof 
fireproof,  self-closing ;  and 

Whereas,  Violation  No.  1576-42,  issued  February  21, 
1942  was  for  erecting  wood  stud  and  sheet  rock  partitions  on 
10th  story  in  a  factorv  building  contrary  to  law  and  Viola¬ 
tion  No.  1577-42,  issued  February  21,  1942,  was  for  erecting 
and  maintaining  wood  stud  and  sheet  rock  partitions  on  2nd 
to  9th  stories,  inclusive  and  the  11th  story,  contrary  to  law; 
and 

Whereas,  the  applicant  contends  that  most  of  the  parti¬ 
tions  in  question  have  existed  for  a  number  of  years,  some 
as  long  as  15  or  20  years;  that  under  the  present  conditions 
of  the  material  market,  it  is  impossible  to  secure  the  materi¬ 
als  necessary  to  comply  with  the  violations ;  that  the  build¬ 
ing  is  fully  equipped  with  an  approved  2  source  sprinkler 
system  having  a  15,000  gallon  gravity  tank  and  2  pressure 
tanks  of  5,000  gallons  each,  and  2  approved  standpipes,  one 
in  each  stairwell ;  that  in  addition  to  the  4  elevators,  there 
are  3  well  distributed  means  of  exit  consisting  of  2  en¬ 
closed  stairs  to  Fifth  avenue  and  18th  street  respectively 
and  1  fire  escape  to  the  5th  floor,  exiting  to  the  roof  of  the 
adjoining  4  story  building  with  the  consent  of  the  owners 
thereof ;  that  only  a  small  area  of  each  floor  is  sub-divided 
by  partitions,  as  shown  on  plans  filed  with  this  application ; 
that  the  partitions  are  used  to  enclose  offices  and  show 
rooms  and  are  largely  made  of  plaster  board  or  sheet  rock 
on  wood  studs  with  some  fireproof  blocks  and  steel  or  wire 
mesh ;  that  each  tenant  occupied  an  entire  floor ;  that  the  6th 
and  7th  floors  are  connected  by  an  enclosed  fireproof  stair¬ 
way  and  are  occupied  by  one  tenant;  that  the  manufacturing 
done  on  the  premises  is  light  manufacturing,  the  tenants 
being  engaged  in  the  business  of  making  and  selling  of 
men’s  clothing;  that  the  only  work  done  is  the  cutting  of 
the  cloth  and  the  storage  and  selling  of  the  completed  gar¬ 
ments  and  that  the  sewing  and  finishing  are  done  on  other 
premises. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  B.  N.  Applic.  No.  838-42,  and  the  application  be 
and  it  hereby  is  granted  on  condition  that  no  additional  parti¬ 
tions  of  combustible  material  shall  be  constructed  and  that 
all  partitions  throughout  the  building  above  the  first  floor 
not  complying  with  the  requirements  shall  be  replaced  with 
partitions  meeting  the  legal  requirements  within  two  (2) 
years  from  the  date  of  this  resolution;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  other  than  as 
modified  bv  the  Board  under  Cal.  No.  233-34  and  60-35-S ; 
that  the  fire  fighting  equipment  shall  be  maintained  in  ac¬ 
cordance  with  the  requirements  and  to  the  satisfaction  of 
the  fire  commissioner. 


297-42-S. 

APPLICANT— American  Pharmaceutical  Company,  Incor¬ 
porated,  for  Trustees  of  Columbia  University, 
owner. 
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SUBJECT — Variation  of  the  labor  law  as  cited  in  de¬ 
cisions  of  the  fire  commissioner. 

PREMISES  AFFECTED — 521-531  West  43rd  street,  north 
side,  275  ft.  west  of  Tenth  avenue  and  530  West 
44th  street  (Block  No.  1072,  Lot  15),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Frank  M.  Schad  and  Anthony 
Santore. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3 

Negative:  Deputy  Chief  Gunn  .  1 


THE  RESOLUTION— 

(297-42-S) 

Whereas,  American  Pharmaceutical  Co.,  Inc.,  for  Trus¬ 
tees  Columbia  University,  owner,  filed  March  10,  1942,  an 
application  for  variation  of  the  requirements  of  the  Labor 
Law,  as  cited  in  decision  of  the  fire  commissioner ;  premises 
521-531  West  43d  street  north  side,  275  ft.  west  of  Tenth 
avenue  and  530  West  44th  street  (Block  No.  1072,  Lot 
No.  15),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  12,  1941,  reads : 

“In  reply  to  your  letter  in  reference  to  the  locking 
of  several  exit  doors  as  a  means  to  prevent  sabotage 
in  your  plant,  I  regret  to  advise  that  Section  272  of 
the  State  Labor  Law  requires  that  ‘No  door  leading 
into  or  out  of  any  factory  or  any  floor  thereof  shall 
be  locked,  bolted  or  fastened  during  working  hours’. 

This  Department  has  no  objection  to  the  sounding 
of  a  bell  or  gong  on  contact  where  door  is  opened.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
April  8,  1942,  reads : 

“In  reply  to  your  letter  of  March  14,  1942,  relative 
to  the  locking  of  exit  doors  in  your  plant,  I  regret 
to  advise  that  Section  272  of  the  State  Labor  Law 
requires  that  ‘no  door  leading  into  or  out  of  any  fac¬ 
tory  or  any  floor  thereof,  shall  be  locked,  bolted  or 
fastened  during  working  hours’. 

This  department  is  without  power  to  vary  the  re¬ 
quirements  of  this  law,  and  must  therefore  rule  that 
the  doors  remain  unlocked.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6 
stories  (75  ft.)  in  height,  150  ft.  by  200  ft.  in  area;  of 
Class  1  construction ;  located  in  an  unrestricted  use  district ; 
erected  in  1931;  occupied:  Cellar,  storage,  2  persons;  1st 
floor,  storage  and  factory,  10  persons;  2nd  floor,  storage 
and  shipping,  40  persons ;  3d  floor,  factory,  125  persons ; 
4th  floor,  storage  and  factory,  75 ;  5th  floor,  factory,  75 ; 
6th  floor,  offices  and  factory,  150  persons.  The  building 
is  equipped  with  sprinkler  and  standpipe  systems,  interior 
fire  alarm  system  and  fire  drills  are  maintained.  There 
are  two  fireproof  interior  stairs  which  lead^from  roof  to 
street.  Certificate  of  Occupancy  No.  17595  issued  May 
29.  1931,  permits  the  use  of  the  building  throughout  as 
a  factory  with  95  persons  on  each  floor;  and 

Whereas,  the  applicant  requests  permission  to  install 
panic  bolts  on  doors  marked  1,  2,  3,  4,  5  and  6  on  1st 
floor  and  door  marked  7  on  6th  floor,  as  shown  on  plans 
filed  with  this  application ;  that  the  applicant  was  in¬ 
structed  by  the  Commanding  Officer  of  the  St.  Louis  Medi¬ 
cal  Depot,'  U.  S.  Army  Medical  Corps  to  institute  measures 
for  the  prevention  of  sabotage  in  the  building that  in 
order  to  do  this,  it  is  necessary  to  obtain  permission  to 
equip  the  doors  in  question  as  proposed;  that  a  fire  brigade 
will  be  established  so  that  in  the  event  of  an  emergency, 
a  competently  trained  person  will  be  stationed  at  each  of 
the  doors  in  question. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner  dated 
April  8,  1942,  referring  to  the  decision  of  December  12, 
1941, _  and  the  application  be  and  it  hereby  is  granted  on 
condition  that  approved  panic  bolts  shall  be  installed  only 
on  the  door  on  the  6th  floor,  marked  “No.  7”  on  plans 
filed  with  this  application,  such  door  being  opposite  the 
passenger  elevator  and  that  on  the  first  floor  only  doors 
marked  “1”  and  “2”  leading  to  43rd  street  and  “3”  and 
“5”  leading  to  the  shipping  platform  toward  44th  street, 
be  equipped  with  approved  panic  bolts,  provided  the  door 
marked  “No.  4”  leading  to  such  platform  shall  be  clearly 
indicated  as  an  exit  door  openable  at  all  times  for  ingress 
and  egress  and  with  a  proper  corridor  left  at  all  times  on 
the  platform  for  escape  to  44th  street;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  *  and  regulations  applicable  thereto ;  that  this 
variation  is  granted  only  during  the  term  of  the  present 
emergency. 


298-42-S. 

APPLICANT — C.  L.  Terrill,  for  Fairchild  Aviation  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 88-06  to  88-10  Van  Wyck 
boulevard,  west  side,  80  ft.  south  of  Jamaica  ave¬ 
nue  and  134-16  to  134-22  Jamaica  avenue  (Block 
No.  5645,  Lot  Nos.  25,  9  and  7),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  J.  S.  Ogsburg,  Jr. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3 

Negative :  Deputy  Chief  Gunn  .  1 


THE  RESOLUTION— 

(298-42-S) 

Whereas,  Fairchild  Aviation  Corporation,  owner,  filed 
on  April  10,  1942,  an  application  for  variation  of  the 
requirements  of  the  Labor  Law,  as  cited  in  an  order  of 
the  fire  commissioner;  premises  88-06  to  88-10  Van  Wyck 
boulevard  and  134-16  to  134-22  Jamaica  avenue  (Block  No. 
5645,  Lot  Nos.  7,  9  and  25),  Jamaica,  Borough  of  Queens; 
and 

Whereas,  Order  No.  8272-LF,  issued  by  the  fire  com¬ 
missioner  March  10,  1942,  reads : 

“You  are  hereby  ordered  and  required,  within  30 
days  from  the  date  of  the  service  of  this  order,  to : 

1.  Arrange  all  doors  on  1st  story  leading  into  or 
out  of  building  to  be  unlocked  at  all  times  during 
working  hours.  Section  272  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  and 
4  stories  (70  ft.)  in  height,  260  ft.  by  140  ft.,  irregular 
in  area ;  of  Class  1  construction ;  located  in  business  and 
unrestricted  use  districts ;  erected  in  1925,  1940  and  1941 
and  occupied  throughout  as  a  factory,  100  persons  on  the 
cellar  floor,  200  on  the  1st  floor,  300  persons  on  each  of 
the  2nd  and  3d  floors  and  200  persons  on  the  4th  floor. 
The  building  is  equipped  with  a  partial  sprinkler  system 
and  a  standpipe  system ;  fire  alarm  system  has  been  installed 
and  fire  drills  are  maintained.  There  are  five  interior 
stairs  of  concrete  construction  enclosed  in  hollow  tile  parti¬ 
tions  with  kalamein  doors  at  openings  and  extending  from 
roof  to  1st  story  (not  to  street)  ;  and 

Whereas,  the  applicant  contends  that  it  is  engaged  al¬ 
most  entirely  in  the  production  of  equipment  essential  to 
the  military  effort ;  that  officials  of  various  military  agen¬ 
cies  have  been  unanimous  in  their  statements  that  access 
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to  the  building  from  outside  must  be  only  through  two 
main  entrances,  that  all  other  doors  on  1st  floor  are  locked, 
so  that  access  from  the  outside  may  not  be  afforded;  that 
pursuant  to  official  directions,  panic  bolts  have  been  in¬ 
stalled  on  all  doors  leading  into  or  out  of  the  building 
other  than  the  two  main  entrances,  which  are  constantly 
guarded. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  of  the  fire  commissioner  acting  on 
Order  No.  8272-LF,  Objection  No.  1,  and  the  application 
be  and  it  hereby  is  granted  on  condition  that  all  doors 
serving  as  entrances  or  exits  to  the  building  shall  be 
openable  both  for  entrance  and  egress,  except  the  doors 
to  the  west  and  to  the  north  leading  to  Jamaica,  avenue, 
which  may  have  attached  thereto  approved  panic  bolts 
on  condition  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  this  variance  shall  continue  only 
during  the  term  of  the  present  emergency. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

662-38-SA. 

APPLICANT— Crane  Company,  owner.  . 

SUBJECT— Crane  Merit  Closet  and  Tank  Combination, 
Cat.  No.  C- 11000,  (plumbing  device)— approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  ^ 


640-41-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Tillie  Resnick, 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district  the  extension 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1568-1574  McDonald  avenue, 
west  side,  90  ft.  north  of  60th  street  (Block  No. 
6563,  Lot  Nos.  36  and  39),  Borough  of  Brooklyn. 
APPEARANCES—  „  .  , 

For  Applicant :  Alfred  A.  Lama  and  Max  Resnick. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  5,  1942  at  10 
A.  M.  for  consideration  by  the  Board,  without  fur¬ 
ther  argument. 


834-41-BZ. 

APPLICANT— Max  Horn,  for  101  Beach  61st  Street  Cor¬ 
poration,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 101  Beach  61st  street,  west 
side,  566  ft.  south  of  Larkin  avenue  (Block  No. 
354,  Lot  No.  75),  Arveme,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition :  M.  Katz. 

ACTION  OF  BOARD— Laid  over  to  April  28,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 


Adjourned,  4:20  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  21,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  April  14,  1942  and  1  uesday  after- 
nQon,  April  14,  1942,  were  approved  as  printed  in  Bulletin 
No.  16,  Vol.  27. 


BUILDING  ZONE  CASES. 


463-41-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Gulf  Oil  Corpo¬ 


ration,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  building  zone 
resolution,  to  permit  on  a  plot  located  partly  in  a 
business  use  and  partly  in  a  residence  use  district, 
occupied  as  a  gasoline  service  station,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 618-628  Jamaica  avenue  and  1 
Hale  avenue,  southeast  corner  (Block  No.  3905, 
Lot  Nos.  3  and  5),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Vincent  R.  Sileo,  Z.  r.  Clark,  W. 
Mayer,  L.  Misar,  William  Clark,  Jr.,  Mary 
Pickiet  and  Emilie  Nehrbass. 

ACTION  OF  BOARD— Laid  over  to  May  19,  1942  at  10 
A.  M.,  for  inspection  by  a  committee  of  the  Board 
and  for  further  consideration. 


1060-41-BZ. 

APPLICANT— Herman  Kron  for  Wessell,  Nichols  and 
Gross,'  Incorporated,  owner  (J.  K.  Construction 
Company,  Incorporated,  lessee). 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two 
‘  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 451-453  West  45th  street, 
north  side,  125  ft.  east  of  Tenth  avenue  (Block  No. 
1055,  Lot  Nos.  6  and  7),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Opposition :  Herman  A.  Kaplan  and  Harold 
Klorfein,  Dep’t  of  Parks. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  28,  1942  at  10 
A.  M.,  on  request  of  applicant. 


176-42-BZ. 

APPLICANT — Street  and  Adikes,  for  Boulevard  Gardens 
Housing  Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7d  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  use  of  a  plot  of  ground  as  a  recreational 
area  for  the  tenants  of  a  building  not  located  on 
the  same  lot  with  the  proposed  use. 

PREMISES  AFFECTED — 56-39  to  56-51  30th  avenue, 
north  side,  100.78  ft.  east  of  56th  place  (Block  No. 
1024,  Lot  No.  8),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  J ohn  Adikes,  George  Koch  and 
Ward  Stepp. 
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For  Opposition :  Harry  Epstein,  Jacob  Bohana, 
Hans  lveisenfeld,  Mildred  Wolf,  James 
Whalen,  Karl  loos,  Anna  Flincker  and  others. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  5,  1942  at  10 
A.  M.,  for  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


37 5-23-BZ. 

APPLICANT — William  I.  Hohauser,  for  129  East  Ford- 
ham  Road  Company,  Incorporated,  owner. 
SUBJECT — Application  reopened  March  10,  1942  (re  deci¬ 
sion  of  the  borough  superintendent)  under  section 
7c  of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  the  conversion  of  occupancy  of  the  second 
(2nd)  story  of  an  existing  business  building  (pre¬ 
viously  granted  by  the  Board)  from  offices  to  bowl¬ 
ing  alleys. 

PREAI1SES  AFFECTED- — 2470-2482  Morris  avenue  and 
29-39  East  Fordham  road,  northeast  corner  (Block 
No.  3174,  Lot  No.  5),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  I.  Hohauser,  A.  P.  Green, 
William  Hagedorn,  J.  I.  McCormick  and  M. 
Schumenti. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(375-23-BZ) 

Whereas,  this  application,  to  permit  partly  in  a  residence 
use  district  and  partly  in  a  business  use  district,  the  erection 
and  maintenance  of  a  business  building,  affecting  premises 
2470-2482  Morris  avenue  and  29-39  East  Fordham  road, 
northeast  corner  (Block  No.  3174,  Lot  No.  5),  Borough  of 
The  Bronx,  was  granted  b}'  the  Board  April  6,  1926,  on 
certain  conditions,  resolution  amended  July  26,  1929;  and 
Whereas,  William  I.  Hohauser,  for  129  East  Fordham 
Road  Co.,  Inc.,  owner,  requested  a  further  amendment  of 
the  resolution,  to  permit  the  conversion  of  occupancy  of 
the  second  story,  from  offices  to  bowling  alleys;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  March  10,  1942,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  April  21,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  Fordham  road  is  in  a 
business  use  district;  East  188th  street  is  in  a  business  use 
district;  Morris  avenue  is  in  a  residence  and  business  use 
district  and  East  190th  street  is  in  a  residence  use  district ; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  10,  1942,  re  Alt.  Application  No.  61-1942, 
reads : 

“1.  This  building  is  located  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district.  The  proposed 
change  in  occupancy  from  offices  to  bowling  alleys  in 
2nd  story  is  contrary  to  Section  6  and  Section  3  of 
the  Zoning  Resolution  and  Section  2.1. 3. 5  of  the  Build¬ 
ing  Code. 

Not  further  considered  until  above  objection  has  been 
satisfied  and  complete  plans  are  filed.” 
and 


Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  166  ft.  on  East  Fordham  road;  173  ft.  on 
Morris  avenue  and  a  distance  of  157  ft.  along  the  easterly 
lot  line.  The  East  Fordham  road  frontage  of  the  plot  (for 
a  depth  of  100  ft.)  is  in  a  business  use  district — the  re¬ 
mainder  of  the  plot  is  in  a  residence  use  district.  Upon 
the  northeast  portion  of  the  plot  there  is  a  two  story  build¬ 
ing,  40  ft.  by  25  ft.  in  area;  occupied  on  the  1st  story  as 
a  private  garage  and  on  the  2nd  story  as  a  janitors  apart¬ 
ment.  Upon  the  East  Fordham  road  frontage  of  the  plot 
there  is  a  two  story  fireproof  building,  having  a  frontage 
of  166  ft.  on  East  Fordham  road  and  153  ft.  on  Morris 
avenue,  occupied  on  the  1st  story  as  stores  and  on  the  2nd 
story  as  offices.  It  is  now  proposed  to  use  the  2nd  story 
of  this  building  for  bowling  alleys.  The  erection  and  main¬ 
tenance  of  this  building  was  previously  granted  on  condition 
by  the  Board — the  proposed  use  of  the  2nd  story  is  con¬ 
trary  to  the  resolution  adopted  in  said  application ;  and 

Whereas,  the  applicant  filed  with  the  Board,  a  statement 
relative  to  the  proposed  acoustical  treatment,  which  state¬ 
ment  reads : 

“In  order  to  confine  sound  due  to  bowling  emanating 
from  these  premises,  a  sound  proof  partition  will  be 
built  on  the  North  and  West  perimeter  of  the  bowling 
alleys,  as  per  the  sketch  submitted.  This  partition  is 
to  be  constructed  of  4"  hollow  Gypsum  partition  blocks. 
On  the  bowling  side  of  this  partition  for  its  entire 
area,  is  to  be  tacked  a  layer  of  heavy  building  paper, 
covered  with  Thermax  acoustical  board  1"  x  20"  x:  64" 
with  broken  joints;  then  the  two  exposed  faces  of  this 
assembly  will  be  plastered  with  at  least  a  coat  of 
Gypsum  plaster.  This  will  result  in  a  sound  loss  of 
48  decibels  which  will  operate  to  reduce  the  noises 
emanating  from  these  alleys.  In  addition  there  will  be 
a  further  transmission  loss  due  to  the  existing  con¬ 
struction  of  the  walls  facing  the  court  and  street  and 
the  intervening  air-contained  space  between  the  new 
soundproof  partition  and  the  outside  enclosure  walls. 

In  order  to  further  lower  the  noise  level  in  the  alleys 
while  they  are  operating,  it  has  been  decided  to  apply 
a  1"  thick  acoustical  ceiling  of  Thermax,  left  exposed, 
over  the  entire  ceiling  area.  A  construction  of  this 
type  will  absorb  an  average  of  approximately  60%  of 
the  reverberent  noise  over  all  frequencies. 

Across  the  full  length,  situated  about  10'  from  the 
newly  built  soundproof  partition,  a  sound  trap  starting 
4 '6"  above  the  floor  and  running  to  the  ceiling  made 
of  a  covering  of  heavy  fabric  lined  with  2"  thickness 
of  sound  absorbent  material  will  be  installed.  Also  1'4" 
thick  padded  baffles  will  be  installed  in  back  of  the  pin 
depression.  Due  to  the  above,  most  of  the  sounds  de¬ 
veloped  by  bowling  will  be  absorbed.  Therefore  the 
correction  of  sound  thus  attained  may  be  safely  said 
to  protect  the  neighbors  of  this  building  from  annoy¬ 
ing  noises.” 

and 

Whereas,  the  Board  deemed  that  a  further  amendment 
to  permit  the  proposed  use  was  warranted  in  view  of  the 
safeguards  proposed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  April  6,  1926  as  amended  by 
its  resolution  of  July  26,  1929  by  adding  thereto: 

That  in  the  event  the  owner  desires  to  occupy  the 
second  floor  for  bowling  alleys  substantially  as  indicated 
on  revised  plans  marked  ‘Received  March  4,  1942’  and 
as  filed  voith  the  borough  superintendent  on  Alt.  Applic. 
bio.  61-42,  such  change  of  use  on  the  second  story  tnay 
be  permitted  provided  the  premises  on  the  second  floor 
are  rearranged  substantially  as  indicated  on  plans  filed 
imth  the  Board  and  with  acoustical  treatment  as  out¬ 
lined^  in  the  statement  filed  with  the  Board  at  this 
meeting;  that  the  skylights  in  the  roof  shall  be  blocked 
off  and  the  rear  windozvs  along  the  court,  and  along 
Morris  avenue  within  the  residential  use  area  shall  be 
closed  and  rendered  soundproof;  that  the  exits  shall  be 
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maintained  in  accordance  with  the  plans  as  filed;  that 
no  roof  signs  shall  be  erected  and  all  other  signs  erected 
shall  be  in  accordance  with  all  requirements  therefor; 
that  in  all  other  respects  the  resolution  as  amended 
July  26,  1929  shall  be  complied  with;  that  all  additional 
permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution.” 


256-41-BZ. 

APPLICANT — Herman  Kron,  for  350  Eighth  Avenue  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar, 
March  17,  1942  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  building  zone 
resolution,  to  permit  upon  a  plot  partly  in  a  retail 
use  and  partly  in  an  unrestricted  use  district,  the 
extension  of  a  gasoline  service  station,  so  as  to 
include  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  (previously  dismissed  for  lack 
of  prosecution). 

PREMISES  AFFECTED— 261  West  27th  street,  north 
side,  82  ft.  east  of  Eighth  avenue  (Block  No.  777, 
Lot  Nos.  8  and  9),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  C.  C.  Fleece  and  Herman  Kron. 

For  Opposition:  H.  William  Rosenblum  and  Julius 
Goldenberg. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous-. 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(256-41-BZ) 

Whereas,  Herman  Kron,  for  350  Eighth  Avenue  Cor¬ 
poration,  owner,  filed  March  27,  1941,  an  application  under 
section  7c  of  the  building  zone  resolution,  to  permit  upon 
a  plot  partly  in  a  retail  use  and  partly  in  an  unrestricted 
use  district,  the  extension  of  a  gasoline  service  station  so 
as  to  include  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  261  West  27th  street,  north 
side,  82  ft.  east  of  Eighth  avenue  (Block  No.  777,  Lot  Nos. 
8  and  9),  Borough  of  Manhattan;  and 
Whereas,  this  application  was  dismissed  for  lack  of 
prosecution,  September  23,  1941,  and  reopened  by  vote  of 
the  Board,  March  17,  1942,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  April  21,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Eighth  avenue  is  in  a  retail 
use  district;  West  27th  street  is  in  unrestricted,  retail  and 
residence  use  districts  and  West  28th  street  is  in  unrestricted, 
retail  and  residence  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  January  5,  1942,  reads: 

“With  further  reference  to  your  letter  of  December 
8,  1941,  please  be  advised  that  the  extension  of  a  gas¬ 
oline  station  into  a  retail  district  combining  the  lubri- 
torium  and  office  building  and  parking  and  storage  for 
more  than  five  motor  vehicles  is  contrary  to  Article  2, 
section  4A  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  77  ft.  6  in.  on  West 
27th  street,  49  ft.  8  in.  on  West  28th  street,  19.7  ft.  on 
Eighth  avenue  and  a  distance  of  198  ft.  9  in.  along  the 
easterly  lot  line.  The  westerly  part  of  the  plot  for  a  dis¬ 
tance  of  100  ft.  is  in  a  retail  use  district  and  the  remainder 


of  the  plot  is  in  an  unrestricted  use  district.  According 
to  filed  plans,  the  easterly  portion  of  the  plot,  having  a 
frontage  of  49  ft.  8  in.  on  West  28th  street  and  49  ft.  8  in. 
on  West  27th  street  is  occupied  as  a  gasoline  service  station; 
upon  the  westerly  portion  of  the  West  27th  street  frontage 
of  the  plot,  there  is  a  one  story  structure,  13  ft.  by  68  ft. 
in  area,  occupied  as  a  lunch  wagon  and  office;  upon  the 
westerly  portion  of  the  plot  there  are  two  grease  pits,  located 
in  a  retail  use  district  and  operated  in  conjunction  with 
the  gasoline  station.  It  is  proposed  to  extend  the  area  of 
the  gasoline  station,  so  as  to  cover  the  entire  plot  and  to 
use  part  of  same  for  grease  pits  and  also  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  C  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  to  permit  the  por¬ 
tion  of  Lot  No.  8  not  built  upon  and  Lot  No.  9  to  be  oc¬ 
cupied  for  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  in  conjunction  with  the  use  on  the  adjoining 
lots  to  the  east  in  the  unrestricted  area,  on  condition  that 
no  portion  of  Lot  No.  80  including  the  lubritorium  now 
being  illegally  used  thereon,  shall  in  any  way  be  used  in 
conjunction  with  this  use  herein  granted;  that  any  opening 
in  the  building  at  the  rear  of  Lot  No.  80  opening  upon  Lot 
No.  9  shall  be  filled  in  with  approved  masonry;  that  the 
rear  portion  of  the  lunch  room  on  Lot  No.  8  noted  on  plans 
as  “office”  may  be  used  in  conjunction  with  the  parking 
and  storage  use  herein  permitted ;  that  no  Certificate  of  Oc¬ 
cupancy  shall  be  issued  for  the  use  of  the  premises  herein 
granted  within  the  retail  use  area  until  the  requirements  of 
this  resolution  have  been  complied  with;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  resolution. 


802-41 -BZ. 

APPLICANT — Max  Horn,  for  Harry  Wilkus,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 219  Beach  26th  street,  west 
side,  100  ft.  south  of  Edgemere  avenue  and  220 
Beach  27th  street,  east  side,  140  ft.  south  of  Edge- 
mere  avenue  (Block  No.  280,  Lot  No.  10),  Edge- 
mere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn  and  Harry  Wilkus. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative :  .  0 

THE  RESOLUTION— 

( 802-41 -BZ) 

Whereas,  Max  Horn,  for  Harry  Wilkus,  owner,  filed 
September  19,  1941,  an  application  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises :  219  Beach  26th  street,  west  side,  100 
ft.  south  of  Edgemere  avenue  and  220  Beach  27th  street, 
east  side,  140  ft.  south  of  Edgemere  avenue  (Block  No. 
280,  Lot  No.  10),  Edgemere,  Borough  of  Queens;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  21,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  26th  street  is  in  a 
residence  use  district;  Beach  27th  street  is  in  a  residence 
use  district;  Edgemere  avenue  is  in  a  residence  use  district 
and  Seagirt  avenue  is  in  a  residence  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  August  19,  1941,  re  Misc.  Application  No.  6210-1941, 
reads : 

“1.  The  use  of  these  premises  for  the  parking  of 
motor  vehicles  in  a  residence  district  is  contrary  to 
Art.  2,  Sec.  3  of  the  Zone  Resolution.  Not  further 
considered.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  121  ft.  on  Beach  26th 
street,  40  ft.  on  Beach  27th  street  and  a  distance  of  170 
ft.  along  the  northerly  lot  lines.  It  is  proposed  to  use  the 
plot  for  a  temporary  period  of  not  more  than  2  years,  for 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7,  subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7h,  for  a  term  of  two  (2)  years,  to  permit  the  seasonal 
transient  parking  of  more  than  five  (5)  motor  vehicles  on 
condition  that  only  motor  vehicles  of  the  pleasure  car  type 
shall  be  so  parked  and  no  cars  shall  be  parked  that  are  not 
in  condition  for  operation;  that  during  the  term  of  this 
permit,  the  premises  shall  be  occupied  for  no  other  use  than 
transient  parking  as  herein  permitted ;  that  no  building  shall 
be  erected  thereon  except  there  may  be  erected  near  the 
entrance  on  Beach  26th  street  a  building  not  over  100  sq.  ft. 
in  area  and  not  over  one  story  in  height  and  which  may 
be  of  frame,  to  be  occupied  solely  as  an  office  and  shelter 
for  the  attendant;  that  the  entrance  and  exit  of  the  prem¬ 
ises  shall  be  solely  from  Beach  26th  street;  that  the  curb 
cut  shall  not  exceed  12  ft.  in  width;  that  no  cars  shall  be 
parked  beyond  the  building  line  nor  within  20  ft.  of  any 
building  on  an  adjoining  lot;  that  no  signs  shall  be  erected, 
except  there  may  be  a  sign  erected  near  the  entrance  ad¬ 
vertising  only  the  transient  parking  use  and  the  rates 
charged,  provided  such  sign  does  not  exceed  15  sq.  ft.  in 
area  and  does  not  extend  beyond  the  building  line;  that 
such  portable  fire  fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct;  that  adequate  fences 
shall  be  maintained  on  all  interior  lot  lines  and  on  the 
street  building  lines;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  three  (3)  months  from  the  date 
of  this  resolution. 


803-41 -BZ. 

APPLICANT — Max  Horn,  for  Harry  Wilkus,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 26-15  Edgemere  avenue  and 
230  Beach  27th  street,  southeast  corner  (Block  No. 
280,  Lot  No.  1),  Edgemere,  Borough  of  Oueens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn  and  Harry  Wilkus. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(803-41-BZ) 

Whereas,  Max  Horn,  for  Harry  Wilkus,  owner,  filed 
September  19,  1941  an  application  under  section  71a  of  the 
building  zone  resolution,  to  permit  in  a  residence  use  district 
for  a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises:  26-15  Edgemere  avenue  and  230  Beach 
27th  street,  southeast  corner  (Block  No.  280,  Lot  No.  1), 
Edgemere,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  April  21,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  27th  street  is  in  a 
residence  use  district ;  Beach  26th  street  is  in  a  residence 
use  district  and  Edgemere  avenue  is  in  a  residence  use 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  19,  1941  re  Misc.  Application  No.  5613-1941, 
reads : 

“1.  The  parking  of  cars  on  a  plot  located  in  a 
residence  district,  is  contrary  to  Article  2,  sec.  3,  of 
the  Zoning  Law.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  60  ft.  on  Edgemere  avenue  and  100  ft. 
on  Beach  27th  street.  It  is  proposed  to  use  the  plot  for  a 
temporary  period  of  not  more  than  two  (2)  years,  for 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7,  subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7h,  for  a  term  of  two  (2)  years,  to  permit  the  seasonal 
transient  parking  of  more  than  five  (5)  motor  vehicles 
on  condition  that  only  motor  vehicles  of  the  pleasure  car 
type  shall  be  so  parked  and  no  cars  shall  be  parked  that  are 
not  in  condition  for  operation ;  that  during  the  term  of  this 
permit,  the  premises  shall  be  occupied  for  no  other  use  than 
transient  parking  as  herein  permitted ;  that  no  building  shall 
be  erected  thereon  except  there  may  be  erected  near  the 
entrance  on  Edgemere  avenue  a  building  not  over  100  sq.  ft. 
in  area  and  not  over  one  story  in  height  and  which  may  be 
of  frame,  to  be  occupied  solely  as  an  office  and  shelter  for 
the  attendant:  that  the  entrance  and  exit  of  the  premises 
shall  be  solely  from  Edgemere  avenue;  that  the  curb  cut 
shall  not  exceed  12  ft.  in  width;  that  no  cars  shall  be 
parked  beyond  the  building  line  nor  within  20  ft.  of  any 
building  on  an  adjoining  lot;  that  no  signs  shall  be  erected, 
except  there  may  be  a  sign  erected  near  the  entrance  ad¬ 
vertising  only  the  transient  parking  use  and  the  rates  charged, 
provided  such  sign  does  not  exceed  15  sq.  ft.  in  area  and 
does  not  extend  beyond  the  building  line ;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct:  that  adequate  fences  shall  be  main¬ 
tained  on  all  interior  lot  lines  and  on  the  street  building 
lines:  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  three  (3)  months  from  the  date  of  this 
resolution. 
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804-41 -BZ. 

APPLICANT— Max  Horn,  for  Beach  71st  Street  Develop¬ 
ment  Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 149  Beach  71st  street,  west 
side,  437  ft.  north  of  Boardwalk  (Block  No.  607, 
Lot  No.  83),  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 

THE  RESOLUTION— 

(804-41-BZ) 

Whereas,  Max  Horn,  for  Beach  71st  Street  Develop¬ 
ment  Corporation,  owner,  filed  September  19,  1941,  an  ap¬ 
plication  under  section  7h  of  the  building  zone  resolution, 
to  permit  in  a  residence  use  district  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises:  149  Beach 
71st  street,  west  side,  437  ft.  north  of  Boardwalk  (Block 
No.  607,  Lot  No.  83),  Arverne,  Borough  of  Queensland 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  April  21,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  71st  street  is  in  resi¬ 
dence  and  business  use  districts ;  Beach  72nd  street  is  in 
residence  and  business  use  districts ;  Rockaway  Beach  boule¬ 
vard  is  in  business  use  districts  and  Boardwalk  is  in  busi¬ 
ness  and  residence  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  19,  1941,  re  Misc.  Application  No.  6022-1941, 
reads : 

“The  parking  of  motor  vehicles  in  a  resident  district 
is  contrary  to  Article  II,  section  3  of  the  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  premises  consist  of  a  plot' of  ground  hav¬ 
ing  a  frontage  of  80  ft.  and  a  depth  of  90  ft.  It  is  pro¬ 
posed  to  use  the  plot  for  a  temporary  period  of  not  more 
than  two  years  for  the  parking  of  more  than  five  (5) 
motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  Committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7h,  for  a  term  of  two  (2)  years,  to  permit  the  seasonal 
transient  parking  of  more  than  five  (5)  motor  vehicles  on 
condition  that  only  motor  vehicles  of  the  pleasure  car  type 
shall  be  so  parked  and  no  cars  shall  be  parked  that  are  not 
in  condition  for  operation ;  that  during  the  term  of  this 
permit,  the  premises  shall  be  occupied  for  no  other  use 
than  transient  parking  as  herein  permitted;  that  no  building 
shall  be  erected  thereon  except  there  may  be  erected  near 
the  entrance  on  Beach  71st  street  a  building  not  over  100 
sq.  ft.  in  area  and  not  over  one  story  in  height  and  which 
may  be  of  frame,  to  be  occupied  solely  as  an  office  and 
shelter  for  the  attendant;  that  the  entrance  and  exit  of  the 
premises  shall  be  solely  from  Beach  71st  street;  that  the 
curb  cut  shall  not  exceed  12  ft.  in  width;  that  no  cars 


shall  be  parked  beyond  the  building  line  nor  within  20  ft. 
of  any  building  on  an  adjoining  lot;  that  no  signs  shall  be 
erected,  except  there  may  be  a  sign  erected  near  the  entrance 
advertising  only  the  transient  parking  use  and  the  rates 
charged,  provided  such  sign  does  not  exceed  15  sq.  ft.  in 
area  and  does  not  extend  beyond  the  building  line ;  that 
such  portable  fire  fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct;  that  adequate  fences 
shall  be  maintained  on  all  interior  lot  lines  and  on  the  street 
building  line;  that  all  material  shall  be  removed  beyond 
the  building  line  and  no  structure  shall  be  on  the  building 
line  except  the  substantial  fence  herein  required;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  resolution. 


832-41-BZ. 

APPLICANT— Max  Horn,  for  Jane  F.  M.  Welpley, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 111-20  Rockaway  Beach  boule¬ 
vard,  north  side,  981.96  ft.  east  of  Beach  116th  street 
(Block  No.  598,  Lot  No.  49),  Rockaway  Park, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Hax  Horn. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(832-41-BZ) 

Whereas,  Max  Horn,  for  Jane  F.  M.  Welpley,  owner, 
filed  September  26,  1941,  an  application  under  section  7h 
of  the  building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises:  111-20  Rockaway  Beach  boulevard, 
north  side,  981.96  ft.  east  of  Beach  116th  street,  (Block 
No.  598,  Lot  No.  49),  Rockaway  Park,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  April  21,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  dated  July  31,  1941,  re  Misc.  Application  No. 
7037-1941  reads: 

“The  storage  or  parking  of  more  than  five  motor  ve¬ 
hicles  in  a  business  district  is  contrary  to  Article  IT, 
Sec.  4  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  40  ft.  and  a  depth  of  120  ft.  Upon  the  front 
portion  of  the  plot  there  is  located  a  one  story  frame 
store — 20  ft.  by  22  ft.  in  area.  It  is  proposed  to  use  the 
remainder  of  the  plot  for  a  temporary  period  of  not  more 
than  two  (2)  years,  for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7,  subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
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the  application  be  and  it  hereby  is  granted  under  section  7h, 
for  a  term  of  two  (2)  years,  to  permit  the  seasonal  transient 
parking  of  more  than  five  (5)  motor  vehicles  on  condition 
that  only  motor  vehicles  of  the  pleasure  car  type  shall  be 
so  parked  and  no  cars  shall  be  parked  that  are  not  in  con¬ 
dition  for  operation ;  that  during  the  term  of  this  permit 
the  premises  shall  be  occupied  for  no  other  use  than  transient 
parking  as  herein  permitted;  that  the  entrance  and  exit 
of  the  premises  shall  be  solely  from  Rockaway  Beach 
boulevard;  that  the  curb  cut  shall  not  exceed  12  ft.  in 
width;  that  no  cars  shall  be  parked  beyond  the  building 
line  nor  within  20  ft.  of  any  building  on  an  adjoining  lot; 
that  no  signs  shall  be  erected,  except  there  may  be  a  sign 
erected  near  the  entrance  advertising  only  the  transient 
parking  use  and  the  rates  charged,  provided  such  sign  does 
not  exceed  IS  sq.  ft.  in  area  and  does  not  extend  beyond 
the  building  line;  that  such  portable  fire  fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct; 
that  adequate  fences  shall  be  maintained  on  all  interior  lot 
lines  and  on  the  street  building  lines;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 


■833-41-BZ. 

APPLICANT — Max  Horn,  for  Jerome  Baths,  Incorpo¬ 
rated,  owner  (Meyer  Friedberg,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 88  Beach  61st  street,  northeast 
corner  of  Boardwalk  (Block  No.  353,  Lot  No.  1), 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn  and  Lena  Fried- 
berg. 

For  Opposition :  M.  Katz  and  Harold  Klorfein, 
Dep’t  of  Parks. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  fi 

THE  RESOLUTION— 

(833-41-BZ) 

Whereas,  Max  Horn,  for  Jerome  Baths,  Inc.,  owner 
(Meyer  Friedberg,  lessee),  filed  September  26,  1941,  an 
application  under  section  7h  of  the  building  zone  resolution, 
to  permit  in  a  residence  use  district  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises:  88  Beach  61st  street, 
northeast  corner  of  Boardwalk  (Block  No.  353,  Lot  No.  1), 
Arverne,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  April  21,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  61st  street  is  in  a  resi¬ 
dence  use  district:  Beach  60th  street  is  in  a  residence  use 
district  and  Boardwalk  is  in  a  residence  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  25,  1941,  re  Misc.  Application  No.  6480- 
1941,  reads : 

“Proposed  parking  of  motor  vehicles  in  a  residence  use 
district  is  contrary  to  Art.  2,  Sec.  3  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  162  ft.  on  Beach  61st 
street  and  99  ft.  on  the  Boardwalk,  upon  which  are  located 


frame  bathing  houses;  it  is  proposed  to  use  the  northerly 
part  of  the  plot,  having  a  frontage  of  55  ft.  on  Beach  61st 
street,  for  a  temporary  period  of  not  more  than  two  years, 
for  parking  and  storage  of  more  than  five  motor  vehicles; 
and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application ,  be  and  it  hereby  is  granted  under  section 
7h,  for  a  term  of  two  (2)  years,  to  permit  the  seasonal 
transient  parking  of  more  than  five  (5)  motor  vehicles 
on  condition  that  this  parking  space  shall  be  occupied  only 
by  the  customers  of  the  adjoining  bathhouse;  that  only 
motor  vehicles  of  the  pleasure  car  type  shall  be  so  parked 
and  no  cars  shall  be  parked  that  are  not  in  condition  for 
operation ;  that  during  the  term  of  this  permit,  the  prem¬ 
ises  shall  be  occupied  for  no  other  use  than  transient  park¬ 
ing  as  herein  permitted;  that  no  building  shall  be  erected 
thereon  except  there  may  be  erected  near  the  entrance  on 
Beach  61st  street  a  building  not  over  100  sq.  ft.  in  area 
and  not  over  one  story  in  height  and  which  may  be  of 
frame,  to  be  occupied  solely  as  an  office  and  shelter  for 
the  attendant ;  that  the  entrance  and  exit  of  the  premises 
shall  be  solely  from  Beach  61st  street;  that  the  curb  cut 
shall  not  exceed  12  ft.  in  width;  that  no  cars  shall  be 
parked  beyond  the  building  line  nor  within  20  ft.  of  any 
building  on  an  adjoining  lot;  that  no  signs  shall  be  erected, 
except  there  may  be  a  sign  erected  near  the  entrance  ad¬ 
vertising  only  the  transient  parking  use  and  the  rates 
charged,  provided  such  sign  does  not  exceed  15  sq.  ft.  in 
area  and  does  not  extend  beyond  the  building  line;  that 
such  portable  fire  fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  adequate  fences 
shall  be  maintained  on  all  interior  lot  lines  and  on  the  street 
building  lines;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date 
of  this  resolution. 


1097-41-BZ. 

APPLICANT — Maurice  Courland,  for  Congregation 
Magen  David,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  and  C  area 
district,  the  erection  and  maintenance  of  an  exten¬ 
sion  to  an  existing  school  building;  the  proposed 
extension  does  not  compl}'  with  rear  yard  require¬ 
ments  of  the  building  zone  resolution. 

PREMISES  AFFECTED — 2017-2025  67th  street,  north 
side,  140  ft.  east  of  20th  avenue  (Block  No.  5563, 
Lot  No.  66),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Maurice  Courland. 

For  Opposition :  G.  Goldman,  Board  of  Education. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(1097-41-BZ) 

Whereas,  Maurice  Courland,  for  Congregation  Magen 
David,  Inc.,  owner,  filed  December  22,  1941,  an  application 
under  section  21  of  the  building  zone  resolution  to  permit  in 
a  residence  use  and  “C”  area  district,  the  erection  and  main¬ 
tenance  of  an  extension  of  an  existing  school  building : 
the  proposed  extension  does  not  comply  with  rear  yard 
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requirements  of  the  building  zone  resolution ;  premises : 
2017-2025  67th  street,  north  side,  140  ft.  east  of  20th 
avenue  (Block  No.  5563,  Lot  No.  66),  Borough  of  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  21,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  67th  street  is  in  residence  and 
business  use  and  also  “C”  area  districts ;  66th  street  is  in 
residence  and  business  use  and  also  “C”  area  districts  and 
20th  avenue  is  in  business  use  and  also  “C”  area  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  12,  1941,  re  N.  B.  Application  No.  641-1941, 
reads : 

“Rear  yard  to  be  provided  for  proposed  new  building 
as  per  Sec.  17(a)  &  (e)  of  Zoning  Resolution.  Above 
application  denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  140  ft.  and  a  depth  of  100  ft.  Upon  the 
easterly  and  westerly  portions  of  the  plot  there  are  two 
buildings— the  east  building  is  occupied  as  a  Parochial 
School  and  the  west  building  is  occupied  as  a  Synagogue. 
It  is  proposed  to  erect  between  these  two  buildings,  a 
two  story  extension  to  the  school.  The  location  of  this 
extension  does  not  comply  with  the  rear  yard  requirements 
as  follows:  The  easterly  portion  (15  ft.  by  5  ft.  6  in.  and 
also  18  ft.  by  15  ft.  6  in.  in  area)  of  the  proposed  build¬ 
ing  faces  a  residence  building  having  a  legal  rear  yard 
(45  ft.  deep)  ;  the  proposed  rear  yard  at  this  part  of 
the  proposed  building  has  a  4  ft.  deep  rear  yard  and  not 
the  required  10  ft.  rear  yard.  The  rear  yard  of  the  re¬ 
mainder  of  the  proposed  building  complies  with  Article  4, 
Section  17E;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  building  zone  resolution,  and  was 
therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  to  permit  the 
extension  into  the  rear  yard  area  as  indicated  on  plans 
filed  with  this  application  marked  “Received  December  22, 
1941”  on  condition  that  a  space  not  less  than  4  ft.  shall  be 
left  open  and  unbuilt  upon  continuously  as  a  yard  across 
the  rear  separating  the  proposed  extension  from  the  rear 
wall  located  approximately  on  the  lot  line  of  the  adjoining 
synagogue  to  the  north;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  resolution. 


41-42-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Howard  Devel¬ 
opment  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  business  building 
(stores  and  bowling  alleys). 

PREMISES  AFFECTED— 103-01  to  103-21  Queens  boule¬ 
vard,  southeast  comer  of  68th  road  (Block  No. 
2138,  part  of  Lot  Nos.  1  and  3),  Forest  Hills, 
Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  A.  Traub  and  A. 
Kashel. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION— 

(41-42-BZ) 

Whereas,  Lama  and  Proskauer,  for  Howard  Develop¬ 
ment  Corporation,  owner,  filed  January  14,  1942,  an  appli¬ 
cation  under  section  21  of  the  building  zone  resolution, 
to  permit  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  business  building  (stores  and  bowling  alleys)  ; 
premises:  103-01  to  103-21  Queens  boulevard,  southeast 
corner  of  68th  road  (Block  No.  2138,  part  of  Lot  Nos. 
1  and  3),  Forest  Hills,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  21,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Queens  boulevard  is  in  resi¬ 
dence,  retail  (1)  and  business  use  districts;  68th  drive  is 
in  a  residence  use  district  and  68th  road  is  in  residence 
and  retail  (1)  use  districts;  and 
Whereas,  the  decisions  of  the  borough  superintendent 
dated  January  9,  1942  and  as  amended  March  30,  1942, 
N.  B.  Application  No.  6403-1942  read: 

“1.  The  erection  of  a  business  building  on  premises 
located  in  a  residence  use  district  is  contrary  to  Art. 
II,  Sect.  3  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  proposed  building  is  of  Class  3  construc¬ 
tion;  frontage  217  ft.  on  Queens  boulevard,  101  ft.  3  in. 
on  68th  road  and  47  ft.  9  in.  on  68th  drive ;  one  storj'  and 
cellar  in  height.  It  is  proposed  to  use  the  building  for 
stores  on  the  first  story  and  bowling  alleys,  restaurant  and 
bar  in  the  basement  story ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed 
to  substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  Building  Zone  Resolution  and 
is  therefore  not  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
on  N.  B.  Application  No.  6403-1942,  objection  No.  1,  be 
and  they  hereby  are  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


46-42-BZ. 

APPLICANT — Starrett  and  Van  Vleck,  for  Level  Realty 
Corporation,  owner  (Alexander’s  Department 
Stores,  Incorporated,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  a  non-flashing 
illuminated  business  sign  on  the  roof  of  an  existing 
business  building. 

PREMISES  AFFECTED — 2501  Grand  concourse,  north¬ 
west  corner  of  Fordham  road,  and  2508  Creston 
avenue  (Block  No.  3167,  Lot  No.  1),  Borough  of 
The  Bronx. 
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APPEARANCES— 

For  Applicant:  Leon  Jafi'e  and  Frank  Gaertner. 

For  Opposition :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn  .  3 


THE  RESOLUTION— 

(46-42-BZ) 

Whereas,  Starrett  and  Van  Vleck,  for  Level  Realty  Cor¬ 
poration,  owner  (Alexander’s  Department  Stores,  Incorpo¬ 
rated,  lessee),  filed  January  13,  1942,  an  application  under 
section  21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
non-flashing,  illuminated  business  sign  on  the  roof  of  an 
existing  business  building ;  premises :  2501  Grand  concourse, 
northwest  corner  of  Fordham  road  and  2508  Creston  ave¬ 
nue  (Block  No.  3167,  Lot  No.  1),  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
;  by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  April  21,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  Concourse  is  in  a 
business  use  district ;  Creston  avenue  is  in  a  residence  use 
district ;  Fordham  road  is  in  a  business  use  district  and 
East  190th  street  is  in  a  residence  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  December  15,  1941,  re  Roof  Sign  Application  No. 
15-1941,  reads: 

“1.  Roof  sign  is  unlawful  in  a  ‘Business  Use  Dis¬ 
trict’.  Sec.  4- (a) -49  Zoning  Resolution.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construc¬ 
tion  ;  106  ft.  frontage  on  Grand  Concourse,  146  ft.  on 
Fordham  road  and  164  ft.  on  Creston  avenue,  irregular  in 
area ;  four  (4)  stories  in  height.  It  is  proposed  to  erect 
an  open  letter,  non-flashing  Neon,  business,  roof  sign  upon 
the  business  use  area  of  the  existing  department  store.  The 
proposed  sign  is  126  ft.  long  and  the  highest  point  of  the 
sign  is  37  ft.  above  the  roof  line ;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  Building  Zone  Resolution  and 
is  therefore  not  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and  unnecessary  hardship ; 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Roof  Sign  Application  No.  15-1941,  Objection  No.  1,  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 

87-42-BZ. 

APPLICANT — AAA  Properties,  Incorporated,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  an  unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles 

PREMISES  AFFECTED— 3856-3872  Ninth  avenue,  west 
side,  between  West  206th  and  West  207th  streets 
(Block  No.  2203,  Lot  No.  21),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Emily  Marx  and  Eugene  Mindlin. 
For  Opposition:  Robert  Gerbracht,  Jr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  . . . . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION— 

(87-42-BZ) 

Whereas,  AAA  Properties,  Incorporated,  owner,  filed 
January  27,  1942,  an  application  under  section  7h  of  the 
building  zone  resolution,  to  permit  partly  in  a  business  use 
and  partly  in  an  unrestricted  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises: 
3856-3872  Ninth  avenue,  west  side,  between  West  206th 
and  West  207th  streets  (Block  No.  2203,  Lot  No.  21), 
Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  21,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings,  dated  January  9,  1942,  reads : 

“With  reference  to  your  application  dated  December 
31,  1941,  for  a  certificate  of  occupancy  for  use  of  the 
above  premises  for  the  storage  and  parking  of  more 
than  five  (5)  motor  vehicles,  we  wish  to  state  that  said 
application  has  been  denied  as  the  premises  are  located 
in  a  business  district,  where  this  occupancy  is  pro¬ 
hibited  by  Section  4  of  the  Building  Zone  Resolution. 

South  portion  of  premises  are  located  in  an  un¬ 
restricted  district,  above  denial  only  refers  to  the  north 
portion  of  plot.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  200  ft.  on  Ninth  avenue,  100  ft.  on  West 
206th  street  and  100  ft.  on  West  207th  street.  The  West 
207th  street  front  of  the  plot  is  in  a  business  use  district 
and  the  West  206th  street  frontage  of  the  plot  is  in  an 
unrestricted  use  district.  It  is  proposed  to  use  the  plot  for 
a  temporary  period  of  not  more  than  two  (2)  years,  for 
parking  and  storage  of  more  than  five  motor  vehicles ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h  of  the  building  zone 
resolution,  for  the  use  of  the  plot  for  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  January  9,  1942,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


Adjourned,  1:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  21,  1942 

Present :  Chairman  Murdock,  Commissoners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 

525-21-BZ. 

APPLICANT — Jacob  Lubroth,  for  Dorothea  Moore,  John 
V.  Moore  and  William  C.  Moore,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  superintendent  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the 


477 


MINUTES 


building  zone  resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 973-975  DeKalb  avenue  and 
112-116  Lewis  avenue,  northwest  corner  (Block  No. 
,1597,  Lot  No.  41),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jacob  Lubroth. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 


410-31-BZ. 

APPLICANT — Michael  Levine,  for  Lakeville  Road  Service 
Stations,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7f  of  the  building  zone  reso¬ 
lution,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  alteration  and  main¬ 
tenance  of  a  gasoline  service  station  for  a  tem¬ 
porary  period. 

PREMISES  AFFECTED— 175-14  Horace  Harding  boule¬ 
vard,  south  side,  117.71  ft.  west  of  Utopia  parkway 
and  83.78  ft.  east  of  175th  street  (Block  No.  2661, 
Lot  No.  26),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Michael  Levine  and  Louise  De  Vito. 
ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
•  Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(410-31-BZ) 

Whereas,  this  application,  under  section  7f  of  the  building 
zone  resolution,  to  permit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  affecting  premises 
175-14  Horace  Harding  boulevard,  south  side,  117.71  ft.  west 
of  Utopia  parkway  and  83.78  ft.  east  of  175th  street  (Block 
No.  2661,  Lot  No.  26),  Flushing,  Borough  of  Queens,  was 
granted  by  the  Board  April  29,  1932,  on  certain  conditions, 
resolution  amended  May  24,  1938,  April  11,  1939  and  June 
25,  1940 ;  and 

Whereas,  Michael  Levine,  for  Lakeville  Road  Service 
Stations,  Incorporated,  owner,  requested  an  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  April  29,  1932  as  amended 
May  24,  1938,  April  11,  1939  and  June  25,  1940  only  in  so 
far  as  it  has  reference  to  the  te'rm  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7f  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion  on  condition  *  * 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
881-40- A. 

APPLICANT — LaBelle  Service  Station,  Incorporated, 
owner,  Ferdinand  F.  Scherpich,  attorney  for  Edward 
Lambert  and  Florence  Scherpich  and  Sidney  B. 
Fisher,  attorney  for  Amelia  Walter,  holders  of  first 
mortgage. 


SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 291-301  Metropolitan  avenue, 
northwest  corner  of  Roebling  street  (Block  No. 
2353,  Lot  No.  13),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None : 

For  Opposition:  None. 

For  Administration:  Morris  Hannes,  Dep’l.  of 
Housing  and  Buildings,  and  Bernard  Meyer, 
Dep’t  of  Investigation. 

ACTION  OF  BOARD — Appeal  placed  on  Reserve  Calen¬ 
dar,  pending  action  on  Cal.  No.  243-42-BZ. 


186-42- A. 

APPLICANT — Anthony  M.  DeRose,  for  Jasab  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 390  East  290th  street,  south 
side,  75  ft.  west  of  Webster  avenue  (Block  No. 
3279,  Lot  No.  75),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Anthony  M.  DeRose. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  28,  1942  at  2 
P.  M.,  for  applicant  to  file  plan  and  further  con¬ 
sideration  by  the  Board. 


294-42- A. 

APPLICANT — Frank  V.  Laspia,  for  Taylor  and  Company, 
Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 316-324  Norman  avenue,  south¬ 
east  corner  of  Hausman  street  (Block  No.  2661, 
Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Michael  Agusta. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  5,  1942  at  2 
P.  M.,  for  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


157-42-A. 

APPLICANT — Lama  and  Proskauer  for  Park  Oil  Com¬ 
pany,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner 
re  Transportation  of  light  fuel  oil  in  Tank  Truck 
(capacity  of  tank  not  in  conformity  with  Fire  De¬ 
partment  specifications  covering  Tank  Trucks)  in 
New  York  Citv. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners  • 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


238-42-A. 

APPLICANT — Sylvester  Kerrigan,  for  Andrew  J.  Galla¬ 
gher,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 45  Willoughby  street  (45-55 
official),  northeast  corner  of  Jay  street  (Block  No. 
147,  Lot  Nos.  44  and  49),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 
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ACTION  OF  BOARD — Appeal  dismissed,  lack  of  prosecu¬ 
tion. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION— 

(238-42-A) 

Whereas,  Sylvester  Kerrigan,  for  Andrew  J.  Gallagher, 
owner,  filed  on  March  23,  1942  an  appeal  from  a  decision  of 
the  borough  superintendent  affecting  premises  Willoughby 
street  (45-55  official),  northeast  corner  of  Jay  street  (Block 
No.  147,  Lot  Nos.  44  and  49),  Borough  of  Brooklyn;  and 

Whereas,  the  applicant  or  his  representative  did  not 
appear  at  this  hearing,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


107-41-A. 

APPLICANT — William  B.  Herlands,  Commissoner,  De¬ 
partment  of  Investigation,  City  of  New  York. 
OWNER  OF  PREMISES— Sabino  Guido. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Certificate  of  Occupancy 
Nos.  12260-22,  27063-24,  35020-35,  53473-28,  and 
53496-28  and  related  permits. 

PREMISES  AFFECTED— 1493-1497  Bergen  street,  north 
side,  255  ft.  6  in.  west  of  Schenectady  avenue 
(Block  No.  1347,  Lot  Nos.  69  and  71),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Bernard  Meyer. 

For  Administration :  Morris  Hannes,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted,  certificates  of 
occupancy  revoked. 

THE  VOTE  TO  REVOKE  CERTIFICATES  OF 
OCCUPANCY— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 


THE  RESOLUTION— 

(107-41-A) 

Whereas,  William  B.  Herlands,  Commissioner,  Depart¬ 
ment  of  Investigation,  City  of  New  York,  filed  on  February 
7,  1941,  an  application  to  revoke  Certificates  of  Occupancy 
Nos.  12260,  27063,  35020,  53473  and  53496,  and  Permit 
Nos.  9164-21,  4846-24,  5401-25,  6357-28  and  6355-28,  affect¬ 
ing  premises  1493,  1495  and  1497  Bergen  street,  north  side, 
255  ft.  6  in.  west  of  Schenectady  avenue  (Block  No.  1347, 
Lot  Nos.  69  and  71),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January'  10,  1941,  refusing  to  revoke  Certificates  of 
Occupancy  Nos.  12260,  27063,  3520,  53473  and  53496,  reads : 

“I  have  your  letter  requesting  me  to  revoke  Cer¬ 
tificates  of  Occupancy  #12260,  #27063,  #35020, 

#53473,  #53496. 

Section  646G  of  the  City  Charter  provides  that  a 
Certificate  of  Occupancy  can  be  set  aside  or  vacated 
only  by  the  Board  of  Standards  and  Appeals  or  a 
court  of  competent  jurisdiction. 

Under  the  circumstances  I  cannot  comply  with  your 
application  for  the  revocation  of  the  above  Certificates 
of  Occupancy.” 
and 

Whereas,  the  premises  consist  of  a  plot  75  ft.  by  107  ft. 
21/ 2  in.  in  area;  located  in  an  unrestricted  use,  “C”  area 
district,  upon  which  the  buildings  in  question,  which  are 


of  Class  3  construction,  were  erected  in  1922,  1924,  1925 
and  1928,  and  which  are  occupied  as  follows : 

Premises  1495  Bergen  St.,  North  side,  280  ft.  6  in.  west 
of  Schenectady  avenue;  5  one-car  garages,  altered  under 
Permit  No.  6357-38;  C.  O.  53473. 

Premises  1493  Bergen  St.,  North  side,  305  ft.  6  in.  west 
of  Schenectady  ave. ;  5  one-car  garages,  erected  under 
Permit  No.  6355-28;  C.  O.  No.  53496;  (one  550-gallon 
gasoline  tank  to  be  installed)  ; 

Premises  1493  Bergen  St.,  North  side,  306  ft.  west  of 
Schenectady  ave.;  private  garage  (one  building);  altered 
under  Permit  No.  9164-21 ;  C.  O.  12260. 

Premises  1497  Bergen  St.,  North  side,  255.61  ft.  west  of 
Schenectady  ave. ;  private  garage  for  5  cars  erected  under 
Permit  No.  4846-24;  C.  O.  27063. 

Premises  1495  Bergen  St.,  North  side,  305  ft.  west  of 
Schenectady  ave. ;  1  private  garage  for  2  cars  erected  under 
Permit  No.  5401-25 ;  C.  O.  35021 ;  and 

Whereas,  Violation  No.  312-40  was  issued  by  the  bor¬ 
ough  superintendent  September  12,  1940,  to  Premises  1493- 
1497  Bergen  St.,  rear,  on  a  charge  of  violating  Section 
21A  of  the  Building  Zone  Resolution,  in  that  a  number  of 
garage  units  exceed  in  the  aggregate  more  than  five  cars ; 
premises  are  less  than  200  ft.  from  school  entrance,  and 
directing  the  discontinuance  of  the  use  of  the  premises  for 
storage  of  cars;  and 

Whereas,  Violation  No.  313-40,  issued  by  the  borough 
superintendent  September  12,  1940,  to  Premises  1493-1497 
Bergen  st.,  rear,  for  violation  of  Section  21A  of  the  Build¬ 
ing.  Zone  Resolution,  in  that  Permit  Nos.  10384  and  10385-28 
were  revoked  by  the  borough  superintendent  August  15, 
1940,  and  that  the  use  of  the  premises  as  a  repair  shop  and 
auto  laundry  is  contrary  to  the  Zone  Resolution,  being 
nearer  than  200  ft.  to  the  school  entrance  and  directing  the 
discontinuance  of  the  use  of  the  premises  as  an  auto  laundry 
and  auto  repair  shop ;  and 

Whereas,  Violation  No.  3631-40  was  issued  by  the  bor¬ 
ough  superintendent  on  September  12,  1940,  for  violation 
of  Section  C26-174.0  of  the  Administrative  Code,  in  that 
permit  for  erection  of  building  at  the  rear  (Permit  No. 
10385-28)  was  revoked  August  15,  1940  and  premises  are 
being  used  unlawfully,  and  directing  the  owner  to  obtain 
a  new  permit  or  discontinue  the  unlawful  use  of  premises; 
and 

Whereas,  Violation  No.  3632-40,  issued  by  the  borough 
superintendent  on  September  12,  1940,  was  for  violation  of 
Section  C26-181.0  of  the  Administrative  Code  for  occupy¬ 
ing  the  second  building  from  the  front  along  the  west  lot 
line  for  two  cars  without  certificate  of  occupancy;  Permit 
No.  10385-28  was  revoked  August  15,  1940;  and  directing 
the  discontinuance  of  the  use  of  premises  at  once ;  and 

Whereas,  applicant  contends  that  Section  21  of  the 
Building  Zone  Resolution  as  amended  June  6,  1919,  pro¬ 
hibited  the  erection  or  extension  of  a  garage  for  more 
than  five  cars  on  any  portion  of  a  street  between  two  inter¬ 
secting  streets  in  which  portion  there  exists  an  exit  from 
or  an  entrance  to  a  public  school.  Since  prior  to  1928 
Public  School  83  has  had  exits  and  entrances  on  the  north¬ 
erly  side  of  Bergen  street  between  Troy  and  Schenectady 
avenues,  an  unrestricted  use  district.  There  are  on  the 
premises  garage  units  which,  in  the  aggregate,  accommo¬ 
date  more  than  five  cars.  Such  garage  occupancy  is  in 
violation  of  Section  21  of  the  Building  Zone  Resolution; 
and 

Whereas,  there  was  no  appearance  of  the  owner  or  his 
representative. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  January  10,  1941  be  and  it  hereby  is  reversed  and 
that  the  appeal  be  and  it  hereby  is  granted,  revoking  Cer¬ 
tificates  of  Occtipancv  Nos.  12260,  27063,  35020,  53473  and 
53496. 


188-42- A. 

APPLICANT — T.  J.  Hughes,  for  Bethlehem  Steel  Com¬ 
pany,  Incorporated,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 3075  Richmond  terrace,  north 
side,  100  ft.  north  of  Andros  avenue  (Block  No. 
1207,  Lot  No.  1),  Mariners  Harbor,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Thomas  J.  Hughes. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  egative :  .  0 

THE  RESOLUTION— 

(188-42- A) 

Whereas,  T.  T.  Hughes,  for  Bethlehem  Steel  Company, 
Inc.,  owner,  filed  on  March  7,  1942  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent  affecting  premises 
3075  Richmond  terrace,  north  side,  100  ft.  north  of  Andros 
avenue  (Block  No.  1207,  Lot  No.  1),  Mariners  Harbor, 
Borough  of  Richmond ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  5,  1942,  on  Misc.  Applic.  No.  675-41,  and 
B.  N.  No.  863-41,  reads : 

“Sprinkler  system  must  be  connected  to  an  inde¬ 
pendent  source  of  supply  as  required  by  Chapter  26, 
Section  1346  of  the  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  two  stories  (24  ft.)  in  height;  98  ft.  by  41.5  ft. 
in  area ;  of  Class  3  construction ;  equipped  with  a  sprinkler 
system,  located  in  an  unrestricted  use  district  on  a  lot  760 
ft.  by  465  ft.  irregular  in  area  and  occupied:  1st  floor — 
paint  shop,  office,  wash  room — 20  persons  ;  2nd  floor — office, 
wash  room,  paint  shop — 30  persons ;  and 

Whereas,  the  applicant  contends  that  it  is  impossible  to 
install  at  this  time  an  independent  source  of  supply  for  the 
sprinkler  system,  as  the  installation  would  necessitate  the 
excavation  of  the  center  portion  of  the  yard  and  would 
seriously  delay  production  schedules  of  work  being  per¬ 
formed  in  connection  with  the  U.  S.  Navy  expansion  pro¬ 
gram  ;  that  the  present  8  inch  yard  hydrant  system  is  con¬ 
nected  to  the  20  inch  main  on  Richmond  terrace  at  three 
points  through  8  inch  lines  and  valves ;  at  each  point  of 
connection  there  is  located  a  pit,  enclosing  meters  and  valves 
and  a  Siamese  connection ;  that  in  front  of  each  pit  and  out¬ 
side  of  the  yard  fence  on  Richmond  terrace,  there  is  located  a 
post  indicator  valve ;  that  the  20  inch  main  is  cross-connected 
to  a  6  inch  main  running  in  Richmond  terrace ;  that  this  main 
is  a  circulating  main  and  is  fed  along  Richmond  terrace 
from  Forest  avenue  and  runs  parallel  to  and  south  of 
Richmond  terrace  at  several  points,  as  indicated  on  plans 
filed  with  this  appeal ;  that  the  paint  shop  building  which  is 
the  building  in  question,  although  not  of  fireproof  construc¬ 
tion,  is  constructed  primarily  of  non-combustible  material; 
it  is  requested  that  the  Board  permit  the  sprinkler  system 
as  now  laid  out  and  connected  to  the  existing  yard  hydrant 
system  until  such  time  as  it  is  feasible  to  install  a  separate 
source  of  supply  for  the  sprinkler  system;  that  a  fire¬ 
fighting  squad  is  maintained  at  the  plant  at  all  times  con¬ 
sisting  of  at  least  20  men  trained  in  fire-fighting,  100  fire- 
watchers,  185  trained  volunteer  firemen  and  the  following 
equipment  is  maintained :  one  combination  chemical  fire 
truck  with  foam  generator,  3  hose  carts,  3  (40)  gallon 
foam  extinguisher  trucks,  miscellaneous  hose  extinguishers, 
barrels  and  buckets  throughout  the  plant,  and  day  and  night 
watchmen  service  is  maintained  throughout  the  yard. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Misc.  Applic.  No.  675-41  and  B.  N.  Applic.  No. 
863-41,  requiring  the  sprinkler  system  to  be  connected  to 
an  independent  source  of  supply,  be  and  it  hereby  is  modified 


and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sprinkler  system  shall  be  maintained  as  proposed, 
obtaining  its  water  supply  from  the  yard  hydrant  system; 
that  in  all  other  respects  the  sprinkler  system  shall  comply 
with  the  requirements  therefor. 


199-42- A. 

APPLICANT — Annette  T.  Rubinstein,  lessee,  for  Green¬ 
wich  Savings  Bank,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 304-306  West  88th  street,  south 
side,  100  ft.  west  of  West  End  avenue  (Block  No. 
1249,  Lot  Nos.  37  and  37)4),  Borough  of  Man¬ 
hattan.  . 

APPEARANCES— 

For  Applicant :  Irwin  Rhodes. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION— 

(199-42- A) 

Whereas,  Annette  T.  Rubinstein,  for  Greenwich  Savings 
Bank,  owner,  filed  on  March  13,  1942  an  appeal  from  the 
decision  of  the  borough  superintendent  affecting  premises 
304-306  West  88th  street,  south  side,  100  ft.  west  of  West 
End  avenue  (Block  No.  1249,  Lot  No.  37  and  37)4),  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  13,  1942  on  B.  N.  Applic.  No.  4623-41, 
reads : 

“This  will  reply  to  your  letter  of  February  6,  1942, 
requesting  a  denial  of  Building  Notice  4623-1941  filed 
for  work  to  be  done  at  premises  304-6  West  88th  street, 
please  be  advised  that  the  building  notice  calls  for 
‘flooring  nailed  to  2x4  runners  is  placed  on  tar  roof 
to  protect  same  from  damage  during  drills.  Also  fences 
5  ft.  high  similarly  constructed  are  placed  inside  east 
and  west  brick  walls  to  increase  height  of  walls.’  Same 
was  disapproved  December  18th,  1941  with  the  follow¬ 
ing  objection: 

‘Roof  covering  must  be  of  incombustible  material. 
Section  C26-70.0.’  ” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  (52  ft.)  in  height,  42  ft.  by  73  ft.  in  area  at  1st 
floor,  42  ft.  by  60  ft.  in  area  at  typical  floor,  of  Class  3 
construction,  erected  prior  to  1915,  located  in  a  residence 
use  district  and  occupied  as  follows:  cellar,  boiler  room,  1st 
floor,  school,  100  persons ;  2nd  floor,  school,  50  persons ;  3rd 
floor,  school,  50  persons,  pursuant  to  Certificate  of  Occu¬ 
pancy  No  14700,  issued  December  11,  1928,  which  required 
that  the  4th  floor  be  non-occupied ;  and 
Whereas,  Violation  No.  7599-41,  issued  October  7,  1941 
was  for  covering  over  2  roofs  with  wood  floorings  and 
erecting  west  and  east  fence  on  roof  about  5  ft.  high  of 
frame  construction  prohibited  in  the  fire  limits;  and 
Whereas,  the  applicant  contends  that  sometime  ago  a 
wood  flooring  was  placed  over  the  entire  roof  to  protect  the 
soft  tar  surface  and  to  prevent  resultant  damage  to  plaster, 
etc.  _  The  flooring  is  probably  less  combustible  than  the 
original'  surface;  that  in  view  of  the  minor  character 
of  the  alleged  violation  and  the  great  difficulty  in  remedy¬ 
ing.  the  same,  it  is  requested  that  the  Board  modify  the 
decision  of  the  borough  superintendent. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  4623-41  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 
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286-42-A. 

APPLICANT — George  D.  Scott,  for  Louis  Zinzi,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1154-1156  Simpson  street,  east 
side,  149.97  ft.  south  of  Homes  street  (Block  No. 
2728,  Lot  No.  17),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  George  D.  Scott. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION— 

(286-42-A) 

Whereas,  George  D.  Scott,  for  Louis  Zinzi,  owner,  filed 
on  April  7,  1942  an  appeal  from  the  decision  of  the  borough 
superintendent  affecting  premises  1154-1156  Simpson  street, 
east  side,  149.97  ft.  south  of  Home  street  (Block  No.  2728, 
Lot  No.  17),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  23,  1942  on  Misc.  Applic.  No.  107-41,  reads : 
“4.  As  sprinkler  should  comply  with  Fire  Depart¬ 
ment  requirements  under  C19.  Administrative  Code,  and 
as  Fire  Department  Examiner  requires  low  air  alarm 
gauge,  same  cannot  be  waived  by  this  Department.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (30  ft.)  in  height,  48  ft.  9  in.  by  31  ft.  in  area,  of 
Class  3  construction,  equipped  with  a  sprinkler  system, 
erected  in  1912,  located  in  a  residence  use  district  on  a  plot 
60  ft.  by  100  ft.  in  area  and  used  as  follows :  1st  floor, 
baling  of  rags,  4  persons;  2nd  floor,  storage  of  rags,  no 
persons;  3rd  floor,  storage  and  sorting  of  rags,  1  person, 
for  which  Certificate  of  Occupancy  No.  359  was  issued 
March  6,  1918,  permitting  the  use  of  the  1st  floor  as  a 
junk  shop  and  upper  floor  as  junk  shop;  and 

Whereas,  Order  No.  26845-LC  was  issued  by  the  fire 
commissioner  June  30,  1941  reading  as  follows : 

‘‘Before  a  permit  may  be  issued  to  maintain  the 
storage  of  combustible  fibre,  the  following  must  be 
done : 

1.  Provide  a  fixed  fire  extinguishing  system  or 
other  means  for  the  extinguishment  of  fire,  satis¬ 
factory  to  the  Fire  Commissioner.  Sec.  C19-149-0-0-4, 
Administrative  Code.  (Art.  26)” 
and 

Whereas,  the  applicant  contends  that  a  sprinkler  system 
has  been  installed  in  compliance  with  all  the  requirements 
of  the  Building  Department  and  the  Fire  Prevention 
Bureau,  except  the  low  air  alarm  gauge;  that  this  gauge  is 
not  a  necessity  as  the  system  will  have  a  water  motor  alarm 
gong  on  the  outside  of  the  building,  which  gives  an  alarm 
when  the  dry  pipe  valve  trips  and  it  is  felt  that  if  the 
dry  system  loses  air  to  the  extent  where  it  is  necessary  to 
ring  a  low  alarm  gauge,  that  it  should  trip  and  the  system 
be  repaired  instead  of  cqntinuously  pumping  in  more  air; 
that,  however,  in  this  case  this  small  building  sets  on  the 
rear  of  the  plot  approximately  68  ft.  from  the  building 
line  and  if  electric  bells  were  installed,  it  is  doubted  if 
they  would  be  heard  by  any  passersby  on  the  street,  whereas 
the  water  motor  gong  can  be  heard  for  at  least  a  block; 
that  the  owner  also  uses  the  valve  house  as  his  office  and 
will  be  in  there  approximately  12  hours  each  day;  that 
under  these  circumstances  and  especially  in  view  of  the 
present  emergency,  it  is  felt  that  the  unnecessary  low  air 
alarm  gauge  should  be  eliminated. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  107-41,  Objec.  No.  4,  be  and  it 


hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  to  permit  the  omission  of  the  low  air  alarm  gauge 
as  required  by  Section  C26-1365.0,  subdivision  i,  para.  2, 
of  the  Administrative  Building  Code,  on  condition  that  in 
all  other  respects  the  sprinkler  system  shall  comply  with 
all  requirements  therefor. 


287-42-A. 

APPLICANT — Samuel  Rosenblum,  for  Charles  Bruning 
Co.,  Inc.,  owner  of  96-102  Reade  street  (lessee  of 
104  Reade  street),  and  City  Bank  Farmers  Trust 
Company,  owner  of  104  Reade  street. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 96-104  Reade  street,  north  side, 
98  ft.  llj/2  in.  west  of  Church  street  (Block  No. 
146,  Lot  Nos.  3,  6  and  7)  ;  (4th  floor),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(287-42-A) 

Whereas,  Samuel  Rosenblum,  for  Charles  Bruning  Co., 
Inc.,  owner,  filed  on  April  7,  1942  an  appeal  from  an  order 
and  decision  of  the  fire  commissioner  affecting  premises 
96-104  Reade  street,  north  side,  98  ft.  11/  in.  west  of 
Church  street  (Block  No.  146,  Lot  Nos.  3,  6  and  7)  ;  (4th 
floor),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  29736-LC,  issued  by  the  fire  com¬ 
missioner  February  18,  1942,  reads : 

“A  recent  inspection  of  your  premises  indicates  that 
the  following  must  be  done  otherwise  permit  #35269, 
which  is  dated  to  expire  July  16th,  1942,  will  be  re¬ 
voked. 

1.  Discontinue  the  maintenance  of  refrigerating 
unit  in  passageway  on  4th  story.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner  dated  March  20,  1942,  which  reads  as 
follows : 

“Replying  to  your  communication  of  recent  date, 
regarding  order  29736-LC,  issued  against  the  above 
location,  please  be  advised  that  an  inspection  showed 
these  violations  must  be  complied  with  or  advantage 
taken  of  the  right  to  appeal  to  the  Board  of  Standards 
and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5 
stories  (60  ft.)  in  height,  24  ft.  11  in.  by  61  ft.  7  in.  at 
first  floor,  24  ft.  11  in.  by  55  ft.  in  area  at  typical  floor,  of 
Class  3  construction,  equipped  with  a  sprinkler  system  in 
No.  96-102,  located  in  an  unrestricted  use  “B”  area  district, 
date  of  erection  unknown  and  occupied  as  follows :  premises 
No.  96  to  102  used  throughout  for  blueprinting  stock, 
draftsman  supplies,  etc.  with  the  following  occupancy:  1st 
floor,  25  persons ;  2nd  floor,  50  persons ;  3rd  floor,  30 
persons;  4th  floor,  15  persons;  5th  floor,  10  persons;  attic, 
10  persons.  Building  No.  104  which  is  the  building  affected 
by  this  appeal  is  used  as  follows:  1st  floor  storage  of  stock, 
2nd  floor,  rest  room  and  stationery,  17  persons ;  3rd  floor, 
storage  aniline  dyes,  no  persons;  4th  floor,  storage,  2  per¬ 
sons  ;  5th  floor,  vacant ;  and 

Whereas,  the  applicant  contends  that  the  refrigerating 
unit  referred  to  is  a  small  low  pressure  unit  charged  with 
8  lbs.  of  methyl  chloride  and  used  in  connection  with  an 
icebox  at  the  rear  of  the  4th  floor  where  blueprint  paper 
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is  stored;  that  permits  have  been  regularly  issued  since 
1935;  that  the  4th  floor  in  question  is  24  ft.  11  in.  by  55 
ft.  in  area  and  has  two  exits  complying  with  the  Labor 
Law,  consisting  of  an  interior  stairway  enclosed  in  fire- 
retarded  partitions  and  fire  escape  at  the  front  of  the  build¬ 
ing  with  fireproof  openings  on  the  course  thereof ;  that  in 
addition  thereto  there  are  two  accommodation  horizontal 
openings  protected  by  fire  doors,  one  connecting  to  No. 
106  at  the  west  and  the  other  to  No.  102  at  the  east.  The 
building  is  used  for  the  storage  of  stock  with  no  one 
regularly  employed  therein.  Occasionally  one  or  two  em¬ 
ployees  enter  to  remove  some  stock  from  the  icebox;  that 
in  proceeding  from  building  No.  102  to  the  icebox  it  is  not 
necessary  to  pass  the  small  refrigerating  unit  in  question ; 
that  the  building  is  small  in  area  and  a  large  portion  of 
the  space  is  taken  up  by  the  icebox ;  that  no  matter  where 
the  unit  was  placed  it  would  have  to  be  passed  by  any  one 
entering  the  icebox;  that  its  present  position  interferes 
less  with  egress  to  the  stairway  and  fire  escapes,  which  are 
the  regular  exits  of  the  building  and  that  Permit  No. 
27075  was  issued  on  August  27,  1935  for  the  storage  of  8 
lbs.  of  methyl  chloride  and  reissued  to  date. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  29736-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
arrangement  as  proposed  shall  be  maintained  and  that  the 
amount  of  methyl  chloride  as  a  refrigerant  shall  at  no  time 
exceed  8  lbs.;  that  the  fire  doors  shall  be  maintained  at 
the  openings  to  adjoining  buildings  No.  102  and  No.  106  on 
the  4th  floor  only  so  long  as  No.  102  and  No.  106  are 
occupied  by  the  same  tenant;  that  the  doors  at  such  open¬ 
ings  shall  be  automatic  and  shall  normally  be  kept  closed ; 
that  the  sprinkler  system  at  No.  102  shall  be  maintained; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  requirements  applicable 
thereto. 


293-42-A. 

APPLICANT — Frank  V.  Laspia,  for  Maria  Albanese, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 59  Beaver  street,  west  side,  40 
ft.  north  of  Locust  street  (Block  No.  3134,  Lot  No. 
29),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Michael  Agusta. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(293-42-A) 

Whereas,  Frank  V.  Laspia,  for  Maria  Albanese,  owner, 
filed  on  April  9,  1942,  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  59  Beaver  street,  west 
side,  40  ft.  north  of  Locust  street  (Block  No.  3134,  Lot  No. 
29),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  March  12,  1942  on  Alt.  Applic.  No.  601-42,  reads: 

“1.  Premises  on  Old  Law  Tenement — declared  a 
non  tenement  2/11/35  (Frame  building)  may  not  be 
converted  and  is  contrary  to  Section  8  of  the  Multiple 
Dwelling  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories,  36  ft.  in  height ;  20  ft.  by  44  ft.  in  area ;  of  Class 
4  construction;  located  in  an  unrestricted  use  “B”  area  dis¬ 
trict;  and  erected  prior  to  1901  and  occupied  since  1935  as 


follows  :  Cellar,  ordinary ;  first  and  second  floors  combined, 
one  family;  third  floor  one  family.  Proposed  to  be  occu¬ 
pied — Cellar,  same ;  first  floor,  one  family,  second  floor,  one 
family ;  third  floor,  one  family.  Certificate  of  Occupancy 
No.  75117  was  issued  January  18,  1935  permitting  the  occu¬ 
pancy  of  the  building  as  at  present;  and 

W hereas,  the  applicant  contends  that  the  building  is  a 
three  story  frame  old  law  tenement  originally  occupied  as 
follows:  Cellar,  ordinary;  first  floor,  store  and  one  family; 
second  floor,  one  family ;  third  floor,  one  family  and  was 
changed  in  1935  to  its  present  use  and  occupancy ;  that  the 
building  has  never  ceased  to  be  arranged,  intended  and  de¬ 
signed  for  use  as  a  multiple  dwelling;  that  no  plumbing  or 
construction  changes  are  necessary  to  convert  the  building 
back  to  three  families;  and 

Whereas,  in  the  opinion  of  the  Board  the  Certificate  of 
Occupancy  No.  75117  should  not  have  been  issued,  as  the 
building  was  not  changed  as  to  general  arrangement  and 
design  from  a  multiple  dwelling; 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  No.  601-42,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted,  revoking  Certificate  of  Occupancy  No.  75117  and 
restoring  building  as  an  old-law  tenement  to  permit  com¬ 
pliance  with  the  requirements  of  the  Multiple  Dwelling  Law 
relative  thereto. 


305-42-A. 

APPLICANT — George  M.  Fritze,  for  United  States  Gyp¬ 
sum  Company,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 561  Richmond  terrace,  north 
side,  300  ft.  east  of  Franklin  avenue  (Block  No. 
4,  Lot  No.  21),  New  Brighton,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  George  M.  Fritze. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 

THE  RESOLUTION— 

(305-42-A) 

Whereas,  George  M.  Fritze,  for  United  States  Gypsum 
Company,  owner,  filed  on  April  9,  1942,  an  appeal  from  a 
decision  of  the  borough  superintendent  affecting  premises 
561  Richmond  terrace,  north  side,  300  ft.  east  of  Franklin 
avenue  (Block  No.  4,  Lot  No.  21),  New  Brighton,  Borough 
of  Richmond ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  2,  1942,  on  Misc.  F.  O.  Applic.  No.  240-42, 
reads : 

“Proposed  method  of  using  the  fill  line  as  a  return 
line,  contrary  to  fuel  oil  rules  relating  to  fill  lines.” 

and 

Whereas,  the  applicant  states  that  the  premises  in  ques¬ 
tion  have  a  large  acreage  plot  with  a  frontage  of  approxi¬ 
mately  one-half  a  mile  on  Richmond  terrace  and  approxi¬ 
mately  300  ft.  in  depth,  upon  which  there  is  located  the 
plant  of  the  IT.  S.  Gypsum  Company,  consisting  of  buildings 
of  Class  1,  Class  3  and  Class  6  construction,  erected  1890 
and  upon  which  there  is  a  fuel  oil  storage  system  permitted 
by  the  Board  under  Cal.  1597-21-A.  The  entire  plant  is 
located  in  an  unrestricted  use  district  and  is  used  for  manu¬ 
facturing  and  fabrication  of  gypsum  products ;  and 
Whereas,  it  is  proposed  to  install  a  550  gallon  per  min. 
pump  for  unloading  tank  cars  into  the  present  bunker  C 
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fuel  oil  storage  tanks  as  shown  on  plans  filed  with  this 
appeal ;  and 

Whereas,  the  applicant  contends  that  the  installation  of 
the  proposed  pump  for  unloading  railroad  tank  cars  into 
the  present  bunker  C  oil  storage  tanks  is  a  war  emergency 
installation,  which  will  be  used  only  when  barge  shipments 
of  oil  cannot  be  obtained ;  that  the  only  available  siding 
for  unloading  the  tank  cars  is  400  ft.  west  of  and  at 
right  angles  to  the  present  8  in.  fill  line ;  that  if  the  present 
2%”  return  line  is  used  as  a  pump  discharge  instead  of 
installing  new  separate  fill  lines,  it  will  save  purchasing- 
400  ft.  of  new  ZYz"  seamless  fill  pipe,  400  feet  of  steam 
heating  pipe  and  valves  and  fitting,-  which  are  now  needed 
in  National  Defense  and  are  difficult  to  obtain;  that  the 
present  2 J4"  return  line  from  calciner  department  normally 
operates  only  at  night;  that  the  average  amount  of  oil  used 
by  the  entire  plant  amounts  to  one  railroad  carload  per  day 
and  the  pump,  which  it  is  proposed  to  install,  will  unload 
a  car  in  approximately  3  hours ;  that  if  the  pumping  of  the 
oil  into  the  present  return  line  affects  the  control  of  pres¬ 
sure  at  the  calciner  burners,  it  will  be  arranged  that  tank 
cars  will  be  pumped  into  the  return  line  only  during  the 
day  time. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  F.  O.  Applic.  No.  240-42,  be  and  it  hereby 
is  granted  on  condition  there  will  be  introduced  in  the  return 
line  near  the  point  where  the  pump  line  is  connected  thereto, 
a  check  valve  for  the  purpose  of  preventing  oil  from  being 
pumped  into  the  calciners;  that  the  use  of  this  line  as  pro¬ 
posed  shall  continue  only  during  the  emergency;  that  in 
all  other  respects  the  fuel  oil  installation  shall  comply  with 
all  requirements  therefor  other  than  as  modified  by  the 
Board  under  Cal.  No.  1597-21-A. 


32 1-42- A. 

APPLICANT — Howard  H.  Snyder,  for  Metropolitan  Life 
Insurance  Company,  owner. 

>  SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 244-260  Seventh  avenue,  west 
side,  from  West  24th  to  West  25th  street,  201-217 
West  24th  street  and  200-224  West  25th  street 
(Block  No.  774,  Lot  No.  35),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Howard  H.  Snyder  and  James  K. 
Campbell. 

For  Administration:  Fred  Dahlem,  Dep’t  <5f  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(321 -42- A) 

Whereas,  Howard  H.  Snyder,  for  Metropolitan  Life  In¬ 
surance  Company,  owner,  filed  April  17,  1942,  an  appeal 
from  a  decision  of  the  borough  superintendent  affecting 
premises  244-260  Seventh  avenue,  west  side  between  West 
24th  and  West  25th  street,  201-217  West  24th  street  and 
200-224  West  25th  street  (Block  No.  774,  Lot  No.  35), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  15,  1942  on  P  &  D  Applic.  No.  770-42,  reads : 
“Proposed  arrangement  contrary  to  section  14.7.1.3 
(Part  4)  Building  Code,  which  states,  Flushometers 
shall  be  supplied  from  risers  and  branches  from  which 
no  other  supply  branch  is  taken.” 


and 

Whereas,  the  applicant  states  that  the  building  is  16 
stories  (211  ft.)  in  height;  197  ft.  by  250  ft.  in  area;  of 
Class  1  construction ;  equipped  with  a  sprinkler  system  and 
a  standpipe  system  located  in  a  retail  and  residence  “B” 
area  district;  erected  1905,  1900  and  1914  and  occupied: 
cellar,  boiler  room  and  storage,  180  persons ;  mezzanine, 
light  manufacturing  and  salesrooms,  325  persons ;  first  floor, 
light  manufacturing  and  salesrooms,  758  persons;  second 
to  11th  floors,  light  manufacturing  and  sales  rooms,  758 
persons  each;  and  12  to  16th  floors,  light  manufacturing 
and  salesrooms,  518  persons.  No  change  in  use  or  occu¬ 
pancy  is  proposed.  Certificate  of  Occupancy  No.  288114, 
issued  March  31,  1942,  permits  the  temporary  use  of  the 
second,  third,  and  fourth  floors  for  light  manufacturing  and 
salesrooms,  758  persons  per  story;  and 

Whereas,  it  is  proposed  to  supply  flush  valves  from 
same  lines  as  remainder  of  plumbing  fixtures.  The  other 
fixtures  are  lavatories  and  slop  sinks  only,  except  for  two 
shower  stalls  in  basement ;  and 

Whereas,  the  applicant  contends  that  under  a  recenl  in¬ 
terpretation  of  the  Building  Code  relating  to  water  simply 
to  flush  valves,  such  flush  valves  even  when  supplied  from 
a  roof  tank  must  be  supplied  from  lines  or  branches  f  mm 
which  no  other  supply  branch  is  taken ;  that  previous  to 
this  recent  interpretation,  flush  valves  which  were  supplied 
only  from  roof  tanks  and  were  not  connected  directly  to 
street  mains,  were  permitted  to  be  supplied  from  common 
lines  to  which  other  fixtures  were  connected;  that  tinder 
the  previous  plumbing  rules  and  under  the  present  regula¬ 
tions,  until  the  recent  decisions,  over  99%  of  flush  valves 
supplied  from  roof  tanks  have  been  connected  to  common 
lines;  that  the  building  which  is  the  subject  of  this  appeal, 
is  being  occupied  by  the  U.  S.  Army  and  is  being  equipped 
with  new  plumbing  fixtures  and  connections  for  the  accom¬ 
modation  of  the  Army ;  that  new  water  lines  leading  from 
roof  tanks  with  a  pipe  diameter  of  6  in.  will  supply  only 
lavatories  and  one  or  two  service  sinks  per  floor  in  addition 
to  the  flush  valves  on  water  closets  and  urinals ;  that  the 
addition  of  separate  lines  and  branches  to  supply  the  lava¬ 
tories  and  sinks  would  require  an  estimated  four  to  five 
thousand  feet  of  pipe  and  many  hundreds  of  fittings  and 
valves,  some  of  the  most  critical  material  which  is  being 
produced  and  that  permission  is  requested  to  connect  flush 
valves  supplied  from  tanks  in  this  building  to  lines  supply¬ 
ing  other  fixtures  and  fed  from  the  roof  tanks. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  P.  &  D.  Applic.  No.  770-42,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on- 
condition  that  as  to  all  fixtures  as  proposed  to  be  installed 
above  the  ground  floor  where  such  fixtures  are  proposed 
to  be  supplied  by  flush  valves,  the  water  supply  for  such 
flush  valves  shall  be  taken  from  a  down  line  leading  directly 
from  roof  tank;  that  such  proposed  fixtures  may  be  in 
addition  to  the  existing  fixtures  in  the  building  so  supplied. 


368-30- A. 

APPLICANT — Beard’s  Erie  Basin,  Incorporated,  owner. 
SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — Pier  #3,  Erie  Basin,  foot  of 
Columbia  street  (Block  No.  613),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  E.  W.  Congdon. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 
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THE  RESOLUTION— 

(368-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Company,  for  Beard’s  Erie  Basin,  Inc.,  owner,  filed  June 
2,  1930,  an  appeal  from  an  order  of  the  fire  commissioner 
affecting  premises  Pier  No.  3,  Erie  Basin,  foot  of  Colum¬ 
bia  street  (Block  No.  613),  Borough  of  Brooklyn;  and 

Whereas,  this  appeal  was  granted  by  the  Board,  on  cer¬ 
tain  conditions,  on  September  30,  1930 ;  and 

Whereas,  the  owner  under  date  of  April  20,  1942,  re¬ 
quested  an  amendment  to  their  previous  statement  as  to 
occupancy  of  the  pier  as  follows : 

“Subsequent  to  a  conference  with  you  on  Friday 
afternoon,  April  17,  on  your  suggestion  a  letter  was 
mailed  to  Deputy  Chief  Conway,  Bureau  of  Fire  Pre¬ 
vention,  a  copy  of  which  is  herewith  given  you — 

‘We  hereby  apply  for  your  approval  of  the  use  of 
Pier  3,  Erie  Basin,  Brooklyn,  for  the  purpose  of 
repairing  and  equipping  steamships  in  defense  pur¬ 
poses,  for  the  duration  of  the  war. 

This  pier  is  under  lease  to  the  Seas  Shipping  Co. 
(Robin  Line)  for  loading  and  discharging  of  steamers 
in  commerce  and  the  northside  of  the  pier  is  to  be 
used  by  Robins  Dry  Dock  and  Repair  Co.  for  the 
purposes  named  in  our  request.’ 

A  reply  to  that  communication  is  also  herewith  typed 
for  your  information — ■ 

‘In  response  to  your  letter  of  April  16,  1942,  re¬ 
questing  approval  of  the  use  of  Pier  #3,  Erie  Basin 
for  the  purpose  of  repairing  and  equipping  steam¬ 
ships  in  defense  purposes,  you  will  please  be  advised 
that  this  Department  will  not  object  to  the  proposed 
use  providing  you  request  the  Board  of  Standards 
and  Appeals  to  reopen  and  amend  resolution  of  the 
Board  to  permit  the  additional  occupancy  during  the 
duration  of  the  war.’ 

We  therefore  hereby  file  with  you  our  appeal  to  re¬ 
open  and  amend  the  resolution  of  the  Board  of  Stand¬ 
ards  and  Appeals,  adopted  September  30,  1930- 

Bulletin  40 — Volume  IS,  with  reference  to  Pier  3, 
Beard’s  Erie  Basin,  Brooklyn,  the  conditions  therein 
provided  having  been  fully  complied  with. 

Yours  very  truly, 

Walter  F.  Firth, 
Vice  President.” 

and 

Whereas,  the  Board  deemed  that,  in  view  of  the  state¬ 
ment  that  there  would  be  no  objection  to  the  proposed 
additional  use,  the  owner’s  request  to  amend  the  previous 
statement  as  to  occupancy  should  be  granted  but  that  no 
amendment  to  the  resolution  itself  is  required,  unless  and 
until  an  appeal  is  filed  with  the  Board  from  any  order 
that  may  be  served  requiring  additional  protection. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  statement  made  in  connection  with  the 
appeal  as  acted  on  by  the  Board  on  September  30,  1930, 
only  so  far  as  it  has  reference  to  the  type  of  occupancy  of 
the  pier,  so  that  as  amended  this  portion  of  the  preamble 
setting  forth  the  occupancy  shall  read : 

“*  *  *  OCCUPIED :  freight  in  transit,  50  per¬ 

sons,  and  during  the  present  emergency  the  repairing 
and  equipping  of  steamships  in  defense  purposes.” 


283-41 -A. 

APPLICANT — T.  J.  Hughes,  for  Bethlehem  Steel  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 3075  Richmond  terrace,  north 
side,  300  ft.  northwest  of  Harbor  road  (Building 
No.  125,  office  and  tool  room)  (Block  No.  1207, 
Lot  No.  1),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 


APPEARANCES— 

For  Applicant :  Thomas  J.  Hughes. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

N  egative :  .  0 

THE  RESOLUTION— 

(283-41- A) 

Whereas,  J.  S.  Myers,  for  Bethlehem  Steel  Co.,  Inc., 
owner,  filed  April  3,  1941,  an  appeal  from  a  decision  of  the 
borough  superintendent ;  premises  3075  Richmond  terrace, 
north  side,  200  ft.  northwest  of  Harbor  road  (Building  No. 
125)  (Block  No.  1207,  Lot  No.  1),  Mariners  Harbor,  Bor¬ 
ough  of  Richmond ;  and 

Whereas,  this  appeal  was  granted  on  certain  conditions, 
on  April  15,  1941  and  applicant  requested  an  amendment  of 
the  resolution ;  and 

Whereas,  this  appeal  was  reopened  by  the  Board  April 
21,  1942,  to  include  a  proposed  addition  to  the  building  and 
to  extend  the  time  of  the  original  variance;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  February  5,  1942,  on  Misc.  Sprinkler  Applic.  686-41, 
reads : 

“Resolution  of  the  Board  of  Standards  and  Appeals 
Cal.  #283-41-A  does  not  apply  to  new  proposed  exten¬ 
sion  of  sprinkler  system.” 

and 

Whereas,  it  is  proposed  to  erect  a  new  2-story  and  mez¬ 
zanine  extension  (40.5  ft.)  in  height,  252  ft.  by  51  ft.  and 
27  ft.,  irregular  in  area,  at  the  rear  of  the  existing  machine 
shop  and  to  connect  the  sprinklers  in  such  proposed  exten- 
tion  to  the  existing  yard  hydrant  system,  as  shown  on  plan 
filed  with  the  borough  superintendent  under  Misc.  Sprinkler 
Applic.  686-41  ;  and 

Whereas,  the  applicant  requests  that  the  resolution 
adopted  by  the  Board  April  15,  1941,  be  amended  so  as  to 
permit  the  sprinkler  system  in  the  proposed  extension  to 
be  connected  t5>  the  existing  yard  hydrant  system  and  that 
the  terms  of  the  variance  granted  by  the  Board  April  15, 
1941,  be  extended;  and 

Whereas,  the  applicant  contends  that  since  the  adoption 
of  the  resolution  by  tthe  Board  on  April  15,  1941,  the  fol¬ 
lowing  work  has  been  done : 

8-inch  yard  hydrant  system  has  been  continued  to 
form  a  complete  closed  loop  entirely  surrounding  the 
building  area  involved ; 

An  8-inch  connection  to  the  existing  main  to  Rich¬ 
mond  terrace  has  been  made  at  the  west  end  of  the 
yard  complete  with  pit,  meter,  valves  and  Siamese  con¬ 
nection  ; 

Post  indicator  valves  have  been  installed  on  each  of 
the  connections  to  the  city  main ; 

Check  valv&s  have  been  installed  on  existing  4"  and 
6"  meters  to  prevent  salt  water  backing  into  the  city 
main  should  a  fire  boat  connect  to  valve  on  piers,  which 
valves  are  on  the  existing  commercial  lines ; 
that  the  new  extension  to  the  sprinkler  system  will  be 
located  in  a  building  which  is  necessary  to  yard  operation 
in  connection  with  the  U.  S.  Navy  expansion  program; 
that  although  the  building  will  not  be  of  fireproof  construc¬ 
tion,  it  will  be  built  primarily  of  non-combustible  materials 
and  not  used  for  an  occupancy  that  could  be  termed  haz¬ 
ardous  ;  that  the  new  extension  to  the  sprinkler  system  will 
be  a  separate  unit  complete  with  valves  and  Siamese  con¬ 
nection;  that  inasmuch  as  it  is  impossible  now  to  dig  up 
the  yard  in  order  to  install  additional  direct  connections  to 
the  city  main,  because  of  interference  with  the  U.  S.  Navy 
expansion  program,  it  is  requested  that  the  proposed  ex¬ 
tension  to  the  sprinkler  system  be  approved  as  shown  on 
plans  filed  with  the  borough  superintendent  and  that  the 
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resolution  of  the  Board  be  amended  so  as  to  continue  the 
term  of  the  existing  variance  for  an  additional  period  of 
jne  year. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  April  15,  1941  by  adding 
thereto : 

“That  in  the  event  the  buildings  are  increased  in 
area  as  indicated  on  plans  filed  with  the  borough  super¬ 
intendent  under  Misc.  Sprinkler  Applic.  No.  686-41  and 
as  herein  described,  the  sprinkler  protection  to  same 
may  be  as  hereinbefore  described,  obtaining  its  water 
supply  from  the  yard  hydrant  system,  on  condition  that 
in  all  other  respects  the  sprinkler  system  shall  comply 
with  the  requirements  therefor  and  that  the  variance 
hereinbefore  and  now  permitted  shall  be  for  a  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion.” 


VARIATIONS  OF  THE  LABOR  LAW. 
782-41-S. 

APPLICANT — Friendly  Shirt  Company,  Incorporated 
(lessee),  for  H.  M.  and  F.  Schwartz  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 304  Morgan  avenue  and  1027- 
1037  Metropolitan  avenue,  northeast  corner  (Block 
No.  2914,  Lot  No.  1  and  Block  No.  2915,  Lot  No. 
2),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  J.  Minogue  and  Louis  C. 
Lutter. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— Laid  over  to  May  5,  1942  at  2 
P.  M.,  for  revised  plans  and  further  consideration 
by  the  Board. 


87-42-S. 

APPLICANT — Anthony  M.  DeRose,  for  Jasab  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  acting  borough  superintendent. 

’PREMISES  AFFECTED— 390  East  200th  street,  south 
side,  75  ft.  west  of  Webster  avenue  (Block  No. 
3279,  Lot  No.  75),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Anthony  M.  DeRose. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  oyer  to  April  28,  1942  at  2 
P.  M.,  for  further  consideration  by  the  Board  in 
connection  with  Cal.  186-42-A. 


195-42-S. 

APPLICANT — Victor  Bark,  Jr.,  for  Estate  of  Aaron  Snit- 
kow,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

3REMISES  AFFECTED — 166  Eleventh  avenue,  east  side, 

24  ft.  9  in.  south  of  West  38th  street  (Block  No. 
709,  Lot  No.  70),  Borough  of  Manhattan. 

APPEAR  AN  CES — 

For  Applicant:  Victor  Bark,  Jr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

'lCTION  OF  BOARD— Application  denied. 

"HE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
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THE  RESOLUTION— 

(295-42-S) 

Whereas,  Victor  Bark,  Jr.  for  Estate  of  Aaron  Snitkow 
owner,  filed  on  April  9,  1942  an  application  for  variation 
of  the  requirements  of  the  Labor  Law  as  cited  in  a  decision 
of  the  borough  superintendent  affecting  premises  466 
Eleventh  avenue,  east  side,  24  ft.  9  in.  south  of  West  38th 
street  (Block  No.  709,  Lot  No.  70),  Borough  of  Manhattan; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  11,  1942,  on  Alt.  Applic.  No.  285-42,  reads: 

“2.  A.  Exits  from  this  building  to  comply  with 
Sec.  270  of  the  Labor  Law.  Provide  2  fireproof  en¬ 
closed  stairs  3 '8"  wide.  Stairs  of  incombustible  mate¬ 
rial  exits  to  be  remote  from  each  other  to  lead  from 
street  to  roof. 

Note :  Alt.  194-1918,  erected  2  story  rear  extension 
(see  plans)  and  therefore  this  building  is  considered 
as  erected  after  1913.  Note  Ramp  is  not  a  permissible 
means  of  egress  under  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (25  ft.)  in  height;  49  ft.  4  in.  by  100  ft.  in  area; 
of  Class  3  construction;  located  in  an  unrestricted  use  dis¬ 
trict;  erected  1884  and  occupied  since  1918  as  follows: 
cellar,  boiler  room,  no  persons ;  first  floor,  garage,  4  per¬ 
sons;  second  floor,  garage,  4  persons.  Proposed  to  be 
occupied :  cellar,  same ;  first  floor,  factory,  6  persons ;  second 
floor,  factory  12  persons.  The  building  will  be  equipped 
with  one  interior  stairs  in  the  front  of  the  building  3  ft. 
wide  extending  from  roof  bulkhead  direct  to  street  en¬ 
closed  in  fire  retarded  partitions  equipped  with  one  hour 
test  doors  and  egress  can  also  be  had  by  means  of  a  10 
ft.  wide  ramp  leading  to  street.  Certificate  of  Occupancy 
No.  1012-18  was  issued  on  Alt.  Applic.  No.  194  of  1918 
permitting  the  present  use  and  occupancy;  and 

Whereas,  the  applicant  contends  that  the  building  was 
originally  erected  in  1884  as  a  five  story  tenement  and  in 
1918  altered  by  removing  three  upper  stories  and  erecting 
new  rear  two  story  extension  and  converting  the  entire 
building  to  a  public  garage;  that  it  would  be  a  hardship 
to  be  compelled  to  make  the  building  comply  with  Section 
270  of  the  Labor  Law,  merely  for  the  reason  that  the  ex¬ 
tension  was  erected  in  1918 ;  that  the  building  has  one 
iron  stair  leading  direct  to  street  and  a  wide  ramp  lead¬ 
ing  to  street,  which  affords  ample  egress  in  the  event  of 
fire;  that  it  is  proposed  to  enclose  the  present  iron  stairs 
with  stud  partitions  covered  with  wire  lath  and  $4  in. 
cement  plaster  on  all  sides  and  provide  one  hour  fireproof 
test  doors  to  all  stair  hall  openings. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  285-42,  Obj.  No.  2,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


122-41-S. 

APPLICANT — Control  Instrument  Company,  Incorporated 
(lessee),  for  Bush  Terminal  Buildings  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Variation  of  the  labor 
law  as  cited  in  an  order  of  the  fire  commissioner 
(previously  dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED— 33-69  35th  street,  southeast 
corner  of  Second  avenue  (Bush  Terminal  Bldg.  No. 
5,  2nd  to  5th  stories,  inclusive,  Section  B)  ;  (Block 
No.  687,  Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  W.  Olsen. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Application  reopened  and  granted 
on  condition. 
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THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 


ENDAR— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  . 3 

Negative:  Deputy  Chief  Gunn  .  1 


THE  RESOLUTION— 

(122-41-S) 

Whereas,  A.  F.  France,  for  Control  Instrument  Co., 
Inc.,  lessee  (Bush  Terminal  Buildings  Co.,  owner),  filed 
on  February  7,  1941,  an  application  from  a  decision  of  the 
lire  commissioner  affecting  premises  33-69  35th  street, 
southeast  corner  of  Second  avenue  (Block  No.  687,  Lot  No. 
1 ) ,  Borough  of  Brooklyn ;  and 
Whereas,  this  application  was  dismissed  for  lack  of 
prosecution,  on  July  22,  1941 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  case 
and  the  restoration  to  the  calendar;  and 

Whereas,  this  application  affecting  Building  B  west  and 
Building  A  west,  was  restored  to  the  calendar  April  21, 
1942,  for  the  purpose  of  considering  the  question  of  varia¬ 
tion  of  the  Labor  Law,  as  cited  in  Order  No.  8432-LF, 
issued  by  the  fire  commissioner  April  4,  1942,  which  reads : 

“1.  Remove  all  panic  bolts  from  the  exit  doors  on 
the  2nd,  3rd,  4th  and  5th  stories.  Sec.  B.  Sec.  272  of 
Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  (83  ft.)  in  height,  75  ft.  by  700  ft.  in  area;  of  Class 
1  construction ;  located  in  an'  unrestricted  district ;  erected 
in  1911  and  occupied  as  follows:  1st  floor,  storage  and 
packing  of  olive  oil ;  2nd  floor,  factory,  160  persons ;  3d 
floor,  hospital,  offices,  engineering,  production  and  person¬ 
nel  offices,  100  persons ;  4th  floor,  assembly  and  stockrooms, 
207  persons ;  5th  floor,  offices,  67  persons ;  6th  floor,  manu¬ 
facturing  lamp  shades  and  proposed  to  be  occupied  on  the 
5th  floor  for  offices  and  assembly,  167  persons.  The  build¬ 
ing  is  equipped  with  sprinkler,  standpipe  and  fire  alarm 
systems,  four  fireproof  stairs  lead  from  roof  to  street  and 
two  exterior  stairs  in  Section  B  and  one  in-  Section  A;  and 
Whereas,  the  applicant  contends  that  it  was  compelled 
by  the  Navy  Department  to  install  the  present  panic  bolts 
on  the  exit  doors  on  the  2nd,  3d,  4th  and  5th  floors;  that 
the  panic  bolts  will  permit  the  tenant  to  control  entrance 
into  the  plant  and  still  permit  ready  exit  from  the  plant ;  and 
Whereas,  the  applicant  has  submitted  a  recommendation 
of  the  Office  of  Naval  Inspector  of  Ordinance  dated  April 
11,  1942,  in  support  of  this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner  acting 
on  Order  No.  8432-LF,  Objection  No.  1,  and  the  applica¬ 
tion  be  and  it  hereby  is  granted  to  permit  during  the  period 
of  the  emergency,  the  installation  and  maintenance  of  panic 
bolts  on  the  doors  leading  from  middle  section  B  on  the 
2nd  and  4th  floors  as  to  the  southwesterly  door  and  on  the 
2nd,  3rd,  4th  and  5th  floors  as  to  the  southeasterly,  north¬ 
easterly  and  northwesterly  doors,  and  in  west  section  A, 
both  doors  leading  to  stairways  on  the  5th  floor  only,  on 
condition  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  the  sprinkler  system,  standpipe 
system  and  interior  alarm  system  shall  be  maintained  in 
accordance  with  the  requirements ;  that  guards  shall  be 
stationed  on  such  floors  during  the  24  hours  of  the  day 
with  instructions  to  release  the  panic  bolts  immediately  in 
the  event  of  an  emergencj'  to  permit  entrance. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 
176-36-SA. 

APPLICANT — Modern  Utilities  Engineering  Company,  for 
H.  J.  Hueller  Manufacturing  Company,  Incorpor¬ 
ated,  present  owner  (Macrae  Incorporated,  previous 

owner). 

SUBJECT — Application  reopened  March  17,  1942  re  amend¬ 
ment  of  resolution  re  change  of  name  to  Twin 
Control  Oil  Burner,  Models  J,  N,  PI,  JU  and  NU, 
approval  of.  (Previously  approved  re  Homestead 
Oil  Burner,  Model  E,  also  known  as  Homesteafl 
Twin  Control  Oil  Burner,  Models  E,  J,  N,  H,  JU 
and  NU.) 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Resolution  amended. 

TP1E  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative :  .  0 

THE  RESOLUTION— 

(176-36-SA) 

Whereas,  the  Homestead  Engineering  Corp.,  for  the 
J.  N.  M.  Engineering  Corp.,  owner,  filed  June  10,  1936,  an 
application  with  the  Board  of  Standards  and  Appeals,  for 
approval  of  the  device  known  as  Homestead  Oil  Burner, 
Model  E;  and 

Whereas,  this  device  was  approved  by  the  board  on 
July  10,  1936;  and 

Whereas,  J.  J.  Morro,  for  Macrae  Incorporated,  new 
owner,  requested  an  amendment  of  the  resolution  to  include 
the  approval  of  the  Homestead  Twin  Control  Oil  Burner, 
Models  J.  N.  H,  JU  and  NU ;  and 
Whereas,  this  amendment  of  the  resolution  was  granted 
by  the  Board  on  June  21,  1938;  and 
Whereas,  the  Modern  Utilities  Engineering  Co.,  for  H. 
J.  Hueller  Manufacturing  Co.,  Inc.,  present  owner,  requested 
an  amendment  of  the  resolution,  so  that  this  burner  may  be 
marketed  under  the  name  of  Twin  Control  Oil  Burner, 
Models  E,  J,  N,  H,  JU  and  NU ;  and 
Whereas,  this  application  was  reopened  by  the  Board  on 
March  17,  1942,  and  referred  to  the  Committee  on  Tests 
for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

April  9,  1942. 

Re :  Cal.  No.  176-36-SA. 

Subject  :  Homestead  Twin  Control  Oil  Burner,  Models 
E,  J,  N,  H,  JU  and  NU — Amendment  of  Resolution 
to  change  name  to  Twin  Control  Oil  Burner, 
Models  E,  J,  N,  H,  JU  and  NU. 

Under  date  of  July  10,  1936  the  Board  approved  the 
Homestead  Oil  Burner  Model  E  for  use  in  Domestic 
and  Commercial  installations  with  fuel  oil  not  heavier 
that  #3  U.  S.  Department  of  Commerce  standards  and 
on  June  21,  1938  amended  the  resolution  to  include  the 
approval  of  the  Homestead  Twin  Control  Oil  Burner, 
Models  J,  N,  H,  JU  and  NU  for  similar  use. 

These  burners  were  approved  by  the  Underwriters’ 
Laboratories,  Misc.  Pet.  #1098,  Guide  #300-10.4. 

Request  is  now  made  for  a  change  of  name  so  that 
.  the  H.  J.  Hueller  Manufacturing  Company  will  be  sub¬ 
stituted  for  Macrae  Inc.  as  the  owner  and  manufacturer 
of  the  burners  and  the  burner  to  be  hereafter  known  as 
the  Twin  Control  Oil  Burner,  Models  E,  J  N,  H  TU 
and  NU. 

This  application  was  reopened  by  vote  of  the  Board 
March  17,  1942.  An  inspection  of  the  burner  models 
was  made  at  the  plant  of  the  manufacturer  at  559 
Rogers  avenue,  Brooklyn,  on  April  9,  1942.  Present  at 
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this  inspection  were  the  manufacturer,  H.  J.  Hueller, 
his  representative,  J.  A.  Ross,  and  the  representative 
of  the  Committee  on  Tests. 

These  models  are  similar  to  the  models  originally 
approved  by  the  Board  except  as  to  finish  and  the  fact 
that  the  workmanship  is  much  better.  The  models 
differ  mainly  as  to  capacity.  Model  E  is  from  1  to  2 
gals,  per  hour ;  Model  J— 1-3  gals ;  Model  N — 3-7  gals ; 
Model  H— 15  gals.;  Model  JU  and  NU  have  the  flange 
so  arranged  as  to  fit  on  front  of  furnace  while  the 
other  models  have  pedestals. 

There  has  been  no  change  in  construction  except  sub¬ 
stitution  of  Leland  1/6  H.P.  motor  for  the  Emerson 
motor,  though  this  is  also  used,  a  Torrington  Squirrel 
Cage  type  fan,  Jefferson  or  Webster  transformer. 
Electric  ignition  is  the  same.  Minneapolis  Honeywell 
controls  are  used;  Relay  RA-1-17  or  RA-1-16  Thermo¬ 
stat,  T-ll-A  or  Tl-ll-A,  Pressuretrol  P  and  L  404, 
Aquastat  L  170. 

As  a  result  of  this  inspection  it  is  recommended  that 
the  resolution  of  the  Board  be  amended  in  accordance 
with  this  report  so  as  to  approve  the  Twin  Control  Oil 
Burner,  Models  E,  J,  N,  H,  JU  and  NU  as  manu¬ 
factured  by  the  H.  J.  Hueller  Manufacturing  Co.,  Inc. 
for  use  in  New  York  City  in  domestic  and  commercial 
installations  with  fuel  oil  not  heavier  than  # 3  U.  S. 
Department  of  Commerce  standards,  provided  the  burn¬ 
er  bear  a  label  permanently  affixed  reading :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  176-36-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  that  the  resolution  of 
June  21,  1938,  be  amended  to  change  the  name  of  the  burner 
to  the  Twin  Control  Oil  Burner,  Models  E,  J,  N,  H,  JU  and 
NU,  as  manufactured  by  the  H.  J.  Hueller  Manufacturing 
Co.,  Inc.,  present  owner. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  21,  1938,  in  accordance 
with  the  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL 
453-41-SM. 

APPLICANT — Samuel  Rosenblum,  for  Superior  Fireproof 
Door  and  Sash  Company,  Incorporated,  owner. 
SUBJECT — Superior  One  Hour  Kalamein  Fire  Door,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissoners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(453-41-SM) 

Whereas,  Samuel  Rosenblum,  for  Superior  Fireproof 
Door  and  Sash  Co.,  Inc.,  owner,  filed  on  May  16,  1941,  an 
application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  the  Superior  One  Hour 
Kalamein  Fire  Door;  and 


Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

April  16,  1942. 

Cal.  No.  453-41-SM. 

Subject:  Superior  One  Hour  Kalamein  Fire  Door,  ap¬ 
proval  of. 

The  Superior  Fireproof  Door  and  Sash  Co.,  Inc.  filed 
on  May  16,  1941,  with  the  Board  of  Standards  and 
Appeals  an  application  for  approval  of  its  material 
known  as  the  Superior  One  Hour  Kalamein  Fire  Door 
under  the  requirements  of  Sec.  C26-178.0.b  of  the  Ad¬ 
ministrative  Code  for  use  singly  under  the  pertinent 
sections  of  the  Administrative  Code  and  the  Multiple 
Dwelling  Law. 

A  pair  of  these  doors  was  submitted  to  test  by  the 
Underwriters’  Laboratories,  Inc.  (see  Report  on  Re¬ 
tardant  No.  1396-2). 

Description 

One  door  of  the  pair  was  of  the  single  panel  type  and 
the  other  divided  into  two  panels  by  an  intermediate  rail. 
Both  doors  were  provided  with  surface  butts  and  the 
active  door  of  the  pair  was  equipped  with  a  mortise  lock 
having  a  in.  throw,  and  the  stationary  door  with  top 
and  bottom  surface  throw  bolts.  The  metal  covering 
of  No.  26  U.  S.  gauge  steel  was  applied  over  the  wood 
core  of  the  stiles  and  rails  and  the  asbestos  core  of  the 
panels.  The  frame  was  of  the  single  type  made  of  4-in. 
standard  structural  channel,  which  was  assembled  at  the 
factory.  Wall  anchors  and  sill  were  provided.  The 
core  of  each  stile  and  rail  was  of  one  piece  of  lumber 
not  less  than  1^  in.  thick  and  not  less  than  5  in.  wide, 
nor  more  than  12  in.  The  stiles  extended  the  full 
height  of  the  door  and  the  rails  had  a  tenon  which 
fitted  into  a  mortise  at  the  end  of  the  stiles.  The 
joints  between  the  core  of  the  stiles  and  rails  were  of 
the  mortise  and  tenon  type,  held  together  by  nails.  The 
panel  assembly  was  mortised  into  the  edge  of  the  wood 
core  of  the  stiles  and  rails. 

Metal  Covering 

Rails  and  Stiles 

The  metal  covering  of  each  stile  and  rail  was  one  piece 
of  No.  26  U.S.  gauge  steel,  forming  the  outer  edge,  sides 
and  panel  edge.  The  panel  edges  had  double  right  angle 
bends  having  1  in.  flanges.  The  flanges  lapped  the  panel 
assembly  and  were  fastened  thereto  with  split  rivets  at 
10  in.  intervals,  starting  not  more  than  2  in.  from  the 
corner  each  way. 

Intermediate  Rails  and  Stiles 

The  metal  covering  of  intermediate  rails  and  stiles 
were  of  two  pieces  of  No.  26  U.S.  gauge  metal,  formed 
with  flanges  on  each  edge  and  fastened  to  the  panel 
assembly  similar  to  that  described  under  the  heading 
Rails  and  Stiles. 

Joint  Between  Metal  Coverings  of  Stiles  and  Rails 

The  joint  of  the  metal  on  the  face  of  door  at  meeting 
edges  of  stiles,  rails,  and  intermediate  stiles  and  rails 
was  formed  by  a  J4  in.  clip  seam.  The  seam  extended 
the  full  width  of  the  rails.  The  joint  was  filled  with 
solder  when  completed.  The  top  and  bottom  ends  of  the 
stiles  were  closed  up  by  the  metal  of  the  stiles  extending 
over  the  ends,  forming  a  seam.  The  joint  was  fastened 
to  the  wood  core  with  two  2  in.  nails. 

Panels 

The  panels  consisted  of  %  in.  thick  (soft)  asbestos 
board  covered  on  each  side  with  No.  26  U.S.  gauge 
steel.  The  assembly  of  the  metal  and  asbestos  forming 
the  panel  was  placed  into  a  groove  in  the  wood  core  of 
the  stiles;  rails  and  intermediate  rails  at  least  in., 
and  was  fastened  to  the  metal  covering  of  the  stiles 
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Figure  1. 


and  rails  with  split  rivets  spaced  at  intervals  not  exceed¬ 
ing  10  in.,  starting  not  more  than  2  in.  each  way  from 
the  corner.  Panel  moulding  was  of  the  hollow  metal 
type  fastened  in  position  with  screws. 

Hardware 

The  doors  were  provided  with  surface  hinges  and  top 
and  bottom  throw  bolts,  fastened  in  position  by  thru 
bolts.  The  lock  was  of  a  mortised  type  and  the  cutout 
for  both  the  lock  and  lock  strike  w’ere  provided. 

Astragal 

One  door  of  a  pair  was  provided  with  an  astragal, 
formed  and  fastened  by  through  bolts.  The  astragal 
projected  beyond  the  adjacent  door  Y\  in. 

Door  Frame 

'Idie  6  in.  standard  structural  channel  steel  door  frame 
used  for  the  installation  of  the  doors  was  provided  with 
adjustable  wall  anchors.  The  assembled  frame  was  for 
an  8  by  8  ft.  opening  and  was  erected  in  a  brick  wall 
approximately  12  in.  thick. 

T est  Procedure 

The  fire  test  was  conducted  in  accordance  with  the 
standard  time  temperature  curve.  Immediately  after  the 
fire  test  the  assembly  was  withdrawn  from  the  furnace 
and  the  1 %  in-  stream  of  water  was  applied  to  the 
exposed  face  for  two  minutes.  The  stream  was  moved 
slowly  around  the  edge  of  the  sample  and  then  over 
the  entire  surface.  The  pressure  at  the  base  of  the 
nozzle  was  30  lb.  p.s.i.,  the  tip  of  the  nozzle  being  20 
ft.  from  the  sample. 

Observations  During  Test 

There  was  no  passage  of  smoke  or  flame  in  any  con¬ 
siderable  volume  during  the  fire  test.  The  temperature 
on  the  unexposed  side  at  the  end  of  30  minutes  was 
433  degrees  F.  and  at  the  45  min.  period  475  degrees  F. 
The  application  of  the  hose  stream  resulted  in  flattening 
of  the  metal  on  the  exposed  surface  which  had  bulged 
during  the  fire  test.  The  doors  remained  in  position,  the 
mortized  lock  and  bottom  bolt  remained  in  the  locked 
position.  The  65  per  cent  rivets  fastening  the  panels 
and  the  metal  covering  of  the  stiles  and  rails  had  pulled 
loose  but  held  together  sufficiently  so  that  no  openings 
through  the  doors  developed.  The  panel  moulding  re¬ 
mained  in  position  but  all  screws  were  loose. 

Changes  Proposed  by  the  Applicant 

1.  Substitute  24  gauge  metal  in  the  rails,  stiles  and 
panels  for  the  26  gauge  metal  as  tested. 

2.  Replace  the  surface  hinges  with  Bommer  or  equiv¬ 
alent  type  hinges,  two  to  a  door  up  to  7  feet  high, 
three  to  a  door  7  to  7}4  feet  high,  and  not  less  than 
four  to  a  door  7^4  to  8  feet  high. 

3.  Increase  thickness  of  asbestos  insulation  from  kt 
in.  to  Y  hi-  millboard,  with  starch  content  to  be  at  a 
minimum.  Asbestos  insulation  to  be  glued  under  pres¬ 
sure  to  the  metal  of  the  panel. 

4.  Attach  panel  to  rails  and  stiles  by  not  less  than 
4  substantial  arc  welds  along  each  of  the  perpendicular 
mouldings,  which  in  turn  are  secured  to  rails  and  stiles 
as  shown  on  Figure  1,  section  A- A. 

5.  Substitute  the  detail  of  method  of  attaching  panels, 
moulding,  by  means  of  interlocking  clip,  stiles  and  rails 
(Figure  1,  section  B-B)  simulating  that  normally  used 
in  hollow  metal  door  construction  (see  Figure  1,  sec¬ 
tion  A-A)  for  the  panels  being  secured  to  stiles  and 
rails  by  means  of  split  rivets  10  in.  o.c.  All  exposed 
-joints  to  be  soldered  and  ground  smooth. 

6.  Provide  ventilation  by  means  of  vent  holes  on  top 
of  hinge  and  lock  stiles,  top  railing  and  in  the  panels 
as  shown  on  Figure  1. 

7.  Provide  a  hardwood  strip  %  in.  wide,  full  length 
and  width  of  the  hinge  stjle  and  mortised  to  receive  the 
hinges. 
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Re  com  m  endations 

On  the  basis  of  the  foregoing  test  data  and  the  pro¬ 
posed  changes  the  Committee  on  Tests  recommends  the 
approval  under  Section  C26- 178.0b  of  the  Superior  One 
Hour  Kalamein  Fire  Door  when  manufactured  as 
herein  set  forth  with  the  proposed  changes  for  use 
singly  as  a  one  hour  opening  protective  assembly  under 
the  Multiple  Dwelling  Law  and  as  a  Y\  hour  opening 
protective  assembly  under  Section  C26-662.0  of  the 
Administrative  Building  Code.  The  Committee  recom¬ 
mends  that  the  approval  shall  be  for  a  temporary  period 
of  six  months,  within  which  time  the  applicant  shall 
submit  an  assembly  manufactured  as  approved  to  further 
test.  This  approval  shall  supersede  all  prior  existing 
approvals  on  Kalamein  door,  as  made  by  this  applicant. 

All  opening  protective  assemblies  manufactured  under 
this  approval  shall  be  inspected  and  labelled  in  accord¬ 
ance  with  the  Rules  of  the  Board  for  the  Inspection  of 
Opening  Protective  Assemblies. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Superior  One 
Hour  Kalamein  Fire  Door,  on  condition  that  the  material 
be  manufactured,  installed  and  labelled,  stamped  or  tagged 
in  accordance  with  above  report. 


982-41 -SM. 

APPLICANT — North  American  Iron  and  Steel  Co.,  Inc., 
owner. 

'  SUBJECT — Naisco  Three-Hour  Rolling  Steel  Door,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(982-41-SM) 

Whereas,  the  North  American  Iron  and  Steel  Co.,  Inc., 
owner,  filed  on  November  14,  1941,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  mate¬ 
rial  known  as  the  Naisco  Three-Hour  Rolling  Steel  Door; 
and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

'l 

REPORT  OF  COMMITTEE  ON  TESTS. 

April  10,  1942 

Cal.  No.  982-41-SM. 

Subject:  Naisco  Three-Hour  Rolling  Steel  Door,  ap¬ 
proval  of. 

The  North  American  Iron  and  Steel  Co.,  Inc.,  filed 
November  14,  1941,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  under  Section 


C26-178.0b,  of  the  Naisco  Three-Hour  Rolling  Steel 
Door  for  use  under  Sections  C26-610.0  and  C26-660.0. 

The  details  of  the  construction  of  the  Naisco  Three- 
Hour  Rolling  Steel  Door  and  the  results  of  a  test  of 
the  fire  retardant  performance  of  this  door  when  sub¬ 
jected  to  a  three  hour  fire  test  at  the  Underwriters’ 
Laboratories,  Chicago,  Illinois,  as  witnessed  by  the  un¬ 
dersigned,  are  as  follows: 

Details  of  Test  Door 

The  test  assembly  (Figure  1)  was  designed  for  an 
opening  in  a  fire  wall  9  ft.  wide  and  10  ft.  high.  The 
curtain  was  formed  of  a  series  of  galvanized  steel  slats, 
interlocking  along  their  adjacent  horizontal  edges  to 
which  was  attached  a  bottom  bar,  top  bar,  slide  bolts 
(when  required)  and  handles  (for  manual  operation). 
The  bottom  slat  was  reinforced  to  form  the  bottom  bar. 
The  slats  were  #20  gauge  and  approx.  2)4"  wide  from 
center  to  center  of  locks  hinged  together  by  interlocks 
formed  on  the  horizontal  edges.  The  end  of  each  slat 
was  provided  with  malleable  iron  edge  guards,  so  as  to 
prevent  lateral  movement  of  the  slats  and  also  provide 
a  wearing  surface  on  both  sides  where  contacts  with  the 
wall  guides  are  made.  It  also  serves  as  a  flame  stop. 

Each  edge  guard  was  secured  to  the  slats  by  two 
3/16"  rivets.  The  curtain  extended  from  the  sill  to  the 
center  of  the  shaft  or  barrel,  and  thence  around  the 
shaft  a  distance  equal  to  one-half  the  circumference  of 
the  rings  on  the  shaft,  the  vertical  edges  extending  into 
the  guides  2)4"  on  either  side. 

The  guides  were  3)4"  deep.  The  bottom  bar  was 
made  of  2"  x  2"  x  )4"  steel  angles  with  the  bottom 
half  slat  mounted  between.  All  three  members  were 
bolted  together  by  %"  bolts  spaced  12"  on  centers,  each 
member  having  slotted  holes  to  permit  expansion  up  to 
3/16"  per  foot,  with  each  bolt  having  a  galvanized  steel 
washer  on  each  side.  The  horizontal  leg  of  the  angles 
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was  cut  away  at  each  end  so  that  the  vertical  leg  en¬ 
tered  the  wall  guides  a  distance  of  2^4".  The  top  bar 
was  formed  by  the  top  slat  reinforced  with  a  44"  half 
round  bar  as  long  as  the  width  of  the  curtain,  the  two 
members  being  held  together  by  3/16"  rivets,  12"  on 
centers,  with  outside  rivets  3"  from  ends  of  the  bar. 
The  top  bar  was  directly  attached  to  the  rings  on  the 
barrel  by  44”  round  head  bolts  24"  on  centers,  with 
the  outside  bolts  12"  from  the  ends.  The  flame  stop 
was  made  of  #22  gauge  galvanized  steel  for  the  full 
width  of  the  curtain,  the  free  end  reinforced  with  a 
44"  x  %"  steel  bar  attached  by  34”  rivets  spaced  at 
24"  centers,  with  outside  rivets  3"  from  each  end.  The 
other  end  had  a  specially  formed  hinge  which  fitted 
into  a  second  hinge  in  a  specially  formed  #20  gauge 
steel  strip  attached  to  the  upper  end  of  the  hood  by  the 
same  bolts  attaching  the  hood  to  the  wall.  The  free 
end  was  held  away  from  the  curtain  during  the  ordinary 
operation  of  the  door  by  a  chain  provided  with  two 
fusible  links  which  passed  through  two  grommets  in 
the  hood,  and  through  two  eyelets  extending  from  the 
wall  above  the  opening  and  attached  to  the  flame  stop 
at  two  points.  The  handles  were  made  of  cast  iron  and 
secured  to  the  bottom  bar  by  two  34”  round  stove  bolts 
through  slotted  holes.  The  curtain  was  provided  with 
two  supports  designed  to  sustain  the  weight  of  the 
curtain  in  its  closed  position  in  the  event  of  failure  of 
the  counter-balancing  springs. 

The  two  supports  were  mounted  on  the  face  of  the 
curtain,  flush  with  the  vertical  edges  in  such  a  position 
so  as  to  be  immediately  above  the  outer  members  of  the 
guides  which  forms  the  bellmouths  of  the  groove.  When 
the  curtain  was  closed,  any  further  downward  motion 
was  prevented  by  the  support  coming  in  contact  with 
the  upper  portion  of  the  groove,  thereby  supplying  a 
positive  stop. 

The  curtain  support  was  in  the  shape  of  an  oversized 
guard  made  of  malleable  iron  or  steel  and  fastened  to 
the  slat  by  three  34”  rivets.  The  counter-balancing 
mechanism  comprised  the  barrel,  shaft,  rings,  brackets 
and  the  helical  spring  with  auxiliary  attachments.  The 
barrel  and  shaft  were  made  of  steel  and  provided  with 
cast  iron  rings  on  its  outer  surface  and  designed  to 
receive  the  top  bar  of  the  curtain.  The  shaft  was  sup¬ 
ported  at  each  end  by  ball  bearings;  within  the  barrel 
was  installed  a  helical  steel  spring  of  such  size  and 
stiffness  so  as  to  counterbalance  the  dead  weight  of 
the  curtain.  The  overall  length  allowed  for  expansion 
between  the  brackets;  the  horizontal  barrel  was  a  434" 
x  44”  steel  pipe,  the  inner  shaft  was  144”  diameter 
cold  rolled  steel.  The  inner  shaft  was  stationary  dur¬ 
ing  normal  operation  being  locked  in  position  by  an 
automatic  gear  mounted  on  the  automatic  gear  bracket. 
The  barrel  revolved  on  the  inner  shaft  as  the  curtain 
was  raised  and  lowered.  The  cylindrical  flanged  cast 
iron  bearings  were  fastened  to  the  barrel  by  4-5/16" 
tap  bolts  and  lined  with  brass  not  less  than  1/16"  thick¬ 
ness.  The  automatic  release  mechanism  was  connected 
with  a  standard  galvanized  chain  by  two  fusible  links 
which  part  at  150°  F.  thus  allowing  the  small  weight 
to  drop,  permitting  a  pair  of  weighted  pawls  to  roll  out 
of  mesh  with  an  automatic  gear  pinned  to  the  inner 
shaft  of  the  door  barrel  by  a  No.  8  taper  pin.  The 
shaft  rotates  rapidly,  due  to  the  tension  of  the  spring, 
in  the  direction  of  the  lowering  curtain. 

In  order  to  limit  the  unwinding  of  the  spring,  four 
44"  holes  were  tapped  into  the  web  of  the  automatic 
gear.  A  tap  bolt,  or  set  screw  44"  diameter  was  screwed 
into  one  of  these  holes  far  enough  to  contact  a  bar 
stop  (44"  x  1"  x  3"  long  riveted  on  the  bracket  with 
three  5/16"  rivets)  before  a  full  revolution  was  com¬ 
pleted. 

A  swing  stop  of  steel  or  malleable  iron  34"  square 
in  the  arm,  44"  square  was  used  in  the  bored  section 
which  turned  on  the  bronze  bracket  bushing  and  halted 


against  the  34"  x  1"  bar  stop.  The  pawl  was  fastened 
to  the  bracket  with  a  44"  iron  stud  through  a  1/32" 
brass  tube  bushing;  and  the  small  weight  with  a  34" 
iron-shouldered  stud  through  a  1/32"  brass  tube  bush¬ 
ing.  The  pawl  is  not  galvanized.  The  two  shouldered 
studs  were  riveted  on  the  inner  end. 

The  automatic  device  consisted  of  two  parts,  the 
flanged  casting  with  two  1/32"  brass  bushed  pawls, 
mounted  on  it  with  44"  rivets,  and  the  steel  finger  made 
in  one  piece  with  the  cast  bushing  in  the  end  of  the 
barrel.  The  combined  casting  fitted  into  a  slot  in  the 
end  of  the  barrel  to  prevent  shearing  of  the  screws 
with  which  one  of  two  pawls  engages  when  the  auto¬ 
matic  release  operates.  The  finger  on  the  barrel  re¬ 
volves  continuously  as  the  door  is  raised  and  lowered. 
The  two  pawls  were  kept  out  of  contact  with  the 
finger  by  means  of  the  brass  springs  34"  outside  diam¬ 
eter  and  with  34”  round  head  screws. 

Upon  the  action  of  the  automatic  release,  the  two 
pawls  on  the  automatic  release  were  thrown  out  radially 
and  the  nearest  pawl  engaged  the  finger  on  the  barrel 
impelling  the  barrel  to  rotate  in  the  direction  of  lower¬ 
ing  the  door.  The  44"  tap  bolt  contacted  the  stop  on 
the  bracket  and  halted  the  rotation  of  the  inner  shaft, 
the  automatic  starter  casting  and  the  pawls  which  were 
drawn  back  by  the  springs  and  the  barrel  continuing 
to  revolve.  Each  bracket  was  made  of  5/16"  steel 
plate  formed  to  support  the  shaft,  coil  and  hood,  and 
to  close  the  ends  of  the  hood,  and  fastened  to  the  4" 
x  3"  x  34"  wall  angle  by  three  44'"  bolts. 

The  automatic  bracket  was  furnished  with  a  sheet 
iron  or  cast  iron  cover  over  the  automatic  release. 

The  guides  were  made  of  three  angles ;  one  wall  angle 
4"  x  3"  x  34”  fastened  to  the  wall  and  extending  above 
the  opening  to  support  the  bracket  on  either  side ;  one 
angle  3>44"  x  334"'  x  34"  and  one  3"  x  2"  x  3/16". 
The  guides  were  fastened  with  44"  bolts,  12"  max. 
centers  located  in  slotted  holes  with  a  galvanized  washer 
on  either  side.  The  wall  angle  was  fastened  to  the  wall 
with  134"  bolts,  18"  max.  centers  located  in  slotted  holes 
with  galvanized  washers. 

A  centrifugal  governor  designed  to  retard  the  auto¬ 
matic  door  consisted  of  the  outer  casing  of  cast  iron 
Yi"  thick  and  the  inner  disc  on  which  are  mounted  the 
two  brake  shoes. 

The  inner  disc  rotates  freely  on  a  turned  steel  stud 
which  is  journalled  in  a  cast  iron  bearing  fastened  to 
the  bracket  with  three  3/16"  rivets.  The  stud  was  held 
to  the  bearing  by  a  No.  8  taper  pin.  The  inner  disc 
was  of  cast  iron  3/16"  thick  bushed  with  1/16"  thick 
brass  bushing.  To  the  face  of  the  inner  disc  were 
pivoted  two  brake-shoes  of  cast  iron,  pivoted  on  34" 
round-turned  steel  studs  shouldered  and  riveted  to  the' 
inner  disc.  The  brake  shoe  bushings  were  1/32"  thick 
of  brass  and  brass  washers  on  either  side  1/32"  thick. 

The  brake  shoes  were  made  with  a  round  recess  in 
order  to  give  them  additional  weight  at  a  point  well 
removed  from  the  pivot.  The  brake  shoes  were  not  in 
contact  with  the  outer  cover  until  the  door  had  developed 
sufficient  speed  in  closing  to  extend  the  two  steel  springs 
and  thrown  the  face  of  the  shoes  against  the  inner 
surface  of  the  outer  cover.  There  was  cast,  integral 
with  the  inner  disc,  a  3"  diameter  pinion  having  12 
teeth  and  1"  face.  The  governor  was  placed  on  the 
outside  of  the  bracket  above  the  12"  driving  gear. 

Corrected  drawings  of  this  door  and  its  mechanism 
have  been  filed  by  the  applicant  as  well  as  a  report  of 
the  Underwriters  covering  the  fire  test  witnessed  by  the 
committee  as  follows : 

Fire  Test 

This  door  was  subjected  to  the  Three-Hour  Fire 
Test  of  opening  Protective  Assemblies,  as  specified  in 
Article  11,  Fire  Resistive  Construction,  Sub.  Article  1, 
Fire  Resistive  Materials,  Group  5  Fire  Tests,  Group  6 
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Fire  Test  Structure,  Group  7  Fire  Test  Samples,  and 
Group  9  Hose  Stream  Test,  Administrative  Code,  to 
meet  the  requirements  of  C26-610.0  A.C.  (10.1.18  B.C.) 
for  fire  walls  three  hours.  This  test  was  performed  at 
the  Underwriters’  Laboratories,  Chicago,  Illinois,  on 
January  16,  1942,  and  a  copy  of  their  report  of  this  test 
is  filed  with  this  record. 

The  test  assembly  was  designed  for  mounting  on  one 
face  of  a  fire  wall  with  an  opening  9  ft.  in  width  and 
10  ft.  in  height.  The  door  mounted  thereon,  unpainted 
but  galvanized,  was  inspected  and  labeled  by  the  Under¬ 
writers.  The  fire  was  exposed  to  one  face  of  the  door 
for  the  required  three  hours,  after  which  time  the  panel 
was  withdrawn  from  the  furnace  and  subjected  to  the 
hose  stream  test  with  the  results  as  indicated  in  the 
Underwriters’  report,  indicating  that  the  door  met  the 
requirements  for  the  three  hour  rating.  The  tempera¬ 
tures  during  the  three  hour  period  met  the  requirements 
of  C26-580.0  A.C.  Sub.  c  (10.1.5.2)  There  was  no 
passage  of  flame  or  smoke  through  the  door  in  any 
significant  amounts,  and  the  door  satisfactorily  met  the 
requirements  of  the  hose  stream  test.  The  conditions 
of  expansion  of  all  door  parts,  warping  of  the  curtain, 
and  deflection  of  the  barrel,  were  constructed  with 
ample  provision  to  meet  the  conditions  of  service  as  may 
be  reflected  by  this  fire  test. 

RECOMMENDATIONS 

On  the  basis  of  this  test,  the  committee  recommends 
the  approval  of  the  Naisco  Three-Hour  Rolling  Steel 
Fire  Door  (Figure  1),  under  Section  C26-178.0b,  when 
manufactured  in  sizes  permitted  by  the  building  code, 
for  use  under  C26-610.0  A.C.  (10.1.18  B.C.)  and 
C26-660.0  (10.8.1  B.C.)  as  a  three  hour  protective  assem¬ 
bly,  excepting  that  these  doors  arc  not  to  be  used  as 
required  means  of  egress.  Where  there  is  combustible 
material  within  15  ft.  of  the  opening,  two  such  doors 
are  to  be  installed  in  each  opening. 

In  view  of  this  test  the  Committee  recommends  that 
the  flame  stop  shall  have  the  free  end  reinforced  with 
a  rolled  bead;  that  the  specially  formed  #20  galvanized 
steel  strip  be  attached  to  the  inner  side  of  hood  by  #7 
rivets  spaced  12  inches  on  centres,  that  closed  ends  be 
furnished  on  this  hinge  to  prevent  lateral  motion  of 
flame  stop ;  that  the  free  end  be  held  away  from  the 


curtain  during  the  ordinary  operation  of  the  door  by 
a  chain  provided  with  one  fusible  link  passing  through 
brass  grommets  in  the  hood  and  through  a  5/16  inch 
eye-bolt  attached  to  the  centre  of  the  hood  and  attached 
to  the  flame  stop  at  two  points ;  that  for  doors  up  to 
64  sq.  ft.  the  automatic  gear  be  pinned  to  the  inner 
shaft  of  the  door  barrel  by  a  #8  taper  pin  and  for 
doors  up  to  120  sq.  ft.  in  area  two  #8  taper  pins  be 
provided,  that  the  automatic  starter  casting  be  fastened 
to  the  inner  1R(  in.  round  steel  shaft  with  one  #8  taper 
pin  for  doors  up  to  64  sq.  ft.  in  area  and  two  #8  taper 
pins  for  doors  up  to  120  sq.  ft.  in  area;  that  steel  pins 
replace  all  bronze  pins  on  the  pawl  and  weight;  that 
the  outer  casing  forming  the  centrifugal  governor  be 
cast  iron  3/&  in.  thick  instead  of  3/16  in.  thick. 

The  committee  further  recommends  that  all  opening 
protective  assemblies  manufactured  under  this  approval 
shall  comply  with  the  rules  of  the  Board  for  the  inspec¬ 
tion  of  opening  protective  assemblies.  It  is  also  recom¬ 
mended  that  each  Naisco  door  be  provided  with  a 
metal  label  with  raised  letters,  reading  as  follows : 
“Approved  b}^  the  Board  of  Standards  and  Appeals  for 
.  use  in  New  York  City,  under  Cal.  No.  982-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM,  _ 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Naisco  Three- 
Hour  Rolling  Steel  Door,  on  condition  that  the  material  be 
manufactured,  installed  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


Adjourned,  4:50  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
o  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
ind  to  all  lawyers,  architects  and  engineers  representing 
>wners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
>f  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
learing  is  provided  in  the  publication  in  this  Bulletin  of 
he  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
learing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
learing  can  be  entertained  in  view  of  this  publication  and 
if  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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RULES 


RULES  FOR  TESTS  OF  FIRE-RESISTIVE,  FLAMEPROOFED  MATERIALS,  SUCH  AS 
TEXTILES,  PAPER,  SIMILAR  MATERIALS  AND  ADHESIVES  USED  FOR  DECORA¬ 
TIVE  PURPOSES  AND  TREATED  ACOUSTICAL  DRAPERIES,  CARPETS  AND  SIMI¬ 
LAR  MATERIALS  FOR  USE  IN  PLACES  OF  PUBLIC  ASSEMBLY  AND  SPECIAL 
OCCUPANCY  STRUCTURES 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  3,  1940.  EFFECTIVE, 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 

CHARTER,  MAY  27,  1940. 

[Cal.. No.  294-40- SR] 


AUTHORITY : 

Pursuant  to  the  authority  vested  in  the  Board  of  Standards 
and  Appeals  by  Section  666,  paragraph  2,  of  the  Charter  of 
the  City  of  New  York  and  Section  C26-721.0b  (12.2)  as 
amended  by  Local  Law  No.  170,  approved  November  14, 
1939,  and  Section  09-161. 1  Local  Law  No.  112,  approved 
July  18,  1939. 

1.0  SCOPE. 

These  requirements  apply  to  flameproofed  combustible  ma¬ 
terials  used  for  decorative  or  other  purposes  within  special 
occupancy  structures  as  defined  in  Section  C26-715.0  (12.1.1) 
and  other  places  of  public  assembly  as  provided  in  Section 
C-19-161.0,  which  was  amended  by  Local  Law  No.  112. 

2.0  GENERAL  REQUIREMENTS. 

It  shall  be  unlawful  for  any  person  to  use  any  decorations, 
drape,  curtain  or  scenery  used  for  artistic  enhancement 
which  is  made  of  combustible  material,  unless  painted  or 
saturated  with  a  non-combustible  material  or  liquid  or  other¬ 
wise  rendered  safe  against  fire  to  the  satisfaction  of  the 
Fire  Commissioner  and  in  accordance  with  the  requirements 
of  these  Rules,  in  any  building  of  a  public  character,  includ¬ 
ing  a  hotel,  theatre,  restaurant,  public  hall,  department  store, 
and  a  building  used  or  intended  to  be  used  for  purposes  of 
public  assembly,  amusement  or  instruction,  and  a  building 
where  large  numbers  of  persons  congregate  (See  Section 
09-161. 1)  except  as  exempted  in  Rule  7. 

After  flameproofing,  such  processing  as  ironing,  sewing 
and  normal  handling  shall  have  no  detrimental  effects  on  the 
treatment  of  the  material. 

3.0  APPROVAL  OF  MATERIALS  AND  METHODS 
USED  IN  FLAMEPROOFING  TEXTILES,  ETC. 

3.1  No  materials  or  methods  for  flameproofing  com¬ 
bustible  materials  for  use  under  these  Rules  shall  be  used 
unless  approved  by  the  Board. 

4.0  FLAMEPROOFING  PROPERTIES. 

The  flameproofed  material,  when  subjected  to  the  test 
described  in  Rule  5.0,  shall  meet  the  following  requirements 
as  to  fire-retardant  properties. 

4.1  FLASHING — No  flashing  shall  occur  at  any 
time  on  the  length  of  the  test  specimen.  A  flashing  due 
to  fuzz  or  bad  edges  may  be  disregarded. 

4.2  DURATION  OF  FLAME — The  average  con¬ 
tinuation  of  flaming  shall  not  exceed  3  seconds. 

4.3  DURATION  OF  GLOW — The  average  continu¬ 
ation  of  glow  at  the  edge  of  the  charred  area  shall  not 
exceed  an  additional  twenty  seconds  after  the  cessation 
of  flaming.  Glow  confined  to  the  charred  area  may  be 
disregarded. 

5.0  TESTS. 

Tests  for  each  specific  installation  of  originally  treated 
combustible  material,  or  any  re-tests  thereof,  shall  be  made 
by  the  Fire  Commissioner,  or  in  a  laboratory  approved  by 
him,  in  accordance  with  the  requirements  of  these  Rules. 

5.1—  SAMPLING  FOR  TEST  SPECIMENS— 
Samples  of  each  variety  of  material  and  for  every  kind 
of  treatment  shall  be  subject  to  separate  tests.  Samples 
shall  be  of  sufficient  size  to  furnish  test  specimens  pro¬ 
vided  for  in  Rule  5.2.  At  least  three  samples  shall  be 
furnished  for  every  500  square  feet  or  fraction  thereof. 

5.2 —  TEST  SPECIMENS — Specimens  for  test  shall 
be  2  in.  wide  and  \2r/2  in.  long  and  shall  be  numbered 
on  one  end.  Test  specimens  shall  be  carefully  cut  from 
at  least  three  different  places  in  the  material  to  provide 
a  minimum  of  three  test  specimens  from  each  material 
for  testing. 


5.3  CONDITIONING  OF  TEST  SPECIMENS— 
The  test  samples  or  test  specimens  shall  be  dried  for  24 
hours  in  a  room  of  average  temperature  of  70°  F.,  with 
an  average  humidity  of  40%. 

5.4  TEST  FOR  PERMANENCE  OF  CHEMI¬ 
CALS — Test  specimens  shall  be  suspended  by  folding 
and  pinning  one-half  inch  of  the  numbered  end  over  a 
horizontal  8-gauge  wire,  placed  two  inches  above  the 
center  of  a  7-inch  opening  in  a  3  ft.  wind  tunnel  arranged 
to  deliver  a  wind  velocity  to  the  air,  at  the  tunnel  end, 
of  700  lineal  feet,  plus  or  minus  50  ft.  per  minute,  as 
measured  by  a  suitable  anemometer  on  a  line  with  the 
wire.  In  this  position  the  test  specimens  shall  be  whipped 
for  five  minutes.  Immediately  upon  conclusion  of  this 
test,  the  specimens  shall  be  placed  in  a  closed  dry  con¬ 
tainer  until  required  for  the  flame  test. 

5.5  APPARATUS  FOR  FLAME  TEST— The  ap¬ 
paratus  shall  consist  of  a  ring  stand  20  inches  high  with 
an  adjustable  clamp  housed  in  a  metal  shield  12  inches 
square  and  20  inches  high,  open  in  front  and  at  both 
ends  and  a  Bunsen  or  Tirrill  gas  burner  which  shall 
have  a  tube  of  $i-mch  inside  diameter. 

5.6  FLAME  TEST — A  whipped  test  specimen  shall 
be  taken  from  the  closed  container  required  in  Rule  5.4 
and  suspended  vertically  with  one-half  inch  of  the  num¬ 
bered  end  in  a  clip  held  in  a  clamp  on  the  ring  stand 
so  that  the  test  specimen  shall  hang  vertically  within  and 
near  the  center  of  the  metal  shield  required  in  Rule  5.5. 
The  lower  end  of  the  test  specimen  shall  be  three-quar¬ 
ters  of  an  inch  above  the  top  of  the  gas  burner  on  which 
the  air  supply  is  shut  off  completely  and  adjusted  to 
give  a  luminous  flame  \J/2  inches  long.  The  flame  shall 
be  applied  for  12  seconds,  then  withdrawn.  The  result 
of  the  test  for  duration  of  flame  and  duration  of  glow 
of  the  three  test  specimens  shall  each  be  averaged  and 
recorded.  Flashing,  if  anv,  shall  be  noted. 

6.0  APPROVAL  AND  CERTIFICATION. 

The  approval  of  materials  that  have  been  flameproofed,  as 
provided  in  Rule  1.0  and  tested  as  required  in  Rule  5.0  with 
flameproofing  properties  as  given  in  Rule  4.0,  shall  be  lim¬ 
ited  to  one  year.  An  affidavit  by  the  person,  firm  or  corpo¬ 
ration  flameproofing  the  combustible  materials  shall  be  filed 
with  the  Fire  Commissioner  stating  that  the  flameproofing 
compound  and  method  complies  with  the  approval  of  the 
Board,  with  calendar  number  thereof,  and  including  the  date 
of  treatment  and  warranted  period  of  effectiveness  of  the 
flameproofing. 

6.1  The  Fire  Commissioner  may  require  check  tests 
at  any  time.  Upon  the  termination  of  the  approval,  as 
provided  for  in  Rule  6.0,  a  retest  of  the  flameproofed 
combustible  materials  shall  conform  to  the  following: 

Flameproofed  materials  shall  withstand  a  test  of  at 
least  400°  F.,  as  measured  by  a  pyrometer,  or  other  ac¬ 
ceptable  method,  for  approximately  one-minute’s  dura¬ 
tion  by  means  of  an  open  flame.  Under  such  test,  the 
flameproofed  material  shall  not  flash  or  support  com¬ 
bustion  and  shall  not  glow  outside  of  the  char  if  a  char 
is  set  up  by  the  open  flame  Material  found  not  to  con¬ 
form  to  these  requirements,  shall  be  removed  and  re¬ 
placed  with  materials  conforming  to  the  requirements 
of  Rule  4.0. 

7.0  EXEMPTION. 

These  Rules  shall  not  be  construed  to  apply  to  merchandise 
for  sale  or  displayed  for  sale,  to  guest  rooms  in  hotels,  to 
offices,  to  works  of  art  in  museums,  nor  to  churches  or 
places  of  religious  worship. 
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Fire  Drill  Rules. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held,  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  tbe  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  lo  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  April  28,  1942. 

Cal.  No.  Dept.  Premises  Affected 

330-42-BZ — H.B.Q. — 95-42  to  95-48  Queens  boulevard, 
south  side,  130  ft.  west  of  63rd  drive  and  63-39  to  63-49 
Saunders  street  (Block  No.  3080,  Lot  Nos.  30  and  31), 
Rego  Park,  Borough  of  Queens,  N.  B.  397-42. 


331-42-BZ — H.B.M. — 145-155  Fort  George  avenue  and 
1662-1670  St.  Nicholas  avenue,  northerly  intersection  (Block 
No.  2149,  Lot  No.  276),  Borough  of  Manhattan,  Alt.  283-42. 


332-42-A — H.B.B. — 133-135  Park  avenue  and  49-55 
Cumberland  street,  northeast  corner  (Block  No.  2030,  Lot 
No.  56),  Borough  of  Manhattan,  E.  S.  160-42. 


333-42-A — H.B.M. — 19  East  60th  street,  north  side,  95  ft. 
west  of  Madison  avenue  (Block  No.  1375,  Lot  No.  13),  Bor¬ 
ough  of  Manhattan,  Alt.  397-42. 


334-42-A — H.B.M. — 340  Greenwich  street,  west  side,  70 
ft.  9  in.  north  of  Jay  street  (Block  No.  182,  Lot  No.  14), 
Borough  of  Manhattan,  Alt.  490-41. 


335-42-SM — “Airaid-Fireblanket”  manufactured  by  the 
Voh’s  Chemical  Works,  Material. 


336-42-A — F.D. — 601-649  West  26th  street,  600-620  West 
27th  street,  245-259  11th  avenue  and  200-218  13th  avenue; 
entire  block  (Block  No.  672,  Lot  No.  1)  ;  (18th  floor),  Bor¬ 
ough  of  Manhattan,  29952-L.  C.  and  Decision. 


337-42-S — F.D.  and  H.B.Q. — 34-01  38th  avenue,  north 
side,  from  34th  to  35th  streets  (Block  No.  376,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens,  18367-L.  F.  and 
M- 1902-42. 


338-42-S — h.D. — 100-02  to  100-20  Rockaway  boulevard, 
southwest  corner  of  101st  street  (Block  No.  9539,  Lot  No. 
1),  Ozone  Park,  Borough  of  Queens,  Decisions. 


339-42-SM — Scovill  Manufacturing  Company  Rubber 
Covered  Hose  Nozzle,  Cat.  H-227  and  Scovill  Manufactur¬ 
ing  Company  Spike  Sprinkler  Cap,  Cat.  H-250,  manufac¬ 
tured  by  Scovill  Manufacturing  Company,  Material. 


340-42-A — h.D. — 3928-4022  First  avenue,  west  side,  261 
ft.  north  of  42nd  street  (Building  No.  26)  ;  (Block  No.  710, 
Lot  No.  1),  Borough  of  Brooklyn,  90831-L.  C. 


341-42-BZ — 59  Madison  street,  north  side,  66  ft.  2  in. 
west  of  Oliver  street  (Block  No.  279,  Lot  No.  31),  Borough 
of  Manhattan,  Alt.  2719-41  and  Amendment. 


342-42-A  H.B.Bx. — 1457  Randall  avenue,  northwest 
corner  of  Sacrahong  street  (Block  No.  2767,  Lot  No.  141), 
Borough  of  The  Bronx,  B.  N.  1042-41. 


343-42-A— H.B.Q.— 130-02  and  130-06  221st  street,  south¬ 
west  comer  of  130th  avenue  and  west  side  of  221st  street, 
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53.56  ft.  south  of  130th  avenue  (Block  No.  3500,  part  of 
Lot  No.  100),  Springfield  Gardens,  Borough  of  Queens, 
N.  B.  464-42  and  N.  B.  476-42. 

_ 

344-42-A— H.B.Q.— 130-01,  130-05  and  130-09  222nd 

street,  southeast  corner  of  130th  avenue  and  east  side  of 
222nd  street,  45.94  ft.  and  85.94  ft.  south  of  130th  avenue 
(Block  No.  3500,  part  of  Lot  No.  100),  Springfield  Gar¬ 
dens,  Borough  of  Queens,  N.  B.  473-42  and  N.  B.  482-42. 


345-42-A— H.B.Q.— 130-01  and  130-05  221st  street, 
southeast  corner  of  130th  avenue,  east  side  of  221st  street, 
50.62  ft.  south  of  130th  avenue,  130-02,  130-06  and  130-10 
222nd  street,  southwest  corner  of  130th  avenue  and  west  side 
of  222nd  street,  48.81  ft.  and  88.81  ft.  south  of  130th  avenue 
(Block  No.  3500,  part  of  Lot  No.  100),  Springfield  Gar¬ 
dens,  Borough  of  Queens,  N.  B.  467-42,  N.  B.  478-42,  N.  B. 
470-42,  N.  B.  480-42  and  N.  B.  471-42. 


346-42-SA— “Empyre”  and  “Stop-Fire”  Stirrup  Type 
Water  Spray  Pump,  Appliance. 


347-42-A — H.B.B. — 2355  65th  street,  north  side,  225  ft. 
west  of  24th  avenue  (Block  No.  6559,  Lot  No.  55),  Borough 
of  Brooklyn,  Alt.  1090-42. 


348-42-S — F.D. — 188-190  Third  avenue,  northwest  corner 
of  Douglass  street  (Block  No.  412,  Lot  Nos.  34  and  37), 
Borough  of  Brooklyn,  8390-L.  F. 


349-42-BZ — H.B.M. — 350-352  West  45th  street,  south 
side,  200  ft.  east  of  Ninth  avenue  (Block  No.  1035,  Lot 
Nos.  55  and  56),  Borough  of  Manhattan,  Decision  re  Cer¬ 
tificate  of  Occupancy. 


350-42-S — H.B.Q. — 36-44  38th  street,  west  side,  211.78  ft. 
north  of  Northern  boulevard  (Block  No.  637,  Lot  No.  52), 
Long  Island  City,  Borough  of  Queens,  Alt.  3122-41. 


351-42-BZ— H.B.B— 1050-1054  Myrtle  avenue,  south 
side,  296  ft.  7  in.  west  of  Lewis  avenue  (Block  No.  1585, 
Lot  No.  25  and  part  of  Lot  No.  21),  Borough  of  Brooklyn, 
B.  N.  2440-41. 


352-42-SA — General  Electric  Oil  Fired  Warm  Air- 
Conditioner,  Models  LB-22C,  LB-22,  LB-32  and  LB-34,  Ap¬ 
pliance. 


353-42-BZ — H.B.Q. — 40-06  61st  street,  40-05  62nd  street 
and  south  side  of  Woodside  avenue,  from  61st  to  62nd 
streets  (Block  No.  1336,  Lot  Nos.  38,  41,  44  and  47),  Wood- 
side,  Borough  of  Queens,  N.  B.  579-42. 


354-42-A — H.B.R. — 18  Greenleaf  avenue,  west  side,  95  ft. 
5  in.  north  of  Marion  avenue  (Block  No.  236,  Lot  No.  69), 
West  Brighton,  Borough  of  Richmond,  Misc.  90-42. 


Restored  to  Calendar. 

559-37-BZ — H.B.M. — 3996  Tenth  avenue  and  501  West 
213th  street,  northwest  corner  (Block  No.  2231,  part  of 
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-ot  No.  17),  Borough  of  Manhattan,  Decision  re  Certificate 
>f  Occupancy. 


37-42-A — H.B.Bx. — 1662  Hering  avenue,  east  side,  27.07 
t.  south  of  Van  Nest  avenue  (Block  No.  4113,  Lot  No. 
»5) ,  Borough  of  The  Bronx,  Alt.  1130-41. 


DESIGNATIONS*  II. B. — Department  of  Housing  and  Buildings; 
i.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 

)epartment  of  Housing  and  Buildings,  Manhattan;  II.B.Q _ De- 

artment  of  Housing  and  Buildings,  Queens;  H.B.It _ Department 

f  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
lousing^  and  Buildings,  Bronx;  H.D — Health  Department,  and 
r.n.— Fire  Department. 


CERTIORARI  ORDER  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS 

*n  April  23,  1942,  Phillips,  Nizer,  Benjamin  and  Krim,  attorneys 
for  Rolegru  Realty  Corporation,  owner,  served  on  the  Board, 
a  Petition  and  Order  of  Certiorari  from  a  decision  of  the 
Board  on  March  17,  1942,  denying  an  application  from  the 
decision  of  the  Borough  Superintendent,  to  permit  in  a  resi¬ 
dence  use  district,  the  conversion  of  the  second  story  of  an 
existing  building  from  residence  use  to  business  use  (offices) ; 
Cal.  No.  282-41-BZ,  affecting  premises:  346  West  44th 
street,  Borough  of  Manhattan. 
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Rule  505  of  Industrial  Code) ...  Apr.  10,  1923 — Vol.  8,  No.  15 


17,  1942— Vol.  27,  No.  7 
10,  1942— Vol.  27,  No.  10 

25,  1941— Vol.  26,  No.  47 
13,  1937— Vol.  22,  No.  28 


24,  1941— Vol.  26,  No.  25 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 

15,  1937— Vol.  22,  No.  24 

2,  1941— Vol.  26,  No.  48 
7,  1942— Vol,  27,  No.  14 

5,  1942— Vol.  27,  No.  18 

28,  1942— Vol.  27,  No.  17 

16,  1941— Vol.  26,  No.  50 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

20,  1941— Vol.  26,  No.  20 
7,  1925— Vol.  10,  No.  14 

5,  1928— Vol.  13,  No.  23 
31,  1942— Vol.  27,  No.  13 
13,  1942— Vol.  27,  No.  2 

6,  1942— Vol.  27,  No.  1 


26,  1941— Vol.  26,  No.  34 
14,  1942— Vol.  27,  No.  15 
29,  1937— Vol.  22,  No.  26 
8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 


LIST  OF  APPROVED  APPLIANCES 

iti-Siphon  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

reline  Hose  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 
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Commercial  Use  . Nov.  25,  1941 — Vol.  26,  No.  47A 

el  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26.  No.  47A 

el  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No.  47A 

el  Oil  Pumps  . Nov.  25.  1041— Vol.  26.  No.  47A 

?  Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

in_t.  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25,  1941— Vol.  26,  No.  47A 

nee  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47 A 

cuum  Breakers  . Nov.  25,  1941— Vol.  26,  No.  47A 


MAY  5,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HERBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  May  5,  1942', 
at  10  o  clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

532-41-BZ — Application,  June  12,  1941,  under  section  21 
of  the  building  zone  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  John  H.  Dair  and  Charles  E. 
Smith,  owners,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  storage  garage  for  more  than 
three  (3)  motor  vehicles,  outdoor  parking  and  storage  for 
more  than  three  (3)  motor  vehicles  and  an  auto  laundry; 
premises  45-12  to  45-20  79th  street,  northwest  corner  of 
46th  avenue  (Block  No.  1530,  Lot  No.  42),  Elmhurst,  Bor¬ 
ough  of  Queens. 

334-26-BZ — Application  of  Charles  E.  Murphy,  applicant, 
on  behalf  of  Packard  Motor  Car  Company,  owner,  re¬ 
opened  April  7,  1942,  for  consideration  as  to  amendment  of 
resolution— re  Application,  previously  granted  on  condition, 
under  section  21  of  the  building  zone  resolution,  permitting 
in  a  residence  use  district,  extending  from  a  business  use 
district,  the  erection  and  maintenance  of  an  automobile  sales 
room  and  service  station;  premises  690-698  East  Fordham 
road,  2491-2509  Crotona  avenue  and  2500-2502  Cambrelling 
avenue  (Block  No.  3091,  Lot  Nos.  62,  73  and  82),  Borough 
of  The  Bronx. 

640-41-BZ— Application,  July  10,  1941,  under  sections 
7c  and  21  of  the  building  zone  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Tillie  Resnick,  owner, 
to  permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  extension  of  a  gasoline  service  station; 
premises  1568-1574  McDonald  avenue,  west  side,  90  ft. 
north  of  60th  street  (Block  No.  6563,  Lot  Nos.  36  and  39), 
Borough  of  Brooklyn. 

176-42-BZ — Application,  March  4,  1942,  under  sections 
7d  -and  21  of  the  building  zone  resolution,  of  Street  and 
Adikes,  applicants,  on  behalf  of  Boulevard  Gardens  Hous¬ 
ing  Corporation,  owner,  to  permit  in  a  residence  use  dis¬ 
trict,  the  use  of  a  plot  of  ground  as  a  recreational  area  for 
the  tenants  of  a  building  not  located  on  the  same  lot  with 
the  proposed  use;  premises  56-39  to  56-51  30th  avenue, 
north  side,  100.78  ft.  east  of  56th  place  (Block  No.  1024, 
Lot  No.  8),  Woodside,  Borough  of  Queens. 

2-42-BZ — Application,  January  2,  1942,  under  section  21 
of  the  zoning  resolution,  of  Morris  Goldshore,  applicant,  on 
behalf  of  Max  Minker,  owner,  to  permit  in  a  business  use 
district,  the  conversion  of  occupancy  of  a  building  to  a 
motor  vehicle  repair  shop,  auto  showroom  and  lubritorium ; 
premises  260-262  Delancey  street,  north  side,  25  ft.  west  of 
Columbia  street  (Block  No.  333,  Lot  No.  31),  Borough  of 
Manhattan. 

27-40-BZ — -Application  of  Paul  Friedman,  applicant,  on 
behalf  of  Frank  Derasmo,  owner,  reopened  and  restored  to 
calendar,  February.  17,  1942,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  erection 
of  an  accessory  building  on  an  existing  gasoline  service 
station  (previously  dismissed  for  lack  of  prosecution)  ; 
premises  144-25  North  Conduit  avenue,  north  side,  215 
ft.  west  of  135th  avenue  and  144-40  135th  avenue  (Block 
No.  2873,  Lot  No.  18),  South  Ozone  Park,  Borough  of 
Queens. 

15-38-BZ — Application  of  Victor  McQuistion,  applicant, 
on  behalf  of  Third  Avenue  Railway  Company,  owner,  re¬ 
opened  for  rehearing,  October  7,  1941,  under  sections  7f, 
7h  and  21  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  acted  upon  by  the  Board)  ; 
premises  2526-2530  Amsterdam  avenue,  southwest  corner  of 
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West  186th  street  (Block  No.  2156,  part  of  Lot  No.  48), 
Borough  of  Manhattan. 

205-42-BZ — Application,  March  16,  1942,  under  section 
21  of  the  zoning  resolution,  of  Benjamin  Antin,  applicant, 
on  behalf  of  1748  Jerome  Avenue  Corporation,  owner  (Eva 
Rohr,  lessee),  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  non-flashing  neon  electric  sign 
extending  more  than  eighteen  (18)  inches  beyond  the  build¬ 
ing  line;  premises  1754  Jerome  avenue  and  1-7  East  175th 
street,  northeast  corner  (Block  No.  2850,  Lot  No.  1),  Bor¬ 
ough  of  The  Bronx. 

997-41-BZ — Application,  November  18,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Joseph  Lau,  applicant, 
on  behalf  of  L.S.G.G.  Corporation  and  Mary  Zerbo,  owners 
(Charles  Ricotta,  lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  1891-1893  Second  avenue,  west  side,  26 
ft.  2  in.  south  of  East  98th  street  (Block  No.  1647,  Lot 
Nos.  26  and  27),  Borough  of  Manhattan. 

734-41-BZ — Application,  August  18,  1941,  under  section 
21  of  the  zoning  resolution,  of  Albert  E.  Meyer,  applicant, 
on  behalf  of  Marie  Meyer,  owner  (Carlo  and  Son,  lessees), 
to  permit  the  use  of  the  vacant  portion  of  a  plot,  located 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  as  a  motor  vehicle  repair  shop;  premises  117-09  to 
117-11  101st  (Jerome)  avenue,  north  side,  24  ft.  west  of 
118th  street  (Block  No.  9453,  Lot  No.  22),  Richmond  Hill, 
Borough  of  Queens. 

90-42-BZ — Application,  January  29,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Henry  Winters,  owner,  to  permit  in 
a  business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1253-1263  Boscobel 
avenue,  west  side,  345.85  ft.  north  of  Jerome  avenue  (Block 
No.  2506,  Lot  Nos.  46  and  48),  Borough  of  The  Bronx. 

918-41-BZ — Application,  October  29,  1941,  under  section 
21  of  the  zoning  resolution,  of  David  Millman,  applicant, 
on  behalf  of  May  Fabricant  Alture,  owner  (Joseph  Fink, 
lessee),  to  permit  in  a  business  use  district,  the  conversion 
of  occupancy  of  part  of  the  Pitkin  avenue  frontage  of  an 
existing  building  to  a  motor  vehicle  repair  shop ;  premises 
2067-2069  (2067  displayed)  Pitkin  avenue,  north  side,  56 
ft.  west  of  Pennsylvania  avenue  (Block  No.  3720,  part 
of  Lot  No.  38),  Borough  of  Brooklyn. 

1015-41-BZ — -Application,  November  25,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  William  V.  McDevit, 
applicant,  on  behalf  of  Socony  Vacuum  Oil  Company,  In¬ 
corporated,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension  and  recon¬ 
struction  of  an  existing  gasoline  service  station;  premises 
1200  Victory  boulevard  and  1262  Clove  road,  southwest 
corner  (Block  No.  651,  Lot  Nos.  8  and  12),  West  Brighton, 
Borough  of  Richmond. 

626-37-BZ — Application  of  Frank  C.  Keller,  applicant,  on 
behalf  of  New  York  Dugan  Bros.,  Incorporated,  owner, 
reopened  September  9,  1941,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  altera¬ 
tion,  extension  and  conversion  of  occupancy  of  an  existing 
residence  building  to  a  business  use;  premises  222-16  99th 
avenue,  south  side,  100  ft.  east  of  222nd  street  (Block  No. 
10805,  Lot  No.  6),  Queens  Village,  Borough  of  Queens. 

413-39-BZ — Application  of  Henry  C.  Brockman,  appli¬ 
cant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopened 
and  restored  to  calendar  June  17,  1941,  under  section  7c  of 
the  building  zone  resolution,  to  permit  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  erection  of  a 
new  building  to  be  used  as  office,  car  washing  and  lubritory, 
all  accessory  to  an  existing  gasoline  service  station  (previ¬ 
ously  withdrawn)  ;  premises  15  Ocean  avenue,  south  side, 


100  ft.  west  of  Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of  Lot  No.  28), 
Borough  of  Brooklyn. 

765-41-A — 222-16  99th  avenue,  south  side,  100  ft.  east  of 
222nd  street  (Block  No.  10805,  Lot  No.-  6),  Queens  Village, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  5,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

725-41-A — 604-606  Rockaway  avenue,  west  side,  126  ft. 
814  in.  south  of  Blake  avenue  (Block  No.  3560,  Lot  Nos. 
31  and  32),  Borough  of  Brooklyn. 

782-41-S — 304  Morgan  avenue  and  1027-1037  Metropoli¬ 
tan  avenue,  northeast  corner  (Block  No.  2914,  Lot  No.  1 
and  Block  No.  2915,  Lot  No.  2),  Borough  of  Brooklyn. 

294-42-A — 316-324  Norman  avenue,  southeast  corner  of 
Hausman  street  (Block  No.  2661,  Lot  No.  1),  Borough  of 
Brooklyn. 

268-42-A — 164-168  East  86th  street  and  1524  Third  ave¬ 
nue,  southwest  corner  (Block  No.  1514,  Lot  No.  39),  Bor¬ 
ough  of  Manhattan. 

118-42-A — 131-133  Boerum  street,  north  side,  10Q  ft.  west 
of  Graham  avenue  (Block  No.  3070,  Lot  No.  28),  Borough 
of  Brooklyn. 

292-42-S— 601-649  West  26th  street,  600-620  West  27th 
street,  245-259  11th  avenue  and  200-218  13th  avenue,  entire 
block  (16th  floor);  (Block  No.  672,  Lot  No.  1),  Borough 
of  Manhattan. 

316-42-A — 43-06  38th  street  and  south  side  of  Foster 
avenue,  between  37th  and  38th  streets  (Block  No.  220,  Lot 
No.  25),  Long  Island  City,  Borough  of  Queens. 

Appliance  and  Materials  for  Approval. 

121-41-SA — Elsco  Elevator  Roller  Guide. 

1059-41-SM — Dierker  Therapeutic  Apparatus  (with  vac¬ 
uum  breaker). 

139-42-SM — Pelton  Surgical  Cuspidor  (with  vacuum 

breaker). 


MAY  12,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  May  12,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters: 

159-36-BZ — Application  of  Alurion  Realty  Corporation, 
owner,  and  Public  Service  Interstate  Transportation  Co., 
lessee,  reopened  February  18,  1941,  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  retail  one  (1)  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245-259  West  41st  street, 
north  side,  100  ft.  east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

468-17-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  1137  Prospect  Corporation,  owner,  reopened 
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lecember  23,  1941,  under  sections  7c  and  21  of  the  building 
one  resolution,  to  permit  in  a  business  use  district,  the  pro- 
osed  alteration  and  extension  of  a  garage  (previously 
ranted  by  the  Board)  by  the  conversion  of  store  occupancy 
o  garage  entrance  and  motor  vehicle  repair  shop ;  premises 
137-1145  Prospect  avenue,  west  side,  50  ft.  north  of  East 
67th  street  (Block  No.  2680,  Lot  No.  55),  Borough  of  The 
Ironx. 

060-41-BZ — Application,  December  9,  1941,  under  sec- 
ions  7h  and  21  of  the  building  zone  resolution,  of  Herman 
■Cron,  applicant,  on  behalf  of  Wessell,  Nichols  and  Gross, 
ncorporated,  owner  (J.  K.  Construction  Company,  Incor- 
lorated,  lessee),  to  permit  in  a  residence  use  district,  for 
i  temporary  period  of  not  more  than  two  (2)  years,  the 
tarking  and  storage  of  more  than  five  (5)  motor  vehicles; 
iremises  451-453  West  45th  street,  north  side,  125  ft.  east 
>f  Tenth  avenue  (Block  No.  1055,  Lot  Nos.  6  and  7),  Bor- 
>ugh  of  Manhattan. 

J70-42-BZ — Application,  April  1,  1942,  under  section  7i 
f  the  zoning  resolution,  of  Henry  George  Greene,  applicant, 
11  behalf  of  Benjamin  Litman,  owner  (National  Bent 
iteel  Corporation,  lessee),  to  permit  in  a  business  use  dis- 
rict,  the  erection  and  maintenance  of  a  motor  vehicle  re¬ 
air  shop  (the  stamping  and  installation  of  finished  metal 
ody  parts  on  auto  trucks)  ;  premises  53-01  to  53-07  Metro- 
'olitan  avenue,  northeast  corner  of  Nurge  avenue  (Block 
"Jo.  2634,  Lot  Nos.  1  and  59),  Maspeth,  Borough  of  Queens. 

i06-42-BZ — Application,  April  10,  1942,  under  sections 
c  and  21  of  the  zoning  resolution,  of  Koch  and  Wagner, 
pplicants,  on  behalf  of  The  Roberts  Numbering  Machine 
Company,  owner,  to  permit  partly  in  a  business  use  and 
artly  in  a  residence  use  district,  the  extension,  alteration 
nd  conversion  of  occupancy  of  an  existing  building  to 
actory  use;  premises  692-710  Jamaica  avenue,  south  side, 
4  ft.  2  in.  west  of  Richmond  street  (Block  No.  4102,  Lot 
'Jos.  19  and  35),  Borough  of  Brooklyn. 

50-42-BZ — Application,  January  15,  1942,  under  section 
!1  of  the  zoning  resolution,  of  Samuel  Roth,  applicant,  on 
>ehalf  of  Helen  Mahoney,  owner  to  permit  in  a  business 
ise  district,  the  conversion  of  occupancy  of  an  existing 
milding  to  a  motor  vehicle  repair  shop  and  paint  shop; 
tremises  1261  Jerome  avenue,  west  side,  70  ft.  south  of 
West  169th  street  (Block  No.  2855,  Lot  No.  28),  Borough 
>f  The  Bronx. 

L12-42-BZ — Application,  February  7,  1942,  under  section 
c  of  the  zoning  resolution,  of  Paul  Friedman,  applicant, 
m  behalf  of  Sophie  Ledwitz,  owner  (Central  Concrete, 
ncorporated,  lessee),  to  permit  in  a  business  use  district, 
he  inclusion  of  a  motor  vehicle  repair  shop  (including 
velding)  in  an  existing  garage  for  more  than  five  (5) 
notor  vehicles;  premises  54-42  to  54-46  Flushing  avenue 
nd  60-02  to  60-08  55th  street,  southwest  corner  (Block  No. 
'636,  Lot  No.  7),  Maspeth,  Borough  of  Queens. 

543-34-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Antoinette  Iervolino,  owner,  reopened 
September  9,  1941,  under  section  7f  of  the  zoning  resolu- 
ion,  to  permit  in  a  business  use  district,  the  erection  and 
or  a  term  of  years,  the  maintenance  of  a  gasoline  service 
tation  (previously  denied)  ;  premises  472-476  Atlantic 
venue  and  83-85  Nevins  street,  southeast  corner  (Block  No. 
85,  Lot  Nos.  4  and  5),  Borough  of  Brooklyn. 

'24-41-BZ — Application,  August  8,  1941,  under  sections 
’a,  7b  and  21  of  the  zoning  resolution,  of  Lama  and 
’roskauer,  applicants,  on  behalf  of  Ciro  Di  Palma,  owner, 
o  permit  partly  in  a  business  use  and  partly  in  a  residence 
se  district,  the  extension  of  an  existing  store  and,  also, 
ie  conversion  of  occupancy  of  an  existing  accessory  garage 
i  business  use;  premises  1510  Cortelyou  road,  south  side, 
6  ft.  6  in.  east  of  East  15th  street  (Block  No.  5158,  Lot 
Jos.  3  and  4),  Borough  of  Brooklyn. 


984-41-BZ — Application,  November  14,  1941,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Manhattan  General 
Hospital,  applicant  and  lessee,  on  behalf  of  Society  of 
Lying-in  Hospital,  owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
3'ears,  the  use  of  part  of  the  second  story  of  an  existing 
hospital  as  a  restaurant  for  the  use  of  visitors  to  the 
patients;  premises  307  Second  avenue,  west  side,  from  East 
17th  street  to  East  18th  street  (Block  No.  898,  Lot  No.  27), 
Borough  of  Manhattan. 

974- 41-BZ — Application,  November  13,  1941,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Frank  C.  Keller,  appli¬ 
cant,  on  behalf  of  Charles  Timm,  owner,  to  permit  in  a 
residence  use  district,  the  maintenance  of  a  six  (6)  car 
metal  garage;  premises  23-56  38th  street,  north  side,  379 
ft.  east  of  24th  avenue  (Block  No.  804,  Lot  Nos.  46  and 
47),  Astoria,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

975- 41-A — 23-56  38th  street,  north  side,  379  ft.  east  of 
24th  avenue  (Block  No.  804,  Lot  Nos.  46  and  47),  Astoria, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  12,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

274-42-A — 32  East  10th  street,  south  side,  190  ft.  east 
of  University  place  (Block  No.  561,  Lot  No.  11),  Borough 
of  Manhattan. 

253-42-S — 358  East  145th  street,  south  side,  91.41  ft. 
east. of  Third  avenue  (Block  No.  2306,  Lot  No.  66),  Bor¬ 
ough  of  The  Bronx. 

229-42-A — 246-248  Plymouth  street,  south  side,  200  ft. 
east  of  Bridge  street  (Block  No.  32,  Lot  No.  4),  Borough 
of  Brooklyn. 

Appliance  and  Material  for  Approval. 
537-41-SA — -Delco  Heat  Burners,  Models  A,  AO,  AF, 
AFO,  A12  and  B. 

225-41-SM — Goodrich  Type  3  Flexible  Nozzle  Tube. 


MAY  19,  1942,  10  A.  M. 

Zoning  Applications.  ■ 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  May  19,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

463-41-BZ — Application,  May  20,  1941,  under  section  7c 
of  the  building  zone  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Gulf  Oil  Corporation,  owner,  to  per¬ 
mit  on  a  plot,  located  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  occupied  as  a  gasoline  service  sta¬ 
tion,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  618-628  Jamaica  avenue  and  1  Hale  ave¬ 
nue,  southeast  corner  (Block  No.  3905,  Lot  Nos.  3  and  5), 
Borough  of  Brooklyn. 

38-42-BZ — Application,  January  14,  1942,  under  section 
7f  of  the  zoning  resolution,  of  Henry  Nordheim,  applicant, 
on  behalf  of  Lillian  Koff,  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  years,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  440  Sound 
View  avenue  and  445  Underhill  avenue,  northwest  corner 
(Block  No.  3498,  Lot  No.  51),  Borough  of  The  Bronx. 

58-41-BZ — Application  of  Morris  Perlstein,  applicant,  on 
behalf  of  Gootzeit  Realty  and  Construction  Company,  In¬ 
corporated,  owner,  reopened  March  24,  1942,  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  garage  for  ten  (10) 
motor  vehicles;  premises  67-12  to  67-18  73rd  place,  west 
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side,  107  ft.  4J4  in.  south  of  Metropolitan  avenue  (Block 
No.  3667,  Lot  No.  362),  Middle  Village,  Borough  of  Queens. 

638-40-BZ — Application  of  Nathaniel  T.  Helman,  appli¬ 
cant,  on  behalf  of  Cortland  Realty  Company  of  New  York, 
owner  (Jules  Ullman,  lessee),  reopened  and  restored  to 
calendar  April  7,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  for  a  term  of 
not  more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles  (previously  withdrawn)  ;  premises 
41-48  80th  street,  west  side,  125.39  ft.  north  of  Broadway 
(Block  No.  1499,  part  of  Lot  No.  1),  Jackson  Heights, 
Borough  of  Queens. 

132-42-BZ — Application,  February  17,  1942,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  N.  T.  Helman,  appli¬ 
cant,  on  behalf  of  Queensboro  Investing  Company,  owner 
(Jules  Ullman,  lessee),  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  37-36  83rd 
street,  west  side,  240  ft.  south  of  37th  avenue  (Block  No. 
1470,  Lot  No.  24),  Jackson  Heights,  Borough  of  Queens. 

59-42-BZ — Application,  January  15,  1942,  under  sections 
7f  and  7i  of  the  zoning  resolution,  of  Raymond  P.  Hughes, 
applicant,  on  behalf  of  Mutual  Life  Insurance  Company 
of  New  York,  owner,  to  permit  in  a  business  use  district, 
the  erection  and  the  maintenance,  for  a  temporary  term  of 
seven  (7)  years,  of  a  building  to  be  used  as  a  garage  for 
more  than  five  (5)  motor  vehicles  and,  also,  motor  vehicle 
repair  shop;  premises  195-199  Fourth  avenue,  east  side,  20 
ft.  south  of  Sackett  street  (Block  No.  952,  Lot  Nos.  6  and 
7),  Borough  of  Brooklyn. 

5-42-BZ — Application,  January  2,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Bernard  Trencher,  applicant,  on 
behalf  of  Henry  Felsenstein,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles  and,  also,  gasoline  service  sta¬ 
tion  and,  also,  the  inclusion  of  a  motor  vehicle  repair  shop 
use  in  the  garage  building ;  premises  2042-2050  Ocean  ave¬ 
nue,  west  side,  470  ft.  south  of  Avenue  O  and  300  ft.  north 
of  Avenue  P  (Block  No.  6766,  Lot  Nos.  36  and  38),  Bor¬ 
ough  of  Brooklyn. 

479-41-BZ — Application,  May  27,  1941,  under  section  7f 
of  the  zoning  resolution,  of  Harry  Sclmoll,  applicant  and 
lessee,  on  behalf  of  William  Eckenfelder,  owner,  to  permit 


in  a  business  use  district,  for  a  temporary  term  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  to  be  operated  in  conjunction  with 
the  gas  station  on  the  adjoining  lot;  premises  2450  White 
Plains  road,  east  side,  24.45  ft.  and  76  ft.  south  of  Mace 
avenue  (Block  No.  4430,  Lot  Nos.  19  and  21),  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  26,  1942,  10  A.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning  May  26,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matter :  . 

1307-39-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Peter  Schmuck,  owner  (87  Columbia  Garage,  In¬ 
corporated,  lessee),  reopened  November  25,  1941,  under 
sections  7e,  7h  and  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (there  are  buildings 
on  the  plot  in  question)  ;  premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue  (Block  No.  1034, 
Lot  Nos.  48  to  53,  inclusive),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  26,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

1100-41-A — 154  Beach  73rd  street,  east  side,  441  ft.  south 
of  Rockaway  Beach  boulevard  (Block  No.  608,  Lot  No.  79), 
Arverne,  Borough  of  Queens  (under  section  35,  General 
City  Law — re  bed  of  mapped  street). 

1113-41-A — 153-155  Beach  72nd  street,  west  side,  420  ft. 
south  of  Rockaway  Beach  boulevard  (Block  No.  608,  Lot 
No.  77),  Arverne,  Borough  of  Queens  (under  section  35, 
General  City  Law — re  bed  of  mapped  street). 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING 
TUESDAY  MORNING,  APRIL  28,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  special  meeting  of  the  Board  held 
on  Friday  morning  April  17,  1942  and  Friday  afternoon 
April  17,  1942,  and  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  April  21,  1942  and  Tuesday  afternoon, 
April  21,  1942,  were  approved  as  printed  in  Bulletin  No.  17, 
Volume  27. 


ZONING  CASES. 

1307-39-BZ. 

APPLICANT — Herman  Ivron,.  for  Peter  Schmuck,  owner 
(87  Columbia  Garage,  Incorporated,  lessee). 
SUBJECT — Application  reopened  November  25,  1941  (re 
decision  of  the  borough  superintendent)  under  sec¬ 


tions  7e,  7h  and  21  of  the  building  zone  resolution, 
to  permit  in  a  residential  use  district,  and  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (there  are  buildings  on  the  plot  in  ques¬ 
tion). 

PREMISES  AFFECTED— 332-344  West  44th  street,  south 
side,  250  ft.  east  of  Ninth  avenue  (Block  No.  1034, 
Lot  Nos.  48  to  53  inclusive),  Borough  of  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  Arthur  J.  O’Leary. 

For  Opposition :  Kate  Detroy,  and  Harold  Klor- 
fein,  Dept,  of  Parks. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1942  at  10 
A.  M.  on  request  of  applicant. 


1060-41-BZ. 

APPLICANT — Herman  Kron  for  Wessell,  Nichols  and 
Gross,  Incorporated,  owner  (J.  K.  Construction 
Company,  Incorporated,  lessee). 
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SUBJECT— Application  (re  decision  of  the  borough 
superintendent)  under  sections  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 451-453  West  45  th  street, 
north  side,  125  ft.  east  of  Tentli  avenue  (Block 
No.  1055,  Lot  Nos.  6  and  7),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks, 
and  Benjamin  Gollay. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

At  TION  OF  BOARD — Laid  over  to  May  12,  1942  at 
10  A.  M.  for  further  consideration  by  the  Board. 


2-42-BZ. 

APPLICANT — Morris  Goldshore,  for  Max  Minker, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent)  under  section  21  of  the  zoning- 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building  to  a  motor 
vehicle  repair  shop,  auto  showroom  and  lubri- 
torium. 

PREMISES  AFFECTED — 260-262  Delancey  street,  north 
side,  25  ft.  west  of  Columbia  street  (Block  No.  333. 
Lot  No.  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Morris  Goldshore  and  Max 
Minker. 

For  Opposition:  Leonard-  Levinsohn,  Lifka  Sier 
and  Abram  K.  Luof. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  5,  1942  at 
10  A.  M.  for  inspection  by  a  committee  of  the 
Board  and  for  decision  by  the  Board,  without  fur¬ 
ther  argument. 


1492-39-BZ. 

APPLICANT — Samuel  Gardstein,  for  Belroe  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  March  3,  1942  (re  deci¬ 
sion  of  the  borough  superintendent)  under  sec¬ 
tions  7h  and  21  of  the  zoning  resolution,  to 
permit  upon  the  business  use  portion  of  a  plot 
located  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied). 

PREMISES  AFFECTED— 1181-1201  East  New  York  ave¬ 
nue,  632-636  Ralph  avenue,  northwest  corner  and 
1924-1946  Union  street  (Block  No.  1399,  Lot  No. 
125),  Borough  of  Brooklyn. 

APPEARANCES — 

For  Applicant :  Samuel  Gardstein. 

For  Opposition  :  Harry'  Lippert,  Charles  Feldman, 
Arthur  Scholder,  Ida  Newman,  Walter  New¬ 
man,  Simon  Goldstein,  Aaron  Cohen,  S.  Lamb, 
Lester  Kaplan,  Sam  Asbyll,  Robert  Bron- 
chick  and  Morris  Kusinitz. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 


THE  RESOLUTION— 

(1492-39-BZ) 

Whereas,  this  application,  under  sections  7h  and  21  of 
the  building  zone  resolution,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  1181-1201  East  New  York  avenue,  632-636  Ralph 
avenue,  northwest  corner,  and  1924-1946  Union  street  (Block 
No.  1399,  Lot  No.  125),  Borough  of  Brooklyn,  was  denied 
by  the  Board  April  2,  1940;  and 
Whereas,  Samuel  Gardstein  and  Son,  for  Belroe  Realty 
Corporation,  owner,  requested  reopening  of  the  application 
under  sections  7h  and  21  of  the  building  zone  resolution,  to 
permit  partly  in  a  business  use  district  and  partly  in 'a  resi¬ 
dence  use  district  for  a  temporary  period  of  not  more  than 
two  (2)  years  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles,  on  the  basis  of  alleged  new  facts;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  March  3,  1942,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  April  28,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  New  York  avenue  and 
Ralph  avenue  are  in  business  use  districts ;  Union  street  is 
in  residence  and  business  use  districts;  Portal  street  is  in 
residence  and  business  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  546-1942  dated  March  16,  1942,  reads: 

“Proposed  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  on  the  business  use  portion  of  a  lot 
partly  in  a  business  use  district  and  partly  in  a  resi¬ 
dential  use  district  is  contrary  to  Art.  II,  Sec.  4(a)  15 
of  the  Zoning-  Resolution.’’ 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  200  ft.  on  Union  street, 
42  ft.  on  Ralph  avenue  and  182  ft.  on  East  New  York  ave¬ 
nue.  _  An  irregular  shaped  area  (having  a  frontage  of  ap¬ 
proximately  85  ft.  on  Union  street)  at  the  northwesterly' 
corner  of  the  plot  is  in  the  residence  use  district,  while  the 
remainder  of  the  plot  is  in  the  business  use  district.  It  is 
proposed  to  use  part  of  that  portion  of  the  plot  within  the 
business  use  district,  for  a  temporary  term  of  two  (2) 
years,  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  building  zone  resolution  and 
was  therefore  not  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and  unnecessary  hardship,  and  further  that 
there  was  no  justification  for  the  exercise  of  its  discretion 
to  grant  a  zoning  variance  under  section  7,  subdivision  h 
of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby'  is  denied. 


342-40-BZ. 

APPLICANT— Emil  Levin,  for  Salvin  Realty  Company', 
Incorporated  and  Emile  E.  Rathgeber,  owners. 

SUBJECT — Application  reopened  July  22,  1941  (re  deci¬ 
sion  of  the  borough  superintendent)  under  sections 
7h  and  21  of  the  zoning  resolution,  to  permit 
partly  in  a  business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (previously 
considered  by  the  Board). 
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PREMISES  AFFECTED— 31-15  42nd  street,  east  side, 
97.5  ft.  south  of  31st  avenue  (Block  No.  692,  Lot 
Nos.  36  and  37),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Emil  Levin  and  Orazio  Amaru. 
For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  (On  condition)  Commissioner  Sav¬ 
age  . . .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn .  3 

THE  RESOLUTION— 

(342-40-BZ) 

Whereas,  this  application,  under  sections  7h  and  21  of 
the  building  zone  resolution,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  31-15  42nd  street,  east  side,  97.5  ft.  south  of  31st 
avenue  and  31-18  43rd  street,  west  side,  157.5  ft.  south  of 
31st  avenue  (Block  No.  692,  Lot  Nos.  36,  37  and  51), 
Astoria,  Borough  of  Queens  was  denied  by  the  Board 
November  6,  1940;  and 

Whereas,  Emil  Levin,  for  Salvin  Realty  Company,  Inc. 
and  Emile  E.  Rathgeber,  owners,  requested  reopening  of 
the  application  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  premises 
31-15  42nd  street,  east  side,  7.5  ft.  south  of  31st  avenue 
(Block  No.  692,  Lot  Nos.  36  and  37)  ;  (reduced  plot)  ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  July  22,  1941,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  28,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  5064-1941,  reads: 

“The  use  of  these  premises  for  the  parking  and 
storage  of  motor  vehicles  partly  in  a  business  district 
and  extending  into  a  residence  district  is  contrary  to 
Art.  2,  Sec.  3  and  4‘a’,  sub-division  15  of  the  zone 
resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  80  ft.  with  a  depth  of  100  ft.  The  north 
portion  of  the  plot  (having  a  frontage  of  2.5  ft.  on  42nd 
avenue)  is  located  in  the  business  use  district,  while  the 
remainder  of  the  plot  is  in  the  residence  use  district.  It  is 
proposed  to  use  the  plot  for  a  temporary  term  of  two  (2) 
years,  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  building  zone  resolution  and 
was  therefore  not  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship,  and  further 
that  there  was  no  justification  for  the  exercise  of  its  discre¬ 
tion  to  grant  a  zoning  variance  under  section  7,  subdivision 
h,  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 

698-41  -BZ. 

APPLICANT — Simon  Cohen,  for  B  and  F  Holding  Corpo¬ 
ration,  owner  (Sarah  Brodsky,  lessee). 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

PREMISES  AFFECTED — 157  Beach  61st  street,  south¬ 
west  corner  of  Larkin  avenue  (Block  No.  354,  Lot 
No.  47),  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Simon  Cohen  and  Sam  Brodsky. 
For  Opposition:  M.  Katz. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE—  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION— 

(698-41-BZ) 

Whereas,  Simon  Cohen,  for  B  and  F  Holding  Corpora¬ 
tion,  owner  (Sarah  Brodsky,  lessee)  filed  July  29,  1941,  an 
application  under  section  7h  of  the  building  zone  resolution, 
to  permit  in  a  residence  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  157  Beach 
61st  street,  southwest  corner  of  Larkin  avenue  (Block  No. 
354,  Lot  No.  47),  Arverne,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  28,  1942,  after  due  notice  by  publication  in  tbe 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  61st  street  and  Beach 
62nd  street  are  each  in  residence  and  business  use  districts; 
Larkin  avenue  is  in  a  residence  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  6129-1941  dated  July  9,  1941,  reads: 
“The  storage  and  parking  of  motor  vehicles  in  a  resi¬ 
dence  district  is  contrary  to  Art.  II,  Sec.  3  of  the  Zon¬ 
ing  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  97  ft.  on  Larkin  avenue  and  86  ft.  on 
Beach  61st  street.  It  is  proposed  to  use  the  plot  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  for  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7,  subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  prem¬ 
ises  to  be  occupied  for  the  seasonal  transient  parking  of 
more  than  five  (5)  motor  vehicles,  on  condition  that  only 
motor  vehicles  of  the  pleasure  car  type  and  only  those 
capable  of  'operation  shall  be  so  parked ;  that  the  plot  shall 
be  leveled  substantially  to  the  grade  of  Beach  61st  street 
and  shall  be  surfaced  with  steam  cinders,  clean  gravel  or 
other  suitable  material ;  that  adequate  fencing  shall  be  main¬ 
tained  on  the  interior  lot  lines  and  on  the  street  building 
line;  that  the  entrance  to  Beach  61st  street  shall  not  exceed 
15  ft.  in  width;  that  during  the  term  of  this  permit  the 
premises  shall  be  occupied  for  no  other  use,  and  no  building 
shall  be  erected  thereon  and  no  signs  shall  be  erected  ex¬ 
cept  there  may  be  erected  at  the  street  building  line  a  sign 
attached  to  the  fence  not  exceeding  15  sq.  ft.  in  area,  ad¬ 
vertising  only  the  transient  parking  use  and  the  rates 
charged,  provided  such  sign  is  not  illuminated  and  does  not 
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[extend  beyond  the  building  line;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  two  (2)  months 
(from  the  date  of  this  resolution. 


■  834-41  -BZ. 

APPLICANT — Max  Horn,  for  101  Beach  61st  Street  Cor¬ 
poration,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  building  zone 
resolution, .  to  permit  in  a  residence  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  of  more  than  five  (5)  motor 
vehicles. 

I  PREMISES  AFFECTED — 101  Beach  61st  street,  west 
side,  566  ft.  south  of  Larkin  avenue  (Block  No. 
354,  Lot  No.  75),  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn  and  Samuel 
Sharwin. 

For  Opposition :  M.  Katz. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION— 

(834-41-BZ) 

Whereas,  Max  Horn,  for  101  Beach  61st  Street  Corpora- 
ion,  owner,  filed  September  26,  1941,  an  application  under 
section  7h  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary  period  of  not  more 
han  two  (2)  years,  the  parking  of  more  than  five  (5) 
notor  vehicles;  premises  101  Beach  61st  street,  west  side, 
'i66  ft.  south  of  Larkin  avenue  (Block  No.  354,  Lot  No. 
75),  Arverne,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on.  this  application 
)y  the  Board  of  Standards  and  Appeals,  at  its  regular 
neeting,  April  28,  1942,  after  due  notice  by  publication  in 
he  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build- 
ng  zone  resolution  show  that  Beach  61st  street,  Beach 
>2nd  street  and  Boardwalk  are  in  residence  use  districts ; 
ind 

Whereas,  the  decision  of  the  borough  superintendent  on 
IVfisc.  Appl.  No.  7630-1941  dated  September  9,  1941,  reads  : 

“The  parking  of  cars  on  a  plot  located  in  a  residence 
zone  is  contrarv  to  Article  2,  Section  3  of  the  Zoning 
Law.” 
md 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav- 
ng  a  frontage  of  80  ft.  with  a  depth  of  100  ft.  It  is  pro- 
>osed  to  use  the  plot  for  a  temporary  period  of  not  more 
han  two  (2)  years,  for  the  parking  of  more  than  five  (5) 
notor  vehicles ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
n  which  to  exercise  its  discretion  to  grant  under  section  7, 
ubdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
tereby  make  a  variation  in  the  application  of  the  use  dis- 
rict  regulations  of  the  building  zone  resolution,  and  that 
he  application  be  and  it  hereby  is  granted  under  section  7h 
hereof,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
o  be  occupied  for  the  seasonal  transient  parking  of  more 
han  five  (5)  motor  vehicles,  on  condition  that  only  motor 
ehicles  of  the  pleasure  car  type  and  only  those  capable  of 
iperation  shall  be  so  parked ;  that  the  plot  shall  be  leveled 
ubstantially  to  the  grade  of  Beach  61st  street  and  shall  be 
urfaced  with  steam  cinders,  clean  gravel  or  other  suitable 
raterial ;  that  adequate  fencing  shall  be  maintained  on  the 
iterior  lot  lines  and  on  the  street  building  line;  that  the 


entrance  to  Beach  61st  street  shall  not  exceed  15  ft.  in 
width ;  that  during  the  term  of  this  permit  the  premises 
shall  be  occupied  for  no  other  use  and  no  building  shall  be 
erected  thereon  and  no  signs  shall  be  erected  except  there 
may  be  erected  at  the  street  building  line  a  sign  attached  to 
the  fence  not  exceeding  15  sq.  ft.  in  area,  advertising  only 
the  transient  parking  use  and  the  rates  charged,  provided 
such  sign  is  not  illuminated  and  does  not  extend  beyond  the 
building  line;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  two  (2)  months  from  the  date  of 
this  resolution. 


835-41-BZ. 

APPLICANT — Max  Horn,  for  Beach  61st  Street  Corpo¬ 
ration,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a 
temporary  period,  of  not  more  than  two  (2)  years, 
the  parking  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 102  Beach  61st  street,  east  side, 
24 2  ft.  north  of  Boardwalk  (Block  No.  353,  Lot  No. 
15),  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition :  M.  Katz. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

(835-41-BZ) 

Whereas,  Max  Horn,  for  Beach  61st  Street  Corporation, 
owner,  filed  September  26,  1941,  an  application  under  sec¬ 
tion  7h  of  the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  102  Beach  61st  street,  east  side,  242  ft. 
north  of  Boardwalk  (Block  No.  353,  Lot  No.  15),  Arverne, 
Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  28,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Boardwalk,  Beach  61st  street 
and  Beach  60th  street  are  in  residence  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  8064-1941  dated  September  8,  1941 
reads : 

“A  parking  lot  in  a  residence  district  is  prohibited  by 
the  Building  Zone  Resolution  Art.  II,  Section  3.”. 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  with  a  depth  of  100  ft.  It  is  pro¬ 
posed  to  use  the  plot  for  a  temporary  period  of  not  more 
than  two  (2)  years,  for  the  parking  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  prem¬ 
ises  to  be  occupied  for  the  seasonal  transient  parking  of 
more  than  five  (5)  motor  vehicles,  on  condition •  that  only 
motor  vehicles  of  the  pleasure  car  type  and  only  those  ca¬ 
pable  of  operation  shall  be  so  parked ;  that  the  plot  shall  be 
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leveled  substantially  to  the  grade  of  Beach  61st  street  and 
shall  be  surfaced  with  steam  cinders,  clean  gravel  or  other 
suitable  material;  that  adequate  fencing  shall  be  maintained 
on  the  interior  lot  lines  and  on  the  street  building  line;  that 
the  entrance  to  Beach  61st  street  shall  not  exceed  15  ft.  in 
width;  that  during  the  term  of  this  permit  the  premises 
shall  be  occupied  for  no  other  use  and  no  building  shall  be 
erected  thereon  and  no  signs  shall  be  erected,  except  there 
may  be  erected  at  the  street  building  line  a  sign  attached  to 
the  fence  not  exceeding  15  sq.  ft.  in  area,  advertising  only 
the  transient  parking  use  and  the  rates  charged,  provided 
such  sign  is  not  illuminated  and  does  not  extend  beyond  the 
building  line;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  two  (2)  months  from  the  date  of  this 
resolution. 


837-41-BZ. 

APPLICANT — Max  Horn,  for  Alice  Drucker,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 156  Beach  68th  street,  east 
side,  440  ft.  south  of  Rockaway  Beach  boulevard 
(Block  No.  360,  Lot  No.  29),  Arverne,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn,  Alice  Drncker. 

For  Opposition  :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

(837-41-BZ) 

Whereas,  Max  Horn,  for  Alice  Drucker,  owner,  filed 
September  26,  1941,  an  application  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  Jwo  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  156  Beach  68th  street,  east  side,  440  ft. 
south  of  Rockaway  Beach  boulevard  (Block  No.  360,  Lot 
No.  29),  Arverne,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  28,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  68th  street  and  Beach 
67th  street  are  each  in  residence  and  business  use  districts ; 
Boardwalk  is  in  a  residence  use  district ;  Rockaway  Beach 
boulevard  is  in  a  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  7631-1941  dated  September  26,  1941, 
reads : 

“1.  The  parking  of  cars  on  a  plot  located  in  a  resi¬ 
dence  zone  is  contrary  to  Article  2,  section  3  of  the 
Zoning  Law.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  50  ft.  with  a  depth  of  100  ft.  Upon  the 
rear  of  the  plot  there  is  a  frame  2  car  garage.  It  is  pro¬ 
posed  to  use  the  remainder  of  the  plot  for  a  temporary 
period  of  not  more  than  two  (2)  years,  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  tbe  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
to  be  occupied  for  the  seasonal  transient  parking  of  more 
than  five  (5)  motor  vehicles,  on  condition  that  only  motor 
vehicles  of  the  pleasure  car  type  and  only  those  capable  of 
operation  shall  be  so  parked ;  that  the  plot  shall  be  leveled 
substantially  to  the  grade  of  Beach  68th  street  and  shall  be 
surfaced  with  steam  cinders,  clean  gravel  or  other  suitable 
material;  that  adequate  fencing  shall  be  maintained  on  the 
interior  lot  lines  and  on  the  street  building  line;  that  the 
entrance  to  Beach  68th  street  shall  not  exceed  15  ft.  in 
width;  that  during  the  term  of  this  permit  the  premises 
shall  be  occupied  for  no  other  use  and  no  building  shall  be 
erected  thereon  and  no  signs  shall  be  erected,  except  there  i 
may  be  erected  at  the  street  building  line  a  sign  attached 
to  the  fence  not  exceeding  15  sq.  ft.  in  area,  advertising  only  . 
the  transient  parking  use  and  the  rates  charged,  provided 
such  sign  is  not  illuminated  and  does  not  extend  beyond 
the  building  line;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  two  (2)  months  from  the  date  of  i 
this  resolution. 


864-41 -BZ. 

APPLICANT — Clayton  G.  Shirkey,  for  Caroline  Krause, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 88-27  Rockaway  Beach  boule¬ 
vard,  south  side,  25  ft.  east  of  Beach  90th  street 
(Block  No.  623,  Lot  Nos.  2  and  3),  Rockaway 
Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Clayton  G.  Shirkey. 

For  Opposition  :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 
Negative :  .  9 

THE  RESOLUTION— 

( 864-41 -BZ) 

Whereas,  Clayton  G.  Shirkey,  for  Caroline  Krause, 
owner,  filed  October  7,  1941,  an  application  under  section  7h 
of  the  building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  of  more  than  five  (5)  motor  vehicles; 
premises  88-27  Rockaway  Beach  boulevard,  south  side,  25  ft. 
east  of  Beach  90th  street  (Block  No.  623,  Lot  Nos.  2  and 
3),  Rockaway  Beach,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  28,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Rockaway  Beach  boulevard 
is  in  a  business  use  district;  Beach  90th  street  and  Beach 
88th  street  are  each  in  residence  and  business  use  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  8023-1941  dated  September  8,  1941, 
reads : 

“The  parking  of  more  than  5  motor  vehicles  on  a  lot 
located  in  a  business  use  district,  is  contrary  to  Art.  II, 
Sect.  4,  subdiv.  (a)  15  of  the  Building  Zone  Resolu¬ 
tion.” 
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.mi 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav- 
ng  a  frontage  of  50  ft.  with  a  depth  of  106  ft.  The  rear 
iart  of  the  plot  extends  for  a  distance  of  6  ft.  into  the 
esidence  use  district,  while  the  remainder  of  the  plot  is  in 
l  he  business  use  district.  It  is  proposed  to  use  the  plot 
or  a  temporary  period  of  not  more  than  two  (2)  years, 
or  the  parking  of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in- 
pected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
n  which  to  exercise  its  discretion  to  grant  under  section  7, 
ubdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  dis- 
rict  regulations  of  the  building  zone  resolution,  and  that 
he  application  be  and  it  hereby  is  granted  under  section  7h 
hereof,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
o  be  occupied  for  the  seasonal  transient  parking  of  more 
han  five  (5)  motor  vehicles,  on  condition  that  only  motor 
eludes  of  the  pleasure  car  type  and  only  those  capable  of 
operation  shall  be  so  parked;  that  the  plot  shall  be  leveled 
ubstantially  to  the  grade  of  Rockaway  Beach  boulevard 
nd  shall  be  surfaced  with  steam  cinders,  clean  gravel  or 
ither  suitable  material;  that  adequate  fencing  shall  be 
maintained  on  the  interior  lot  lines  and  on  the  street  build¬ 
ing  line ;  that  the  entrance  to  Rockaway  Beach  boulevard 
hall  not  exceed  15  ft.  in  width;  that  during  the  term  of  this 
>ermit  the  premises  shall  be  occupied  for  no  other  use  and 
o  building  shall  be  erected  thereon  and  no  signs  shall  be 
rected,  except  there  may  be  erected  at  the  street  building 
ine  a  sign  attached  to  the  fence  not  exceeding  15  sq.  ft. 
in  area,  advertising  only  the  transient  parking  use  and  the 
ates  charged,  provided  such  sign  is,  not  illuminated  and 
oes  not  extend  beyond  the  building  line ;  that  all  permits 
hall  be  obtained  and  all  work  completed  within  two  (2) 
ronths  from  the  date  of  this  resolution. 


20-42-BZ. 

APPLICANT — Randolph  H.  Almiroty,  for  The  Salvation 
Army,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to 
paper  sorting  and  baling  and,  also,  for  factory  use 
covering  more  than  the  permissible  25%  of  the 
total  floor  space. 

’REMISES  AFFECTED— 2-22  Quincy  street  and  1-9 
Downing  street,  southeast  corner  (Block  No.  1972, 
part  of  Lot  No.  2),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Randolph  H.  Almiroty  and 
Thomas  B.  Dickinson. 

For  Opposition:  Clarence  F.  Corner,  Frances  M. 
V.  Ryan,  Mabel  M.  Whitley,  Julia  L.  Dahm, 
Margaret  Dahm,  Lena  M.  Lee,  Alfred  Jahn 
and  R.  A.  Shaw. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
'HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

'HE  RESOLUTION— 

( 120-42- BZ) 

!  Whereas,  Randolph  H.  Almiroty,  for  The  Salvation 
Lrmy,  owner,  filed  February  10,  1942,  an  application  under 
action  7c  of  the  building  zone  resolution,  to  permit  in  a 
I  isiness  use  district,  the  conversion  of  occupancy  of  an  ex- 
ting  building  to  paper  sorting  and  baling,  and  also  for 


factory  use  covering  more  than  the  permissible  25%  of  the 
iotal  floor  space;  premises  2-22  Quincy  street  and  1-9 
Downing  street,  southeast  corner  (Block  No.  1972,  part  of 
Lot  No.  2),  Borough  of  Brooklyn;  and 
W hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  April  28,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Quincy  street  is  in  a  business 
use  district;  Gates  avenue  and  Downing  street  are  each  in 
business  and  residence  use  districts ;  Classon  avenue  is  in 
business  and  unrestricted  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  6-1942  dated  January  15,  1942,  reads: 

“7.  The  occupancy  of  the  two  story  building  was 
granted  by  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  387-20-BZ  and  any  change  in  such  occupancy 
must  first  be  approved  by  that  Board. 

8.  Premises  are  located  in  a  business  use  district 
where  the  proposed  use,  of  part  of  the  building  for 
paper  storage  and  baling  is  prohibited  by  Art.  II,  Sect. 
4a  and  sect.  20  of  the  Building  Zone  Resolution,  and 
where  the  proposed  use  of  parts  of  the  building  for 
factory  purposes  in  an  area  exceeding  25%  of  the  total 
floor  space,  or  an  area  equal  to  the  area  of  the  lot  is 
prohibited  by  Art.  II,  Sec.  4c  of  the  Building  Zone 
Resolution. 

The  proposed  change  of  occupancy  of  these  buildings 
are  therefore  prohibited  by  Art.  II,  Sec.  6  of  the  Build¬ 
ing  Zone  Resolution.” 

and 

Whereas,  the  existing  building  is  part  fireproof  constrqc- 
tion  (the  2  story  section)  and  Class  6  (heavy  mill  con¬ 
struction),  having  a  frontage  of  213  ft.  on  Quincy  street 
and  85  ft.  on  Downing  street  and  two  and  four  stories  in 
height.  It  is  proposed  to  use  the  1st  story  of  the  existing 
building  for  paper  and  rag  baling  and  also  for  storage  and 
shipping  of  baled  paper  and  rags.  It  is  also  proposed  to 
use  the  2nd  story  for  repair  and  sorting  of  clothing  (in  the 
2  story  building)  and  for  furniture  storage  and  repair,  and 
to  use  the  remainder  of  the  building  for  furniture  repair 
and  storage.  According  to  filed  plans  and  applicant’s  state¬ 
ment  only  (approximately)  20%  of  the  total  floor  space  of 
the  building  is  used  for  factory  work;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  sorting  and  baling  of  paper  and  rags 
on  the  first  floor,  on  condition  that  the  first  floor  of  the 
easterly  portion  of  the  building  shall  be  used  only  for  the 
storage  of  baled  paper  and  rags  and  all  sorting  and  baling 
shall  be  done  on  the  first  floor  in  the  westerly  portion ;  that 
the  ceiling  of  this  portion  shall  be  fire-retarded  in  accord¬ 
ance  with  the  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals  ;  that  the  standpipe  system  and  thermostatic  system 
throughout  the  building  with  connection  to  fire  head¬ 
quarters  through  a  central  station  shall  be  maintained ; 
that  the  building  shall  not  be  increased  in  height  or 
area;  that  in  all  other  respects  the  building  shall  comply 
with  all  requirements  of  the  Labor  Law  and  all  other  laws, 
rules  and  regulations  applicable  thereto ;  that  such  space  as 
is  used  for  manufacturing  purposes  on  the  upper  floor  shall 
be  toward  the  Quincy  street  side  and  lawfully  enclosed ; 
that  proper  equipment  shall  be  installed  for  collecting  any 
dust  in  connection  with  the  manufacturing  operations ;  that 
the  lighting  in  the  building  shall  be  so  arranged  as  not  to 
reflect  toward  the  residential  properties  to  the  rear ;  that 
such  portable  fire  fighting  appliances  shall  be  maintained 
throughout  the  premises  as  the  fire  commissioner  shall  di- 
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rect;  that  the  gasoline  storage  system  shall  be  completely 
removed  from  the  building;  that  existing  fire  walls  shall  be 
maintained  and  all  openings  therein  protected  with  approved 
fire  doors;  that  the  door  to  the  adjoining  building  to  the  east 
under  the  same  ownership  shall  be  protected  with  a  self¬ 
closing  fireproof  door  approved  for  not  less  than  three 
hours;  that  this  use  may  continue  only  so  long  as  the  build¬ 
ing  is  owned  and  under  the  control  of  the  Salvation  Army ; 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  three  (3)  months  from  the  date  of  this  resolution. 


trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7-c 
thereof,  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area  and  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


Adjourned,  12  :40  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


151-42-BZ. 

APPLICANT — Randolph  H.  Almiroty,  for  The  Pilgrim 
Laundry,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  extension 
of  a  laundry  use  into  an  existing  3  car  garage. 
PREMISES  AFFECTED — 1102-1138  Prospect  avenue  and 
141-151  Terrace  place,  block  bounded  by  11th  ave¬ 
nue,  Prospect  avenue,  Terrace  place  and  17th  street 
(Block  No.  5255,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Randolph  H.  Almiroty. 

For  Opposition:  Mary  Vuono. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Flousing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  . . . .  0 

THE  RESOLUTION— 

(151-42-BZ) 

Whereas,  Randolph  H.  Almiroty,  for  The  Pilgrim 
Laundry  Incorporated,  owner,  filed  February  19,  1942,  an 
application  under  section  7c  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the  extension  of  a 
laundry  use  into  an  existing  3  car  garage;  premises  1102- 
1138  Prospect  avenue  and  141-151  Terrace  place,  block 
bounded  by  11th  avenue,  Prospect  avenue,  Terrace  place 
and  17th  street  (Block  No.  5255,  Lot  No.  1),  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  28,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Prospect  avenue,  17th  street 
and  Terrace  place  are  each  in  business  and  residence  use 
districts ;  18th  avenue  is  in  a  business  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  5596-1941  dated  January  23,  1942  and 
as  amended  February  20,  1942,  reads : 

“3.  Proposed  extension  of  present  laundry  to  adjoin¬ 
ing  3  car  garage  on  premises  located  in  a  business  zone 
is  contrary  to  Article  II,  Section  4a  (51)  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  283  ft.  on  17th  street, 
and  180  ft.  on  11th  avenue,  occupied  as  a  steam  or  wet  wash 
laundry.  Upon  the  central  portion  of  the  plot  there  is  a  one- 
story  building  21  ft.  8  in.  by  32  ft.  6  in.  occupied  as  a 
3  car  garage.  It  is  proposed  to  alter  and  to  convert  the 
occupancy  of  this  building  -to  laundry  use ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  28,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  CASES. 

401-31-BZ. 

APPLICANT — Sidney  L.  Strauss,  for  Webster  Commit¬ 
tee,  Incorporated,  and  Wilson  and  Company,  own¬ 
ers  (Fifth  Atlantic  Corporation,  lessee;  Thomas 
Karas,  sub-lessee). 

SUBJECT — Rescindment  of  resolution  of  June  10,  1941 — 
re  application  reopened,  subject  to  usual  pro¬ 
cedure. 

PREMISES  AFFECTED— 624-626  Atlantic  avenue  and 
9  Fifth  avenue,  northeast  corner  and  627  Pacific 
street  (Block  No.  1119,  Lot  Nos.  1  and  64),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Resolution  of  June  10,  1941  re¬ 
scinded. 

THE  VOTE  TC)  RESCIND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


559-37-BZ. 

APPLICANT — Samuels  and  Samuels,  for  Fellman  Realty! 
Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution  (decision  of  the  borough 
superintendent)  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 3996  Tenth  avenue  and  501 
West  213th  street,  northwest  corner  (Block  No. 
2231,  part  of  Lot  No.  17),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Archie  H.  Samuels. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 


560-40-BZ. 

APPLICANT— Henry  Nordheim,  for  Marion  Ward, 
owner  (Arthur  C.  Bergen,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  building  zone 
resolution,  permitting  partly  in  an  unrestricted  use 
and  partly  in  a  business  use  district,  the  conver- 
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sion  of  occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor  vehicles,  au¬ 
tomobile  showroom  and  motor  vehicle  repair  shop. 
’REMISES  AFFECTED — 430-432  East  188th  street, 
south  side,  100.48  ft.  east  of  Park  avenue  and  451- 
453  Cyrus  place  (Block  No.  3041,  Lot  No.  37),  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  Arthur  C. 
Bergen. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn,  af¬ 
ter  argument. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N egative :  .  0 


1 149-24-BZ. 

APPLICANT — Herman  W.  J.  Bruning,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of. 
the  superintendent  of  buildings),  previously  granted 
on  condition,  under  section  21  of  the  building  zone 
resolution,  permitting  in  a  residence  use  district, 
the  maintenance  of  an  existing  garage  for  six  (6) 
motor  vehicles  for  a  temporary  period. 

PREMISES  AFFECTED — 63-63J4  Schaeffer  street,  west 
side,  125  ft.  north  of  Bushwick  avenue  (Block  No. 
3421,  Lot  Nos.  57  and  58),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Herman  W.  J.  Bruning. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION— 

(1 149-24-BZ) 

Whereas,  this  application,  affecting  premises  63-63, 
Schaeffer  street,  west  side,  125  ft.  north  of  Bushwick  ave¬ 
nue  (Block  No.  3421;  Lot  Nos.  57  and  58),  Borough  of 
Brooklyn,  was  granted  by  the  Board  April  28,  1925,  for  a 
temporary  period  of  two  (2)  years,  under  section  7,  sub¬ 
division  g,  on  certain  conditions,  period  extended  June  7, 
1932;  June  5,  1934;  June  9,  1936;  May  10,  1938,  and  April 
30.  1940  under  section  21,  and  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  28,  1925  as 
last  amended  April  30,  1940  only  so  far  as  it  has  reference 
to  the  term  of  the  permit  so  that  as  amended  this  portion 
of  the  resolution  shall  read  : 

“granted  under  section  7f  for  a  term  of  five  (5)  years 
from  the  date  of  this  amended  resolution.” 


598-29-BZ. 

APPLICANT — Carl  Eill  Schiffer,  for  1605  Jerome  Avenue 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  21  of  the  building  zone 
resolution,  permitting  partly  in  a  business  use  dis¬ 
trict  and  partly  in  an  unrestricted  use  district,  the 
change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop  for  a  temporary  period. 

PREMISES  AFFECTED— 1599-1609  Jerome  avenue,  west 
side,  100  ft.  south  of  Featherbed  lane  (Block  No. 
2860,  Lot  No.  26),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Carl  Eill  Schiffer. 

ACTION  Oh  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION— 

(598-29-BZ) 

Whereas,  this  application  under  section  21  of  the  building 
zone  resolution  to  permit  in  a  business  use  district  extending 
from  an  unrestricted  use  district  the  conversion  in  occu¬ 
pancy  in  part  of  an  existing  store  occupancy  to  a  welding 
and  motor  vehicle  repair  shop,  premises  1599-1609  Jerome 
avenue,  west  side,  100  ft.  south  of  Featherbed  lane  (Block 
2800,  Lot  No.  26),  Borough  of  The  Bronx,  was  granted  by 
the  Board  April  6,  1937,  on  certain  conditions,  for  a  term 
of  five  (5)  years;  and 

Whereas,  Carl  Eill  Schiffer,  for  1605  Jerome  Avenue 
Corporation,  owner,  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  6,  1937  only 
so  far  as  it  has  reference  to  the  term  of  the  permit  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7i  for  a  term  of  five  (5)  years 
from  the  date  of  this  amended  resolution.” 


641-30-BZ. 

APPLICANT — Joseph  B.  Lynch,  for  Colonial  Beacon  Oil 
Company,  for  Henry  Merkel  and  Albert  Merkel, 
owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  building  zone  reso¬ 
lution,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  maintenance  of  a 
gasoline  service  station  for  a  temporary  period. 

PREMISES  AFFECTED — 207-06  Hillside  avenue,  south 
side,  41  ft.  east  of  207th  street  (Block  No.  10582, 
Lot  No.  3),  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION— 

(641-30-BZ) 

Whereas,  this  application  affecting  premises  south  side 
of  Hillside  avenue  41  ft.  east  of  207th  street  (Block  No. 
10582,  Lot  No.  3),  Queens  Village,  Borough  of  Queens, 
was  granted  by  the  Board  May  5,  1931,  for  a  temporary 
period  of  two  (2)  years,  permit  extended  May  2,  1933  and 
May  28,  1940,  and  applicant  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  5,  1931  as  last 
amended  May  28,  1940  only  so  far  as  it  has  reference  to  the 
term  of  the  permit  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


44-35-BZ. 

APPLICANT — William  E.  Kennedy,  for  Henry  A.  Bonori, 
owner. 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7f  of  the  building  zone  resolu¬ 
tion,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  relocation  of  an  ac¬ 
cessory  building  to  a  gasoline  service  station  (pre¬ 
viously  granted  by  the  Board). 

PREMISES  AFFECTED— 46-03  Laurel  Hill  boulevard, 
northeast  corner  of  46th  street  (Block  No.  2296, 
Lot  No.  1),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  Adikes. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION— 

(44-35-BZ) 

Whereas,  this  application  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  premises 
46-03  Laurel  Hill  boulevard,  northeast  corner  of  46th  street 
(Block  No.  2296,  Lot  No.  1),  Woodside,  Borough  of 
Queens,  was  granted  on  certain  conditions,  by  the  Board 
May  21,  1935,  the  resolution  amended  June  18,  1935  and 
May  9,  1939,  the  permit  extended  under  section  7f  for  a 
term  of  five  (5)  years  and  time  to  obtain  permits  and  com¬ 
plete  work  extended,  May  20,  1941,  and  applicant  requested 
a  further  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  21,  1935,  as 

amended  May  20,  1941,  only  so  far  as  it  has  reference  to 

obtaining  permits  and  completion  of  work,  so  that  as 

amended  this  portion  of  the  resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 

amended  resolution.” 


207-37-BZ. 

APPLICANT — Larsen  Baking  Company,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — Teopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7g  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district,  the  conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 1490  Clove  road,  southwest  cor¬ 
ner  of  Tioga  street  (Block  No.  661,  Lot  No.  7), 
West  New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  J.  Kelly  and  L.  Smith. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION— 

(207-37-BZ) 

Whereas,  this  application,  under  section  7g  of  the  building 
zone  resolution  to  permit  in  a  business  use  district  the  con- 


version  of  occupancy  of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles,  premises  1490  Clove 
road,  southwest  corner  of  Tioga  street  (Block  No.  661,  Lot 
No.  7),  West  New  Brighton,  Borough  of  Richmond,  was 
granted  by  the  Board  February  15,  1938,  on  certain  condi¬ 
tions,  and  applicant  requested  an  amendment  of  the  resolu¬ 
tion. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  15,  1938 
so  that  as  amended  the  resolution  shall  read: 

“Granted  under  section  7g  thereof  to  permit  the  exist¬ 
ing  garage  to  be  used  for  the  storage  of  more  than  five 
(5)  motor  vehicles,  on  condition  that  any  cars  stored 
shall  be  solely  in  the  ownership  of  the  Larsen  Baking 
Company  or  their  employees ;  that  the  existing  gasoline 
storage  system  installed  within  the  building  consisting 
of  a  550  gallon  buried  tank  and  one  pump  may  be  con¬ 
tinued  provided  no  gasoline  is  sold  to  passers-by  but 
that  the  use  of  such  gasoline  shall  be  solely  for  the  use 
of  the  cars  owned  by  the  company ;  that  any  handling, 
receiving  and  shipping  of  merchandise  shall  be  entirely 
within  the  building;  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  that  this  variance  shall  con¬ 
tinue  only  so  long  as  the  building  is  used  as  herein 
permitted  by  the  Larsen  Baking  Company  or  its  suc¬ 
cessors  or  assigns  in  the  same  line  of  business;  that 
there  shall  be  no  advertising  signs  erected  on  the  build¬ 
ing  or  roof,  except  a  neat  sign  over  the  main  entrance  i 
doorway;  that  no  cars  of  employees  shall  be  parked 
outside  the  building,  but  shall  be  stored  within  the 
building;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  three  months  from  the 
date  of  this  action.” 


208-37-BZ. 

APPLICANT — Frank  C.  Keller,  for  Julius  Groelke,  lessee 
(Edbro  Realty  Company,  Incorporated,  owner). 
SUBJECT— Application  reopened  April  7,  1942  for  consid¬ 
eration  as  to  extension  of  permit — re  Application 
(decision  of  the  commissioner  of  buildings)  pre¬ 
viously  granted  on  condition,  under  section  7h  of  t 
the  building  zone  resolution,  permitting  in  a  business 
use  district,  for  a  period  of  two  (2)  years,  the 
storage  and  parking  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 22-65  31st  street,  east  side, 
182.6  ft.  north  of  23rd  avenue  (Block  No.  833,  Lot 
No.  12),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 

THE  RESOLUTION— 

(208-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution  to  permit  in  a  business  use  district  the 
storage  and  parking  of  more  than  five  (5)  motor  vehicles, 
premises  22-65  31st  street,  east  side,  182.6  ft.  north  of  23rd 
avenue  (Block  No.  833,  Lot  No.  12),  Astoria,  Borough  of 
Queens,  was  granted  by  the  Board  October  26,  1937,  on 
certain  conditions,  for  a  temporary  period  of  two  (2)  years; 
and 

V  hereas,  frank  C.  Keller,  for  Julius  Groelke,  lessee 
(Edbro  Realty  Company,  Incorporated,  owner),  requested 
an  extension  of  the  permit ;  and 

Whereas,  this  application  was  reopened  bv  vote  of  the 
Board  April  7,  1942. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  26,  1937, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


613-37-BZ. 

APPLICANT — Arnstein  and  Levy,  for  Three  Bees,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  for  a  temporary  period. 

PREMISES  AFFECTED— 234-242  West  124th  street, 
south  side,  375  ft.  west  of  Seventh  avenue  (Block 
No.  1929,  Lot  Nos.  49  to  52,  inclusive),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Levy. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION— 

(613-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  234-242  West  124th  street,  south  side,  375  ft.  west 
of  Seventh  avenue  (Block  No.  1929,  Lot  Nos.  49  to  52,  in¬ 
clusive),  Borough  of  Manhattan,  was  granted  by  the  Board 
May  10,  1938,  on  certain  conditions,  permit  extended  April 
30,  1940,  and  owner  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  30,  1940  only 
in  so  far  as  it  has  reference  to  the  term  of  the  permit  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


368-38-BZ. 

APPLICANT — John  F.  Trommer,  Incorporated,  owner. 

SUBJECT- — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7 a  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and  a  motor  vehicle 
repair  shop,  to  be  operated  in  conjunction  with  the 
brewery  business  on  the  site. 

PREMISES  AFFECTED — 66-86  Conway  street,  east  side, 
204  ft.  south  of  Bushwick  avenue  (Block  No.  3476, 
part  of  Lot  Nos.  16  and  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harry  L.  Yakel. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


THE  RESOLUTION— 

(368-38-BZ) 

Whereas,  this  application  under  section  7a  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles  and  a  motor  vehicle  repair  shop,  to  be  op¬ 
erated  in  conjunction  with  the  brewery  business  on  the  site, 
premises  66-86  Conway  street,  east  side,  204  ft.  south  of 
Bushwick  avenue  (Block  No.  3476,  part  of  Lot  Nos.  16  and 
10),  Borough  of  Brooklyn,  was  granted  by  the  Board  July 
20,  1938,  on  certain  conditions,  time  to  obtain  permits  and 
complete  work  extended  May  6,  1941,  and  applicant  requested 
a  further  extension  of  time  to  obtain  permits  and  complete 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  20,  1938  only 
so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pletion  of  the  work  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


1023-40-BZ. 

APPLICANT — William  H.  Schneider,  for  Edward  Mc¬ 
Cloud  (lessee),  for  Jessie  M.  Schneider,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7i  of  the  zoning  resolution, 
permitting  partly  in  a  residence  use  and  partly  in  a 
business  use  district,  the  maintenance  and  conver¬ 
sion  of  occupancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop,  which  existing  building  does 
not  comply  with  the  rear  yard  requirements  of  the 
building  zone  resolution. 

PREMISES  AFFECTED — 110-14  New  York  boulevard, 
west  side,  100  ft.  south  of  Brinkerhoff  avenue 
(Block  No.  2938,  Lot  No.  39),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant  :  Win.  H.  Schneider. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION— 

(1023-40-BZ) 

Whereas,  this  application,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district  the  main¬ 
tenance  and  conversion  of  occupancy  of  an  existing  building 
to  a  motor  vehicle  repair  shop,  which  existing  building  does 
not  comply  with  the  rear  yard  requirements  of  the  building 
zone  resolution,  premises  110-14  New  York  boulevard,  west 
side,  100  ft.  south  of  Brinkerhoff  avenue  (Block  No.  2938, 
Lot  No.  39),  Borough  of  Queens,  was  granted  by  the  Board 
April  22,  1941,  on  certain  conditions,  under  section  7i  of  the 
building  zone  resolution,  time  to  obtain  permits  and  com¬ 
plete  work  extended  March  3,  1942,  and  applicant  requested 
an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  22,  1941  only 
so  far  as  it  has  reference  to  the  term  of  the  permit  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7i  thereof  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution.” 
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91-41-BZ. 

APPLICANT — Metropolitan  Television,  Incorporated,  for 
Getty  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  building  zone  resolu¬ 
tion,  permitting  on  the  top  story  and  roof  of  an 
existing  hotel  located  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  radio-television 
broadcast  transmitting  station  and  antenna. 
PREMISES  AFFECTED— 2-6  East  61st  street  and  795 
Fifth  avenue,  southeast  corner  (Block  No.  1375, 
Lot  No.  67),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  A.  L.  Soloden  and  L.  L.  Thompson. 
ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(91-41-BZ) 

Whereas,  this  application,  to  permit  on  the  top  story  and 
roof  of  an  existing  hotel  located  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  radio-television  broadcast 
transmitting  station  and  antenna,  premises  2-6  East  61st 
street  and  795  Fifth  avenue,  southeast  corner  (Block  No. 
1375,  Lot  No.  67),  Borough  of  Manhattan,  was  granted  by 
the  Board  June  24,  1941,  on  certain  conditions,  under  sec¬ 
tion  7e  of  the  building  zone  resolution,  and  applicant  re¬ 
quested  an  extension  of  time  to  obtain  permits  and  complete 
the  work.. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  24,  1941  so  that 
as  amended  the  resolution  shall  read : 

“Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution  to  permit  the  proposed  com¬ 
bination  radio-television  must  and  the  proposed  adja¬ 
cent  radio  antenna  to  be  constructed  on  the  roof  and 
to  permit  the  use  of  cither  of  the  two  unoccupied  spaces 
in  the  elevator  machine  level  area  as  indicated  on  plans 
filed  with  this  application  and  supplementary  plans 
marked  ‘Received  April  17,  1942’,  on  condition  that  the 
maintenance  of  this  mast,  antenna  and  the  use  of  the 
equipment  shall  be  subject  to  the  inspection  and  ap¬ 
proval  of  the  Dock  Department  of  the  City  of  New 
York,  the  Civil  Aeronautics  Authority  and  any  other 
departments  or  bodies  having  jurisdiction;  that  no  signs 
or  advertising  of  any  nature  advertising  the  use  of  the 
tower  for  the  purpose  herein  permitted  shall  be  exhib¬ 
ited;  that  in  all  other  respects  all  requirements  of  all 
laws,  rides  and  regulations  as  to  the  structure  and  occu¬ 
pancy  shall  be  complied  with;  that  all  permits  shall  be 
obtained  and  all  zvork  completed  within  one  (1)  year 
from  the  date  of  this  amended >  resolution.” 


762-41  -BZ. 

APPLICANT — Arthur  Harris  (lessee),  for  The  Guardian 
Life  Insurance  Company  of  America,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution, 
permitting  the  alteration  and  conversion  of  occu¬ 
pancy  of  part  of  an  existing  building,  located  partly 
in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  to  a  public  restaurant ;  also  the  proposed  al¬ 
teration  does  not  comply  with  the  zoning  resolution 
as  to  the  location  of  entrances  to  and  show  win¬ 
dows  in  the  proposed  business  use. 


PREMISES  AFFECTED — 82-84  Pierrepont  street  and  178 
Henry  street,  southwest  corner  (Block  No.  242,  Loi 
No.  37),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arthur  Harris. 

ACT  ION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REpPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(762-41-BZ) 

Whereas,  this  application,  to  permit  the  alteration,  con¬ 
version  of  occupancy  of  part  of  an  existing  building  located 
partly  in  a  business  use  district  and  partly  in  a  residence  use 
district,  to  a  public  restaurant;  also  the  proposed  alteration 
does  not  comply  with  the  requirements  of  the  building  zone 
resolution  as  to  the  location  of  entrances  to  and  show  win¬ 
dows  in  the  proposed  business  use;  premises  82-84  Pierre¬ 
pont  street  and  178  Henry  street,  southwest  corner  (Block 
No.  242,  Lot  No.  37),  Borough  of  Brooklyn,  was  granted 
by  the  Board  January  27,  1942,  on  certain  conditions,  under 
section  7e  of  the  building  zone  resolution,  and  applicant  re¬ 
quested  an  extension  of  time  to  obtain  permits  and  com¬ 
plete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  27,  1942 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  the  work  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this 
amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

11 8-42- A. 

APPLICAN  r — Arnold  W.  Lederer,  for  133  Boerum  Street 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AbFECTEI) — 133  Boerum  street,  north  side, 
100  ft.  west  of  Graham  avenue  (Block  No.  3070, 
Lot  No.  28),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

AC  I  IOI\  OF  BOARD — Laid  over  to  May  5,  1942  at  2 
P.  M.  for  inspection  by  a  committee  of  the  Board 
and  for  further  consideration  by  the  Board. 


268-42- A. 

APPLICANT— Sidney  Schuman,  for  Central  Manhattan 
Properties,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 164-168  East  86th  street  and 
1524  Third  avenue,  southwest  corner  (Block  No. 
1514,  Lot  No.  39),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Schuman. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  5,  .1942  at  2 
P.  M.  for  inspection  by  a  committee  of  the  Board 
and  for  further  consideration  by  the  Board. 

2 74 -42- A. 

APPLICANT— Spero  and  Cohen,  Incorporated,  lessees,  for 
Leah  Cohen  and  Sadie  Spero,  owners. 
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SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 32  East  10th  street,  south  side, 
190  ft.  east  of  University  place  (Block  No.  561, 
Lot  No.  11),  Borough  of  Manhattan. 

APPEARANCES — 

For  Applicant:  Bertram  H.  Spero. 

For  Administration:  lnsp.  Maher,  Fire  Dep't. 

ACTION  OF  BOARD— Laid  over  to  May  12,  1942  at  2 
P.  M.  for  inspection  by  Fire  Department  and  for 
further  consideration  by  the  Board. 


242-42-A. 

APPLICANT — Circle  Wire  and  Cable  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 55-00  Maspcth  avenue,  south 
side,  242  ft.  west  of  Rust  street  (Block  No.  2216, 
Lot  Nos.  17  and  18),  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


633-41-A. 

APPLICANT — Harry  L.  Alper,  for  Michaels  Brothers 
Realty  Company,  Incorporated,  owner  (Furniture 
Dealers  Outlet  Stores,  Incorporated,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 272-274  8th  street,  south  side, 
61  ft.  west  of  Fifth  avenue  (Block  No.  1004,  Lot 
No.  36),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


634-41 -A. 

APPLICANT — Harry  L.  AlpeV,  for  Michaels  Brothers 
Realty  Company,  Incorporated,  owner  (Michaels 
Brothers,  lessees). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 142-444  Fifth  avenue  and  299- 
307  9th  street,  northwest  corner  (Block  No.  1004, 
Lot  No.  45),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


875-41-A. 

APPLICANT — Sam  J.  Glaberson,  for  Meyer  Parodneck, 
owner  (College  Nursery  School,  Incorporated,  les¬ 
see). 

SUBJECT — Application  for  consideration — reopening  and 
rescindment  of  resolution  adopted  on  December  9, 
1941 — re  Appeal  from  a  decision  of  the  borough 
superintendent. 


PREMISES  AFFECTED — 134  Sterling  street,  south  side, 
143  ft.  east  of  Bedford  avenue  (Block  No.  1319, 
Lot  No.  13),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sam  J.  Glaberson. 

ACTION  OF  BOARD — Request  to  rescind  resolution  of 
December  9,  1941  denied. 

THE  VOTE  TO  RESCIND  RESOLUTION— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 


690-41 -A. 

APPLICANT — Benjamin  Englander,  lessee,  for  Carolina 
Heinlein,  owner. 

SUBJECT — Appeal  from  an  order  and  decisions  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 117-121  West  128th  street, 
north  side,  200  ft.  west  of  Lenox  avenue  (Block 
No.  1913,  Lot  Nos.  20,  21  and  22),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  John  F.  Cronin. 

For  Administration:  lnsp.  Maher,  Fire  Dep't. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


THE  RESOLUTION— 

(690-41 -A) 

Whereas,  Beniamin  Englander,  lessee,  for  Carolina 
Heinlein,  owner,  filed  July  24,  1941,  an  appeal  from  an  or¬ 
der  and  decisions  of  the  fire  commissioner;  premises  117- 
121  West  128th  street,  north  side,  200  ft.  west  of  Lenox 
avenue  (Block  No.  1913,  Lot  Nos.  20,  21  and  22),  Borough 
of  Manhattan ;  and 

Whereas,  Order  No.  10636-LF,  issued  by  the  fire  com¬ 
missioner  February  27,  1941,  reads : 

“1.  Provide  a  fixed  fire  extinguishing  system  or 
other  means  for  the  extinguishment  of  fire  satisfactory 
to  the  Fire  Commissioner  throughout  building.  09- 
161.0  Adm.  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
June  17,  1941,  reads: 

“In  reply  to  your  request  for  reconsideration  on  item 
1  of  Order  10636  LF,  requiring  an  approved  extinguish¬ 
ment  system  throughout  the  building,  a  reinspection  has 
been  made  and  in  view  of  the  non-fireproof  construc¬ 
tion  and  occupancy  as  a  stable  with  over  100  stalls, 
wagon  storage  and  storage  of  hay,  your  request  must 
be  denied.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
June  28,  1941,  reads: 

“With  reference  to  your  communication  of  June  24, 
1941,  relative  to  Order  numbered  10636LF,  you  are 
herewith  notified  that  the  decision  expressed  in  our  let¬ 
ter  under  date  of  June  17,  1941,  to  Mr.  Paul  Abrams 
of  60  Wall  Street,  New  York,  still  stands.” 

and 

Whereas,  the  building  is  of  Class  3  construction,  three 
stories  (56  ft.)  in  height:  75  ft.  by  90  ft.  in  area;  erected 
in  1901  •;  located  in  a  business  use  district;  and  occupied: 
Cellar,  stalls  for  horses,  storage  of 'feed  and  harness;  1st 
floor,  storage  of  wagons ;  2nd  floor,  stable  for  horses,  stor¬ 
age  of  feed  and  harness;  third  floor,  storage  of  wagons;  and 

Whereas,  the  applicant  contends  in  lieu  of  compliance 
with  the  order  it  is  proposed  to  install  six  water  pails  in 
each  corner  of  the  basement  and  in  addition  to  provide  two 
fire  extinguishers  on  the  basement  story,  to  provide  stand- 
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pipe  with  2|/4  inch  outlet  equipped  with  60  ft.  of  regula¬ 
tion  fire  hose  on  each  floor  and  in  addition  thereto  to  pro¬ 
vide  six  water  pails  in  each  corner  of  each  floor  and  two 
fire  extinguishers  on  each  floor  and  to  keep  all  hay  and 
feed  in  fireproof  bins ;  that  there  are  nine  windows  in  the 
front  and  nine  in  the  rear  of  the  building  on  each  floor; 
that  the  stable  is  used  for  boarding  44  horses  of  the  Police 
Dept,  on  the  2nd  floor  and  the  Police  Dept,  has  an  office  on 
the  2nd  floor ;  that  the  Police  Dept,  has  a  man  in  attendance 
24  hours  of  the  day;  that  the  building  is  of  brick  with 
heavy  cross  beams  2  in.  by  6  in.  with  cement  floors  and 
some  wood  floors  and  stalls  which  would  be  hard  to  ignite ; 
that  the  cost  of  the  sprinkler  system  would  be  unwarranted 
by  the  revenue  obtained  from  the  building;  that  there  are 
at  least  six  employees  in  the  premises  during  the  day  and 
four  during  the  night. 

Resolved,  that  the  Order  of  the  fire  commissioner,  No. 
10636-LF,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  a  standpipe  system  and  an  interior  alarm  or  interior 
thermostat  alarm  system  shall  be  maintained ;  that  the  fire 
alarm  or  thermostatic  alarm  system  shall  be  connected  to 
headquarters  through  an  approved  central  station;  that  the 
storage  of  hay  and  feed  throughout  the  building  shall  be 
maintained  in  rooms  separated  from  the  balance  of  the 
floor  by  fire  retarded  walls  and  ceilings  of  one  hour  fire 
resistive  rating;  that  such  portable  fire  fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct; 
that  the  hay  shall  be  normally  stored  in  bales  with  only 
such  bales  opened  as  are  necessary  at  feeding  time;  that 
adequate  non-smoking  signs  shall  be  posted  throughout  the 
building;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto. 


137-42-A. 

APPLICANT — Arthur  Jovis,  for  Patscy  Cesaroni,-  owner. 
SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar— re  Appeal  from  a  decision 
of  the  acting  borough  superintendent  (previously 
withdrawn). 

PREMISES  AFFECTED— 1662  Hering  avenue,  east  side, 
27.07  ft.  south  of  Van  Nest  avenue  (Block  No. 
4113,  Lot  No.  65),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Arthur  Jovis. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal¬ 
endar  and  denied. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 


THE  RESOLUTION— 

(137-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  affecting  premises  1662  Hering  avenue,  east 
side,  27.07  ft.  south  of  Van  Nest  avenue  (Block  No.  4113, 
Lot  No.  65),  Borough  of  The  Bronx,  was  withdrawn 
March  17,  1942;  and 

Whereas,  Arthur  Jovis,  for  Patscy  Cesaroni,  owner,  re¬ 
quested  reopening  of  the  appeal  and  consideration  by  the 
Board ;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1130-41,  dated  February  3,  1942,  reads: 


“A-8.  Provide  dual  means  of  egress  pursuant  to  sec. 
187 — Multiple  Dwelling  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  and  basement  (29  ft.)  in  height;  20  ft.  8  in.  by  56 
ft.  5  in.  in  area;  of  Class  3  construction;  erected  in  1932; 
located  in  a  residence  use  C  area  district ;  and  occupied : 
basement,  accessory  storage,  boiler-room  and  garage  for 
2  pleasure  cars  for  tenants’  use;  1st  floor,  dwelling,  1 
family ;  2nd  floor,  dwelling,  1  family.  It  is  proposed  to  be 
occupied :  basement,  accessory  storage,  boiler-room,  garage 
lor  2  pleasure  cars  for  tenants’  use  and  dwelling,  1  family; 
1st  floor,  dwelling,  1  family;  2nd  floor,  dwelling,  1  family; 
and 

Whereas,  the  applicant  states  that  the  proposed  work 
constitutes  an  alteration  which  consists  primarily  of  comply¬ 
ing  with  Article  6  of  the  Multiple  Dwelling  Law  so  as  to 
legalize  the  occupancy  of  the  third  family  in  the  basement ; 
and 

Whereas,  the  applicant  contends  that  the  building  has  a 
peaked  roof  with  a  pitch  of  more  than  15°;  that  section 
177,  subdivision  2  refers  to  a  dwelling  such  as  the  one  in¬ 
volved  herein;  that  the  borough  superintendent  holds  that 
this  building  complies  with  the  requirements  of  section 
177,  subdivision  2f  of  the  Multiple  Dwelling  Law  except 
that  no  scuttle  is  provided  to  the  roof ;  that  the  scuttle  re¬ 
quired  by  the  borough  superintendent  in  accordance  with 
section  177  subd.  2f  is  required  to  comply  with  section  188 
of  the  Multiple  Dwelling  Law;  that  prior  to  1940  the  last 
sentence  of  section  188  of  the  Multiple  Dwelling  Law  read 
in  part : 

“a  second  means  of  egress,  conforming  to  the  provi¬ 
sions  of  subdivisions  2  or  3  of  Sec.  187  of  this  chapter 
shall  be  provided.” 

that  there  had  been  no  change  to  this  section;  that  there 
could  be  no  question  that  a  dual  means  of  egress  was  re¬ 
quired;  that  however  in  1940  section  188  was  amended  by 
changing  the  limit  of  the  roof  pitch  from  20°  to  15°  and 
by  deleting  that  portion  of  section  188  referred  to  above; 
that  the  Department  of  Housing  and  Buildings  agrees  that 
this  building  is  not  required  to  have  a  scuttle,  but  contends 
that  it  should  not  be  immune  under  section  177,  subd.  2f 
from  the  requirement  of  a  second  means  of  egress  and  is 
therefore  required  to  comply  with  section  187  as  the  build¬ 
ing  is  more  than  2  stories  in  height;  that  this  contention 
is  contrary  to  the  legislative  intent,  since  by  section  177, 
subd.  2f  a  2  story  and  basement  converted  dwelling  hav¬ 
ing  not  more  than  1  family  on  any  floor  or  3  families  in  all 
was  exempted  from  section  187;  that  while  the  exemption 
from  the  provisions  of  section  187  referred  to  originally 
applied  only  to  buildings  having  a  scuttle  and  a  flat  roof, 
the  amendment  to  section  188  made  in  1940  has  extended 
this  exemption  to  buildings  having  a  peaked  roof  and  no 
scuttle;  and 

Whereas,  the  Board  deemed  that  if  a  scuttle  in  the 
roof,  even  if  the  roof  pitch  exceeded  15  degrees,  is  not  pro¬ 
vided,  the  second  means  of  exit  is  required. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1130-41,  Obj.  No.  A-8,  be  and  it  hereby' 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


186-42-A. 

APPLICANT — Anthony  M.  DeRose,  for  Jasab  Realty 
Corporation. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  Ah  h  EC  1  ED — 390  East  200th  street,  south 
side,  75  ft.  west  of  Webster  avenue  (Block'  No. 
3279,  Lot  No.  75),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Anthony  M.  DeRose  and  Samuel 
Brause. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION— 

(186-42- A) 

Whereas,  Anthony  M.  DeRose,  for  Jasab  Realty  Corpo¬ 
ration,  owner,  filed  on  March  7,  1942  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent ;  premises  390  East 
200th  street,  south  side,  75  ft.  west  of  Webster  avenue 
(Block  No.  3279,  Lot  No.  75),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  938-41,  dated  February  16,  1942,  reads: 

“1.  Plan  now  filed  to  show  change  of  occupancy. 
Kindly  reconsider  use  in  frame  building  as  dress  manu¬ 
facturing  is  less  hazardous  than  dance  hall.” 

and 

Whereas,  the  building  is  two  stories  (32  ft.)  in  height; 
40  ft.  by  90  ft.  in  area;  of  Class  4  construction;  located  in 
a  business  use  district;  erected  in  1905;  and  occupied:  cel¬ 
lar,  storage  and  boiler-room;  1st  floor,  bakery,  stores, 
dwelling  and  bakery;  2nd  floor,  dancehall,  200  persons.  It 
is  proposed  to  be  occupied:  Cellar,  same;  1st  floor,  same; 
2nd  floor,  dress  manufacturing,  50  persons;  mezzanine,  stor¬ 
age,  no  persons ;  and 

Whereas,  the  applicant  contends  that  the  second  floor 
cannot  be  rented  for  the  use  previously  permitted  and  that 
the  proposed  use  does  not  constitute  a  greater  hazard  than 
the  permitted  use ;  that  the  building  as  originally  erected 
under  N.  B.  A'pplic.  420-05  permitted  the  use  of  the  2nd 
floor  as  a  dancehall  for  1,000  persons;  that  in  1934  the 
Building  Dept,  approved  a  license  application  for  a  dance¬ 
hall  with  an  occupancy  of  200  persons  on  the  2nd  floor ;  that 
it  is  now  proposed  to  change  this  occupancy  to  light  manu¬ 
facturing  (dresses)  and  to  have  an  occupancy  not  exceeding 
50  persons;  that 'the  side  walls  of  the  building  are  brick- 
filled  and  the  manufacturing  area  will  be  about  2800  sq.  ft. ; 
that  there  is  a  3  ft.  wide  iron  stairs  at  the  rear  leading  to 
adjoining  yard  under  the  same  ownership ;  that  the  front 
stairway  leads  directly  to  the  street  and  is  6  ft.  wide;  that 
the  premises  were  rented  to  the  present  tenant  in  Decem¬ 
ber,  1940,  after  being  vacant  two  years;  that  it  will  be  a 
hardship  on  the  owner  if  he  is  not  able  to  obtain  relief  as 
the  premises  cannot  be  rented  for  dancehall  purposes. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  938-41,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area;  that  the  proposed  exits  shall  be  main¬ 
tained;  that  the  occupancy  of  the  second  floor  for  factory 
purposes  shall  not  exceed  50  persons ;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  portable  fire  extinguishers  of 
the  automatic  type  shall  be  maintained  in  the  occupancies 
on  the  first  or  street  floor  where  any  open  flames  are  main¬ 
tained;  that  no  waste  combustible  materials  shall  be  allowed 
to  accumulate  on  the  premises  but  shall  be  removed  each 
week ;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  other  than  as  modified  by  the  Board  under  Cal 
No.  187-42-S. 


322-42-A. 

APPLICANT — Baerenklau  and  Company,  Incorporated,  for 
•Aeroflex  Laboratories,  Incorporated,  owner. 
SUBJECT- — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 34-06  Skillman  avenue,  south 
side,  between  34th  and  35th  streets  (Block  No. 
240,  Lot  Nos.  1  and  9),  Long  Island  City,  Borough 
of  Queens. 


APPEARANCES— 

For  Applicant :  Ribelle  Perrotto  and  F.  Sutton. 
For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION— 

(322-42-A) 

Whereas,  Baerenklau  and  Company,  Inc.  for  Aeroflex 
Laboratories,  Inc.,  owner,  filed  on  April  17,  1942  an  appeal 
from  a  decision  of  the  borough  superintendent ;  premises 
34-06  Skillman  avenue,  south  side,  between  34th  and  35lli 
streets  (Block  No.  240,  Lot  Nos.  1  and  9),  Long  Island 
City,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  1992-42  dated  April  14,  1942,  reads: 

“1.  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  each  boiler,  heater,  range  or  stove 
be  connected  with  a  separate  flue  in  a  legal  chimney, 
etc.” 

and 

Whereas,  the  proposed  building  will  be  1  story  (19  ft.) 
in  height;  142  ft.  by  122  ft.  in  area;  of  Class  3  construc¬ 
tion  ;  equipped  with  a  sprinkler  system  and  standpipe  sys¬ 
tem  ;  located  in  an  unrestricted  use  district ;  and  occupied : 
cellar,  boiler-room  and  storage;  1st  floor,  manufacturing 
and  offices,  50  persons ;  and 

Whereas,  the  applicant  contends  that  the  chimney  flue 
proposed  will  be  20  in.  square  and  has  been  designed  for 
the  LA-54  General  Electric  Oil  Furnaces  having  a  9  in. 
diameter  flue  connection ;  that  the  chimney  as  designed  is 
more  than  twice  as  large  as  is  required  for  the  two  fur¬ 
naces  being  installed  and  is,  therefore,  large  enough  to  prop¬ 
erly  take  care  of  the  boilers  in  question ;  and 

W hereas,  the  plans  filed  with  the  borough  superintendent 
under  N.  B.  Applic.  No.  211-42  indicate  the  proposed  flue 
to  be  constructed  of  9 of  masonry,  1  in.  of  which  will 
consist  of  tile  flue  lining. 

■  Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1992-42,  Objection  No.  1,  he  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
(/ranted  on  condition  the  flue  shall  be  maintained  as  de¬ 
scribed  and  that  not  more  than  the  two  proposed  oil  burning- 
appliances  shall  be  connected  thereto;  that  in  all  other  re¬ 
spects  the  installation  shall  meet  all  laws,  rules  and  regula¬ 
tions  applicable  thereto,  including  the  requirements  of  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Appeals. 


1 198-40-A. 

APPLICANT — M.  &  P.  Homes  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  decisions 
of  the  borough  superintendent. 

PREMISES  AFFECTED- — 69-78  and  69-82  183rd  street, 
northwest  corner  of  73rd  avenue  and  west  side  of 
183rd  street,  60.64  ft.  north  of  73rd  avenue  (Block 
No.  7135,  Lot  No.  1),  Flushing,  Borough  of 
Oueens. 

APPEARANCES— 

For  Applicant :  Joseph  Moss. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 
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THE  RESOLUTION— 

(1198-40- A) 

Whereas,  this  appeal  from  decisions  of  the  borough  su¬ 
perintendent,  affecting  premises  69-78  and  69-82  183rd  street, 
northwest  corner  of  73rd  avenue  (Block  No.  7135,  Lot  No. 
1 ) ,  Flushing,  Borough  of  Queens,  was  granted  by  the  Board 
January  28,  1941,  on  certain  conditions,  and  applicant  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  28,  1941 
by  adding  thereto : 

“that  in  the  event  that  it  is  desired  to  erect  on  the 
premises  69-82  183rd  street,  northwest  corner  73rd 
avenue,  a  dwelling  25  ft.  6  in.  by  40  ft.  in  area,  two 
stories  in  height  with  a  one  story  extension  6  ft.  6  in. 
by  7  ft.  6  in.  and  an  attached  two.  car  garage,  19  ft. 
5  in.  by  21  ft.  2  in.  in  area  as  shown  on  diagram  filed 
with  the  Board  marked  ‘Received  April  8,  1942’,  such 
construction  may  be  permitted  on  condition  that  the 
dwelling  be  set  back  from  18 3rd  street  a  distance  of 
20  ft.  into  which  set  back  projections  may  extend  ap¬ 
proximately  2  ft.  and  the  dwelling  and  garage  be  set 
back  not  less  than  15  ft.  from  73rd  avenue  building  line 
into  which  set  back  front  entrance  and  steps  may  project 
approximately  5  ft.,  and  that  a  side  yard  along  the 
northerly  interior  lot  line  shall  be  provided  not  less  than 
12  ft.  in  zvidth,  on  condition  that  the  requirements  of 
the  resolution  adopted  January  28,  1941  be  complied 
zvith  in  all  other  respects .” 


225-42-A. 

APPLICANT — Edwin  Markham  Houses  Architects,  for 
New  York  Housing  Authority,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  decisions 
of  the  borough  superintendent. 

PREMISES  AFFECTED — Blocks  bounded  by  south  side 
of  Richmond  Terrace,  Broadway,  Wayne  street  and 
North  Burgher  avenue  (Block  Nos.  169-173,  in¬ 
clusive),  West  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Frank  P.  Riley  and  J.  Moscovitz. 
ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION — - 

(225-42-A) 

Whereas,  this  appeal  from  decisions  of  the  borough  su¬ 
perintendent,  affecting  premises  Blocks  bounded  by  Rich¬ 
mond  terrace,  Broadway,  Wayne  street  and  North  Burgher 
avenue  (Block  Nos.  169  to  173  inclusive),  West  Brighton, 
Borough  of  Richmond,  was  granted  by  the  Board  March 
24,  1942,  on  certain  conditions,  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolz>cd,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  24,  1942 
only  so  far  as  it  has  reference  to  the  requirement  for  vent¬ 
ing  of  bath  tubs,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“except  that  during  the  term  of  the  present  emergency 
and  for  one  (1)  year  thereafter  the  venting  of  bath 
tubs  may  be  omitted.” 


VARIATIONS  OF  THE  LABOR  LAW. 
255-42-S. 

APPLICANT — Oscar  Goldschlag,  for  Silverherg  and 
Trattner,  Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 358  East  145th  street,  south 
side,  91.41  ft.  east  of  Third  avenue  (Block  No. 
2306,  Lot  No.  66),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Oscar  Goldschlag. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  12,  1942  at  2 
P.  M.  for  further  consideration  bj'  the  Board. 


187-42-S. 

APPLICANT — Anthony  M.  DcRose,  for  Jasab  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  acting  borough  superintendent. 
PREMISES  AFFECTED — 390  East  200th  street,  south 
side,  75  ft.  west  of  Webster  avenue  (Block  No. 
3279,  Lot  No.  75),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Anthony  M.  DeRose  and  Samuel 
Brause. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(187-42-S) 

Whereas,  Anthony  M.  DeRose,  for  Jasab  Realty  Corpo¬ 
ration,  owner,  filed  March  7,  1942,  an  application  for  a  varia¬ 
tion  of  the  Labor  Law,  as  cited  in  a  decision  of  the  borough 
superintendent ;  premises  390  East  200th  street,  south  side, 
75  ft.  west  of  Webster  avenue  (Block  No.  3279,  Lot  No. 
75),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Appl.  No.  938-41  dated  March  5,  1942,  reads: 

“3.  Provide  safe  and  unobstructed  egress  to  street 
from  fire  escape.  Sec.  274- (4).,  Labor  Law.” 

and 

Whereas,  the  building  is  two  stories  (32  ft.)  in  height; 
40  ft.  by  90  ft.  in  area;  of  Class  4  construction;  located  in 
a  business  use  district;  erected  in  1905;  and  occupied  since 
1940  as  follows:  Cellar,  storage  and  boiler-room;  1st  floor, 
bakery,  stores  and  dwelling;  2nd  floor,  dancehall,  200  per¬ 
sons.  Tt  is  proposed  to  be  occupied:  Cellar,  same;  1st  floor, 
same;  2nd  floor,  dress  mfg.,  50  persons.  The  building  is 
equipped  with  one  interior  stairs  at  front  of  building  6  ft. 
wide  and  of  iron  construction  with  marble  treads,  enclosed 
in  partitions  of  wood  studs,  wood  lath  and  plaster,  with 
metal  ceiling  and  equipped  with  wood  doors,  and  also  a  fire 
escape  in  the  rear  yard  which  does  not  lead  to  roof  and 
from  the  terminus  of  which  egress  can  be  had  through  the 
adjoining  yard  in  the  same  ownership  and  then  through 
buildings  on  Webster  avenue  to  the  street :  and 
Whereas,  the  applicant  contends  that  the  rear  exit  leads 
to  an  open  yard  24  ft.  in  depth  ;  that  this  exit  was  used  in 
connection  with  the  previous  use;  that  egress  from  this 
yard  to  the  street  can  be  had  through  any  of  the  four  adjoin¬ 
ing  buildings  on  Webster  avenue  in  the  same  ownership  In¬ 
going  through  the  first  floor  stairs  via  door  through  each 
rear  yard. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  z’ariation  in  the  requirements  of  the  Labor 
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Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  938-41,  Objection  No.  3,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
existing  exterior  steel  stairway  shall  be  maintained  from 
the  second  story  to  yard  grade;  that  there  shall  be  main¬ 
tained  an  unlocked  gate  in  the  fence  leading  through  an 
adjoining  yard  to  Decatur  avenue ;  that  a  consent  of  the 
adjoining  owner  for  the  construction  of  such  gate  and 
permission  to  cross  such  yard  as  a  means  of  exit  shall  be 
filed  with  the  borough  superintendent ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  other  than 
as  modified  under  Cal.  No.  186-42-A. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
91-40-SA. 

APPLICANT — The  Linde  Air  Products  Company,  owner. 
SUBJECT — Application  reopened  January  27,  1942  re 

amendment  of  resolution  to  include  additional 
model  of  Blowpipe  Cutting  Attachments  and 
Generators,  as  follows :  Oxweld  Cutting  Blow¬ 
pipes,  C-3,  C-31,  C-32,  C-35,  C-37,  C-39  &  C-48, 
Oxweld  Cutting  Attachment,  CW-23,  Oxweld 
Welding  Blowpipe,  W-S,  W-17,  W-22,  W-23, 

W-24R,  W-26,  W-27,  W-29,  W-30,  W-32  and 
W-33,  Oxweld  LP-3  Acetylene  Generator,  Carbic 
CLP-4  Acetylene  Generator,  Oxweld  NA-3  Acety¬ 
lene  Generator,  Qxweld  NA-4  Acetylene  Genera¬ 
tor,  Purox  “E”  Cutting  Blowpipe,  Purox  No.  31 
Cutting  Attachment,  Purox  No.  5  Welding  Blow¬ 
pipe,  Purox  No.  35  Welding  Blowpipe,  Prest-O- 
Weld  W-103  Welding  Blowpipe. 
APPEARANCES— 

For  Applicant :  H.  C.  Stelling. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(91-40-SA) 

Whereas,  The  Linde  Air  Products  Company,  owner, 
filed  January  26,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliances 
known  as  the  Oxweld  W-29  Welding  Blowpipe,  Purox 
No.  33  Welding  Blowpipe,  Purox  No.  33-CA  Cutting 
Attachment,  Purox  No.  34  Welding  Blowpipe,  Purox  No. 
34-CA  Cutting  Attachment,  Prest-O-Weld  C-108  Cutting- 
Blowpipe,  Prest-O-Weld  W-108  Welding  Blowpipe,  Prest- 
O-Weld  CW-108  Cutting  Attachment,  Prest-O-Weld  W-109 
Welding  Blowpipe,  Prest-O-Weld  CW-109  Cutting  Attach¬ 
ment,  Oxweld  MP-5  Stationary  Medium  Pressure  Acetylene 
Generator,  Oxweld  MP-7  Portable  or  Stationary  Medium- 
Pressure  Acetylene  Generator  and  Oxweld  MP-9  Portable 
Medium-Pressure  Acetylene  Generator;  and 
Whereas,  these  appliances  were  approved  by  the  Board 
February  20,  1940,  in  accordance  with  report  of  the  Com¬ 
mittee  on  Tests ;  and 

Whereas,  the  resolution  was  amended  December  23,  1941 
to  include  approval  of  tbe  Oxweld  C52,  C53,  C54  and  W37 
Machine  Cutting  Blowpipe,  Oxweld  W26M  Blowpipe, 
Oxweld  CW29  Cutting  Attachment,  Prest-O-Weld  C-lll 
Cutting  Blowpipe,  Prest-O-Weld  WHO  Welding  Blowpipe 
and  CM  110  Cutting  Attachment,  Prest-O-Weld  W  111 
Welding  Blowpipe  and  CW  1 1 1  Cutting  Attachment,  and 
Oxweld  MP-10  Portable  acetylene  Generator,  medium 
pressure  15  lbs.  and  25  lbs.;  and 
Whereas,  the  applicant  requested  reopening  of  the 
application  to  include  approval  of  the  Oxweld  Cutting 
Blowpipes,  C-3,  C-31,  C-32,  C-35,  C-37,  C-39  and  C-48, 


Oxweld  Cutting  Attachment,  CW-23,  Oxweld  Welding 
Blowpipe,  W-5,  W-17,  W-22,  W-23,  W-24R,  W-26,  W-27, 
W-29,  W-30,  W-32  and  W-33,  Oxweld  LP-3  Acetylene 
Generator,  Garbic  CLP-4  Acetylene  Generator,  Oxweld 
NA-3  Acetylene  Generator,  Oxweld  NA-4  Acetylene  Gen¬ 
erator,  Purox  “E”  Cutting  Blowpipe,  Purox  No.  31  Cutting 
Attachment,  Purox  No.  5  Welding  Blowpipe  and  Purox 
No.  35  Welding  Blowpipe ;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  January  27,  1942,  subject  to  usual  procedure;  and 
Whereas,  the  report  of  the  Committee  on  Tests  of  the 
Board  on  these  appliances,  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

April  10,  1942. 

Cal.  No.  91-40-SA 

Subject:  Amendment  of  Resolution  to  include  approval 
of  additional  Models  of  Blowpipe  Cutting 
Attachments  and  Generators,  known  as 
Oxweld  C-3,  C-31,  C-32,  C-35,  C-37,  C-39, 
C-48,  Cutting  Blowpipes  and  Cutting  Attach¬ 
ment  CW-23,  Oxweld  W-5,  W-17,  W-22. 
W-23,  W-24-R,  W-26,  W-27,  W-29,  W-30, 
W-32,  Oxweld  Blowpipe  W-33,  Welding 
Blowpipes,  Oxweld  Low  Pressure  Stationary 
Generator  LP-3,  Carbic  Acetylene  Generator 
CLP-4,  Purox  Cutting  Blowpipe  E,  Purox 
No.  31  Cutting  Attachment,  Purox  No.  5 
Welding  Blowpipe,  Purox  No.  35  Welding 
Blowpipe,  Prest-O-Weld  W103  Welding 
Blowpipe,  Oxweld  NA-3-NA-4  Acetylene 
Generator. 

The  Board  of  Standards  and  Appeals  under  date  of 
February  20,  1940  approved  the  Oxweld  W29  Welding 
Blowpipe,  Purox  No.  33  Welding  Blowpipe,  Purox  No. 
33-CA  cutting  attachment,  Purox  No.  34  Welding 
Blowpipe,  Purox  No.  34  CA  cutting  attachment,  Prest- 
O-Weld  No.  C108  Cutting  Blowpipe,  Prest-O-Weld 
W  108  Welding  Blowpipe,  Prest-O-Weld  CW  109 
cutting  attachment,  Oxweld  MP  5  stationary  medium 
pressure  acetylene  generator,  Oxweld  MP  7,  Portable 
or  Stationary  medium  pressure  acetylene  generator, 
Oxweld  MP  9  Portable  medium. pressure  acetylene  gen¬ 
erator.  Request  was  made  to  include  in  the  resolution 
approval  of  the  Oxweld  C52,  C53,  C54  Machine  Cutting 
Blowpipes  and  W37  Machine  Blowpipe,  Oxweld  W26M 
Blowpipe,  Oxweld  CW29  Cutting  Attachment,  Prest- 
O-Weld  C-lll  Cutting  Blowpipe,  Prest-O-Weld  WHO 
Welding  Blowpipe  and  CW110  Cutting  Attachment, 
Prest-O-Weld  W  111  Welding  Blowpipe  and  CW  111 
Cutting  Attachment  and  Oxweld  MP-10  Portable 
acetylene  Generator,  medium  pressure  (15  lbs.  and  25 
lbs.  carbide  capacity).  The  application  was  reopened  by 
vote  of  tbe  Board  September  9.  1941  and  the  resolution 
amended  December  23,  1941  to  include  Oxweld  C52 
and  C53  Blowpipe  Attachment  and  Acetylene  Generator 
MP  10.  Request  was  made  for  further  amendment  to 
include  the  following:  Oxweld  Cutting  Blowpipes,  C-3, 
C-31,  C-32,  C-35,  C-37,  C-39  and  C-48,  Oxweld  Cutting 
Attachment,  CW-23,  Oxweld  Welding  Blowpipe,  W-5, 
W-17,  W-22,  W-23.  W-24R,  W-26,  W-27,  W-29,  W-30, 
W-32  and  W-33,  Oxweld  LP-3  Acetylene  Generator, 
Carbic  CLP-4  Acetvlene  Generator,  Oxweld  NA-3 
Acetylene  Generator,  Oxweld  NA-4  Acetylene  Generator, 
Purox  “E”  Cutting  Blowpipe,  Purox  No.  31  Cutting 
Attachment,  Purox  No.  5  Welding  Blowpipe,  Purox  No. 
35  Welding  Blowpipe  and  Prest-O-Weld  W103  Welding 
Blowpipe. 

These  appliances  and  their  operation  are  described 
as  follows : 

The  Oxweld  C-3  Cutting  Blowpipe 

The  Oxweld  C-3  Stavbolt  Cutting  Blowpipe  is  a  long 
hand-cutting  blowpipe,  available  in  four  lengths,  and  is 
designed  for  the  special  purpose  of  cutting  staybolts 
Tt  operates  on  the  low-pressure  acetylene  injector  prin- 
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ciple.  It  is  equipped  with  standard  inlet  needle  valves 
for  control  of  acetylene  and  preheating  oxygen,  and 
with  a  thumb-operated  lever-type  quick-acting  valve 
for  control  of  cutting  oxygen. 

Oxzveld  C-31  Cutting  Blozvpipe 
The  Oxweld  C-31  Hand-Cutting  Blowpipe  operates 
on  the  low-pressure  acetylene  injector  principle.  It  is 
fitted  with  inlet  needle  valves  for  control  of  acetylene 
and  preheating  oxygen,  and  with  a  lever-operated  quick¬ 
acting  valve  for  control  of  cutting  oxygen. 

The  Oxzveld  C-32  Cutting  Blozvpipe 
The  Oxweld  C-32  Hand-cutting  Blowpipe  resembles 
the  Oxweld  C-31  Hand-cutting  Blowpipe  in  all  respects 
except  that  it  is  equipped  with  a  medium-pressure  acety¬ 
lene  mixer. 

Oxzveld  C-35  Cutting  Blozvpipe 
The  Oxweld  C-35  Machine-Cutting  Blowpipe  is  a 
short  blowpipe  designed  for  use  in  an  oxy-acetylene 
machine.  It  is  equipped  with  three  inlet  needle  valves: 
for  cutting  oxygen,  preheating  oxygen,  acetylene.  The 
C-35  operates  on  the  low-pressure  acetylene  injector 
principle. 

The  Oxzveld  C-37  Cutting  Blozvpipe 
The  Oxweld  C-37  Machine-Cutting  Blowpipe  is  simi¬ 
lar  in  design  to  the  Oxweld  C-35  Machine-Cutting 
Blowpipe  except  that  it  is  much  longer  and  has  greater 
capacity.  It  operates  on  the  low  pressure  acetylene  in¬ 
jector  principle. 

The  Oxzveld  C-39  Cutting  Blozvpipe 
The  Oxweld  C-39  Machine-Cutting  Blowpipe  is  iden¬ 
tical  with  the  Oxweld  C-37  Machine-Cutting  Blowpipe 
except  that  it  incorporates  a  medium-pressure  acetylene 
mixer  instead  of  a  low-pressure  acetylene  injector. 

Oxzveld  C-48  Cutting  Blowpipe 
The  Oxweld  C-48  Machine-Cutting  Blowpipe  is  iden¬ 
tical  with  the  Oxweld  C-35  Machine-Cutting  Blowpipe 
except  that  it  is  several  inches  longer. 

Oxzveld  CIV -23  Cutting  Attachment 
The  Oxweld  CW-23  Cutting  Attachment  is  a  device 
which  can  be  attached  to  the  handle  of  an  Oxweld 
W-17,  W -22  or  W-26  Welding  Blowpipe,  in  place  of 
the  welding  head,  to  permit  the  use  of  the'  blowpipes 
for  cutting.  It  is  equipped  with  a  lever-actuated  quick¬ 
acting  valve  for  control  of  cutting  oxygen,  and  a  needle 
valve  for  control  of  preheating  oxygen.  "  Acetylene  flow 
is  controlled  by  the  acetylene  needle  valve  on  the  weld¬ 
ing  blowpipe  handle.  The  CW-23  cutting  attachment 
operates  on  the  low-pressure  acetylene  injector  principle. 

Oxzveld  W-5  IV elding  Blozvpipe 
The  Oxweld  W-5  Machine-Welding  Blowpipe  operates 
on  the  low-pressure  acetylene  injector  principle.  It  is 
fitted  with  a  sealed  casing,  and  inlet  and  outlet  con¬ 
nection  for  water  cooling.  Special  multi-flame  heads 
are  used  for  w'elding.  These  heads  are  attached  by  a 
male-thread  connection  nut  which  screws  into  the  head 
of  the  blowpipe. 

Oxzveld  W-17  Welding  Blowpipe 
I  lie  Oxweld  W-17  Hand-Welding  Blowpipe  operates 
on  the  low-pressure  acetylene  injector  principle,  and  is 
fitted  with  inlet  needle  valves  for  oxygen  and  acetylene. 
Each  welding  head  incorporates  an  individual  injector 
and  is  attached  to  the  blowpipe  handle  by  a  female- 
thread  nut  which  is  a  part  of  the  welding  head  assembly. 

Oxzveld  W-22  Welding  Blowpipe 
The  Oxweld  W-22  Hand-Welding  Blowpipe  uses  the 
same  welding  heads  as  the  Oxweld  W-17  Welding 
Blowpipe,  and  differs  from  the  W-17  only  in  that  the 
valves  are  located  at  the  front  end  of  the  handle  in¬ 
stead  of  at  the  rear  end. 


Oxzveld  W-23  Welding  Blowpipe 
The  Oxweld  W-23  Machine  Blowpipe,  for  use  with 
medium-pressure  acetylene  only,  is  a  water-cooled  blow¬ 
pipe  of  large  capacity  generally  used  for  machine  weld¬ 
ing,  flame-hardening,  preheating  of  joints  to  be  welded, 
and  other  flame-treating  operations  which  require  a 
high-velocity  flame.  It  has  a  sealed  casing  and  is 
equipped  with  inlet  and  outlet  connections  for  water. 
It  has  inlet  needle  valves  for  oxygen  and  acetylene.  The 
blowpipe  uses  special  multi-flame  heads  which  are  at¬ 
tached  to  the  blowpipe  by  means  of  a  female  connec¬ 
tion  nut  on  the  blowpipe  head. 

Oxweld  W-24-R  Welding  Blozvpipe 
The  Oxweld  W-24-R  Hand-Welding  Blowpipe  is  simi¬ 
lar  to  the  Oxweld  W-17  in  all  general  specifications. 
Each  welding  head  has  an  individual  low-pressure  acety¬ 
lene  injector. 

Oxzveld  W-26  Welding  Blozvpipe 
d'lie  Oxweld  W-26  Hand-Welding  Blowpipe  operates 
on  the  low-pressure  injector  principle,  and  is  larger 
than  the  W-17  and  W-24-R  welding  blowpipes.  The 
handle  is  larger,  and  an  extra-large  acetylene  inlet  valve 
is  used. 

Oxzveld  W-27  Welding  Blozvpipe 
The  Oxweld  W-27  Machine-Welding  Blowpipe  is  sim¬ 
ilar  to  the  Oxweld  W-5  Welding  Blowpipe,  but  operates 
only  on  medium-pressure  acetylene  and  incorporates  an 
extra  pair  of  oxygen  and  acetylene  needle  valves  which 
control  the  flow  of  gases  to  a  special  mixer  which  feeds 
one  of  the  flames  in  the  multi-flame  welding  head  sup¬ 
plied  with  the  blowpipe. 

Oxzveld  W-29  Welding  Blozvpipe 
The  Oxweld  W-29  Hand-Welding  Blowpipe  operates 
on  the  low-pressure  injector  principle  and  in  most  re¬ 
spects  is  similar  to  the  Oxweld  W-22  Welding  Blow¬ 
pipe,  except  that  it  is  smaller  and  designated  especially 
for  the  welding  of  sheet  metal  and  light  plate. 

Oxzveld  W-30  Welding  Blozvpipe 
The  Oxweld  W-30  Hand-Welding  Blowpipe  is  designed 
for  lead-burning  and  welding  of  sheet  metal.  It  op¬ 
erates  on  the  low-pressure  acetylene  injector  principle, 
employing  a  special  combination  needle  valve  and  ad¬ 
justable  injector  assembly  for  control  of  oxygen  flow 
and  a  small  needle  valve  of  conventional  design  for 
control  of  acetylene  flow. 

Oxzveld  W-32  Welding  Blozvpipe 
The  Oxweld  W-32  Hand-Welding  Blowpipe  is  similar 
in  design  and  capacity  to  the  Oxweld  W-29  Welding- 
Blowpipe  except  that  the  inlet  needle  valves  are  located 
at  the  rear  end  of  the  handle,  and  that  the  blowpipe 
is  fitted  with  two  additional  quick-acting  valves  for 
automatic  shut-off  of  oxygen  and  acetylene.  These 
quick-acting  valves  are  opened  by  depressing  a  lever  on 
top  of  the  blowpipe,  and  automatically  close  when  the 
lever  is  released.  Bv-pass  permits  sufficient  acetylene 
flow  to  maintain  a  pilot  flame  at  the  welding  tip  when 
the  automatic  valves  are  closed  and  the  needle  valves 
are  open. 

Oxzveld  W -33  Blozvpipe 

The  Oxweld  W-33  Blowpipe  is  a  water-cooled  ma¬ 
chine  blowpipe,  for  use  with  oxygen  and  medium-pres¬ 
sure  acetylene,  designed  especially  for  use  in  deseaming 
machines  for  preheating. 

Oxzveld  LP-3  Lozv-Pressure  Acetylene  Generator 

The  Oxweld  LP-3  Low-Pressure  Acetylene  Generator 
is  a  stationary  generator  designed  to  produce  acetylene 
at  pressures  of  less  than  1  lb.  per  sq.  in.  Carbide 
moves  by  gravity  from  the  hopper  onto  a  rotating  disk, 
which  is  actuated  bv  a  weight-driven,  controlled-speed 
motor,  and  then  is  fed  by  small  stationary  plow  blades 
into  the  generating  chamber.  The  acetylene  as  gen- 
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erated  passes  into  a  water-sealed  gas  holder  from  which 
it  is  fed  as  required  into  the  delivery  line.  The  LP-3 
generator  is  available  either  as  a  single  unit,  consisting 
of  one  generator  plus  one  gas  holder,  or  as  a  duplex 
unit  consisting  of  two  generating  units  and  one  gas 
holder.  The  duplex  unit  is  so  designed  that  acetylene 
from  the  gas  holder  is  drawn  back  into  the  generating 
chamber  during  recharging  operations,  to  replace  the 
sludge  drawn  off  through  the  residue  gate  at  the  bot¬ 
tom  of  the  generating  chamber.  In  operation,  the  two 
generators  are  alternated,  so  that  one  is  supplying  acety¬ 
lene  to  the  gas  holder  while  the  other  is  being  drained 
and  recharged.  Operation  of  the  generator  motors  is 
mechanically  interlocked  with  the  rise  and  fall  of  the 
bell  of  the  gas  holder,  so  that  the  flow  of  carbide  into 
the  generating  chamber  is  automatically  shut  off  when 
the  bell  reaches  a  certain  height,  and  automatically  re¬ 
sumed  when  the  bell  drops  to  a  certain  level.  The  Ox- 
weld  LP-3  generators  are  available  in  rated  generating 
capacities  of  200,  400,  600  and  1,000  cu.  ft.  of  acetylene 
per  hr. 

Carbic  CLP-4  Acetylene  Generator 
The  Carbic  CLP-4  Acetylene  Generator  is  a  small 
portable  acetylene  generator  which  produces  low-pres¬ 
sure  acetylene  (less  than  1  lb.  per  sq.  in.)  at  a  maxi¬ 
mum  rate  of  45  cu.  ft.  hr.  This  generator  may  be  op¬ 
erated  only  with  cakes  of  Carbic  processed  carbide  (No. 
20  size,  weighing  approximately  2)4  lbs.  each).  The 
generator  may  be  charged  with  from  1  to  8  cakes  of 
this  material  in  the  cake  holder.  The  generator  op¬ 
erates  on  the  “water  displacement”  principle.  Opening 
the  outlet  valve  and  withdrawing  acetylene  causes  the 
water  to  rise  in  the  bell  until  it  reaches  the  bottom 
cake  of  Carbic.  Additional  acetylene  is  generated  and 
the  water  is  forced  down  from  the  cake,  and  genera¬ 
tion  ceases.  The  water  chamber  of  the  generator  is 
open  at  the  top,  and  so  if  the  generator  is  tipped  over, 
the  water  will  run  out  and  the  generation  of  acetylene 
ceases. 

Purox  “E”  Cutting  Blowpipe 
The  Purox  “E”  Hand-Cutting  Blowpipe  is  a  standard 
cutting  blowpipe  for  operation  on  medium-pressure 
acetylene  only.  It  is  provided  with  inlet  needle  valves 
for  control  of  acetylene  and  preheating  oxygen,  and 
with  a  lever-operated  quick-acting  valve  for  control  of 
the  cutting  oxygen  flow. 

Purox  No.  31  Cutting  Attachment 
The  Purox  No.  31  Cutting  Attachment  can  be  con¬ 
nected  to  the  handle  of  the  Purox.  No.  35  Welding 
Blowpipe,  in  place  of  a  welding  head.  It  is  equipped 
with  a  needle  valve  for  control  of  preheating  oxygen, 
and  a  lever  actuated  plunger-type  valve  for  control  of 
the  cutting  oxygen  flow.  Acetylene  supply  is  regulated 
by  the  needle  valve  on  the  blowpipe  handle.  In  other 
respects  this  cutting  attachment  is  similar  to  the  Purox 
“E”  Cutting  Blowpipe. 

Purox  No.  5  Welding  Blowpipe 
The  Purox  No.  5  Welding  Blowpipe  is  a  small  blow¬ 
pipe  designed  for  lead-burning  and  sheet-metal  weld¬ 
ing.  It  has  permanently  attached  hose  nipples,  and 
needle  valves  for  control  of  oxygen  and  acetylene  (or 
city  gas  or  other  fuel  gas).  It  is  supplied  either  with 
a  mixer  for  use  with  medium-pressure  acetylene,  or 
with  an  injector  to  permit  its  use  with  city  gas  or 
natural  gas  supplied  at  pressures  of  less  than  1  lb.  per 
sq.  in. 

Purox  No.  35  Welding  Blowpipe 
The  Purox  No.  35  Welding  Blowpipe  is  a  standard 
hand-welding  blowpipe  for  use  with  medium-pressure 
acetylene.  It  is  equipped  with  inlet  needle  valves  for 
control  of  oxygen  and  acetylene.  Each  welding  head 
incorporates  an  individual  mixer,  and  is  attached  to  the 
blowpipe  handle  by  a  male-thread  attaching  nut. 


Prest-O-Weld  W-103  Welding  Blowpipe 

The  Prest-O-Weld  W103  Welding  Blowpipe  is  an 

oxy-acetylene  blowpipe  intended  for  lead-burning  and 
light  sheet-metal  welding.  It  operates  only  on  medium- 
pressure  acetylene. 

Oxweld  NA-3  and  NA-4  Acetylene  Generators 

The  Oxweld  NA-3  and  NA-4  Acetylene  Generators 
are  available  in  two  sizes  having  rated  acetylene 

generating  capacities  of  3,000  and  6,000  cu.  ft.  per  hr. 
Carbide  is  fed  from  the  hopper  to  the  generating  cham¬ 
ber  by  a  rotary  feed  screw  which  is  driven  by  a 

reciprocating  water  motor.  Generated  acetylene  passes 
through  a  wash-box  and  then  to  a  gas  holder  located 
outside  the  generator  house.  The  gas  holder  is  inter¬ 
connected  to  the  water  feed  for  the  carbide  feed  motor, 
so  that  the  carbide  feed  is  automatically  stopped  before 
the  gas  bell  is  full.  In  an  NA-3  installation,  acetylene 
is  supplied  to  the  distribution  piping  system  at  low 
pressure  (less  than  1  lb.  per  sq.  in.)  direct  from  the 
gas  holder.  In  an  NA-4  installation,  acetylene  is  drawn 
from  the  gas  holder  into  an  Oxweld  booster  system 
which  delivers  the  acetylene  to  the  distributing  piping 
system  at  medium  pressure  (less  than  15  lb.  per  sq.  in.) 

It  should  be  noted  that  in  the  resolution  adopted 
December  23,  1941  there  were  some  discrepancies  of 
description  which  are  corrected  in  this  report  including 
a  description  of  Oxweld  C-54  Machine  Cutting  Blow¬ 
pipe  which  is  as  follows : 

The  Oxweld  C-54  Machine  Cutting  Blowpipe  re¬ 
sembles  the  C-39  Machine  Cutting  Blowpipe  except 
for  the  addition  of  inlet  and  outlet  connections  for 
water  cooling,  and  use  of  the  blowpipe  casing  as  a 
water  jacket.  The  C-54  Blowpipe  differs  from  the 
C-53  Blowpipe  only  in  that  it  embodies  a  medium- 
pressure  acetylene  mixer  instead  of  a  low-pressure 
injector. 

and  in  the  9th,  10th  and  11th  paragraphs  of  the  descrip¬ 
tion  of  MP  10  Acetylene  Generator  which  should  read : 

These  generators  are  of  the  medium  pressure  type 
having  two  safety  valves  each  which  are  set  to  relieve 
pressure  in  excess  of  15  lbs.  per  sq.  inch. 

The  safety  valves  are  simultaneously  operated  or 
opened  every  time  the  generator  is  recharged  by  a 
cross  connecting  rod  which  is  arranged  to  interfere 
with  the  removal  of  the  hopper  head.  Each  generator 
is  equipped  with  a  back  flash  trap  and  check-valve. 

A  motion  picture  of  a  test  made  at  the  Factory 
Mutual  Laboratories  showed  the  MP-10  generator 
overturned  in  a  fire  while  charged.  All  these  appli¬ 
ances  have  been  approved  by  the  Underwriters’ 
Laboratories  and  have  received  previous  approvals  of 
the  Division  of  Combustibles  of  the  Fire  Department, 
a  list  of  which  is  part  of  the  record. 

On  the  basis  of  these  previous  actions  it  is  recom¬ 
mended  that  the  resolution  of  the  Board  adopted  Feb¬ 
ruary  20,  1940,  as  amended  December  23,  1941,  be 
amended  to  include  these  additional  units  provided  that 
the  units  be  installed  and  operated  in  accordance  with 
the  requirements  of  C19-91.0,  C19-92.0  and  C19-93.0 
and  be  labelled  as  required  by  the  resolution  of  Feb¬ 
ruary  20,  1940. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  that  the  resolution 
adopted  by  the  Board  on  February  20,  1940,  as  amended 
December  23,  1941,  be  further  amended  to  include  approval 
of  these  appliances. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  20,  1940, 
as  amended  December  23,  1941,  in  accordance  with  above 
report. 


856-41-SA. 

APPLICANT — Automatic  Coledrinx  Company,  owner. 
SUBJECT — Coledrinx  Automatic  Carbonated  Beverage 
Dispenser,  approval  of. 

APPEARANCES— 

For  Applicant:  Albert  Freeman  and  Jack  Fusera. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(856-41-SA) 

Whereas,  Automatic  Coledrinx  Company,  owner,  filed 
on  October  6,  1941,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Coledrinx  Automatic  Carbonated  Beverage  Dis¬ 
penser  ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

April  15,  1942. 

Re:  Cal.  No.  856-41-SA 

Subject:  Coledrinx  Automatic  Carbonated  Beverage 
Dispenser,  approval  of. 

The  Automatic  Coledrinx  Co.  of  311  West  56th 
Street,  Manhattan,  filed  October  6,  1941  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Coledrinx  Automatic  Carbonated  Beverage  Dis¬ 
penser,  under  C19-96F,  Administrative  Code. 

This  is  a  coin  operated  dispenser  of  carbonated 
beverages  in  paper  cups.  The  machine  is  filled  with 
water  and  syrup  in  separate  stainless  steel  containers 
and  water  is  automatically  pumped  from  its  container 
to  a  cooling  tank  hermetically  sealed  where  it  receives 
its  charge  of  CO2  from  a  20  lb.  tank  stored  in  the 
machine.  The  machine  contains  a  Va  H.P.  Kelvinator 
refrigerating  unit  using  2)4  lbs.  of  Freon  (F12).  The 
motor  driving  the  unit  is  a  1/3  H.P.  GE  and  is  pro¬ 
tected  by  an  overload  protective  relay  of  the  hand  reset 
type.  The  wiring  is  protected  by  fuses  and  is  installed 
in  a  workmanlike  manner.  The  entire  unit  has  been 
inspected  and  tested  by  the  Underwriters  Laboratories 
and  has  their  approval  label. 

The  unit  was  inspected  and  tested  by  the  Committee 
on  Tests  of  the  Board  and  the  representative  of  the 
Division  of  Combustibles  of  the  Fire  Department.  As 
a  result  of  this  inspection  and  Underwriters  tests  it  is 
recommended  that  the  Coledrinx  Automatic  Carbonated 
Beverage  Dispenser  be  approved  for  use  in  New  York 
City  under  C19-96  F,  Administrative  Building  Code 
provided  that  the  device  has  a  label  permanently  affixed 
in  a  conspicuous  and  easily  accessible  location  reading, 
“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  856-41-SA 
and  for  use  under  the  permissive  provisions  of  the 
Rules  as  adopted  bv  the  Fire  Commissioner  dated  June 
23,  1941  Circular  #3.” 

It  is  further  recommended  that  each  unit  be  serviced 
at  least  once  a  year  and  that  a  record  card  of  inspec¬ 


tions  be  affixed  to  each  unit  showing  such  dates  of 
inspection  and  the  names  of  the  inspector. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Coledrinx  Auto¬ 
matic  Carbonated  Beverage  Dispenser,  on  condition  that  the 
appliance  be  manufactured,  installed,  and  labelled,  stamped 
or  tagged  in  accordance  with  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
976-41-SM. 

APPLICANT— Bird  and  Son,  Incorporated,  owner. 
SUBJECT — Bird  Armorwall  and  Monacousec,  approval  of. 
APPEARANCES— 

For  Applicant :  Clement  G.  Keeler. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(976-41-SM) 

Whereas,  Bird  and  Son,  Incorporated,  owner,  filed  on 
November  13,  1941,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Bird  Armorwall  and  Monacousec;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

April  15,  1942. 

Cal.  No.  976-41-SM 

Subject:  Bird  Armorwall  and  Monacousec,  approval  of. 

Bird  and  Son,  Inc.  of  East  Walpole,  Massachusetts 
filed  November.  13,  1941  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  Bird  Ar¬ 
morwall  and  Monacousec,  under  the  provisions  of 
C26. 178.0b,  of  the  Administrative  Building  Code. 

Armorwall  is  a  flexible  wall  covering,  approximately 
.015  inches  in  thickness,  finished  with  a  hard  water¬ 
proof  glossy  enamel.  The  backing  felt  is  first  asphalt 
saturated,  then  backed  and  undercoated  to  receive  the 
finishing  enamel.  The  enamel  is  then  applied  in  sub¬ 
stantial  thickness  by  block  printing  machines ;  the  back¬ 
ing  and  undercoating  is  backed  dry  on  loops  in  air  ovens. 
After  the  enamel  is  applied,  it  is  then  baked  at  a  high 
temperature  for  several  days  until  it  is  thoroughly 
hard.  The  hardening  of  the  enamel  does  not  make  it 
brittle.  The  sheets  are  then  drawn  over  on  an  inspec¬ 
tion  table  and  after  inspection  rolled  for  shipment. 

Monacousec  is  a  flexible  wall  finishing  sheet  caliper¬ 
ing  approximately  .065  inches,  having  a  light  colored 
linoleum-tvpe  facing  made  of  wood  flour,  mineral  col¬ 
ors  and  a  binder  of  drying  oil.  This  linoleum  facing 
is  approximately  .015  inches  thick.  The  backing  is  a 
neutral  rag  felt  approximately  .060  inches  in  thickness. 
The  wood  flour,  mineral  colors  and  drying  oil  are 
ground  and  mixed  together  to  a  uniform  texture.  It  is 
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then  passed  through  heavy  calendering  rolls  which  give 
it  the  proper  thickness  and  firmly  attach  it  to  the  back¬ 
ing.  The  sheet  is  then  looped  and  hung  in  ovens  until 
it  is  thoroughly  cured,  after  which  it  is  drawn  out  on 
long  tables,  trimmed,  inspected  and  rerolled  for  ship¬ 
ment. 

A  survey  and  inspection  of  the  material  and  their 
application  in  new  construction  was  made  at  Cape  Cod 
Village,  Totowa  Borough,  New  Jersey,  on  January  14, 
1942.  Present  at  the  inspection  were  the  Committee  on 
Tests  and  representative  of  the  manufacturer.  The 
materials  were  applied  to  walls  of  y2  inch  gypsum 
board  which  were  nailed  or  secured  to  studs  with  joints 
filled  to  present  a  smooth  even  appearance.  The  ma¬ 
terial  was  applied  in  large  sheets  without  joints  and  se¬ 
cured  to  the  gypsum  board  base  with  an  adhesive  made 
of  a  wheat  flour  paste,  which  is  furnished  in  dry  form 
for  the  Monacousec  and  a  specially  prepared  lignum 
paste  for  the  Armorwall. 

On  the  basis  of  the  inspection  of  the  materials  and 
their  installation,  the  Committee  recommends  the  ap¬ 
proval  of  the  Bird  Armorwall  and  Monacousec  for  use 
under  C-26-178.0,b  as  a  finish  surfacing  material;  Mona¬ 
cousec  to  be  used  in  surfacing  walls  and  ceilings  over 
plaster  board  and  Armorwall  for  bathroom,  kitchen  and 
similar  walls  in  Class  3  and  4  construction  provided 
the  sheets  be  of  these  materials  tnarked  or  labeled  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  Under  Cal.  No.  976-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM. 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ma¬ 
terial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Bird  Armorwall  and 
Monacousec,  on  condition  that  the  material  be  manufac¬ 
tured,  installed  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  above  report. 


81-42-SM. 

APPLICANT — A.  S.  G.  Pipe  Lining  Company  of  New 
York,  owner. 

SUBJECT — PermOline  (Cement  Lined  Pipe),  approval  of. 
APPEARANCES— 

For  Applicant :  H.  Goldman. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE—  ' 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION— 

(81-42-SM) 

Whereas,  A.  S.  G.  Pipe  Lining  Company,  owner,  filed 
on  January  22,  1942,  an  application  with  the  Roard  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  PermOline  (Cement  Lined  Pipe)  :  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads  : 

REPORT  OF  COMMITTEE  ON  TESTS. 

April  IS,  1942. 

Cal.  No.  81-42-SM 

Subiect:  PermOline  (Cement  Lined  Pipe),  approval  of. 

The  A.  S.  G.  Pipe  Lining  Company  of  New  York- 
filed  on  January  22,  1942  an  application  with  the  Board 


of  Standards  and  Appeals  for  approval  of  their  mate¬ 
rial  known  as  “PermOline”  (cement  lined  pipe)  under 
C26-178.0,b  for  use  in  hot  and  cold  water  lines  of  house 
water  supply  systems  under  C26- 1240.0.  This  material 
is  manufactured  by  the  applicant  using  purchased  steel 
pipe  in  sizes  y2,  H,  l  iRt,  HA  2,  2 /2,  3,  3 J4,  4,  5,  6,  8 
and  10  in.  in  nominal  lengths  of  16  and  22  ft. 

Method  of  Manufacture 

The  pipe  to  be  coated  is  placed  on  a  horizontal  rack 
equipped  with  two  horizontal  shafts  on  which  are 
mounted  six  pairs  of  steel  rollers  9  in.  in  diameter,  5  in. 
face,  secured  to  the  shaft  by  integral  clamps.  Power 
for  driving  these  shafts  is  provided  by  a  3  H.P.  A.C.- 
3P,  60C,  and  220  V.  motor,  1200  R.P.M.,  having  a  3 
in.  diameter  pulley  connected  to  an  8  in.,  pulley  on  a 
horizontal  shaft  by  means  of  a  belt  drive.  The  cement 
used  is  proportioned  by  mixing  one  bag  of  White 
Rockaway  sand,  one  bag  of  approved  Portland  cement, 
one  bag  of  approved  blast  furnace  slag  cement,  to 
which  is  added  6  gallons  of  water.  The  mixing  is  done 
by  hand  in  a  pan.  To  place  the  material  in  a  pipe, 
a  structural  angle  shape  of  the  required  dimensions  is 
used  depending  on  the  size  of  the  pipe  stock.  The 
material  is  placed  heaping  in  the  angle,  which  is  then 
pushed  through  the  pipe  and  dropped  along  its  entire 
length  by  rotating  the  angle  180°.  To  properly  spread 
the  material  throughout  the  inner  periphery,  a  guided 
aluminum  core  is  pushed  through  to  remove  all  excess 
material.  A  weighted  yoke  is  placed  over  the  pipe  to 
prevent  it  from  excessive  vibration.  The  pipe  is  then 
spun  for  a  period  depending  on  the  size  of  pipe  to  be 
lined  and  varies  from  5  seconds  in  a  J4"  pipe  to  30 
seconds  for  a  10"  pipe.  Inspection  of  the  lining  on  the 
varied  sizes  of  pipe  indicates  a  uniform  coating  of 
cement  around  the  inner  surface  of  the  pipe.  The 
pipes  when  finished  are  then  placed  on  horizontal  racks 
and  after  initial  set  they  are  placed  in  inclined  racks 
and  cured  by  means  of  water  spray  applied  three  times 
a  day  for  a  period  of  not  less  than  7  days. 

Before  the  pipe  is  lined  all  pipe  is  subjected  to  impact 
blows  to  loosen  the  scale  which  is  blown  out  by  com¬ 
pressed  air  after  which  it  is  put  in  a  trough  containing 
Commercial  Oakite  (solution  is  made  up  of  18  quarts 
of  Oalcite  to  40  gallons  of  water),  which  acts  as  a 
detergent  for  removing  any  accumulated  oil. 

On  the  basis  of  the  observation  of  the  Committee, 
the  cement  lining  appeared  to  have  good  bond  and 
uniform  thickness  throughout  the  length  of  the  pipe. 
Several  samples  were  cut  and  thicknesses  examined 
indicating  that  the  lining  appears  homogeneous.  Tests 
were  conducted  to  determine  the  effects  of  bending, 
vibration,  shock,  cutting  and  threading  of  the  pipe. 
A  specimen  one-quarter  inch  of  black  steel  pipe  16  days 
old  having  a  coating  of  approximately  one-eighth  in. 
thickness,  when  subjected  to  the  foregoing  tests  indi¬ 
cated  no  failure.  This  was  repeated  on  another  sample 
of  the  same  size  pipe  with  the  same  result.  To 
evaluate  the  effects  of  expansion  and  contraction,  a 
piece  of  pipe  was  placed  in  boiling  water  after  which 
it  was  immersed  in  cold  water  and  subjected  to  the 
bending  test  with  no  failure  in  the  lining. 

Observations  were  also  made  to  observe  the  effect  of 
cutting  and  threading  of  a  pipe  of  the  internal  lining 
material  and  it  was  apparent  that  with  ordinary  care 
and  the  usual  methods,  good  workmanship  could  be 
obtained. 

Recommendation 

On  the  basis  of  these  tests,  it  is  recommended  that 
PermOline  (Cement  Lined  Pipe)  and  couplings  which 
are  similarly  lined  and  made  in  sizes  J4,  1,  1^,  \y2, 

2.  3,  314,  4,  5,  6,  8  and  10  inch  be  approved  under 

Sec.  C26-178.0,b,  for  use  in  New  York  City  in  house 
supply  systems  for  hot  water  under  C26-1271.0  and  cold 
water  under  C26-1270.0  under  authority  of  C26-1240.0, 
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provided  that  all  pipe  or  piping  and  couplings  shall  be 
threaded  at  the  factory  and  that  the  threads  be  protected 
by  means  of  a  suitable  cover.  That  the  fittings  for  use 
with  this  piping  shall  be  of  the  standard  type  lined  with 
PermOline  in  accordance  with  the  foregoing  speci¬ 
fications  and  that  when  using  these  fittings,  caution  shall 
be  observed  in  applying  the  joint  filling  cement  of  com¬ 
position  similar  to  the  .lining  so  as  to  completely  fill  the 
gap  between  the  lining  of  the  pipe  and  the  connections. 
Such  fittings  that  cannot  be  lined  when  used  with  ce¬ 
ment  lined  pipe  shall  be  of  material  complying  with  the 
Administrative  Code  and  of  an  internal  diameter  cor¬ 
responding  to  the  internal  diameter  of  the  cement  lined 
pipe  used  therewith.  It  is  further  recommended  that 
all  connections  be  made  with  regular  manufacturers’ 
fittings,  precluding  tapping  of  the  pipe.  This  material, 
when  shipped  for  use  in  New  York  City,  shall  be  sten¬ 
ciled,  tagged  or  labelled,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  un¬ 
der  Cal.  No.  81-42-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ma¬ 
terial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  PermOline  (Cement 
Lined  Pipe),  on  condition  that  the  material  be  manufactured, 
installed  and  labelled,  stamped  or  tagged  in  accordance  with 
above  report. 


Adjourned,  4:20  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  Tuesday,  February  27,  1940,  as  they 
appeared  in  Bulletin  No.  10,  Vol.  25,  are  hereby  corrected 
to  read  as  follows : 


THE  RESOLUTION— 


(236-38-SM) 

Bulb  Tee  or  Rail  Spacing 

GO 

i 

(N 

t\J 

1 

OO 

Live  Load 

45  lb. 

401b. 

Total  Load  (D&L) 

65  lb. 

60  lb. 

Purlin  or  Joist  Spacing' 

Type  o 

f  Tee  or  Rail 

3'0" 

No.  178T 

No.  178T 

3' 6" 

No.  178T 

No.  178T 

4 ' 0" 

No.  178T 

No.  178T 

4 '6" 

No.  178T 

No.  178T 

5'0" 

No.218T 

No.  178T 

5 '6" 

No.218T 

No.  218T 

6'0" 

12  No.  R 

12  No.  R 

6 '6" 

12  No.  R 

12  No.  R 

7'0" 

16  No.  R 

16  No.  R 

7' 6" 

16  No.  R 

16  No.  R 

8'0" 

16  No.  R 

16  No.  R 

8 '6" 

20  No.  R 

16  No.  R 

Purlin  or  Joist  Spacing 

Box  Channels  or  tees  shall 
be  provided  on  top  of  purlin 

2'0" 

or  joists  and  spaced 

2' 6" 

2' -8)4"  o.c. 

Size 

Section  Modulus 

U.S.G.  No.  178T 

.348  in.3 

U.S.G.  No.  218T 

.470  in.3 

A.S.C.E.  12  No.  R 

.630  in.3 

A.S.C.E.  16  No.  R 

1.01  in.3 

A.S.C.E.  20  No.  R 

1.43  in.3 

*  Correction — Section  Modulus  readings  and  correspond¬ 
ing  rail  sizes  in  Report  of  Committee  on  Tests  corrected  to 
read  as  shown. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — - 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank- 
appeal  or  application  forms. 
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Fire  Drill  Rules,  Adopted  By  the  Board  of  Standards  and  Appeals,  October  5,  1923 


(593-23-SR) 

DEFINITION  OF  “FIRE  DRILL.” 

The  method  and  practice  of  the  systematic  and  orderly 
acating  of  a  building  by  its  occupants  in  case  of  emergency, 
tanic  or  fire  in  the  least  possible  time — by  the  nearest  safe 
neans  of  exit — and  the  use  of  fire  appliances  which  shall  be 
>rovided  for  the  extinguishing  or  retarding  of  fire  and  the 
afeguarding  of  human  life 
Rule  1 

In  all  buildings  as  defined  in  Article  1,  Section  10  of  the 
,abor  Law  in  which  fire  drills  are  required  pursuant  to 
Section  279  thereof  and  in  any  other  building  in  which  such 
Irills  are  required  by  the  Fire  Commissioner  pursuant  to  the 
lower  conferred  in  section  491  of  the  New  York  City  Char- 
er,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants  to 
•onduct  fire  drills  monthly  and  at  such  other  times  as  the 
fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the 
iwner  or  tenant  shall  appoint  from  among  their  em- 
iloyees  such  responsible  and  dependable  persons,  male  or 
emale,  who  shall  efficiently  perform  the  duties  of  the 
arious  positions  of  the  fire  drill  organization,  as  specified 
in  the  accompanying  chart. 

Tt  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
n  the  blank  spaces  provided  for  that  purpose  in  said 
hart  the  names  of  persons  so  selected  and  post  said 
hart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION 

Premises  . 

Jame  of  concern . 

building  No . Story . . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 


SQUAD  MONITORS 
. Squad  No.  1 . 

«  U  0 


u  u 


<<  u 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall '  direct,  enforce 
and  have  full  charge  of  the  “Fire  Drill”  in  every  factory 
on  each  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets,  etc.,  are  in 
readiness  for  use,  exit  doors  are  unlocked,  aisles  are  free 
from  obstruction,  that  stairways,  halls,  etc.,  are  properly 
lighted,  and  shall  remedy  any  dangerous  condition  found 
to  exist.  Immediately  after  work  is  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
regularly  assigned  persons  are  present;  if  any  are  found 
to  be  absent,  he  shall  assign  other  employees  (if  prac¬ 
ticable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
‘he  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintend¬ 
ent  or  other  person  in  charge  of  the  building  and  advise 
him  of  the  fact.  The  (Floor  Captains)  Foreman’s  orders 
are  final  as  to  the  carrying  out  of  the  fire  drill  on  his 
particular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  •  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  Tn  special 
cases,  however,  extra  watchmen  may  be  assigned  by  con¬ 
sent  in  writing  from  Fire  Commissioner 

Rule  4.  Duties  of  Searchers. 

The  MALE  AND  FEMALE  SEARCHERS  shall 
search  all  toilets,  dressing  rooms  and  emergency  rooms 
used  and  frequented  by  their  sex  and  all  other  portions  of 
the  floor  and  order  all  oersons,  except  those  authorized  to 
remain,  to  leave  the  premises.  They  are  to  take  care  of 
and  assist  all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be 
familiar  with  the  location  of  the  nearest  city  fire  alarm 
box  and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET- ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  fire  department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
doors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all 
exit  doors  leading  to  fire  escapes,  stairways  and  other 
means  of  escape  immediately  upon  the  sounding  of  the 
alarm.  There  shall  be  two  guards  for  each  exit,  if  prac¬ 
ticable  ;  one  to  stand  in  the  hallway  holding  back  the  door 
and  the  other  directly  inside  on  the  floor.  They  are  to 
keep  the  exit  doors  open  and  direct  the  movements  of  the 
persons  using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  station. 
Then  close  their  doors  and  pass  out  of  the  building.  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  shall 
take  their  designated  stations  and  remain  there  until  all 
persons  have  returned  to  their  respective  floors. 


Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march  up 
or  down  the  stairs  or  to  other  exits  as  directed  by  the 
EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interfer¬ 
ence  with  fire  apparatus.  When  the  proper  signal  is  given 
they  shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 


Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants 
shall  participate  therein  simultaneously.  Such  drills  shall 
conduct  all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are 
installed  as  permitted  under  Rule  11  of  the  interior  fire 


alarm  rules  of  the  Board  of  Standards  and  Appeals,  the 
fire  drill  conducted  each  month  shall  include  all  of  the 
persons  on  the  premises  engaged  at  work  for  a  factory,; 
and  drills  shall  be  conducted  at  least  twice  each  year  in 
which  all  of  the  persons  on  the  premises  shall  participate' 
simultaneously. 

Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR 
TENANT  OF  THE  BUILDING  or  his  authorized 
agent  or  their  representatives  to  personally  observe  that 
the  “Fire  Drill”  is  held  simultaneously  on  every  floor  of 
the  building  and  the  participation  therein  of  every  occu¬ 
pant  of  such  building.  Any  FIRE  DRILL  in  which  all  uf 
the  occupants  do  not  participate  shall  not  be  considered 
as  complying  with  the  LAW,  except  as  otherwise  pro¬ 
vided  in  these  rules. 

The  person  or  persons  representing  the  OWNER, 
LESSEE  OR  TENANT,  who  supervises  the  FIRE 
DRILL  at  the  building  shall  submit  to  an  examination  by 
the  Division  of  Fire  Prevention  as  to  their  experience  and 
general  fitness  for  such  duties,  and  shall  be  so  certified  in 
writing  bv  the  FIRE  COMMISSIONER. 

Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  wind¬ 
ing  are  rewound  after  each  alarm  and  kept  in  normal 
condition  for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING  will 
first  notify  all  Foremen  of  the  several  floors  of  the  in¬ 
tended  test  and  likewise  notify  them  when  the  repairs,  etc., 
are  completed.  This  precaution  -is  taken  to  prevent  con¬ 
fusion  and  excitement,  also  misunderstanding  of  the  alarm 
signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills.  He 
shall  keep  on  the  premises  a  record  of  such  drills  show¬ 
ing  the  date  when  held  and  the  required  time  for  all 
occupants  to  reach  the  street  or  a  point  of  safety  outside 
the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of  the 
“Fire  Drill”  Organization  and  its  purport. 

Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation  or 
co-partnership,  that  will,  under  professional  service,  carry 
on  the  trade,  business  or  calling  of  establishing,  main¬ 
taining  or  supervising  the  “Fire  Drill”  shall  be  registered 
in  the  Fire  Department,  which  Department  shall,  upon 
evidence  of  fitness,  grant  a  certificate  to  that  effect. 


NOTICE 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1942  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan.  Price  50  cents;  by  mail,  five  cents  per  copy  must 
he  added  for  postage. 
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170-37-BZ,  324-42-A,  725-41-A,  782-41-S,  1096-41-A, 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

Nezv  Cases  Filed  up  to  May  5,  1942. 

Cal.  No.  Dept.  Premises  Affected 

355-42- A — H.B.M. — 350-354J4  Greenwich  street,  north¬ 
west  corner  of  Harrison  street  (Block  No.  183,  Lot  Nos. 
15  and  17),  Borough  of  Manhattan,  Alt.  3164-40. 


356-42-A — H.B.Q. — 184-10  Jamaica  avenue,  south  side, 

331  ft.  east  of  183rd  street  (Hamilton  avenue)  ;  (Block  No. 
10352,  Lot  No.  71),  Jamaica,  Borough  of  Queens,  M-1045-42. 


357-42-A— F.D. — 110-116  Imlay  street,  northwest  corner 
of  Commerce  street  (Block  No.  515,  part  of  Lot  No.  61), 
Borough  of  Brooklyn,  89523-L.  C.  and  Decision. 


358-42-A — H.B.M. — 71  Broome  street,  south  side,  50.4  ft. 
west  of  Cannon  street  (Block  No.  331,  Lot  No.  42),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  1329-37. 


359-42-S — H.B.B. — 365  Wythe  avenue;  east  side,  77  ft. 
2  in.  north  of  South  5th  street  (Block  No.  2442,  Lot  No.  1), 
Borough  of  Brooklyn,  B.  N.  47-42. 


360-42-A — H.B.B. — 365  Wythe  avenue,  east  side,  77  ft. 
2  in.  north  of  South  5th  street  (Block  No.  2442,  Lot  No.  1), 
Borough  of  Brooklyn,  B.  N.  47-42. 


361-42-S — H.B.M. — 633-635  Greenwich  street,  75-89  Mor¬ 
ton  street,  northeast  corner  ahd  99-101  Barrow  street  (Block 
No.  603,  Lot  No.  49),  Borough  of  Manhattan,  Alt.  625-42. 


362-42-A — F.D. — 1062  Brook  avenue,  northeast  corner  of 
East  165th  street  (Block  No.  2392,  Lot  No.  38),  Borough 
of  The  Bronx,  11872-L.  F.  and  Decision. 


363-42-BZ — H.B.Bx.— 650  Thwaites  place,  south  side, 
from  Olinville  avenue  to  Barker  avenue,  2211  Olinville  ave¬ 
nue  and  2224  Barker  avenue  (Block  No.  4338,  Lot  Nos.  12, 
20,  22,  24,  27,  29,  31  and  33),  Borough  of  The  Bronx,  Deci¬ 
sion  re  Certificate  of  Occupancy. 


DESIGNATIONS:  II. B. — Department  of  Housing  and  Buildings; 
Il.ll.lt. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,.  De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.It. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. —  Department  of 
Housing  and  Buildings,  Bronx;  H.D — Health  Department,  ami 
E.T). —  Fire  Department. 


RULES 


Last 

Rlended  Cements,  Rules  for  Testing 

and  Use  of  . Feb. 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Mar. 
Certificates  of  Occupancy,  approved 

form  . Nov. 

Concrete  Flat  Slabs,  Rules . I  uly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  .  lune 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  . . .  . . Hec. 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  . May 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc..  Rules  for  Testing  of  Apr. 
Fire  Retarding  Rules  for  Garages, 

. Dec. 


etc. 


Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  .......  Jan. 

Fusion  Welding  and  Gas  Cutting 
Rules 

Gas  Shut-Off  Rules  . pPr- 

Hatchway  Protection  . IVne 

Insulating  Fibre  Board  Rules . Mar. 

Oil  Burner  Rules  . . . ;  ■  Jan- 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Tan. 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . Nov. 

Platform  Trucks,  Specifications  for .  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .  Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  Aug. 
Smoking  in  Factories,  Rules  for — .Apr. 

Sprinkler  Rules  . JuBe 

Standpipe  Fireline  Rules  . . June 

Structural  Alterations,  Reporting. .  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . . .  Apr. 


Publication  In  Bulletin 

17,  1942— Vol.  27,  No.  7 

10,  1942— Vol.  27,  No.  10 

25,  1941— Vol.  26,  No.  47 

13,  1937— Vol.  22,  No.  28 


24,  1941— Vol.  26,  No.  25 

3,  1937— Vol.  22,  No.  31 

3,  1936— Vol.  21,  No.  9 

15,  1937— Vol.  22.  No.  24 

2,  1941— Vol.  26,  No.  48 

7,  1942— Vol.  27,  No.  14 

5,  1942 — Vol.  27,  No.  18 

28,  1942— Vol.  27,  No.  17 

16,  1941— Vol.  26,  No.  50 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

20,  1941— Vol.  26,  No.  20 

7,  1925— Vol.  10,  No.  14 

5,  1928— Vol.  13,  No.  23 

31,  1942— Vol.  27,  No.  13 
13,  1942— Vol.  27,  No.  2 

6,  1942— Vol.  27,  No.  1 

25,  1941— Vol.  26.  No.  47A 
24,  1936— Vol.  21,  No.  47 
3  1937 — Vol.  22,  No.  31 


25  1941 — Vol.  26,  No.  47A 

7,  1937— Vol.  22,  No.  36 
26,  1941— Vol.  26,  No.  34 
14,  1942— Vol.  27,  No.  15 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8.  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Nov.  25, 

Fireline  Hose  Valves  . Nov.  25, 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25, 

Fuel  Oil  Pipe  Terminals  . . Nov.  25, 

Fuel  Oil  Burners  for  Industrial  Use. Nov.  25, 

Fuel  Oil  Pumps  . Nov.  25, 

Gas  Heaters  . Nov.  25, 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25, 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25, 

Vacuum  Breakers  . .Nov.  25, 


1941 — Vol.  26,  No.  47A 
1941 — Vol.  26,  No.  47A 

1941 — Vol.  26,  No.  47A 
1941 — Vol.  26,  No.  47A 
1941 — Vol.  26,  No.  47A 
1041 — Vol.  26,  No.  47A 
1941 — Vol.  26,  No.  47A 

1941 — Vol.  26,  No.  47A 

1941 — Vol.  26,  No.  47A 
1941  —  Vol.  26,  No.  47A 


364-42-A — H.B.Q. — 170-46  150th  road,  south  side,  175  ft. 
west  of  175th  street  (Block  No.  4559,  Lot  No.  86),  South 
Jamaica,  Borough  of  Queens,  Alt.  689-42. 


365-42-BZ — H.B.B.— 2^10-2922  Nostrand  avenue,  west 
side,  128  ft.  8  in.  south  of  Kings  Highway  (Block  No.  7690, 
Lot  No.  54),  Borough  of  Brooklyn,  B.  N.  467-42. 


366-42-A— F.D.- — 39-43  West  60th  street,  north  side,  100 
ft.  east  of  Ninth  avenue  and  36-38  West  61st  street  (Block 
No.  1113,  Lot  Nos.  5,  6  and  7),  Borough  of  Manhattan, 
30455-L.  C. 


367-42-SA — Holland  Gun  Type  Oil  Burner,  Models  H4, 
S4,  M4  and  L4,  appliance. 


CERTIORARI  ORDERS  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS. 

On  May  1,  1942,  Emily  Marx,  attorney  for  AAA  Properties,  Inc., 
owner,  served  on  the  Board  a  Petition  and  Order  of  Cer¬ 
tiorari  re  decision  of  the  Board  on  April  21,  1942,  denying 
application  for  a  variance  of  the  building  rone  resolution, 
under  Section  7,  subdivision  II,  to  permit  partly  in  a  business 
use  and  partly  in  an  unrt°tricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  6  5)  motor  vehicles;  Cal.  No. 
87-42-BZ;  premises  3856-3872  Ninth  Avenue,  west  side,  be¬ 
tween  West  206th  and  West  2C?th  Streets,  Borough  of 
Manhattan. 

*  *  *  * 

On  May  5,  1942,  Grover  C.  Sniffen,  attorney  for  Dry  Dock  Auto 
Co.,  Inc.,  Lessee  and  Petitioner,  for  19  Richard  Street  Cor- 
I>oration,  owner,  served  on  the  Board  a  Petition  and  Notice 
of  Motion  re  decision  of  the  Board  on  April  7.  1942,  denying 
application  for  reopening  and  rehearing  of  an  appeal  from 
an  order  and  a  decision  of  the  fire  commissioner  (previously 
denied);  Cal.  No.  944-40-A;  premises  19-31  Richards  Street, 
Borough  of  Brooklyn. 


CALENDAR 


MAY  12,  1942,  10  A.  M. 

Zoning  Applications. 

N01ICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  May  12,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan! 
on  the  following  matters : 

159-36-BZ — Application  of  Alurion  Realty  Corporation, 
owner,  and  Public  Service  Interstate  Transportation  Co., 
lessee,  reopened  February  18,  1941,  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  retail  one  (1)  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (Bus  Terminal)  ;  premises  245-259  West  41st  street, 
north  side,  100  ft.  east  of  Eighth  avenue  (Block  No.  1013, 
Lot  No.  3),  Borough  of  Manhattan. 

468-17-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  1137  Prospect  Corporation,  owner,  reopened 
December  23,  1941,  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district,  the  pro¬ 
posed  alteration  and  extension  of  a  garage  (previously- 
granted  by  the  Board)  by  the  conversion  of  store  occupancy 
to  garage  entrance  and  motor  vehicle  repair  shop ;  premises 
1137-1145  Prospect  avenue,  west  side,  50  ft.  north  of  East 
167th  street  (Block  No.  2680,  Lot  No.  55),  Borough  of  The 
Bronx. 

1060-41-BZ — Application,  December  9,  1941,  under  sec¬ 
tions  7h  and  2i  of  the  building  zone  resolution,  of  Herman 
Kron,  applicant,  on  behalf  of  Wessell,  Nichols  and  Gross, 
Incorporated,  owner  (J.  K.  Construction  Company,  Incor¬ 
porated,  lessee),  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  451-453  West  45th  street,  north  side,  125  ft.  east 
of  Tenth  avenue  (Block  No.  1055,  Lot  Nos.  6  and  7),  Bor¬ 
ough  of  Manhattan. 

270-42-BZ — Application,  April  1,  1942,  under  section  7i 
of  the  zoning  resolution,  of  Henry  George  Greene,  applicant, 
on  behalf  of  Benjamin  Litman,  owner  (National  Bent 
Steel  Corporation,  lessee),  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  motor  vehicle  re¬ 
pair  shop  (the  stamping  and  installation  of  finished  metal 
body  parts  on  auto  trucks)  ;  premises  53-01  to  53-07  Metro¬ 
politan  avenue,  northeast  corner  of  Nurge  avenue  (Block 
No.  2634,  Lot  Nos.  1  and  59),  Maspeth,  Borough  of  Queens. 
306-42-BZ — Application,  April  10,  1942,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Koch  and  Wagner, 
applicants,  on  behalf  of  The  Roberts  Numbering  Machine 
Company,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension,  alteration 
and  conversion  of  occupancy  of  an  existing  building  to 
factory  use;  premises  692-710  Jamaica  avenue,  south  side, 
54  ft.  2  in.  west  of  Richmond  street  (Block  No.  4102,  Lot 
Nos.  19  and  35),  Borough  of  Brooklyn. 

50-42-BZ — Application,  January  15,  1942,  under  section 
21  of  the  zoning  resolution,  of  Samuel  Roth,  applicant,  on 
behalf  of  Helen  Mahoney,  owner  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop  and  paint  shop; 
premises  1261  Jerome  avenue,  west  side,  70  ft.  south  of 
West  169th  street  (Block  No.  2855,  Lot  No.  28),  Borough 
of  The  Bronx. 

112-42-BZ — -Application,  February  7,  1942,  under  section 
7c  of  the  zoning  resolution,  of  Paul  Friedman,  applicant, 
on  behalf  of  Sophie  Ledwitz,  owner  (Central  Concrete, 
Incorporated,  lessee),  to  permit  in  a  business  use  district, 
the  inclusion  of  a  motor  vehicle  repair  shop  (including 
welding)  in  an  existing  garage  for  more  than  five  (5) 
motor  vehicles;  premises  54-42  to  54-46  Flushing  avenue 
and  60-02  to  60-08  55th  street,  southwest  corner  (Block  No. 
2636,  Lot  No.  7),  Maspeth.  Borough  of  Queens. 

343-34-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Antoinette  Iervolino,  owner,  reopened 


September  9,  1941,  under  section  7f  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  erection  and 
for  a  term  of  years,  the  maintenance  of  a  gasoline  service 
station  (previously  denied)  ;  premises  472-476  Atlantic 
avenue  and  83-85  Nevins  street,  southeast  corner  (Block  No. 
185,  Lot  Nos.  4  and  5),  Borough  of  Brooklyn. 

£24-4 1-BZ-  Application,  August  8,  1941,  under  sections 
/a,  7b  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Ciro  Di  Palma,  owner, 
to  permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  extension  of  an  existing  store  and,  also, 
the  conversion  of  occupancy  of  an  existing  accessory  garage 
to  business  use;  premises  1510  Cortelyou  road,  south  side, 
46  ft.  6  in.  east  of  East  15th  street  (Block  No.  5158,  Lot 
Nos.  3  and  4),  Borough  of  Brooklyn. 

984-41-BZ — Application,  November  14,  1941,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Manhattan  General 
Hospital,  applicant  and  lessee,  on  behalf  of  Society  of 
Lying-in  Hospital,  owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  use  of  part  of  the  second  story  of  an  existing 
hospital  as  a  restaurant  for  the  use  of  visitors  to  the 
patients;  premises  307  Second  avenue,  west  side,  from  East 
17th  street  to  East  18th  street  (Block  No.  898,  Lot  No.  27), 
Borough  of  Manhattan. 

974- 41-BZ  Application,  November  13,  1941,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Frank  C.  Keller,  appli¬ 
cant,  on  behalf  of  Charles  Timm,  owner,  to  permit  in  a 
residence  use  district,  the  maintenance  of  a  six  (6)  car 
metal  garage;  premises  23-56  38th  street,  north  side,  379 
ft.  east  of  24th  avenue  (Block  No.  804,  Lot  Nos.  46  and 
47),  Astoria,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

975- 41-A  23-56  38th  street,  north  side,  379  ft.  east  of 
24th  avenue  (Block  No.  804,  Lot  Nos.  46  and  47),  Astoria, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman 


MAY  12,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

274-42-A — 32  East  10th  street,  south  side,  190  ft  east 
of  University  place  (Block  No.  561,  Lot  No.  11),  Borough 
of  Manhattan. 

255-42-S— 358  East  145th  street,  south  side,  91.41  ft. 
east  of  Third  avenue  (Block  No.  2306,  Lot  No.  66),  Bor¬ 
ough  of  The  Bronx. 

229-42-A — 246-248  Plymouth  street,  south  side,  200  ft. 
east  of  Bridge  street  (Block  No.  32,  Lot  No.  4),  Borough 
of  Brooklyn. 

173-42-A — 40-30  23rd  street,  west  side,  100  ft.  north  of 
41st  avenue  (Block  No.  409,  Lot  No.  38),  Long  Island  City 
Borough  of  Queens. 

251-42-A — 212-224  East  23rd  street,  south  side,  188  ft 
east  of  Third  avenue  (Block  No.  903,  Lot  Nos.  47,  51  and 
52),  Borough  of  Manhattan. 

300-42-S — 274-296  Ten  Eyck  street  and  83  Waterbury 
street,  southwest  corner  (Block  No.  3028,  Lot  No.  30), 
Borough  of  Brooklyn. 

310-42-S — 21-02  to  21-16  43rd  avenue,  southeast  corner 
of  21st  street  (Block  No.  441,  Lot  No.  16),  Long  Island 
City,  Borough  of  Queens. 

309-42-A — 45-12  to  45-20  79th  street,  northwest  corner  of 
46th  avenue  (Block  No.  1530,  Lot  No.  42),  Elmhurst,  Bor¬ 
ough  of  Queens. 

Appliance  and  Material  for  Approval. 

537-41-SA — Delco  Heat  Burners,  Models  A,  AO  AF 
AFO,  A12  and  B. 

225-41-SM — Goodrich  Type  3  Flexible  Nozzle  Tube. 
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MAY  19,  1942.  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  May  19,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

463-41-BZ— Application,  May  20,  1941,  under  section  7c 
of  the  building  zone  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Gulf  Oil  Corporation,  owner,  to  per¬ 
mit  on  a  plot,  located  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  occupied  as  a  gasoline  service  sta¬ 
tion,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  618-628  Jamaica  avenue  and  1  Hale  ave¬ 
nue,  southeast  corner  (Block  No.  3905,  Lot  Nos.  3  and  5), 
Borough  of  Brooklyn. 

640-41-BZ— Application,  July  10,  1941,  under  sections 
7c  and  21  of  the  building  zone  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Tillie  Resnick,  owner, 
to  permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  extension  of  a  gasoline  service  station; 
premises  1568-1574  McDonald  avenue,  west  side,  90  ft. 
north  of  60th  street  (Block  No.  6563,  Lot  Nos.  36  and  39), 
Borough  of  Brooklyn. 

2-42-BZ — Application,  January  2,  1942,  under  section  21 
of  the  zoning  resolution,  of  Morris  Goldshore,  applicant,  on 
behalf  of  Max  Minker,  owner;  to  permit  in  a  business  use 
district,  the  conversion  of  occupancy  of  a  building  to  a 
motor  vehicle  repair  shop,  auto  showroom  and  lubritorium; 
premises  260-262  Delancey  street,  north  side,  25  ft.  west  of 
Columbia  street  (Block  No.  333,  Lot  No.  31),  Borough  of 
Manhattan. 

734-41-BZ— Application,  August  18,  1941,  under  section 
21  of  the  zoning  resolution,  of  Albert  E.  Meyer,  applicant, 
on  behalf  of  Marie  Meyer,  owner  (Carlo  and  Son,  lessees), 
to  permit  the  use  of  the  vacant  portion  of  a  plot,  located 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  as  a  motor  vehicle  repair  shop;  premises  117-09  to 
117-11  101st  (Jerome)  avenue,  north  side,  24  ft.  west  of 
118th  street  (Block  No.  9453,  Lot  No.  22),  Richmond  Hill, 
Borough  of  Queens. 

90-42-BZ— Application,  January  29,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Henry  Winters,  owner,  to  permit  in 
a  business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1253-1263  Boscobel 
avenue,  west  side,  345.85  ft.  north  of  Jerome  avenue  (Block 
No.  2506,  Lot  Nos.  46  and  48),  Borough  of  The  Bronx. 
38-42-BZ— Application,  January  14,  1942,  under  section 
7f  of  the  zoning  resolution,  of  Henry  Nordheim,  applicant, 
on  behalf  of  Lillian  Koff,  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  years,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ;  premises  440  Sound 
View  avenue  and  445  Underhill  avenue,  northwest  corner 
(Block  No.  3498,  Lot  No.  51),  Borough  of  The  Bronx. 
58-41-BZ — Application  of  Morris  Perlstein,  applicant,  on 
behalf  of  Gootzeit  Realty  and  Construction  Company,  In¬ 
corporated,  owner,  reopened  March  24,  1942,  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  garage  for  ten  (10) 
motor  vehicles;  premises  67-12  to  67-18  73rd  place,  west 
side,  107  ft.  \V\  in.  south  of  Metropolitan  avenue  (Block 
No.  3667,  Lot  No.  362),  Middle  Village,  Borough  of  Queens. 
638-40-BZ— Application  of  Nathaniel  T.  Helman,  appli¬ 
cant,  on  behalf  of  Cortland  Realty  Company  of  New  York, 
owner  (Jules  Ullman,  lessee),  reopened  and  restored  to 
calendar  April  7,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  for  a  term  of 
not  more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles  (previously  withdrawn)  ;  premises 
41-48  80th  street,  west  side,  125.39  ft.  north  of  Broadway 
(Block  No.  1499,  part  of  Lot  No.  1),  Jackson  Heights, 
Borough  of  Queens. 


132-42-BZ — Application,  February  17,  1942,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  N.  T.  Helman,  appli¬ 
cant,  on  behalf  of  Queensboro  Investing  Company,  owner 
(Jules  Ullman,  lessee),  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  37-36  83rd 
street,  west  side,  240  ft.  south  of  37th  avenue  (Block  No. 
1470,  Lot  No.  24),  Jackson  Heights,  Borough  of  Queens. 
59-42-BZ — Application,  January  15,  1942,  under  sections 
7f  and  7i  of  the  zoning  resolution,  of  Raymond  P.  Hughes, 
applicant,  on  behalf  of  Mutual  Life  Insurance  Company 
of  New  York,  owner,  to  permit  in  a  business  use  district, 
the  erection  and  the  maintenance,  for  a  temporary  term  of 
seven  (7)  years,  of  a  building  to  be  used  as  a  garage  for 
more  than  five  (5)  motor  vehicles  and,  also,  motor  vehicle 
repair  shop;  premises  195-199  Fourth  avenue,  east  side,  20 
ft.  south  of  Sackett  street  (Block  No.  952,  Lot  Nos.  6  and 
7),  Borough  of  Brooklyn. 

5-42-BZ- — Application,  January  2,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Bernard  Trencher,  applicant,  on 
behalf  of  Henry  Felsenstein,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles  and,  also,  gasoline  service  sta¬ 
tion  and,  also,  the  inclusion  of  a  motor  vehicle  repair  shop 
use  in  the  garage  building;  premises  2042-2050  Ocean  ave¬ 
nue,  west  side,  470  ft.  south  of  Avenue  O  and  300  ft.  north 
of  Avenue  P  (Block  No.  6766,  Lot  Nos.  36  and  38),  Bor¬ 
ough  of  Brooklyn. 

479-41-BZ — Application,  May  27,  1941,  under  section  7f 
of  the  zoning  resolution,  of  Harry  Schnoll,  applicant  and 
lessee,  on  behalf  of  William  Eckenfelder,  owner,  to  permit 
in  a  business  use  district,  for  a  temporary  term  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  to  be  operated  in  conjunction  with 
the  gas  station  on  the  adjoining  lot;  premises  2450  White 
Plains  road,  east  side,  24.45  ft.  and  76  ft.  south  of  Mace 
avenue  (Block  No.  4430,  Lot  Nos.  19  and  21),  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  19,  1942,  2  P.  M. 

Appliances  and  Materials  for  Approval. 

200-39-SA — Amendment  of  resolution  adopted  April  25, 
1939,  approving  Carrier  Self-Contained  Air  Conditioning- 
Units,  Types  50G,  50H,  50C  and  50M  for  voluntary  use, 
reopened  januarv  20,  1942  to  include  Models  41B,  41Q,  51B1, 
51B2,  51C2  and  51D2. 

183-41-SA — Carrier  Humidifier,  Type  49D2. 

969-41-SA — Central  Stations  Signals,  Incorporated  Auto¬ 
matic  Thermostatic  Central  Office  Connected  Fire  Alarm 
System. 

438-41-SM — Mono-Ammonium  Phosphate  as  Flame¬ 
proofing  Compound. 

978-41-SM — Trageser  275  Gallon  Basement  Obround 
Fuel  Oil  Tank. 


MAY  26,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning  May  26,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 

on  the  following  matters : 

1307-39-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Peter  Schmuck,  owner  (87  Columbia  Garage,  In¬ 
corporated,  lessee),  reopened  November  25,  1941,  under 
sections  7e,  7h  and  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (there  are  buildings 
on  the  plot  in  question)  ;  premises  332-344  West  44th  street, 
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south  side,  250  ft.  east  of  Ninth  avenue  (Block  No.  103d, 
Lot  Nos.  48  to  53,  inclusive),  Borough  of  Manhattan. 

524-3 1-BZ— Application  of  Healy  and  Fusfeld  and  George 
Buell,  applicants,  on  behalf  of  Fordham  Towers,  Incor¬ 
porated,  owner,  reopened  March  10,  1942,  under  section  21 
of  the  zoning  resolution,  to  permit  in  a  residence  use  dis- 
rict,  the  conversion  of  occupancy  of  a  building,  previously 
granted  by  the  Board  for  use  as  mercantile  stores  or  shops 
)r  executive  offices,  prohibiting  fish  or  meat  markets  and 
lelicatessen  shops;  prohibiting  signs  or  advertising  of  any 
nature  or  description  except  on  plate  glass  show  windows 
jf  the  store  fronts  of  the  Grand  Concourse  frontage  of  the 
wilding  or  on  the  facade  of  the  Grand  Concourse  portion 
jf  the  structure ;  that  no  merchandise  shall  be  stored  or 
lisplayed  outside  the  building  line — for  use  as  automobile 
showrooms  and  stores  including  permission  to  sell  food 
;tuli,  etc.;  premises  2332-2340  Grand  Concourse,  244  Field 
dace,  southeast  corner  and  2331-2345  Ryer  avenue  (Block- 
No.  3159,  Lot  Nos.  B,  14,  15,  19  and  23),  Borough  of  The 
5  ron  x. 

344-41-BZ — Application,  September  30,  1941,  under  sec- 
ion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  O’Donohue  Holding  Corporation,  owner 
(Joseph  A.  Cascardi,  lessee),  to  permit  partly  in  a  business 
ise  and  partly  in  a  residence  use  district,  for' a  term  of  two 
2)  years,  the  parking  and  storage  of  more  than  five  (5) 
notor  vehicles;  premises  9-09  Seagirt  avenue  and  149  Beach 
'th  street,  southwest  corner  (Block  No.  145,  part  of  Lot 
do.  1),  Far  Rockaway,  Borough  of  Queens.  t 

43-41-BZ — Application,  September  30,  1941,  under  sec- 
ion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
w  behalf  of  Roche’s  Beach,  Incorporated,  owner,  to  permit 
n  a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
arking  and  storage  of  more  than  five  (5)  motor  vehicles ; 
remises  212  Beach  17th  street,  northeast  corner  of  Seagirt 
venue  (Block  No.  130,  Lot  No.  1),  Far  Rockaway,  Bor- 
ugh  of  Queens. 

'028-41-BZ — Application,  November  27,  1941,  under  sec- 
ion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
n  behalf  of  Charles  Me  Man  a  my  and  Remuda  Realty  Hold- 
ug  Corporation,  owners  (Sophie  Ader,  lessee),  to  permit 
l  a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
arking  and  storage  of  more  than  five  (5)  motor  vehicles ; 
remises  29-07  Seagirt  avenue,  south  side,  60  ft.  west  of 
■each  29th  street  and  29-14  to  30-02  Lewmay  road,  north 
ide,  60  ft.  west  of  Beach  29th  street  (Block  No.  300,  Lot 
los.  16  and  53),  Edgemere,  Borough  of  Queens. 

30-41-BZ — Application,  September  26,  1941,  under  sec- 
on  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
n  behalf  of  Edgemere-Britain  Company,  Incorporated, 
wner  (Samuel  Benerofe,  lessee),  to  permit  in  a  residence 
se  district,  for  a  term  of  two  (2)  years,  the  parking  and 
orage  of  more  than  five  (5)  motor  vehicles;  premises- 
38  Beach  30th  street,  east  side,  65  ft.  south  of  Lewmay 
rad  (Block  No.  301,  part  of  Lot  No.  22),  Edgemere,  Bor- 
jgh  of  Queens. 

U-41-BZ — Application,  September  30,  1941,  under  sec- 
on  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
i  behalf  of  Belle  Goldstein,  owner,  to  permit  in  a  resi- 
•nce  use  district,  for  a  term  of  two  (2)  years,  the  parking 
id  storage  of  more  than  five  (5)  motor  vehicles;  premises 
-03  Sprayview  avenue,  southwest  corner  of  Beach  33rd 
reet  (Block  No.  305,  Lot  No.  6),  Edgemere,  Borough  of 
ueens. 

•27-41-BZ — Application,  November  27,  1941,  under  sec- 
rn  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
i  behalf  of  Evelyn  Syrkin  Cherp-,  owner  (Louis  Schrad- 
ck,  lessee),  to  permit  in  a  residence  use  district,  for  a 
rm  of  two  (2)  years,  the  parking  and  storage  of  more 
an  five  (5)  motor  vehicles;  premises  170  Beach  42nd 
reet,  east  side,  97  ft.  north  of  Boardwalk  (Block  No.  324, 

)t  No.  13),  Edgemere,  Borough  of  Queens. 


1026-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tions  7h  and  21  of  the  zoning  resolution,  of  Max  Horn, 
applicant,  on  behalf  of  Abraham  M.  Davis,  owner,  to  per¬ 
mit  in  a  residence  use  district,  for  a  temporary  term  of 
not  more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  maintenance  of  a 
two  (2)  car  garage  not  accessory  to  a  dwelling  on  the 
same  lot;  premises  151  Beach  66th  street,  west  side,  275  ft. 
south  of  Larkin  avenue  (Block  No.  359,  Lot  No.  64), 
Arverne,  Borough  of  Queens. 

805-4 1-BZ  Application,  September  19,  1941,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Joseph  Maas,  owner  (Louis  Friedman,  lessee), 
to  permit  in  a  business  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  on  an  existing  gaso¬ 
line  service  station;  premises  201  Beach  66th  street  and 
66-02  to  66-10  Rockaway  Beach  boulevard,  northwest  corner 
(Block  No.  396,  Lot  No.  107),  Arverne,  Borough  of  Queens. 

836-41-BZ — Application,  September  26,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Zimergast  Realty  Company,  Incorporated, 
owner  (Paul  T.  Paul,  lessee),  to  permit  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
98-01  Rockaway  Beach  boulevard  and  185  Beach  98th  street, 
southwest  corner  (Block  No.  637,  Lot  No.  39),  Rockaway 
Beach,  Borough  of  Queens. 

655-41-BZ — Application  of  Max  Horn,  applicant  on  be¬ 
half  of  Della  Estates,  owner,  reopened  October  15,  1941, 
under  section  7h  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  term  of  not  more  than 
two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles  (previously  acted  upon  by  the  Board)  ;  premises 
224  Beach  99th  street,  east  side,  120  ft.  north  of  Rockaway 
Beach  boulevard  and  225  Beach  98th  street  (Block  No.  583, 
Lot  No.  1  and  part  of  Lot  No.  23),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

829-41-BZ — Application,  September  26,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Long  Island  Railroad  Company,  and  Estate 
of  Melvin  G.  Palliser,  Deceased,  owners  (Joseph  P.  Campi, 
lessee),  to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  223  Beach  102nd  street, 
238  Beach  103rd  street  and  102-02  to  102-24  St.  Marks  place, 
north  side  and  south  side  of  Long  Island  Railroad,  from 
Beach  102nd  street  to  Beach  103rd  street  (Seaside  avenue)  ; 
(Block  No.  587,  Lot  Nos.  1,  5,  71  and  76),  Rockawav 
Beach,  Borough  of  Queens. 

1033-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Long  Island  Railroad  Company,  owner 
(Anthony  Luerssen,  lessee),  to  permit  partly  in  a  business 
use  and  partly  in  an  unrestricted  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  268  Beach  116th  street, 
east  side,  250  ft.  south  of  Beach  Channel  drive  (Block  No. 
.i98,  Lot  No.  100),  Rockaway  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  26,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

1100-41-A — 154  Beach  73rd  street,  east  side,  441  ft.  south 
of  Rockaway  Beach  boulevard  (Block  No.  608,  Lot  No.  79), 
Arverne,  Borough  of  Queens  (under  section  35,  General’ 
City  Law — re  bed  of  mapped  street). 

1113-41-A — 153-155  Beach  72nd  street,  west  side,  420  ft. 
south  of  Rockaway  Beach  boulevard  (Block  No.  608,  Lot 
No.  77),  Arverne,  Borough  of  Queens  (under  section  35, 
General  City  Law — re  bed  of  mapped  street). 
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JUNE  9,  1942,  10  A.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  June  9,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matter: 

413-39-BZ— Application  of  Henry  C.  Brockman,  appli¬ 
cant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopened 
and  restored  to  calendar  June  17,  1941,  under  section. 7c  of 
the  building  zone  resolution,  to  permit  partly  in  a  residence 


use  and  partly  in  a  business  use  district,  the  erection  of  a 
new  building  to  be  used  as  office,  car  washing  and  lubritory, 
all  accessory  to  an  existing  gasoline  service  station  (previ¬ 
ously  withdrawn)  ;  premises  15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of  Lot  No.  28), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  MAY  5,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  April  28,  1942  and  Tuesday  afternoon, 
April  28,  1942  were  approved  as  printed  in  Bulletin  No.  18, 
Vol.  27. 


ZONING  CASES. 

413-39-BZ. 

APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Corpo¬ 
ration,  owner. 

SUBJECT- — Application  reopened  and  restored  to  calendar 
June  17,  1941  (re  decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  partly  in  a  residence  use  and  partly  in  a 
business  use  district,  the  erection  of  a  new  building 
to  be  used  as  office,  car  washing  and  lubritory,  all 
accessory  to  existing  gasoline  service  station  (pre¬ 
viously  withdrawn). 

PREMISES  AFFECTED— 15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024, 
part  of  Lot  No.  28),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition :  David  Lieberman,  and  Harold 
Klorfein,  Dep’t  of  Parks. 

ACTION  OF  BOARD— Laid  over  to  June  9,  1942  at  10 
A.  M.  on  request  of  applicant. 


640-41 -BZ. 

APPLICANT — Lama  and  Proskauer,  for  Tillie  Resnick, 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district  the  extension  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 1568-1574  McDonald  avenue, 
west  side,  90  ft.  north  of  60th  street  (Block  No. 
6563,  Lot  Nos.  36  and  39),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  19,  1942  at  10 
A.  M.  for  applicant  to  file  revised  plans. 


734-41 -BZ. 

APPLICANT — Albert  E.  Meyer,  for  Marie  Meyer,  owner 
(Carlo  and  Sam,  lessees). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21.  of  the  zoning  resolution, 
to  permit  the  use  of  the  vacant  portion  of  a  plot, 
located  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  as  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 117-09  to  117-11  101st  (Jerome) 
avenue,  north  side,  24  ft.  west  of  118th  street 
(Block  No.  9453,  Lot  No.  22),  Richmond  Hill,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Albert  E.  Meyer. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  19,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board  and 
for  Building  Dept,  to  submit  complete  records. 


2-42-BZ. 

APPLICANT — Morris  Goldshore,  for  Max  Minker,  owner. 

SUB1ECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  conversion 
of  occupancy  of  a  building  to  a  motor  vehicle  repair 
shop,  aut'o  showroom  and  lubritorium. 

PREMISES  AFFECTED— 260-262  Delancev  street,  nortli 
side,  25  ft.  west  of  Columbia  street  (Block  No.  333, 
Lot  No.  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Morris  Goldshore,  Samuel  Levy  and 
M.  Minker. 

ACTION  OF  BOARD— Laid  over  to  May  19,  1942  at  10 
A.  M.  for  decision  by  the  Board,  without  further 
argument. 


90-42-BZ. 

APPLICANT — Henry  Nordheim,  for  Henry  Winters, 
owner. 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7h  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1253-1263  Boscobel  avenue, 
west  side,  345.85  ft.  north  of  Jerome  avenue  (Block 
No.  2506,  Lot  Nos.  46  and  48),  Borough  of  The 
Bronx. 
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APPEARANCES— 

For  Applicant :  Henry  Nordheim  and  H.  Clicker. 
For  Opposition:  Earl  I.  Gallant  and  Benjamin  Bur¬ 
rows. 

\CT10N  OF  BOARD — Laid  over  to  May  19,  1942  at  10 
A.  M.  for  decision  by  the  Board,  without  further 
argument.  Applicant  to  file  plan  showing  his  pro¬ 
posal. 


f  132-41  -BZ. 

APPLICANT — Lama  and  Proskauer,  for  John  H.  Dair  and 
Charles  E.  Smith,  owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district  the  erection  and 
maintenance  of  a  storage  garage  for  more  than 
three  (3)  motor  vehicles  and  an  auto  laundry. 

"REMISES  AFFECTED— 45-12  to  45-20  79th  street, 
northwest  corner  of  Sixth  avenue  (Block  No.  1530, 
Lot  No.  42),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  Theodore  J.  Groh,  Catherine 
Regan,  Elsie  Jennssen,  Florence  Leonardo  and 
Otis  W.  Birnie. 

ACTION  OF  BOARD — -Placed  on  reserve  calendar  pend¬ 
ing  hearing  on  Cal.  No.  309-42-A. 


526-37-BZ. 

APPLICANT — Frank  C.  Keller,  for  New  York  Dugan 
Bros.,  Incorporated,  owner. 

SUBJECT — Application  reopened  September  9,  1941  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration,  extension  and  con¬ 
version  of  occupancy  of  an  existing  residence  build¬ 
ing  to  a  business  use. 

"REMISES  AFFECTED — 222-16  99th  avenue,  south  side, 
100  ft.  east  of  222nd  street  (Block  No.  10805,  Lot 
No.  6),  Queens  Village,  Borough  of  Queens. 
APPEARANCES — 

For  Applicant:  Frank  C.  Keller. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn,  without 
argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


105-42-BZ. 

APPLICANT — Benjamin  Antin,  for  1748  Jerome  Avenue 
Corporation,  owner  (Eva  Rohr,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  non-flashing  neon  electric 
sign  extending  more  than  eighteen  (18)  inches 
beyond  the  building  line. 

"REMISES  AFFECTED — 1754  Jerome  avenue  and  1-7 
East  175th  street,  northeast  corner  (Block  No.  2850, 
Lot  No.  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Benjamin  Antin,  and  Eva  Rohr. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn,  after  argu¬ 
ment. 

"HE  VOTE  Tp  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 


334-26-BZ. 

APPLICANT — Charles  E.  Murphy,  for  Packard  Motor  Car 
Company,  owner. 

SUBJECT— Application  reopened  April  7,  1942,  for  consid¬ 
eration  as  to  amendment  of  resolution — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings) 
previously  granted  on  condition,  under  section  21 
of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  extending  from  a  business  use  district, 
the  erection  and  maintenance  of  an  automobile  sales 
room  and  service  station. 

PREMISES  AFFECTED — 690-698  East  Fordham  road, 
2491-2509  Crotona  avenue  and  2500-2502  Cambrell- 
ing  avenue  (Block  No.  3091,  Lot  Nos.  62,  73  and 
82),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Charles  E.  Murphy. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (334-26-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  extending 
from  a  business  use  district,  the  erection  and  maintenance 
of  an  automobile  sales  room  and  service  station,  premises 
690-698  East  Fordham  road,  2491-2509  Crotona  avenue  and 
2500-2502  Cambrelling  avenue  (Block  No.  3091,  Lot  Nos.  62, 
73  and  82),  Borough  of  The  Bronx,  was  granted  by  the 
Board  July  6,  1926  on  certain  conditions;  resolution  amended 
October  15,  1926  and  June  29,  1937 ;  and 
Whereas,  Charles  E.  Murphy,  for  Packard  Motor  Car 
Co.,  owner,  requested  reopening  of  the  application  and 
amendment  of  the  resolution;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  April  7,  1942  for  consideration  as  to  amendment  of 
resolution,  and  set  for  hearing  May  5,  1942. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  6,  1926,  as 
amended  through  resolution  of  June  29,  1937,  so  that  as 
amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  sone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
on  condition  that  the  structure  be  limited  to  three  stories 
in  height  above  grade;  on  the  portion  of  the  plot  along 
East  Fordham  road  and  one  story  in  the  rear;  that 
no  gasoline  storage  equipment  shall  be  maintained  or 
installed  on  the  premises  other  than  a  550  gallon  storage 
tank  in  the  rear  one-story  portion,  provided  no  portable 
tank  is  used  on  the  premises  and  no  gasoline  is  sold 
or  dispensed  to  passing  motor  vehicles;  that  the  use, 
conduct  and  operation  of  the  property  shall  be  restricted 
to  automobile  manufacturer’s  sales  and  distributing 
agency  and  the  rear  one-story  portion  may  be  occupied 
as  a  servicing  station,  including  motor  vehicle  repairing 
in  connection  with  motor  vehicles  owned'  or  dealt  in 
by  the  agency;  that  no  part  of  the  structure  shall  be 
rented  or  hired  out  for  live  storage  garage  use;  that 
there  shall  be  no  advertising  signs  or  display  on  the 
front  of  the  building  other  than  the  name  and  title  of 
the  business;  that  not  more  than  one  roof  sign  shall 
be  erected  restricted  to  the  business  area  of  the  plot 
and  not  exceeding  a  height  of  30  feet  above  the  cornice 
of  the  building;  that  the  advertising  display  shall  be 
limited  to  that  of  the  owner  or  sales  agency  occupant 
of  the  premises;  that  the  design  of  the  front  elevation 
shall  be  substantially  in  accordance  with  the  photograph 
filed  at  the  hearing  and  the  facades  of  the  street  front 
shall  be  finished  in  architectural  terra  cotta,  natural 
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stone ,  enamel  or  face  brick;  that  there  shall  be  no  open¬ 
ings  on  Cambrelling  avenue  other  than  an  emergency 
exit  not  exceeding  3  ft.  8  in.  in  width;  that  the  require¬ 
ments  of  the  sotting  resolution  shall  be  complied  with 
in  all  other  respects .” 


15-38-BZ. 

APPLICANT — Victor  McQuistion,  for  Third  Avenue  Rail¬ 
way  Company,  owner. 

SUBJECT — Application  reopened  October  7,  1941  (re  deci¬ 
sion  of  the  borough  superintendent)  under  sections 
7f,  7h  and  21  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (previously 
acted  upon  by  the  Board). 

PREMISES  AFFECTED— 2526-2530  Amsterdam  avenue, 
southwest  corner  of  West  186th  street  (Block  No. 
2156,  part  of  Lot  No.  48),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Stuart  Reidel. 

For  Opposition:  Emma  Balfour,  Josephine  L.  Pick, 
Samuel  Levy,  N.  Llandelman,  Nathan  Kossei'l, 
Emanuel  Goldberg,  Leonard  Levinsohn  and  G. 
Ewull. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative  :  . •  .  ^ 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  -I 

THE  RESOLUTION  (15-38-BZ) 

Whereas,  this  application,  under  the  zoning  resolution,  to 
permit  in  a  business  use  district  for  a  temporary  period  ol 
not  more  than  two  (2)  years  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  premises  2526-2530 
Amsterdam  avenue,  southwest  corner  of  West  186th  street 
(Block  No.  2156,  Lot  No.  48),  Borough  of  Manhattan  was 
denied  by  the  Board  November  15,  1938;  and 
Whereas,  Victor  McQuistion,  for  Third  Avenue  Railway 
Company,  owner,  requested  reopening  of  the  application, 
under  sections  7f,  7h  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  October  7,  1941,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  5,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Amsterdam  avenue  is  in  a 
business  use  district;  Audubon  avenue  is  in  a  residence  use 
district;  West  186th  street  and  West  185th  street  are  each 
in  residence  and  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  September  4,  1941,  reads : 

“Relative  to  your  application  dated  September  4th, 
1941  for  a  certificate  of  occupancy  for  use  of  the  above 
premises  for  the  storage  and  parking  of  more  than  five 
motor  vehicles,  we  wish  to  advise  you  that  said  appli¬ 
cation  is  herewith  denied  as  the  premises  are  located 
in  a  business  district  where  this  occupancy  is  prohibited 
by  Section  4  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  (which  are  part  of  a  larger  parcel 
of  ground  upon  which  there  is  located  an  electric  power 
house),  consist  of  a  plot  of  ground  having  a  frontage  of 
109  ft.  on  Amsterdam  avenue  and  100  ft. -on  West  186th 
.street.  It  is  proposed  to  use  the  plot  for  a  temporary 
term  of  two  (2)  years,  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica-' 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivisions  f  and  h,  and  further 
that  the  applicant  failed  to  substantiate  a  basis  to  warrant 
exercise  of  discretion  to  grant  under  section  21  of  the  zoning 
resolution  and  was  therefore  not  entitled  to  relief. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  September  4,  1941,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


1013-38-BZ. 

APPLICANT — John  Beveridge,  lessee,  for  Jesse  Knight,  | 
Edith  and  Daisy  Howells,  American  Savings  Bank, 
Ernest  Hoehn  and  Union  Dime  Savings  Bank, 
owners. 

SUBJECT — Application  for  consideration — reopening  exten¬ 
sion  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  building  zone  reso¬ 
lution,  permitting  in  a  business  use  district  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 1881-1889  Second  avenue  and 
235  East  97th  street,  northwest  corner  (Block  No. 
1647,  Lot  Nos.  21,  22,  23,  24  and  25),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lau. 

ACTION  OF  BOARD — Application  reopened,  permit  ex¬ 
tended  and  resolution  amended. 

THE  VOTE  TO  REOPEN,  EXTEND  PERMIT  AND 
AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (1013-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  premises 
1881-1889  Second  avenue  and  235  East  97th  street,  north¬ 
west  corner  (Block  No.  1647,  Lot  Nos.  21  to  25,  inclusive), 
Borough  of  Manhattan,  was  granted  by  the  Board  Novem¬ 
ber  14,  1939  on  certain  conditions;  and 

Whereas,  Joseph  Lau,  for  Joseph  Ricotta,  Ernest 
Hoehn,  Charles  J.  Ricotta  and  Hardee  Realty  Co.,  owners, 
requested  reopening  of  the  application  and  extension  of  the 
permit ;  and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  14,  1939, 
so  that  as  amended  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  northerly  portion  of  the  plot  under  appeal  to 
be  occupied  for  the  transient  parking  of  more  than  five 
(5)  motor  vehicles  of  the  pleasure  car  type  only,  on 
condition  that  the  plot  shall  be  leveled  substantially  to 
the  grade  of  Second  avenue  and  shall  be  surfaced  with 
steam  cinders,  clean  gravel  or  other  suitable  material, 
properly  rolled  and  bound;  that  there  shall  be  erected 
on  the  interior  lot  lines  where  walls  of  adjacent  build¬ 
ings  do  not  occur,  a  heavy  woven  zvire  fence  not  less 
than  6  feet  in  height;  that  a  similar  fence  shall  be  con¬ 
structed  along  Second  avenue  for  a  distance  of  not 
less  than  50  feet  from  the  northerly  lot  line ;  that  the 
entrance  to  the  plot  shall  be  restricted  to  one  entrance 
from  Second  avenue,  not  over  15  feet  in  zvidth  with 
curb  cut  opposite  of  similar  zvidth;  that  during  the 
term,  of  this  variance,  the  northerly  portion  of  the  plot 
shall  be  occupied  for  no  other  use  and  the  southerly 
portion  shall  be  used  for  no  other  use  than  that  of 
selling  used  cars,  subject  to  a  license  issued  by  the 
Commissioner  of  Licenses;  that  such  parking  shall  be 
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restricted,  to  Lot  A  os.  23,  24  and  25  and  the  sale  of 
used  cars  restricted  to  Lot  Nos.  21  and  22;  that  no 
bunding  shall  be  erected  on  these  premises  except 
there  may  be  erected  a  building  not  over  one  story  in 
height  or  150  sq.  ft.  in  area  and  which  may  be  of  frame 
used  as  an  office  and  shelter  for  the  attendant  and 
which  may  be  used  also  in  connection  with  the  sale  of 
used  cars;  that  all  other  buildings  and  all  other  uses, 
if  any,  shall  be  discontinued;  that  proper  aisles  shall 
be  maintained  at  all  times  for  easy  entrance  and 
egress;  that  such  portable  fire-fighting'  appliances  shall 
be  installed  as  the  fire  commissioner  shall  direct;  that 
along  the  balance  of  the  street  building  line  on  Second 
avenue  and  East  97th  street  adjoining  the  space  to  be 
used  for  the  sale  of  used  cars,  there  shall  be  erected  a 
substantial  closure  fence,  which  may  be  of  wood;  that 
any  lights  erected  for  general  illumination  shall  ’be  so 
arranged  as  to  reflect  away  from  the  adjoining  residen¬ 
tial  occupancies ;  that  signs  advertising  the  parking  use 
shall  be  restricted  to  one  sign  attached  to  the  fence 
near  the  entrance,  and  not  extending  beyond  the  build¬ 
ing  line  and  not  exceeding  15  sq.  ft.  in  area;  that  all 
permits  required  shall  be  obtained  and  all  work  in¬ 
volved,  completed  within  six  months  from  the  date  of 
this  resolution. 

Resolved  Further,  that  this  lot  may  be  operated  in 
connection  with  the  adjoining  lot  to  the  north,  a  vari¬ 
ance  for  which  was  granted  by  the  Board’  on  this' 
date  under  Cal.  No.  997-41-BZ  so  long  as  the  condi¬ 
tions  herein  imposed  and  as  imposed  under  Cal.  No. 
997-41-BZ  are  complied  with.” 


'-40-BZ. 

PPLICANT— Paiil  Friedman,  for  Frank  Derasmo,  owner. 
U13J  ECT — Application  reopened  and  restored  to  calendar 
February  17,  1942  (re  decision  of  the  borough 
superintendent)  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  erec¬ 
tion  of  an  accessory  building  on  an  existing  gasoline 
service  station  (previously  dismissed  for  lack  of 
prosecution) . 

.REMISES  AFFECTED — 144-25  North  Conduit  avenue, 
north  side,  215  ft.  west  of  135th  avenue  and  144-40 
135th  avenue  (Block  No.  2873,  Lot  No.  18),  South 
Ozone  Park,  Borough  of  Queens. 

PPEARAN  CES — 

For  Applicant:  Paul  Friedman  and  Frank  Derasmo. 
For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
,£IONtOF  BOARD — Application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

HE  RESOLUTION  (27-40-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
solution,  to  permit  in  a  residence  use  district  the  erection 
an  accessory  building  on  an  existing  service  station, 
-mises  144-25  North  Conduit  avenue,  north  side,  215  ft. 
st  of  135th  avenue  (Block  No.  2873,  Lot  No.  18),  South 
:one  Park,  Borough  of  Queens,  was  dismissed  by  the 
•ard  January  21,  1941  for  lack  of  prosecution;  and 
Whereas,  Paul  Friedman,  for  Frank  DeRasmo,  owner, 
luested  reopening  of  the  application  and  consideration  by 
■  Board ;  and 

vVhereas,  this  application  was  reopened  by  vote  of  the 
ard  February  17,  1942,  subject  to  usual  procedure;  and 
Ahereas,  a  public  hearing  was  held  on  this  application 
the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
,  May  5,  1942,  after  due  notice  by  publication  in  the 
lletm  of  the  Board  of  Standards  and  Appeals;  and 
Ahereas,  the  use  district  maps  accompanying  the  build- 
zone  resolution  show  that  North  Conduit  avenue.  Old 
Jth  road  (135th  avenue)  and  144th  street  are  in  residence 
•  districts;  and 


W  hereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  33-1942  dated  January  23,  1942,  reads: 

1.  The  erection  of  a  gasoline  selling  station  in  a 
residence  district  is  prohibited  by  Sec.  3  of  the  Zone 
Law.  Not  further  considered.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  65  ft.  on  North  Con¬ 
duit  avenue,  102  ft.  on  135th  avenue  and  a  distance  of  251 
it.  along  the  west  lot  line.  Upon  the  135th  avenue  frontage 
of  the  plot  to  a  depth  of  100  ft.  there  is  located  a  iy2  story 
frame  dwelling  and  a  one-story  concrete  block  structure 
used  as  a  2  car  garage  and  office.  The  remainder  of  this 
I  i  on  1  age  is  used  as  a  used  car  lot  for  which  a  temporary 
certificate  of  occupancy  has  been  issued.  On  the  North 
Condmt  avenue  front  of  the  plot  (to  a  line  100  ft.  south 
of  135th  avenue)  there  is  located  a  gasoline  service  station 
for  which  a  temporary  certificate  of  occupancy  #25398  is¬ 
sued  March  28,  1942  has  been  issued.  It  is  proposed  to 
use  the  basement  story  for  the  storage  of  3  cars  and  to 
use  the  1st  story  as  a  lubritorium  and  office;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
m  which  to  exercise  its  discretion  to  grant  a  zoning  variance 
undei  section  7,  subdivision  c,  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  that  portion  of  the  plot  facing  North 
Conduit  avenue  and  with  a  frontage  of  approximately  65 
teet  and  for  a  depth  not  exceeding  75  feet  to  be  occupied 
as  proposed  as  a  gasoline  service  station,  on  condition  that 
the  accessory  building  shall  be  constructed  of  masonry  and 
substantially  of  the  design  indicated;  that  this  portion  of 
the  premises  shall  be  graded  substantially  to  the  grade  of 
.North  Conduit  avenue  and  shall  have  no  driveways  from 
such  area  to  the  balance  of  the  plot ;  that  a  substantial  bank 
shall  be  maintained  to  the  east  and  west  with  the  consent  of 
the  adjoining  owners  or  a  substantial  retaining  wall  shall 
be  constructed  and  maintained;  that  not  more  than  two  (2) 
gasoline  pumps  shall  be  erected  and  such  pumps  shall  he 
erected  not  nearer  than  15  feet  to  the  street  building  line 
of  North  Conduit  avenue;  that  curb  cuts  shall  not  exceed 
two,  each  not  oyer  25  feet  in  width;  that  the  balance  of 
the  gasoline  selling  area,  as  herein  described,  where  not 
occupied  by  pumps,  planting  or  accessory  building  shall  be 
cement  paved ;  that  planting  shall  be  maintained  as  indicated 
on  plans  filed  herein  and  planting  areas  shall  be  protected 
with  concrete  curbing  not  less  than  6  in.  in  width  and 
6  in.  in  height  above  the  cement  pavement;  that  the  ac¬ 
cessory  building  shall  be  constructed  of  incombustible 
matenals,  except  that  the  roof  beams  and  boarding,  door 
I  rames  and  doors,  window  frames  and  sash  may  be  of 
wood  provided  the  ceiling  is  fire-retarded  throughout  in 
accordance  with  the  rules  of  the  Board;  that  the  section 
for  the  heating  boiler  shall  be  separated  from  the  balance 
of  the  building  by  fire-retarded  construction  and  shall  be 
enterable  only  from  the  exterior ;  that  the  three-car  garage 
under  such  accessory  building  shall  not  be  occupied  in  con¬ 
nection  with  the  gasoline  service  station;  that  the  balance 
of  the  premises  to  Old  South  road  shall  be  occupied  for 
contorming  use  and  all  buildings,  structures  and  gasoline 
pumps  thereon,  except  the  story  dwelling  shall  be  re¬ 
moved,  and  except  that  the  portion  of  the  lot  on  Old  South 
road  toward  the  east  may  be  continued  for  the  sale  of 
used-cars,  provided  such  cars  as  are  stored  or  offered  for 
sale  sha  1  be  restricted  to  that  portion  of  the  plot  between 
the  dwelling  and  the  easterly  lot  line  and  to  the  rear  of 
the  dwelling;  that  an  adequate  fence  shall  be  maintained 
along  the  lot  lines  to  the  east ;  that  on  the  gasoline  selling 
area  adequate  and  substantial  fencing  shall  be  maintained  on 
the  lot  lines  and  from  the  lot  lines  to  the  accessory  build¬ 
ing,  except  that  a  stairway  may  be  permitted  from  the 
gasoline  selling  area  to  the  balance  of  the  plot  at  the  lower 
level;  that  such  portable  fire-fighting  appliances  shall  be 
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maintained  in  connection  with  the  gasoline  service  station 
as  the  fire  commissioner  shall  direct;  that  signs  shall  be 
restricted  to  the  illuminated  globes  of  the  pumps  .and  to  one 
post  standard  erected  within  the  building  line  of  North 
Conduit  avenue  for  supporting  a  sign  which  may  be  il¬ 
luminated,  advertising  only  the  brand  of  gasoline  on  sale; 
that  such  sign  shall  not  extend  beyond  the  building  line; 
that  no  roof  or  temporary  signs  shall  be  permitted,  except 
there  may  be  one  sign  on  the  premises  near  Old  South  road 
within  the  building  line  advertising  the  sale  of  used-cars, 
provided  such  sign  does  not  exceed  15  sq.  ft.  in  area  and 
is  not  illuminated;  that  no  portable  gasoline  pumps  shall 
be  used  on  or  from  the  premises;  that  upon  completion, 
photographs  showing  the  completed  work  both  from  North 
Conduit  avenue  and  Old  South  road  or  135th  avenue  shall 
be  filed  with  the  Board;  that  all  plans  shall  be  submitted 
to  the  Board  for  approval  by  the  Chairman  in  behalf  of 
the  Board  before  filing  with  the  borough  superintendent; 
that  all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


918-41-BZ. 

APPLICANT — David  Millman,  for  May  Fabricant  Allure, 
owner  (Joseph  Fink,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  conversion 
of  occupancy  of  part  of  the  Pitkin  avenue  frontage 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED— 2067-2069  (2067  displayed) 

Pitkin  avenue,  north  side,  56  ft.  west  of  Pennsyl¬ 
vania  avenue  (Block  No.  3720,  part  of  Lot  No.  38), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  David  Millman,  Joseph  Fink  and 
May  Fabricant  Altnre. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  -I 
Negative:  .  0 

THE  RESOLUTION  (918-41-BZ) 

Whereas,  David  Millman,  for  May  Fabricant  Alture 
(Joseph  Fink,  lessee),  filed  October  29,  1941,  an  application 
under  section  21  of  the  zoning  resolution,'  to  permit  in  a 
business  use  district  the  conversion  of  occupancy  of  part 
of  the  Pitkin  avenue  frontage  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises:  2067-2069  (2067  dis¬ 
played)  Pitkin  avenue,  north  side,  56  ft.  west  of  Pennsyl¬ 
vania  avenue  (Block  No.  3720,  part  of  Lot  No.  38),  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  5,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Pennsylvania  avenue  is  in  a 
business  use  district;  Sheffield  avenue  is  in  an  unrestricted 
use  district;  Pitkin  avenue  is  in  unrestricted  and  business 
use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  4001 — 1940,  dated  October  28,  1941,  and  as 
amended  March  18,  1942,  reads: 

“1.  Change  of  occupancy  from  business  use  to  auto 
repair  shop  in  a  business  zone  is  contrary  to  Art.  IT, 
Sect.  6  and  Sect.  4a  par.  29  of  zone  resolution.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
20  ft.  frontage  on  Pennsylvania  avenue  and  100  ft.  on  Pit¬ 
kin  avenue,  one  and  three  stories  in  height.  It  is  proposed 
to  maintain  the  use  of  the  westerly  store,  having  a  frontage 


of  22  ft.  and  a  depth  of  20  ft.  on  the  Pitkin  avenue  frontage 
of  the  existing  building  as  a  motor  vehicle  repair  shop ;  and 
Whereas,  the  premises  and  surrounding  area  were  in-  ; 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case  i 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  i,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does  j 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7i  there¬ 
of,  for  a  term  of  two  (2)  years,  to  permit  the  premises  to 
be  occupied  for  a  motor  vehicle  repair  shop,  on  condition 
that  the  premises  shall  not  be  increased  in  height  or  area; 
that  such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct;  that  no  addi¬ 
tional  signs  shall  be  attached  to  the  building  advertising  the 
non-conforming  use;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from  the 
date  of  this  resolution. 


997-41-BZ. 

APPLICANT — Joseph  Lau,  for  L.S.G.G.  Corporation  and 
Mary  Zerbo,  owners  (Charles  Ricotta,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 1891-1893  Second  avenue,  west 
side,  26  ft.  2  in.  south  of  East  98th  street  (Block 
No.  1647,  Lot  Nos.  26  and  27),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lau  and  Charles  Ricotta. 
For  Opposition :  G.  Goldman,  Dep’t  of  Education, 
and  Vittorea  Caraccio. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

N  egative :  .  0 

THE  RESOLUTION  (997-41-BZ) 

Whereas,  Joseph  Lau,  for  L.S.G.G.  Corporation  and 
Mary  Zerbo,  owners  (Charles  Ricotta,  lessee),  filed  No¬ 
vember  18,  1941,  an  application  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor  vehi¬ 
cles;  premises  1891-1893  Second  avenue,  west  side,  26  ft. 
2  in.  south  of  East  98th  street  (Block  No.  1647,  Lot  Nos. 
26  and  27),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  5,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Second  avenue  is  in  a  busi¬ 
ness  use  district ;  East  97th  street  and  East  98th  street  are 
each  in  business  and  unrestricted  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  18,  1941,  reads:  ^  I 

“With  reference  to  your  application  dated  November 
10th,  1941  for  a  certificate  of  occupancy  for  use  of 
above  premises  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  we  wish  to  advise  you 
that  said  application  has  been  denied  for  the  reason 
that  the  premises  are  located  in  business  district  where 
this  occupancy  is  prohibited  by  Section  4  of  the  Zone 
Resolution.” 

and 
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Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  49  ft.  9  in.  and  a  depth  of  96  ft.  8  in.  It 
is  proposed  to  use  the  plot  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  prem¬ 
ises  to  be  occupied  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  of  the  pleasure  car  type  only, 
on  condition  that  the  plot  shall  be  leveled  substantially  to 
the  grade  of  Second  avenue  and  shall  be  surfaced  with 
steam  cinders,  clean  gravel  or  other  suitable  material  prop¬ 
erly  rolled  and  bound;  that  there  shall  be  erected  on  the 
interior  lot  lines  where  walls  of  adjacent  buildings  do  not 
occur  a  woven  wire  fence  of  the  chain  link  type  not  less 
than  6  ft.  in  height;  that  a  similar  fence  shall  be  con¬ 
structed  along  Second  avenue ;  that  the  entrance  to  the  plot 
shall  be  through  the  entrance  from  Second  avenue  now 
existing  in  connection  with  the  adjoining  lot  for  which 
variance  was  granted  under  Cal.  No.  1013-38-BZ;  that  this 
lot  shall  be  operated  in  conjunction  with  such  lot;  that  the 
fence  on  the  interior  lot  line  adjoining  such  lot  may  be 
omitted;  that  no  building  shall  be  erected  on  the  premises 
and  no  signs  shall  be  erected;  that  this  permit  shall  con¬ 
tinue  only  so  long  as  this  plot  is  operated  in  conjunction 
with  the  plot  and  under  the  conditions  governing  the  grant¬ 
ing  of  the  variance  under  Cal.  No.  1013-38-BZ  as  amended 
this  day;  that  any  lights  for  general  illumination  shall  be 
•so  arranged  as  to  reflect  away  from  the  adjoining  residen¬ 
tial  occupancies;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date  of 
this  resolution. 


1015-41 -BZ. 

APPLICANT — William  V.  McDevit,  for  Socony  Vacuum 
Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use_  district,  the  extension  and  reconstruc¬ 
tion  of  an  existing  gasoline  service  station. 
PREMISES  AFFECTED — 1200  Victory  boulevard  and 
1262  Clove  road,  southwest  corner  (Block  No.  651. 
Lot  Nos.  8  and  12),  West  Brighton,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant :  William  V.  McDevit. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (1015-41-BZ) 

Whereas,  William  V.  McDevit,  for  Socony-Vacuum  Oil 
Company,  Incorporated,  owner,  filed  November  25,  1941,  an 
application  under  section  7c  of  the  zoning  resolution  to  per¬ 
mit  partly  in  a  business  use  and  partly  in  a  residence  use 
district,  the  extension  and  reconstruction  of  an  existing 
gasoline  service  station ;  premises  1200  Victory  boulevard 
and  1262  Clove  road,  southwest  corner  (Block  No.  651,  Lot 
Nos.  8  and  12),  West  Brighton,  Borough  of  Richmond;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 


meeting,  May  5,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Victory  boulevard  is  in  busi¬ 
ness,  residence  and  local  retail  use  districts;  Clove  road  is 
in  business,  local  retail  and  residence  use  districts;  Niagara 
street  and  Seneca  avenue  are  each  in  residence  and  local 
retail  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  457-1941,  dated  October  2,  1941,  and 
as  amended  March  14,  1942,  reads : 

“The  extension  in  area  of  an  existing  gasoline  station 
and  the  erection  of  new  building  therein,  in  a  residen¬ 
tial  and  business  district  is  contrary  to  Art.  II,  Secs.  4 
and  6  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  137  ft.  on  Victory 
boulevard,  65  ft.  on  Clove  road  and  a  distance  of  104  ft. 
along  the  west  lot  line.  A  small  irregular  shaped  area  at 
the  southeast  of  the  plot  is  in  the  residence  use  district, 
while  the  remainder  of  the  plot  is  in  the  business  use  dis¬ 
trict.  Upon  the  easterly  portion  of  the  plot  there  is  a 
gasoline  service  station  having  a  frontage  of  96.6  ft.  on 
Victory  boulevard  and  84.7  ft.  along  Clove  road.  It  is  pro¬ 
posed  to  extend  the  area  of  this  gas  station  by  the  inclusion 
of  a  plot  of  ground  having  a  frontage  of  40.5  ft.  along 
Victory  boulevard  and  a  depth  of  104  ft.  along  the  west 
lot  line.  It  is  proposed  to  remove  the  accessory  building 
now  on  the  site  and  to  erect  thereon  a  one-storv  building 
63  ft.  by  27  ft.,  irregular  in  area,  to  be  used  as  office,  lubri- 
torium  and  auto  laundry,  to  install  additional  tanks  and 
pumps  as  shown  upon  filed  plans,  and  to  use  the  premises 
as  extended  as  a  gasoline  service  station ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7c  thereof, 
to  permit  the  rearrangement,  extension  and  reconstruction 
of  the  existing  gasoline  service  station,  substantially  as 
marked  on  plans  filed  with  application  marked  “Received 
April  24,  1942”,  on  condition  that  the  plot  shall  be  graded 
substantially  to  the  grade  of  Clove  road  and  Victory  boule¬ 
vard  ;  that  any  structures  existing  on  the  premises  shall  be 
completely  removed  ;  that  no  structures  shall  be  erected  ex¬ 
cept  as  indicated  on  such  plans  and  shall  consist  only  of  an 
accessory  building  arranged  for  lubritorium,  car  washing 
and  office,  as  shown  on  such  plans;  that  such  accessorv 
building  shall  not  exceed  one  (1)  story  in  height  and  shall 
be  constructed  of  incombustible  materials,  except  that  the 
roof  beams,  roof  boarding,  window  frames  and  sash,  door 
frames  and  doors  may  be  of  wood,  provided  the  ceiling 
throughout  is  fire-retarded  in  accordance  with  the  rules  of 
the  Board ;  that  the  greasing  equipment  shall  be  of  the 
hydraulic  type ;  that  the  entire  plot  where  not  covered  by 
accessory  building  and  planting  shall  be  cement  paved  or 
surfaced  with  colprovia  or  other  similar  impervious  mate¬ 
rial  that  any  pumps  erected  shall  not  be  nearer  than  15  ft. 
to  the  street  building  line  as  widened,  except  that  tempo¬ 
rarily  until  such  widening  is  constructed,  such  pumps  may 
be  erected  not  nearer  than  15  ft.  to  the  present  building 
line;  that  curb  cuts  in  present  and  proposed  curb  lines  shall 
be  restricted  to  two  (2)  curb  cuts  from  Victory  boulevard 
and  one  (1)  from  Clove  road  not  over  20  ft.  in  width  each; 
that  no  part  of  any  curb  cut  shall  be  nearer  than  5  ft.  from 
the  exterior  property  line  as  extended ;  that  there  shall  be 
erected  at  the  intersection  of  Victory  boulevard  and  Clove 
road  after  widening  has  been  constructed  a  block  of  con¬ 
crete  extending  for  a  distance  of  not  less’ than  5  ft.  from 
the  intersection  along  either  street  building  line  except  that 
the  existing  concrete  block  at  the  intersection  may  be  re- 
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tained  until  such  street  widening  is  constructed ;  that  there 
shall  be  erected  on  the  interior  lot  lines  adjoining  Lot  No. 
15  a  masonry  wall  not  less  than  7  ft.  in  height ;  that  along 
the  interior  lot  line  adjoining  Lot  No.  7  there  shall  be 
erected  a  wall  not  less  than  6  ft.  in  height  consisting  of  3  ft. 
high  masonry  base  and  a  3  ft.  high  ornamental  picket  fence ; 
that  on  all  other  interior  lot  lines  to  the  south  adequate 
fences  shall  be  maintained  which  may  be  of  the  picket  type ; 
that  lights  for  general  illumination  shall  be  on  metal  stand¬ 
ards  with  metal  reflectors  so  arranged  as  to  reflect  away 
from  the  adjoining  residential  occupancies;  that  planting 
shall  be  maintained  along  the  southerly  and  westerly  lot 
lines;  that  such  planting  shall  be  protected  with  a  concrete 
curb  not  less  than  6  in.  in  height  and  6  in.  in  width ;  that 
signs  shall  be  restricted  to  a  permanent  sign  attached  to  the 
accessory  building  and  to  the  illuminated  globes  of  the 
pumps,  excluding  all  roof  signs  and  temporary  signs,  but 
permitting  the  erection  within  the  building  line,  near  the 
intersection  of  Victory  boulevard  and  Clove  road,  of  a  post 
standard  for  supporting  a  sign  which  may  be  illuminated, 
advertising  only  the  brand  of  gasoline  on  sale;  that  such 
sign  may  extend  beyond  the  building  line  of  Clove  road  and 
Victory  boulevard  for  a  distance  of  not  over  5  ft.;  that  the 
heating  boiler  in  the  accessory  building  shall  be  separated 
from  the  balance  of  the  building  by  fireproof  construction; 
that  such  space  shall  be  enterable  only  from  the  exterior ; 
that  during  the  term  of  this  variance  the  premises  shall  be 
occupied  for  no  other  use  than  as  a  gasoline  service  station 
as  herein  proposed;  that  there  shall  be  no  parking  of  motor 
vehicles  other  than  those  being  serviced  and  no  automobile 
repairing;  that  no  portable  gasoline  tanks  shall  be  used  on 
or  from  the  premises;  that  the  exterior  of  the  accessory 
building  shall  be  of  the  general  design  as  indicated  on  plans 
filed  with  this  application  marked  “Received  April  24,  1942”; 
that  the  design  of  the  lot  line  walls  shall  be  in  harmony 
therewith ;  that  the  roofs  shall  be  surfaced  with  approved 
asbestos  shingles ;  that  before  filing  plans  witli  the  borough 
superintendent  all  plans  shall  be  filed  with  the  Board  for 
approval  by  the  Chairman  in  behalf  of  the  Board ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  approval  of  such  plans. 


176-42-BZ. 

APPLICANT — Street  and  Adikes,  for  Boulevard  Gardens 
Housing  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7d  and  21  of  the  zoning- 
resolution,  to  permit  in  a  residence  use  district,  the 
use  of  a  plot  of  ground  as  a  recreational  area  for 
the  tenants  of  a  building  not  located  on  the  same 
lot  with  the  proposed  use. 

PREMISES  AFFECTED — 56-39  to  56-51  30th  avenue, 
north  side,  100.78  ft.  east  of  56th  place  (Block  No. 
1024,  Lot  No.  8),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  M.  Adikes  and  George  Koch. 
For  Opposition :  Jacob  Bohana,  Harry  Epstein  and 
Hans  Riesenfeld. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (176-42-BZ) 

Whereas,  Street  and  Adikes,  for  Boulevard  Gardens 
Housing  Corporation,  owner,  filed  March  4,  1942  an  ap¬ 
plication  under  sections  7d  and  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  use  of  a 
plot  of  ground  as  a  recreational  area  for  the  tenants  of 
a  building  not  located  on  the  same  lot  with  the  proposed 
use;  premises  56-39  to  56-51  30th  avenue,  north  side,  100.78 
ft.  east  of  56th  place  (Block  No.  1024,  Lot  No.  8),  Wood- 
side,  Borough  of  Queens;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  5,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  30th  avenue  and  28th  avenue  , 
are  each  in  residence  and  unrestricted  use  districts;  56th 
place  is  in  a  residence  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alisc.  Application  No.  11427-1941  dated  February  2,  1942, 
reads : 

“1.  A  playground  intended  as  a  recreational  area  for 
the  tenants  of  a  building  must  be  on  the  same  lot  with 
the  building  in  question  (sec.  3,  subsec.  9  of  the  Zoning- 
Law.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  127  ft.  on  30th  avenue 
and  a  distance  of  425  ft.  along  the  west  lot  line.  It  is 
proposed  to  use  the  plot  as  a  recreational  area  for  the 
tenants  of  the  Boulevard  Gardens  Housing  Corporation 
buildings  which  are  located  opposite  the  site  on  30th  avenue; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  Section  7, 
subdivision  d  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7d 
thereof,  to  permit  the  plot  to  be  occupied  as  a  playground, 
on  condition  that  it  will  be  laid-out  and  maintained  sub¬ 
stantially  as  proposed,  except  that  the  soft  baseball  field 
shall  not  be  included ;  that  the  premises  shall  be  fenced  as 
proposed  on  all  lot  lines ;  that  the  proposed  field  house 
shall  be  relocated  so  that  the  32  ft.  dimension  shall  be 
parallel  to  the  lot  line  of  the  adjoining  lot.  No.  34,  but 
not  nearer  than  15  feet  thereto;  that  this  playground  shall 
be  operated  without  any  charges  to  the  users,  who  mav  be 
restricted  to  the  tenants  of  the  Boulevard  Gardens  or  may 
include  the  children  of  the  residents  on  the  abutting  lots 
if  approved  by  the  State  Commissioner  of  Housing;  that 
this  playground  shall  be  used  only  during  daylight  hours; 
that  it  shall  be  adequately  supervised  at  all  times  by  trained 
attendants ;  that  it  shall  be  primarily  for  the  use  and 
pleasure  of  minors;  that  any  windows  in  the  field  house 
wall  facing  lot  34  shall  be  filled  in  with  glass  block  or  if 
no  windows  are  installed,  the  wall  on  the  westerly  side 
shall  be  unpunctured;  that  all  permits  required  shall  be 
obtained  and  all  work  completed  within  one  year  from  the 
date  of  this  resolution;  that  in  all  other  respects  the  build¬ 
ings  and  uses  shall  comply  with  all  other  requirements  of  the 
Zoning  Resolution  and  all  other  laws,  rules  and  regulations 
applicable  thereto. 


APPEALS  FROM  ADA1INISTRATIVE  DECISIONS. 


1088-41 -A 


APPLICANT— Henry  C.  Brockman,  for  Gulf  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


- •  —  WV.V.OU  dvcuuc,  suutn  siue, 

100  ft.  west  of  Flatbush  avenue  (Block  No.  5024, 
part  of  Lot  No.  28),  Borough  of  Brooklyn 
APPEARANCES—  ' 


For  Applicant :  Joseph  B.  Lynch. 

ACTION  OF  BOARD— Laid  over  to  Tune  9,  1942  at  10 
A.  M.  in  connection  with  Cal.  No.  413-39-BZ. 


765-41 -A. 

APPLICANT — Frank  C.  Keller,  for  New  York  Dugan 
Bros.,  Incorporated,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 222-16  99th  avenue,  south  side, 
100  ft.  east  of  222nd  street  (Block  No.  10805,  Lot 
No.  6),  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Frank  C.  Keller. 

ACTION  OF  BOARD — Appeal  withdrawn,  without  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


Adjourned:  1  :40  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  5,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  CASES. 

293-31-BZ. 

APPLICANT — J.  &  V.  Beach  Holding  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
superintendent  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  for  a 
temporary  period. 

PREMISES  AFFECTED — Southeast  corner  of  Layton 
avenue  and  Shore  drive  (Block  No.  5467,  Lot  No. 
1),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  J.  E.  Van  Doren. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  r  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  -I 
Negative :  . - .  0 


THE  RESOLUTION  (293-31-BZ) 

W  hereas,  this  application,  affecting  premises  southeast 
corner  of  Shore  drive  and  Layton  avenue  (Block  No.  5467, 
Lot  No.  1),  Borough  of  The  Bronx,  was  granted  by  the 
Board  April  15,  1932,  under  section  7f  of  the  zoning  resolu¬ 
tion,  for  a  temporary  period  of  two  (2)  years  on  certain 
conditions,  permit  extended  April  15,  1934,  May  5,  1936, 
April  5,  1938  and  April  30,  1940  and  owner  requests  a  fur¬ 
ther  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  15,  1932  only 
so  far  as  it  has  reference  to  the  term  of  the  variance  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7f  of  the  building  zone  reso¬ 
lution  for  a  term  of  two  (2)  years  from  the  date  of 
this  amended  resolution.” 


42-32-BZ. 

APPLICANT — Samuel  L.  Schwartz,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  under  section  7f  of  the 
zoning  resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline 
service  station  for  a  temporary  period. 


PREMISES  AFFECTED — 2263-22 73  Linden  boulevard, 
northwest  corner  of  Elton  street  (Block  No.  4336, 
Lot  No.  21),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  L.  Schwartz. 

ACTION  OF  BOARD — Application  l'eopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION  (42-32-BZ) 

Whereas,  this  application  affecting  premises  2263-2273 
Linden  boulevard,  northwest  corner  of  Elton  street  (Block 
No.  4336,  Lot  No.  21),  Borough  of  Brooklyn,  was  granted 
by  the  Board  May  6,  1932,  on  certain  conditions,  period 
extended  January  28,  1936,  February  1,  1938  and  February 
6,  1940,  and  owner  requested  a  further  extension  of  the  per¬ 
mit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  6,  1932,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


170-37-BZ. 

APPLICANT — William  R.  McVay,  for  Hermine  Corlis, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 79-05  Little  Neck  road,  south¬ 
east  corner  of  Union  turnpike  (Block  No.  12,  Lot 
Nos.  4,  5  and  6),  Floral  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Wm.  R.  McVay  and  Hermine 
Corlis. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


THE  RESOLUTION  (170-37-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  station,  prem¬ 
ises  79-05  Little  Neck  road,  southeast  corner  of  Union  turn¬ 
pike  (Block  No.  12,  Lot  Nos.  4,  5  and  6),  Floral  Park, 
Borough  of  Queens,  was  granted  by  the  Board  April  12, 
1938,  on  certain  conditions,  resolution  amended  October  11, 
1938,  and  October  3,  1939,  the  time  to  obtain  permits  and 
complete  the  work  extended  October  8,  1940,  the  term  of 
the  permit  extended  March  18,  1941,  under  section  7f  of  the 
zoning  resolution  and  applicant  requested  an  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  12,  1938  as 
last  amended  October  3,  1939,  only  so  far  as  it  has  reference 
to  the  time  for  obtaining  permits  and  completion  of  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
324-42-A. 

APPLICANT — Walfred  Erickson,  for  Atlantic  Basin  Iron 
Works,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 270-276  Conover  street,  west 
side,  360  ft.  south  of  Van  Dyke  street  (Block  No. 
595,  Lot  No.  9),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  T.  M.  McGivney. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  . .  0 


725-41 -A. 

APPLICANT— Lama  and  Proskauer,  for  Globe  Paint  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
and  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — 604-606  Rockaway  avenue,  west 
side,  126  ft.  8Y  in-  south  of  Blake  avenue  (Block 
No.  3560,  Lot  Nos.  31  and  32),  Borough  of  Brook- 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Louis  Fein- 
berg. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings,  and  Insp.  Meyer,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn,  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


782-41 -S. 

APPLICANT — Friendly  Shirt  Company,  Incorporated  (les¬ 
see)  for  H.  M.  and  F.  Schwartz  Realty  Company, 
Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 304  Morgan  avenue  and  1027- 
1037  Metropolitan  avenue,  northeast  corner  (Block 
No.  2914,  Lot  No.  1  and  Block  No.  2915,  Lot  No. 
2),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  J.  Minogue. 

For  Administration :  Fred  Dahlem,  Den’t  of 
Housing  and  Buildings,  and  Thomas  A.  Larkin, 
Fire  Dep’t. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 


1096-41 -A. 

APPLICANT — David  Kaufman,  for  Julius  Schwartz, 
owner  (International  Diesel  Electric  Company,  In¬ 
corporated,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 36-44  38th  street,  west  side, 
211.78  ft.  north  of  Northern  boulevard  (Block  No. 
637,  Lot  No.  52),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Benjamin  Horwitz. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . 
Negative :  . 


THE  RESOLUTION  (1096-41- A) 

Whereas,  David  Kaufman,  for  Julius  Schwartz,  owner 
(International  Diesel  Electric  Company,  Incorporated,  lessee) 
hied  December  19,  1941,  an  appeal  from  a  decision  of  the 
borough  superintendent ;  premises  36-44  38th  street,  west 
side,  211.78  ft.  north  of  Northern  boulevard  (Block  No.  637, 
Lot  No.  52),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  11934-41  dated  December  22,  1941,  reads: 
“1.  The  proposed  storage  and  use  in  a  factory  of 
gasoline  and  fuel  oil  in  connection  with  the  testing  of 
Diesel  engines  is  contrary  to  the  provisions  of  09- 
11.0  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  and  pent  house  (27  ft.)  in  height;  100  ft.  by  100  ft. 
in  area;  of  Class  3  construction;  erected  in  1924;  located 
in  an  unrestricted  use  district;  and  occupied:  cellar,  boiler- 
room  ;  first  floor,  bakery ;  second  floor,  bakery.  It  is  pro¬ 
posed  to  be  occupied:  cellar,  same;  first  floor,  assembly  and 
testing  of  Diesel  engines,  45  persons ;  second  floor,  office, 
26  persons.  Certificate  of  Occupancy  No.  1959,  issued  April 
29,  1931,  permits  the  use  of  the  building  on  the  first  floor 
as  a  bakery ;  and 

Whereas,  the  applicant  contends  that  the  lessee  has  Army 
and  Navy  contracts  for  assembly  and  testing  of  Diesel 
engines  and  for  engines  to  be  tested  with  gasoline ;  that 
the  testing  with  gasoline  will  be  only  for  the  duration  of 
the  Army  contract;  that  the  ceiling  underneath  the  pent¬ 
house  which  occupies  one-fourth  of  the  building  area  is  of 
fireproof  construction  and  the  balance  of  the  first  floor 
ceiling  is  covered  with  Y  in.  plaster  board;  that  the  em¬ 
ployees  are  all  highly  skilled  and  competent  men  familiar 
with  the  hazards  involved  in  the  use  of  gasoline ;  that  the 
gasoline  will  be  transferred  from  an  approved  gasoline  pump 
to  an  approved  50  gallon  portable  dispenser  from  which  the 
gasoline  will  be  transferred  in  small  quantities  as  required 
to  the  Diesel  engines  to  be  tested ;  that  Diesel  oil  for  the 
engines  will  be  obtained  from  two  275  gallon  tanks  located 
in  front  of  the  building;  that  all  necessary  safety  pre¬ 
cautions  will  be  taken ;  that  such  chemical  fire  extinguishing 
equipment  as  may  be  required  by  the  Fire  Department  will 
be  installed;  that  all  welding  operations  involved  in  the 
assembly  of  the  engines  will  be  performed  in  that  portion 
of  the  building  remote  from  the  gasoline  storage;  that  all 
engine  tests  are  conducted  under  the  supervision  of  an  Army 
and  Navy  inspector. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  11934-41,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  gasoline  and  fuel  oil  tanks 
shall  be  installed  in  the  locations  and  substantially  as  indi¬ 
cated  on  revised  plans  filed  this  day ;  that  the  550  gallon  stor¬ 
age  tank  shall  be  installed  below  the  floor  in  accordance  with 
the  requirements  therefor;  that  the  two  (2)  existing  1500 
gallon  fuel  oil  tanks  for  building  heating  shall  comply  with 
the  requirements  of  the  Oil  Burner  Rules  therefor;  that 
the  proposed  two  275  gallon  tanks  installed  below  the  ceiling 
shall  be  erected  on  proper  steel  supporting  racks  and  the 
tanks  shall  be  jacketed  with  wire  mesh  and  concrete  in 
accordance  with  the  requirements  of  the  Oil  Burner  Rules; 
that  main  valves  shall  be  on  the  dispensing  line  of  each 
tank  at  the  tank  and  shall  be  closed  when  the  tanks  are 
not  being  used;  that  such  valves  shall  be  in  addition  to 
the  closed  dispensing  valves  on  the  distributing  line;  that 
any  welding  on  the  premises  shall  be  carried  on  as  remote 
as  possible  from  such  tanks  and  the  dispensing  line;  that 
the  ceiling  of  the  one  story  portion  of  the  building  shall 
be  plastered  with  y2"  cement  plaster  on  the  existing  Y," 
plasterboard  or  otherwise  fire-retarded  in  accordance  with 
the  rules  of  the  Board ;  that  the  floor  underneath  the  second 
story  section  shall  he  of  fireproof  construction;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
4  all  laws,  rules  and  regulations  applicable  thereto  other  than 
0  as  varied  under  Calendar  Number  350-42-S. 
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350-42-S. 

Al’PLICAN  1 — David  Kaufman,  for  Julius  Schwartz, 
owner  (International  Diesel  Electric  Company,  les¬ 
see). 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  borough  superintendent. 

1 ’REMISES  AFFECTED — 36-44  38th  street,  west  side, 
211.78  ft.  north  of  Northern  boulevard  (Block  No. 
637,  Lot  No.  52)  ;  (2nd  floor),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Benjamin  Horwitz. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  0 

THE  RESOLUTION  (350-42-S) 

Whereas,  David  Kaufman  for  Julius  Schwartz,  owner 
(International  Diesel  Electric  Company,  lessee),  filed  on 
April  8,  1942,  an  application  for  a  variation  of  the  require¬ 
ments  of  the  Labor  Law  as  cited  in  a  decision  of  the  bor¬ 
ough  superintendent;  premises  36-44  38th  street,  west  side, 
211.78  ft.  north  of  Northern  boulevard  (Block  No.  637, 
Lot  No.  52)  (2nd  fl.),  Long  Island  City,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  3122-41  dated  March  25,  1942,  reads: 

“1.  The  occupancy  proposed  for  the  2nd  fl.  is  in 
excess  of  the  no.  for  which  the  existing  exits  were 
accepted  by  the  Board  of  Standards  and  Appeals. 

2.  Wood  stud  enclosure  around  stair  of  2nd  fl.  not 
permissible.  Section  270  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  and  penthouse  (27  ft.)  in  height;  100  ft.  by  100  ft. 
in  area;  of  Class  3  construction:  erected  in  1924;  located 
in  an  unrestricted  use  district ;  and  occupied :  cellar,  boiler- 
room ;  first  floor,  bakery;  second  floor,  bakery.  It  is  pro¬ 
posed  to  be  occupied :  cellar,  same ;  first  floor,  Diesel  Engine 
Assembly,  45  persons;  second  floor,  office,  26  persons.  The 
building  is  equipped  with  one  interior  3  ft.  4  in.  iron  stairs 
at  front  of  building,  enclosed  in  4  in.  t.  c.  blocks  at  ground 
floor  and  in.  pine  on  wood  studs  at  second  floor  with 
door  at  first  floor  leading  to  factory,  fireproof  self-closing, 
and  also  one  exterior  fire  escape  leading  from  the  side  of 
the  pent  house  at  second  floor  level  to  street  by  drop  ladder 
in  guides  with  non-fireproof  windows  on  the  course  thereof ; 
and 

Whereas,  the  applicant  contends  that  the  lessee  has  con¬ 
tracts  with  the  Army  and  Navy  for  the  assembly  and 
testing  of  Diesel  engines ;  that  the  ceiling  of  the  first  floor 
is  protected  by  plaster  board,  except  for  the  portion  under¬ 
neath  the  penthouse  which  is  of  concrete  construction ;  that 
the  penthouse  will  not  be  used  for  factory  purposes ;  that 
the  exits  from  the  penthouse  include  a  fire  escape  and  drop 
ladder  to  street  on  north  side  and  iron  stairway  enclosed  in 
terra  cotta  on  the  ground  floor  leading  to  street  and  iron 
ladder  and  scuttle  to  the  roof;  that  the  general  office  on 
the  second  story  has  been  finished  with  knotty  pine  board¬ 
ing  which  veas  ‘also  used  to  enclose  the  waiting  room  at 
the  head  of  the  stairway;  that  it  is  proposed  to  install  all 
fire  extinguishing  equipment  as  may  be  required  by  the 
Fire  Department. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  3122-41,  Obj.  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  stairway  shall  be  enclosed  and  an 
additional  counter-balanced  drop  ladder  to  the  street  shall 
be  installed  as  proposed ;  that  the  occupancy  of  the  2nd  floor 
shall  not  exceed  26  persons  and  that  such  persons  shall  not 
be  engaged  in  factory  work;  that  any  door  in  the  stair 
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enclosure  between  the  1st  and  2nd  floors  opening  into  any 
part  of  the  1st  floor  shall  be  made  fireproof  and  self-closing; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto 
other  than  as  modified  by  the  Board  under  Cal.  No.  1096- 
41-A;  that  the  terms  of  this  resolution  shall  be  deemed  to 
supersede  the  resolution  adopted  by  the  Board  July  7.  1931 
under  Cal.  No.  82-31-S. 


11 8-42- A. 

APPLICAN  T — Arnold  W.  Lederer,  for  133  Boerum  Street 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 133  Boerum  street,  north  side, 
100  ft.  west  of  Graham  avenue  (Block  No.  3070. 
Lot  No.  28),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (118-42-A) 

Whereas,  Arnold  W.  Lederer,  for  133  Boerum  street 
Realty  Corporation,  owner,  filed  on  February  10,  1942  an 
appeal  from  a  decision  of  the  borough  superintendent; 
premises  131-133  Boerum  street,  north  side,  100  ft.  west  of 
Graham  avenue  (Block  No.  3070,  Lot  No.  28),  Borough  of 
Brookljm;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Amendment  to  Alt.  Applic.  No.  11591-38  dated  February  9, 
1942,  reads: 

”1.  The  proposed  change  of  occupancy  of  the  2nd 
and  3rd  floors  of  this  frame  bldg,  from  residence  to 
business  use  is  in  violation  of  the  Bldg. .  Code.  Sects. 
C26-185  and  C26-247. 

2.  Exit  stairs  from  the  upper  floors  do  not  com¬ 
ply  with  the  requirements  of  Art.  7  of  the  Bldg.  Code. 

3.  The  floor  construction  has  insufficient  strength  to 
safely  sustain  the  75#  per  sq.  ft.  live  load  required  bv 
Sect.  C26-345  of  the  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (40  ft.)  in  height;  25  ft.  by  52  ft.  in  area;  of  Class 
4  construction ;  date  of  erection  unknown ;  located  in  an 
unrestricted  use  district ;  and  occupied :  cellar,  storage ; 
first  floor,  furniture  show  room,  1  person;  second  floor, 
former  old  law  tenement,  2  families;  third  floor,  former 
old  law  tenement,  2  families.  It  is  proposed  to  be  occu¬ 
pied  :  cellar,  storage ;  first  floor,  furniture  show  room,  2 
persons;  second  floor,  furniture  show  room  and  storage,  2 
persons;  third  floor,  furniture  show  room  and  storage,  2 
persons  The  building  is  connected  to  No.  131  Boerum 
street  which  is  25  ft.  by  100  ft.  in  area  and  occupied  as 
follows :  first  floor,  furniture  show  room,  2  persons ;  second 
floor,  one  family  at  front,  furniture  show  room  and  storage 
at  rear;  third  floor,  one  family  at  front,  furniture  show 
room  and  storage  at  rear ;  fourth  floor  rear,  furniture  show 
room  and  storage ;  fifth  floor  rear,  furniture  show  room 
and  storage;  and 

Whereas,  the  applicant  contends  that  the  building  is 
frame  construction  with  brick  filled  walls;  that  the  exterior 
of  the  walls  are  surfaced  with  asphalt  shingles  except  the 
rear  wall ;  that  existing  fire  escapes  on  the  rear  are  pro¬ 
vided  with  vertical  ladders;  that  the  building  was  orig¬ 
inally  erected  as  an  old  law  tenement  but  due  to  changing 
conditions  the  tenement  occupancy  was  discontinued  and 
the  present  occupancy  incorporated;  that  plans  for  the 
proposed  changes  in  occupancy  were  filed  but  the  proposi¬ 
tion  was  never  turned  in  completed  by  the  Building  De- 
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partment ;  that  it  is  now  proposed  to  legalize  the  second 
and  third  floor  occupancy;  that  small  coffee  tables  and 
chairs  are  displayed  on  the  floor  and  not  piled  in  heaps, 
consequently  the  live  load  is  very  small ;  that  it  is  therefore 
requested  that  permission  be  granted  to  use  the  second  and 
third  floor  for  the  display  of  such  materials  as  light  coffee 
tables  and  chairs  with  the  stipulation  that  the  existing  floor 
capacity  there  be  not  exceeded;  that  the  ceiling  is  fire 
retarded  at  present  and  the  cellar  stair  is  enclosed  in  fire¬ 
proof  construction;  that  the  fire  escapes  will  be  repaired 
and  placed  in  proper  condition  to  the  satisfaction  of  the 
department  having  jurisdiction;  that  no  persons  are  em¬ 
ployed  above  the  first  floor  and  no  combustible  articles  such 
as  excelsior  or  other  hazardous  materials  are  stored,  sold 
or  handled  therein;  that  all  conditions  as  shown  on  plan 
filed  with  this  appeal  are  existing;  that  no  alterations,  are 
proposed;  that  the  entrance  hall  partitions  of  131  Boerum 
street  are  fire  retarded  as  is  the  cellar  ceiling;  that  the 
connection  at  the  first  story  to  131  Boerum  street  was  ap¬ 
proved  under  Permit  No.  11591-38;  and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  amendment  to  Alt.  Appl.  No.  11591-38,  Objections  1,  2 
and  3,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be 
and  it  hereb}'  is  denied. 


268-42-A. 

APPLICANT — Sidney  Schuman,  for  Central  Manhattan 
Properties  Incorporated,  owner. 

SUBJECT- — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 164-168  East  86th  street  and 
1524  Third  avenue,  southwest  corner  (Block  No. 
1514,  Lot  No.  39),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Sidney  Schuman  and  George  Heil- 
ler. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (268-42-A) 

Whereas,  Sidney  Schuman,  for  Central  Manhattan  Prop¬ 
erties,  Incorporated,  owner,  filed  on  March-  31,  1942  an 
appeal  from  a  decision  of  the  borough  superintendent; 
premises  164-168  East  86th  street  and  1524  Third  avenue, 
southwest  corner  (Block  No.  1514,  Lot  No.  39),  Borough 
of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  164-42  dated  March  26,  1942,  reads: 

“1.  Bldg,  should  be  fireproof  construction  4.2.1  B. 
Code.  Bldg,  is  over  5,000  sq.  ft.  in  area  and  over 
30  ft.  in  height.” 
and 

Whereas,  the  applicant  states  that  the  building  is  4  and 
5  stories  in  height;  100  ft.  3  in.  by  51  ft.  4  in.  in  area;  of 
Class  3  construction;  erected  in  1880;  located  in  a  business 
use  district;  and  occupied:  cellar,  ordinary  use,  1  person; 
1st  floor,  stores,  75  persons;  2nd  floor,  restaurant,  75  per¬ 
sons  ;  3rd  floor,  billiard  room,  70  persons ;  4th  floor,  private 
club,  70  persons ;  5th  floor,  restaurant,  45  persons.  It  is 
proposed  to  be  occupied:  cellar,  same;  1st  floor,  same;  2nd 
floor,  offices;  3rd  floor,  same;  4th  floor,  bowling  alleys,  35 
persons ;  5th  floor,  gymnasium,  25  persons ;  and 
Whereas,  Violation  No.  2708-40,  issued  February  18,  1942 
was  for  changing  the  occupancy  of  the  4th  floor  from  club 
rooms  to  bowling  alley  and  5th  floor  from  restaurant  to 
gymnasium  contrary  to  certificate  of  occupancy  No.  18468 
and  resolution  of  the  Board  of  Standards  and  Appeals 
under  Cal.  No.  445-31-A  ;  and 


Whereas,  the  applicant  contends  that  the  construction  of 
the  building  has  not  been  changed  and  conforms  with  the 
conditions  of  the  resolution  adopted  by  the  Board  under 
Cal.  No.  445-31-A;  that  the  use  of  the  4th  floor  has  been 
changed  from  private  club  with  a  permitted  use  of  70  per¬ 
sons  based  on  the  rate  of  10  sq.  ft.  per  person  to  bowling 
alleys,  35  persons,  based  on  the  rate  of  50  sq.  ft.  per 
person ;  that  the  use  of  the  5th  floor  has  been  changed 
from  restaurant  with  a  permitted  occupancy  of  45  persons, 
based  on  the  rate  of  10  sq.  ft.  per  person  to  a  gymnasium 
with  a  reduction  to  25  persons  at  the  rate  of  50  sq.  ft. 
per  person ;  that  the  change  in  occupancy  of  said  floors 
substantially  reduces  the  hazardous  nature  of  the  occupancy 
and  it  is  requested  that  Item  1  of  the  decision  of  the  borough 
superintendent  be  waived  and  the  change  in  use  and  oc¬ 
cupancy  on  the  4th  and  5th  floors  be  permitted. 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  164-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  ds 
granted  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area ;  that  the  stairway  leading  to  Third  avenue 
shall  be  kept  free  of  all  encumbrances;  that  all  doors  lead¬ 
ing  thereto  shall  be  fireproof  and  self-closing  and  easily 
openable  at  all  times;  that  this  stairway  shall  be  lighted 
at  all  times ;  that  the  enclosure  within  the  roof  penthouse 
of  such  stairway  shall  be  removed ;  that  the  stairway  leading 
to  East  86th  street  shall  be  maintained  with  all  doors  leading 
thereto  fireproof  and  self-closing;  that  the  treads  shall  be 
repaired  wherever  necessary  and  granted  only  so  long  as 
access  is  possible  through  the  window  in  such  stairway 
enclosure  to  the  adjoining  building  on  East  86th  street  to 
the  west;  that  the  occupancy  shall  not  exceed  the  occupancy 
of  the  various  floors  as  proposed;  that  the  interior  alarm 
system  shall  be  maintained ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


292-42-S. 

APPLICANT — William  F.  Gonran,  for  Pioneer  Real  Estate 
Company,  owner  (The  Cornwall  Press,  Incorpo¬ 
rated,  lessee). 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 601-649  West  26th  street,  600- 
620  West  27th  street,  245-259  11th  avenue  and  200- 
218  13th  avenue,  entire  block  (Block  No.  672,  Lot 
No.  1),  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  William  F.  Conran. 

For  Administration  :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  .  1 

Negative:  Commissioners  Savage  and  Blum  and 

Deputv  Chief  Gunn  .  3 

THE  VOTE  TO  RECONSIDER— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative :  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


THE  RESOLUTION  (292-42-S) 

Whereas,  William  F.  Conran  for  Pioneer  Real  Estate 
Company,  owner  (The  Cornwall  Press,  Incorporated, 
lessee)  filed  on  April  9.  1942,  an  application  for  a  variation 
of  the  requirements  of  the  Labor  Law  as  cited  in  an  order 
of  the  fire  commissioner;  premises  601-649  West  26th 
street,  600-620  West  27th  street,  245-259  11th  avenue,  200- 
218  13th  avenue,  entire  block  (Block  No.  672,  Lot  No.  1), 
Borough  of  Manhattan ;  and 
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Whereas,  the  Order  No.  13839-LF,  issued  by  the  fire 
commissioner  March  10,  1942,  reads  : 

“3.  Remove  panic  bolts  from  doors  on  15th  and 
16th  stories.  Section  270  Labor  Law.” 
and 

Whereas,  the  applicant  states  that  the  building  is  19 
stories  (270  ft.  7  in.)  in  height;  607  ft.  by  197  ft.  6  in.  in 
area;  of  Class  1  construction;  erected  in  1931;  located  in 
an  unrestricted  use  district;  and  occupied:  cellar,  boiler- 
room,  engine  room  and  driveway,  5  persons;  first  floor, 
driveway  and  cafeteria,  105  persons;  first  mezzanine,  of¬ 
fices  and  cafeteria,  135  persons;  second  floor,  garage,  110 
persons;  second  mezzanine,  factory  and  warehouse,  315 
persons;  third  to  sixth  stories,  factor}'  and  warehouse,  220 
persons  each  story;  seventh  floor,  factory  and  warehouse, 
330  persons;  eighth  floor,  factory  and  warehouse,  220 
persons;  9th  to  17th  floors,  factory  and  warehouse,  220 
persons  each  floor;  18th  floor,  factory  and  warehouse,  190 
persons ;  19th  story,  factory  and  warehouse,  30  persons ; 
penthouse,  machinery  rooms,  no  persons.  No  change  in 
use  or  occupancy  is  proposed.  The  building  is  equipped 
with  a  sprinkler  system,  a  standpipe  system,  an  interior  fire 
alarm  system,  _  and  fire  drills  are  also  maintained.  The 
building  is  equipped  with  five  interior  stairs  below  the  10th 
floor  and  three  above  the  10th  floor ;  stairs  are  44  in.  wide, 
of  steel  construction,  enclosed  in  tile  and  brick  partitions, 
with  Class  B  kalamein  doors ;  stairs  extend  to  roof  bulk¬ 
head  and  direct  to  street.  Certificate  of  Occupancy  No. 
17871,  issued  October  1,  1931,  permits  the  present  use  and 
occupancy ;  and 

Whereas,  the  applicant  contends  that  the  order  requires 
the  removal  of  panic  bolts  from  doors  to  the  15th  and  16th 
stories;  that  there  are  no  panic  bolts  on  the  15th  story;  that 
panic  bolts  exist  only  on  the  3  doors  at  the  16th  story ;  that 
the  doors  above  and  below  the  16th  stories  open  into 
public  corridors,  thus  leaving  the  16th  floor  doors  accessible 
at  all  times  during  working  hours;  that  prior  to  the  in¬ 
stallation  of  panic  bolts,  large  amounts  of  materials  were 
stolen;  that  the  building  is  equipped  with  a  standpipe  and 
sprinkler  system ;  that  due  to  the  fact  that  public  corridors 
exist  above  and  below  the  16th  floors  and  the  fact  that  the 
doors  on  the  16th  floor  will  be  open  from  the  inside  at  all 
times,  it  is  requested  that  Objection  3  of  the  Fire  Depart¬ 
ment  order  be  rescinded. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner  acting 
on  Order  No.  13839-LF,  Objection  No.  3,  and  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  no  panic 
bolts  shall  be  installed  on  the  doors  on  the  15th  story;  that 
approved  panic  bolts  may  be  installed  on  the  3  exit  doors 
on  the  16th  story;  that  on  such  doors  where  approved  panic 
bolts  are  herein  permitted  to  be  installed,  there  shall  be  a 
push  button  on  the  outside  to  operate  a  gong  for  notifica¬ 
tion  on  the  inside  connected  to  a  device  that  will  release 
the  panic  bolt,  or  that  in  lieu  of  such  device  a  break  glass 
panel  shall  be  installed  in  the  door  to  permit  access  to 
release  the  panic  bolt;  that  such  devices  shall  be  installed 
to  the  satisfaction  of  the  fire  commissioner. 


294-42-A. 

APPLICANT — Frank  V.  Laspia,  for  Taylor  and  Company, 
Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 316-324  Norman  avenue,  south¬ 
east  corner  of  Hausman  street  (Block  No.  2661, 
Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Paul  Pugliese. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (294-42-A) 

Whereas,  Frank  V.  Laspia,  for  Taylor  and  Company, 
Incorporated,  owner,  filed  on  April  9,  1942  an  appeal  from  a 
decision  of  the  borough  superintendent;  premises  316-324 
Norman  avenue,  southeast  corner  of  Hausman  street  (Block 
No.  2661,  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  4641-41  dated  March  27,  1942,  reads: 

“1.  The  construction  of  a  frame  extension  to  a 
business  bldg,  within  the  fire  limits  is  contrary  to  the 
Bldg.  Code,  Sect.  4.1.2  (Adm.  Code  C26-247)” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (12  ft.  2  in.)  in  height;  32  ft.  by  20  ft.  in  area;  of 
Class  4  construction ;  located  in  an  unrestricted  use  dis¬ 
trict;  on  a  lot  180  ft.  by  101  ft.  5'p2  in.  in  area,  erected  in 
1895;  and  used  for  storage:  and 

Whereas,  Violation  No.  4254-41  was  issued  for  erecting 
a  frame  shed  at  the  rear  of  the  premises  without  obtaining 
a  permit;  and 

Whereas,  the  applicant  contends  that  the  1  story  frame 
extension  21  ft.  by  61  ft.  in  area  was  erected  in  1941  with¬ 
out  a  permit;  that  haste  was  necessary  in  the  construction 
as  an  overwhelming  amount  of  defense  orders  caused  a 
very  serious  shortage  of  storage  space ;  that  the  extension 
is  used  solely  for  storage  of  patterns  for  castings ;  that  the 
building  to  which  the  extension  was  made  is  of  frame  con¬ 
struction  and  was  erected  about  50  years  ago ;  that  85%  of 
the  work  being  done  by  the  owner  is  for  the  defense  pro¬ 
gram  and  is  covered  by  priority  ratings ;  that  as  space  is 
limited  and  very  valuable  at  the  present  time,  any  unfavor¬ 
able  decision  on  this  appeal  will  seriously  hamper  the 
national  defense  program ;  and 

Whereas,  an  examination  of  Applic.  No.  4641-41  (Alt.) 
filed  with  the  borough  superintendent  indicates  that  the 
extension  in  question  is  61  ft.  3  in.  by  21  ft.  11  in.  in  area 
and  the  existing  1  story  frame  building  to  which  the  ex¬ 
tension  will  be  added  is  32  ft.  by  20  ft.  in  area.  The  entire 
structure  will  be  94  ft.  3  in.  by  20  ft.  \}/2  in.  in  area.  The 
extension  will  be  constructed  of  frame  walls  built  of  4  in. 
by  6  in.  plates,  sills  and  corner  posts,  2  in.  by  4  in.  studs 
16  in.  on  center  and  covered  on  the  exterior  with  wood 
siding  and  surfaced  on  the  roof  with  5  ply  rubberoid 
roofing,  as  shown  on  plan  filed  with  Alt.  Applic.  No.  4646- 
41  with  the  borough  superintendent  October  2,  1941. 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  4641-41,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  to  permit  the  continuation  of  the  frame  extension 
for  a  term  of  two  (2)  years  on  condition  that  the  building 
with  the  extension  shall  not  be  increased  in  height  or  area ; 
that  such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct ;  that  no  smok¬ 
ing  shall  be  permitted  within  the  building  and  “no  smoking” 
signs  shall  be  displayed  therein;  that  the  building  shall  be 
used  for  no  other  purpose  than  the  present  occupancy  as 
storage  of  patterns. 


3 16-42- A. 

APPLICANT — Sidney  L.  Strauss,  for  General  Bronze 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 43-06  38th  street  and  south  side 
of  Foster  avenue,  between  37tb  and  38th  streets 
(Block  No.  220,  Lot  No.  25),  Long  Island  City, 
Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Irving  Altman. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION  (316-42-A) 

Whereas,  Sidney  L.  Strauss,  for  General  Bronze  Cor¬ 
poration,  owner,  filed  on  April  16,  1942,  an  appeal  from  a 
decision  of  the  borough  superintendent ;  premises  43-06  38th 
street  and  south  side  of  Foster  avenue,  between  37th  and 
38th  streets  (Block  No.  220,  Lot  No.  25),  Long  Island  City, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  1518-42  dated  March  30,  1942,  reads: 

“1.  The  maintenance  of  an  open  flame  in  connection 
with  the  process  of  welding,  within  floor  area  where 
spraying  is  carried  on  is  contrary  to  Rule  6.1.8  Spray 
Rules  of  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (26  ft.)  in  height;  200  ft.  by  115  ft.  in  area;  of 
Class  3  construction ;  equipped  with  a  sprinkler  system ; 
erected  approximately  in  1915;  located  in  an  unrestricted 
use  district;  and  occupied:  first  floor,  machine  shop,  40 
persons ;  second  floor,  machine  shop,  40  persons ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
occupied  by  the  Prime  Contractors  for  the  U.  S.  Navy, 
and  among  other  things  it  is  required  that  certain  spraying 
be  done  in  connection  with  the  manufacturing  process;  that 
it  is  proposed  to  install  a  spray  booth  as  indicated  on  plans 
filed  with  the  borough  superintendent  under  Misc.  Applica¬ 
tion  No.  1518-42;  that  the  spray  booth  will  be  constructed 
in  accordance  with  the  Rules  of  the  Board  and  no  welding 
operations  will  be  carried  on,  nor  will  there  be  any  open 
flames  within  25  ft.  of  the  spray  booth. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1518-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  open  flames  shall  be  nearer 
than  40  ft.  to  the  spray  booth  and  that  the  spray  booth 
shall  comply  with  all  requirements  therefor;  that  no  smok¬ 
ing  shall  be  permitted  on  this  floor;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  the 
sprinkler  system  shall  be  maintained  1o  the  satisfaction  of 
the  fire  commissioner. 


679-40-S. 

APPLICANT — John  T.  Gilmartin,  for  Union  Dime  Savings 
Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Variation  of  the  labor 
law  as  cited  in  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 12-14  East  46th  street,  south 
side,  225  ft.  east  of  Fifth  avenue  (Block  No.  1281. 
Lot  No.  62),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant  :  John  T.  Gilmartin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


THE  RESOLUTION  (679-40-S) 

Whereas,  this  application  for  a  variation  from  the  re¬ 
quirements  of  the  Labor  Law  as  cited  in  a  decision  of  the 


borough  superintendent,  premises  12-14  East  46th  street, 
south  side,  225  ft.  east  of  Fifth  avenue  (Block  No.  1281, 
Lot  No.  62),  Borough  of  Manhattan,  was  granted  by  the 
Board  April  29,  1941,  on  certain  conditions,  and  applicant 
requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  29,  1941,  so 
that  as  amended,  the  resolution  shall  read: 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  acting  on  Alt.  Applic.  No.  2456-40,  Objection 
No.  3,  be  and  it  hereby  is  modified  only  so  far  as  it  has 
reference  to  the  width  of  the  main  hallway  into  which 
both  means  of  exits  lead  to  East  46 th  street,  on  condi¬ 
tion  that  such  hallway  shall  be  altered  so  as  to  provide 
the  full  6  ft.  6  in.  width  up  to  the  vestibule  doors  and 
that  such  vestibule  doors  shall  be  not  less  than  4  ft. 
6  in.  in  width  between  jambs  and  shall  be  located  not 
more  than  5  ft.  from  the  street  building  line;  that  exit 
passageway  as  shown  on  plans  marked  ‘Received  June 
20,  1940’,  to  the  rear  shall  be  maintained  zvhereby  exit 
through  the  adjoining  yard  at  16  East  46 th  street  to 
the  roof  of  the  extension  at  18  East  46th  street,  and 
thence  to  East  4 6th  street,  through  such  building  can 
be  had  at  all  times;  that  a  permit  for  the  use  of  such 
exit  across  the  rear  yard  of  16  East  46th  street  and 
through  the  building  at  18  East  46th  street  shall  be 
obtained  and  filed  with  the  borough  superintendent ; 
that  the  standpipe  system  shall  be  maintained  to  the  sat¬ 
isfaction  of  the  fire  commissioner ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto;  and 
that  the  interior  alarm  shall  be  maintained.” 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

713-38-SA. 

APPLICANT — Monarch  Manufacturing  Works,  Inc., 
owner. 

SUBJECT — Monarch  G-68  Fuel  Unit  for  Oil  Burners,  ap- 
'  proval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


727-38-SA. 

APPLICANT — General  Air  Brush  Manufacturing  Co.,  for 
Sharpe  Manufacturing  Co.,  owner. 

SUBJECT — Sharpe  Paint  Sprayers  and  Equipment,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  for  approval  with¬ 
drawn  in  view  of  action  on  Cal.  No.  604-38-SA 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  I 
Negative :  .  0 


978-38-SA. 

APPLICANT — Giuliani  &  Castorina,  owners. 

SLTBTF.CT — Idrogas  (Plumbing  device),  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn. 

THE  A7OTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  1 

Negative :  .  0 
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121-41-SA. 

APPLICANT — Elevator  Safety  Corporation,  owner. 
SUBJECT — Elsco  Elevator  Roller  Guide,  approval  of. 
APPEARANCES— 

For  Applicant :  Stanley  Ide  La  Coy. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (121-41-SA) 

Whereas,  Elevator  Safety  Corporation,  owner,  filed  on 
February  7,  1941,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
the  Elsco  Elevator  Roller  Guide;  and 
W hereas,  this  appliance  was  submitted  to  the  Com¬ 
mittee  on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

April  23,  1942. 

Re:  Cal.  No.  121-41-SA 

Subject:  Elsco  Elevator  Roller  Guide,  approval  of. 

The  Elevator  Safety  Corporation  filed  February  7, 
1941  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Elsco  Elevator  Safety 
Roller  Guide  under  the  provisions  of  C26-178.0,b  Ad¬ 
ministrative  Building  Code,  for  use  under  C26-952.0, 
Administrative  Building  Code,  and  the  Elevator  Rules 
of  the  Board  of  Standards  and  Appeals. 

The  Elsco  Guide  is  intended  to  replace  the  common 
slipper  type  of  guide  commonly  used  on  elevator  cars 
and  counterweights  in  cooperation  with  the  guide-rails. 

The  Elsco  Guide  contains  no  sliding  contact  surfaces, 
the  parts  in  contact  with  the  rail  being  rollers  mounted 
on  compensating  arms,  which  are  so  supported  upon  a 
bracket  rigidly  attached  to  the  car  sling  or  counter¬ 
weight  as  to  yield  automatically  under  the  varying  con¬ 
ditions  of  use  and  yet  to  maintain  constant  working- 
contact  with  the  rail.  Double  rollers  are  used  on  each 
working  face  of  the  rail.  The  device  is  constructed 
entirely  of  steel  except  the  roller  tires,  which  are  of 
synthetic  resilient  material  sensibly  unaffected  by  oil 
and  heat  within  the  expected  range  of  elevator  service. 
Safety  guards  are  provided  to  prevent  the  Guide  from 
running  off  the  rail  in  case  of  breakage  of  any  part. 
The  rollers  are  mounted  upon  anti-friction  bearings  by 
the  use  of  compensating  levers  which  carry  the  rollers 
at  their  respective  extremities,  and  by  the  provision  of 
resilient  means  for  holding  the  rollers  in  constant  con¬ 
tact  with  the  rails,  preventing  sudden  or  undesired 
displacement  of  the  car  or  counterweight. 

This  apparatus  was  examined  and  tested  by  the  Com¬ 
mittee  of  the  Board  at  77  John  street  on  April  15,  1942 
and  found  to  function  satisfactorily  with  the  elevator 
operating  at  contract  speed  and  load.  The  device  was 
previously  approved  by  the  Board  of  Buildings  on  Jan¬ 
uary  23,  1936.  Records  of  the  Department  of  Housing 
and  Buildings  indicate  safe  operation  of  this  device  in 
buildings  in  New  York  City  since  1935.  On  the  basis 
of  the  foregoing  data  the  Committee  recommends  the 
approval  under  C26-178.0,b,  Administrative  Building 
Code,  of  the  Elsco  Elevator  Roller  Guide  for  use  under 
C26-952.0,  Administrative  Building  Code,  and  the  Eleva¬ 
tor  Rules  of  the  Board  provided  that  elevators  equipped 
with  this  device  are  also  equipped  with  approved  flexi¬ 
ble  guide  clamp  safety  devices  and  to  operate  at  speeds 
not  greater  than  1200  ft.  per  min. ;  that  a  test  of  each 
such  device  on  the  elevator  under  contract  loads  and 
speeds  be  made  after  each  installation.  It  is  recom¬ 
mended  further  that  each  device  bear  a  decalcomania 
label  permanently  affixed  thereto  reading:  “Approved 


by  the  Board  ol  Standards  and  Appeals  for  use  in 
New  York  City  under  Cal.  No.  121-41-SA.” 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  H LIBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Elsco  Elevator 
Roller  Guide,  oil  condition  that  the  appliance  be  manufac¬ 
tured,  installed,  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  the  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
1127-39-SM. 

APPLICANT — Edward  Cahill,  owner. 

SUBJECT — Edward  Cahill  Rolling  Steel  Door,  approval  of 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . .  0 


1059-41-SM. 

APPLICANT— C.  C.  Good  fellow,  for  The  Dierker  Com¬ 
pany,  owner. 

SUBJECT — Vacuum  Breaker  Unit,  when  used  with  Dier¬ 
ker  Therapeutic  Apparatus,  approval  of. 

APPEARANCES— 

For  Applicant:  Charles  C.  Goodfellow. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  . . .  f) 


THE  RESOLUTION  (1059-41-SM) 

Whereas,  C.  C.  Goodfellow,  for  The  Dierker  Company, 
owner,  filed  on  December  8,  1941,  an  application  with  the. 
Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  the  Vacuum  Breaker  Unit  used  with  the 
Dierker  Therapeutic  Apparatus ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report  •  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

April  21,  1942. 

Cal.  No.  1059-41-SM 

Subject:  Vacuum  Breaker  Unit  used  with  the  Dierker 
Therapeutic  Apparatus,  approval  of. 

The  Dierker  Company,  owner,  filed  December  8,  1941 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Vacuum  Breaker  Unit  used  with 
the  Dierker  Therapeutic  Apparatus  under  the  provi¬ 
sions  of  C26-178.0,b  and  C26-1277.0,h  (14.8.2.8)  Ad¬ 
ministrative  Building  Code  and  the  rules  relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  ap¬ 
plied  to  Prevent  Contamination  of  Water  Supply,  of 
the  Board  of  Standards  and  Appeals. 
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The  apparatus  consists  of  a  jar  or  metal  container 
with  inflow  from  the  above  to  the  rectal  applicator 
with  a  connection  to  a  mercury  manometer  for  gauging 
patients’  tolerance.  From  the  applicator  the  return 
flow  has  a  vacuum  or  negative  pressure  connection 
developing  a  maximum  vacuum  of  1  inch  Hg.  enabling 
operator  to  use  this  vacuum  in  emptying  the  bowel, 
also  enabling  operator  to  use  alternate  mild  pressure 
and  mild  vacuum,  giving  colon  an  internal  massage  for 
stimpulating  peristalses.  The  water  connection  pro¬ 
viding  for  the  vacuum  arrangement  is  protected  by  a 
vacuum  breaker  in  the  piping  assembly  of  the  unit  at 
a  point  4  in.  above  the  outlet  from  the  apparatus  to 
the  patient. 

The  mechanical  principle  of  the  vacuum  breaker  is 
that  a  monel  metal,  highly-polished,  sphere  under  in¬ 
ternal  hydrostatic  pressure  is  raised  to  close  the  airport 
located  at  the  top  of  the  unit,  and,  under  reduction 
of  pressure  or  when  vacuum  occurs  in  the  supply  pip¬ 
ing,  the  monel  metal  sphere  drops  into  a  metal  seat, 
acting  as  a  deterrent  check  valve. 

Test  was  made  of  this  apparatus  at  the  test  bench 
of  the  Dept,  of  Water  Supply,  Gas  and  Electricity  on 
January  15,  1942.  Present  at  the  test  were  representa¬ 
tives  of  the  Board  of  Standards  and  Appeals,  the  Dept, 
of  Water  Supply,  Gas  and  Electricity,  the  manufacturer 
and  Prof.  Clevendon  of  New  York  University. 

The  unit  successfully  withstood  a  Hg.  vacuum  of  28 
inches  and  a  sustained  vacuum  varying  from  7  inches 
to  25  inches  of  Mercury,  without  permitting  any  simul¬ 
ated  contaminated  water  being  forced  into  the  riser.  It 
also  withstood  and  successfully  operated  under  a  mini¬ 
mum  residual  pressure  of  5  pounds.  This  type  of 
vacuum  breaker  permits  a  slight  escape  of  water  from 
the  airport  when  internal  hydrostatic  pressures  are 
applied,  but  the  unit  is  enclosed  in  a  box  provided  with 
indirect  waste  outlet.  The  therapeutic  apparatus  itself 
is  also  indirectly  waste  connected. 

Consultation  was  held  with  the  Dept,  of  Housing  and 
Buildings,  the  Department  of  Health  and  the  Dep’t 
of  Hospitals  in  regard  to  this  apparatus  and  suggestions 
for  improvement  therein  have  been  incorporated  in  this 
report. 

As  a  result  of  this  data  and  the  consultation  with  the 
Plumbing  Division  of  the  Dept,  of  Housing  and  Build¬ 
ings,  the  Department  of  Health  and  the  Dep’t  of 
Hospitals,  the  Committee  recommends  the  approval  of 
Vacuum  Breaker  Unit  used  with  the  Dierker  Thera¬ 
peutic  Apparatus  for  use  in  New  York  Citv  under  the 
provisions  of  C26-178.0,b  and  C26-1277F,h  (14.8.2.8) 
Administrative  Building  Code  and  the  rules  of  the 
Board  provided  the  water  supply  is  at  least  one  inch 
above  the  top  of  the  overflow  level  of  receptacle  holding 
solution,  that  a  removable  panel  is  placed  in  the  rear  of 
the  base,  so  that  interior  of  cabinet  can  be  inspected 
and  that  the  device  bear  a  label  reading  “Approved  by 
the  Board  of  Standards  and  Appeals,  as  to  sanitary 
protection  only,  for  use  in  New  York  City,  under  Cal. 
#1059-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tesls. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Vacuum  Breaker 
Unit  used  with  the  Dierker  Therapeutic  Apparatus,  on 
condition  that  the  material  be  manufactured,  installed  and 
labelled,  stamped  or  tagged  in  accordance  with  above  report. 


139-42-SM. 

APPLICANT — The  Pelton  and  Crane  Company,  owner. 

SUBJECT- — Vacuum  Breaker  Unit  used  with  the  Pelton 
Surgical  Cuspidor  (dental  cuspidor),  approval  of. 

APPEARANCES— 

For  Applicant:  Irving  H.  Fell. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


THE  RESOLUTION  (139-42-SM) 


Whereas,  The  Pelton  and  Crane  Company,  owner,  filed 
on  February  18,  1942,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Vacuum  Breaker  Unit  used  with  the  Pelton  Surgical 
Cuspidor  (dental  cuspidor)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

April  24,  1942. 

Cal.  No.  139-42-SM 

Subject:  Vacuum  Breaker  Unit  used  with  the  Pelton 
Surgical  Cuspidor  (dental  cuspidor),  approval  of. 

The  Pelton  and  Crane  Company  filed  February  18, 
1942  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Vacuum  Breaker  Unit 
used  with  the  Pelton  Surgical  Cuspidor  (dental  cus¬ 
pidor)  under  the  provisions  of  C26-178.0,b  (2.1 .2.5 )  b 
and  C26- 1277.0, h  (14.8.2.8)  Adm.  Bldg.  Code  and  the 
rules  of  the  Board  relative  to  Submerged  Inlets  and 
Protective  Methods  to  be  applied  to  Prevent  Con¬ 
tamination  of  Water  Supply. 

This  is  a  dental  cuspidor  with  vacuum  unit.  The 
mechanical  principle  of  the  vacuum  unit  which  combines 
a  dental  cuspidor  flush  and  dental  aspirator  is  that 
under  internal  hydraulic  pressure  a  plastic  double  seat 
faced  piston  rises  against  an  airport  automatically  open¬ 
ing  the  waterway  to  both  the  aspirator  and  the  cuspidor 
outlet  and  when  the  supply  piping  is  subjected  to  a 
vacuum  the  plastic  piston  drops,  acting  as  a  deterrent 
check  valve  and  permitting  a  drop  of  the  water  from  the 
vacuum  breaker  into  the  cuspidor  or  aspirator. 

This  unit  was  tested  at  the  vacuum  bench  of  the 
Department  of  Water  Supply,  Gas  and  Electricity  on 
February  25,  1942.  Present  at  the  test  were  represen¬ 
tatives  of  the  Board  of  Standards  and  Appeals,  the 
Department  of  Water  Supply,  Gas  and  Electricity  and 
the  Department  of  Housing  and  Buildings  and  the 
manufacturer. 

The  unit  was  subjected  to  28 y2  inches  Hg.  vacuum 
without  any  simulated  contaminated  water  being  drawn 
from  the  flooded  cuspidor  or  through  the  submerged 
aspirator  outlet,  nor  was  there  any  simulated  contami¬ 
nated  water  forced  into  the  riser  under  a  duration  test 
of  five  minutes  with  Hg.  vacuums  ranging  from  7  inches 
to  15  inches.  The  vacuum  breaker  elevation  was  one 
inch  above  the  maximum  overflow  rim  of  the  cuspidor. 

Since  the  test  of  February  25,  1942  this  device  has 
been  redesigned  so  that  the  vacuum  breaker  is  now 
4  inches  above  the  overflow  rim  of  the  cuspidor  and  the 
water  supply  to  the  aspirator  has  been  provided  with  a 
check  valve. 

On  the  basis  of  the  above  test  and  the  improvements 
made  as  suggested  it  is  recommended  that  the  Vacuum 
Breaker  Unit  herein  described  for  use  with  the  Pelton 
Surgical  Cuspidor  (dental  cuspidor)  be  approved 
under  C26-178.0,b  (2.1. 2.5.6)  and  C26-1277.0,h  (14.8.2.8) 
and  the  rules  of  the  Board  relative  to  submerged  inlets 
and  protective  methods  to  be  applied  to  prevent  con- 
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tamination  of  water  supply,  for  use  in  New  York 
City,  provided  that  the  unit  bear  a  label  permanently 
affixed  reading:  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  1 39-42- SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

nd 

Whereas,  this  report  recommended  the  approval  of  this 

laterial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  approve  the  material  known  as  the  Vacuum  Breaker 
Jnit  used  with  the  Pelton  Surgical  Cuspidor  (dental  cus- 
idor),  on  condition  that  the  material  be  manufactured, 
rstalled  and  labelled,  stamped  or  tagged  in  accordance  with 
bove  report. 


DISMISSALS 

The  Chairman  called  attention  to  the  fact  where  applica- 
ions  were  filed  for  approval  of  the  following  materials  but 
-here  the  applicants  had  failed  to  prosecute  their  applica- 
■ions  for  approval,  although  duly  notified  to  do  so. 

72-38-SM. 

APPLICANT — N.  L.  Aberson,  for  The  Brickote  Com¬ 
pany,  owner. 

SUBJECT — “Brickote”,  approval  of. 

)ATE  FILED — October  10,  1938. 


749-38-SM. 

APPLICAN  T — Zenitherm  Products,  Incorporated,  owner. 
SUBJECT — Zenitherm  (Floor  and  Wall  Covering),  ap¬ 
proval  of. 

DATE  FILED — August  26,  1938. 


540-39- SM. 

APPLICANT — The  Pozzorite  Corporation,  owner. 
SUBJECT — Portland  Pozzolana  Cement,  manufactured  at 
Alpha  Portland  Cement  Company  Plant  at  Cemen- 
ton,  N.  Y.,  approval  of. 

DATE  FILED— April  29,  1939. 


550-39-SM. 

APPLICANT — Peter  Bajardi,  owner. 

SUBJECT — “Bardi”  Precast  Joist,  Precast  Slab  and  Con¬ 
struction  of  Precast  Joist  and  Monolithic  Slab, 
approval  of. 

DATE  FILED— May  3,  1939. 


1299-39- SM. 

APPLICANT— Speight-Moore  Co.,  Inc.,  for  Tilecrete 
Floors  Company,  owner. 

SUBJECT — -Tilecrete  (reinforced  concrete  construction  for 
floors  and  ceilings),  approval  of. 

DATE  FILED— October  13,  1939. 


THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION— 

Resolved,  that  the  foregoing  applications  be  and  they 
hereby  are  dismissed  for  lack  of  prosecution. 


Adjourned:  4:45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


LOCATIONS  AT  WHICH  ZONING  VARIANCES  FOR  A  TEMPORARY  TERM  HAVE 
BEEN  GRANTED  FOR  TRANSIENT  PARKING  OR  STORAGE  FOR 
MORE  THAN  FIVE  MOTOR  VEHICLES 


Borough  of  Manhattan 


alendar  Expiration 

lumber  Location  Date 

200-33-BZ  2153  1st  avenue  .  6-24-43 

3-34-BZ  229  W.  60th  street  .  2-27-39 

114-35-BZ  15-23  W.  43rd  street  .  11-25-43 

92-36-BZ  109  W.  50th— 110  W.  51st  streets..  2-  3-44 
1 00-36- BZ  135  W.  51st— 130  W.  52nd  streets..  11-  6-42 

124-36-BZ  63  W.  35th  street  .  10-29-42 

1 59-36- BZ  245  W.  41st  street  .  11-  1-40 

174-36-BZ  44  E.  12th  street  .  9-10-42 

112-36-BZ  317  E.  103rd  street  .  2-20-42 

272-36-BZ  One  2nd  avenue — 98  E.  Houston 

street  S-l  ^-4-3 

130-36-BZ  141  E.  48th'  street  ’ .  10-15-42 

17-37-BZ  322  W.  41st  street  .  6-10-43 

86-37-BZ  146  W.  31st  street  .  5-28-42 

1 66-37- BZ  4485  Broadway  .  6-11-42 

171-37-BZ  123  W.  47th  street  .  12-23-43 

106-37-BZ  238  W.  50th  street  .  10-21-43 

S34-37-BZ  412  Lexington  avenue  .  3-17-44 

536-37-BZ  322  W.  57th  street  .  3-3-44 

128-37-BZ  870  8th  avenue  . . .  4-  7-44 

136-37-BZ  239  E.  3rd  street  . .' .  6-11-42 


Calendar  Expiration 

Number  Location  Date 

448-37-BZ  255  W.  33rd  street  .  9-10-42 

456-37-BZ  4866  Broadway  .  10-  8-42 

459- 37- BZ  201  W.  56th  street  .  11-  9-40 

460- 37-BZ  731  Lexington  avenue-141  E.  58th 

street  .  5-  7-42 

461- 37-BZ  247  Madison  avenue  . ' .  10-15-43 

480-37-BZ  21-25  Union  Sq.  West  .  6-11-42 

487-37-BZ  25-53  W.  48th  street  .  4-12-40 

490-37-BZ  246  Nagle  avenue  .  11-19-42 

527-37-BZ  144  E.  43rd  street  .  7-  9-42 

554-37-BZ  896  8th  avenue  .  10-29-42 

558- 37-BZ  62-66  Henry  street  .  9-27-40 

559- 37-BZ  5020  Broadway  .  2-17-44 

573-37-BZ  101  W.  67th  street  .  1-10-41 

593-37-BZ  404  W.  41st  street  .  2-11-43 

599-37-BZ  59-61  Hillside  avenue  . .  4-  7-44 

613-37-BZ  234  W.  124th  street  .  4-30-42 

615-37-BZ  456  W.  41st  street  .  11-13-42 

17-38-BZ  324  W.  34th  street  . .  1-  6-44 

29-38-BZ  251  W.  33rd  street  .  9-10-42 

51-38-BZ  44  Suffolk  street  .  5-28-42 


-•  - -  -  -  ", 

LOCATIONS  AT  WHICH  ZONING  VARIANCES  FOR  A  TEMPORARY  TERM  HAVE 
BEEN  GRANTED  FOR  TRANSIENT  PARKING  OR  STORAGE  FOR 
MORE  THAN  FIVE  MOTOR  VEHICLES 


Borough  of  Manhattan 


Calendar 

Number 

66-38-BZ 

Location 

340  Sixth  avenue  . 

Expiration 

Date 

.  11-  6-42 

Calendar 

Number 

1091-39-BZ 

1120 

Location 
Sixth  avenue 

Expiration 

Date 

.  11  -28-4  ll 

100-38-BZ 

11  W.  35th  street  . 

.  9-10-42 

1289-39-BZ 

423 

W.  35th  street 

.  11-13-44 

145-38-BZ 

475  W.  146th  street  . 

.  5-13-43 

1392-39-BZ 

265 

W.  52nd  street 

.  4-7-44 

150-38-BZ 

4275  Broadway  . 

.  3-24-44 

95-40-BZ 

41  W.  58th  street  . 

.  4-23-42 

274-38-BZ 

169  Dyckman  street  . 

.  10-28-43 

216-40-BZ 

306 

E.  107th  street 

.  2-11-42 

315-38-BZ 

601  W.  165th  street  . 

.  6-  4-42 

235-40-BZ 

1060 

St.  Nicholas  avenue  . 

.  1-21-42 

512-38-BZ 

109  W.  31st  street  . 

.  9-17-42 

421-40-BZ 

122 

E.  32nd  street 

.  7-16-42 

583-38-BZ 

1738  Broadway  . 

.  11-  9-42 

507-40-BZ 

235 

Riverside  drive 

(95th  : 

street)..  4-29-43 

589-38-BZ 

303  W.  51st  street  . 

.  12-13-38 

568-40-BZ 

259 

W.  124th  street 

.  11-13-42 

702-38-BZ 

7-9  E.  2nd  street  . 

.  2-  6-42 

631-40-BZ 

333 

W.  34th  street 

.  10-15-42 

763-38-BZ 

732  Second  avenue  . 

.  11-  5-43 

631-40-BZ 

323 

W.  34th  street 

.  5-27-431 

802-38-BZ 

225  W.  33rd  street  . 

.  10-28-43 

647-40- BZ 

601 

W.  134th  street 

.  1-14-42 

840-38- BZ 

52  E.  8th  street  . 

.  2-18-43 

691-40-BZ 

3325 

Broadway  . . . . 

.  1-14-43 

902-38- BZ 

337  W.  49th  street  . 

.  6-17-43 

726-40-BZ 

418 

W.  41st  street 

.  2-25-43 

933-38-BZ 

234  W.  31st  street  . 

.  10-28-43 

818-40-BZ 

1882 

Second  avenue 

.  1-20-44 

1013-38-BZ 

235  E.  97th  street  . 

.  5-5-44 

819-40-BZ 

1888 

Second  avenue 

.  1-20-44 

1018-38-BZ 

3740  Broadway  . 

.  4-4-41 

830-4-0- BZ 

105 

F.  48th  street 

9-  9-46 

1181-38-BZ 

203  W.  95th  street  . 

.  4-  4-44 

1 026-40- BZ 

430 

W.  41st  street 

.  2-25-43 

1193-38-BZ 

29  W.  28th  street  . 

.  3-11-44 

1071-40-BZ 

428 

W.  45th  street 

.  4-15-43 

1197-38-BZ 

318  W.  34th  street  . 

.  12-  3-42 

1192-40-BZ 

312 

W.  59th  street 

.  6-10-43 

1199-38-BZ 

341  W.  53rd  street  . 

.  4-15-43 

72-41 -BZ 

45th 

street  to  46th 

street, 

275  feet 

31-39-BZ 

331  W.  53rd  street  . 

.  4-15-43 

W 

.  of  Lexington  avenue 

.  7-15-43 

70-39-BZ 

2b0  Madison  avenue  . 

.  6-24-43 

105-41-BZ 

442 

E.  109th  street 

.  1-28-44 

188-39-BZ 

204  E.  45th  street  . 

.  2-20-42 

304-41 -BZ 

116 

W.  31st  street 

.  6-24-43 

3 10-39-BZ 

249  W.  43rd  street  . 

.  1-27-44 

379-41-BZ 

220 

W.  230th  street 

.  11-18-43 

422-39- BZ 

305  W.  21st  street  . 

.  4-17-44 

385-41-BZ 

2  W.  53rd  street  . . 

.  11-12-43 

433-39-BZ 

22b  JMagle  avenue  . 

.  2-3-44 

426-41 -BZ 

125 

Ft.  Washington 

avenue 

.  7-  8-43 

566-39-BZ 

140  Post  avenue  . 

.  9-30-43 

436-41-BZ 

109 

W.  227th  street 

10-28-43 

799-39-BZ 

4  E.  135th  street  . 

.  5-20-46 

503-41-BZ 

314 

W.  43rd  street 

.  4-7-44 

823-39-BZ 

231  W.  50th  street  . 

.  1-13-44 

997-41-BZ 

1891 

Second  avenue 

.  5-5-44 

Borough  of  The  Bronx 


101-32-BZ  2871  Bailey  avenue  .  5-19-44 

207-33-BZ  401  E.  203rd  street .  5-18-39 

337-33-BZ  River  avenue,  E.  S.  100  Ft.  N.  161st 

street  .  10-22-42 

309-35-BZ  Wilson  avenue  and  214th  street, 

N.  W.  corner  .  9-  5-40 

328-35-BZ  922  Westchester  avenue  .  2-10-44 

70-36-BZ  2692  Jerome  avenue  .  7-  7-38 

148-36-BZ  856  E.  167th  street  .  12-13-40 

261-36-BZ  2891  Bailey  avenue  .  10-15-42 

314-36-BZ  619  E.  163rd  street  .  2-17-44 

3-37-BZ  2825  Bailey  avenue  .  3-18-43 

11-37-BZ  6007  Broadwajr  .  4-22-43 

216-37-BZ  461  Grand  Concourse  .  11-  3-42 

235-37-BZ  3311  Eastchester  road  .  3-17-44 

388-37-BZ  2159  White  Plains  avenue  .  2-  4-43 

414-37-BZ  796  E.  166th  street  .  5-24-43 

619-37-BZ  3664  Jerome  avenue  .  5-  7-42 

503-38-BZ  2327  Bathgate  avenue  .  9-16-43 

624-38-BZ  3335  Hull  avenue .  2-  6-42 

703-38- BZ  449  Westchester  avenue  .  11-  8-41 

762-38-BZ  1670  Southern  boulevard  .  5-13-43 

803-38-BZ  3901  White  Plains  avenue  .  2-  4-43 

931-38-BZ  252  E.  203rd  street .  5-  6-43 

1180-38-BZ  1157  Prospect  avenue  .  4-15-43 


377-39-BZ  280  E.  167th  street  .  3-  4-43 

510-39-BZ  5821  Broadway  .  7-  1-43 

846-39-BZ  162nd  street  S.  S.  100  Ft.  W.  of 

Sheridan  avenue  .  10-31-41 

950-39-BZ  3450  Eastchester  road  .  10-15-42 

1017-39-BZ  448  E.  189th  street  .  12-16-43 

1181- 39-BZ  Sedgwick  avenue  and  167th  street, 

N.  W.  corner  .  1-28-43 

1182- 39-BZ  1231  Boscobel  avenue  .  11-26-42 

1183- 39-BZ  3057  Webster  avenue  .  10-  2-42 

513-40-BZ  2958  Webster  avenue  .  10-21-43 

532-40-BZ  988  Forest  avenue  .  6-17-43 

583-40-BZ  3096  Webster  avenue  .  1-20-44 

1022-40-BZ  309  E.  149th  street  .  4-29-43 

1040-40-BZ  590  Crotona  Park  S .  4-22-43 

1080-40-BZ  3490  Jerome  avenue  .  9-30-43 

1129-40-BZ  2750  Webster  avenue .  10-21-43 

1206-40-BZ  5550  Broadway  .  10-28-43 

22-41-BZ  3128  Webster  avenue  .  10-21-43 

37-41-BZ  3349  Webster  avenue  .  10-  7-43 

55-41-BZ  3551  Bainbridge  avenue  .  5-20-43 

92-41-BZ  3375  Boston  road  .  6-10-43 

216-41-BZ  55  W.  169th  street  .  10-21-43 

464-41-BZ  3929  Third  avenue  .  11-12-43 


LOCATIONS  AT  WHICH  ZONING  VARIANCES  FOR  A  TEMPORARY  TERM  HAVE 
BEEN  GRANTED  FOR  TRANSIENT  PARKING  OR  STORAGE  FOR 
MORE  THAN  FIVE  MOTOR  VEHICLES 


Borough  of  Brooklyn 


alendar  Expiration 

H  umber  Location  Date 

272-2 6-BZ  555  Atlantic  avenue  .  6-25-42 

712-26-BZ  2205  Emmons  avenue  .  7-18-43 

327-27-BZ  745  Ralph  avenue  .  5-27-43 

414-29-BZ  970  Nostrand  avenue  .  7-  7-38 

752-29-BZ  8801  Fourth  avenue  .  5-  6-43 

401-31-BZ  1-19  Fifth  avenue  .  4-  2-42 

55-32-BZ  202  Brighton  Beach  avenue  .  6-17-43 

215-32-BZ  670  Halsey  street  .  7-19-42 

354-32-BZ  598  Flatbush  avenue  .  11-19-42 

99-33-BZ  3068  Ocean  parkway  .  9-  1-43 

127-35-BZ  115  Truxton  street  .  2-17-44 

212-35-BZ  948  65th  street  .  9-15-38 

293-36-BZ  344  Eldert  street  .  3-24-44 

39-37-BZ  619  Coney  Island  avenue  .  1-  6-44 

76-37-BZ  601  Livonia  avenue  .  4-14-44 

79-37-BZ  1015  East  New  York  avenue  .  5-27-43 

84-37-BZ  930  Halsey  street  .  5-13-43 

93-37-BZ  261  S.  5th  street  .  4-29-43 

97-37-BZ  1404  East  New  York  avenue  .  12-17-42 

110-37-BZ  345  9th  street  .  10-15-42 

150- 37-BZ  255  Ralph  avenue  .  4-14-44 

151- 37-BZ  365  Ralph  avenue  .  3-10-44 

152- 37-BZ  9508  Church  avenue  .  5-28-42 

164-37-BZ  9716  Church  avenue  .  12-  9-43 

360-37-BZ  26  Stewart  street  .  3-19-42 

1454-37-BZ  9105  3rd  avenue  .  12-  3-42 

1491-37-BZ  1203  East  New  York  avenue  .  6-20-41 

o07-37-BZ  1621  Surf  avenue  .  4-  7-44 

)i 602-37-BZ  25  Irving  avenue  .  9-17-42 

604-37-BZ  266  Clarkson  street  .  6-17-43 

73-38-BZ  2420  Bedford  avenue  .  4-14-44 

!288-38-BZ  3288  Coney  Island  avenue  .  5-  7-42 

344-38-BZ  942  DeKalb  avenue  .  6-  4-42 

404- 38-BZ  214  Schermerhorn  street  .  6-24-43 

405- 38- BZ  240  Schermerhorn  street  .  6-24-43 

406- 38-BZ  134  Schermerhorn  street  .  6-24-43 

'407-38-BZ  137  Schermerhorn  street  .  6-24-43 

440-38-BZ  2902  Surf  avenue  .  10-15-43 

■480-38-BZ  41  Snyder  avenue  .  10-21-43 

692-38-BZ  31  Bay  19th  street  .  11-  6-42 

&44-38-BZ  2717  Pitkin  avenue  .  10-  3-41 

'903-38-BZ  3066  W.  23rd  street  .  9-26-41 


Calendar  Expiration 

Number  Location  Date 

1041-38-BZ  335  Schermerhorn  street  .  3-10-44 

1044-38-BZ  254  Schermerhorn  street  .  3-10-44 

1053-38-BZ  2503  65th  street  .  3-25-43 

388-39-BZ  1197  DeKalb  avenue  .  9-23-43 

422-39-BZ  305  21st  street  .  1-  3-42 

459-39-BZ  505  Utica  avenue  .  1-13-44 

704-39-BZ  698  Livonia  avenue  .  10-21-43 

737-39-BZ  441  Manhattan  avenue  . . .  3-10-44 

842-39-BZ  963  Rutland  road  .  3-11-43 

1175-39-BZ  2201  Beverly,  road  .  4-17-44 

1220-39-BZ  364  Empire  boulevard  .  10-15-42 

1341-39-BZ  705  McDonald  avenue  .  4-  7-44 

99-40-BZ  163  Boerurn  street  .  1-21-43 

299-40-BZ  35-43  Fourth  avenue  .  6-18-42 

372-40-BZ  768  Utica  avenue  .  3-18-43 

609-40-BZ  217  Schermerhorn  street  .  5-  6-43 

795-40-BZ  546  Ralph  avenue  .  5-20-43 

983-40-BZ  413  Flatbush  avenue  .  1-21-43 

986-40-BZ  2201  Surf  avenue  .  4-15-43 

1007-40-BZ  256  Ashland  place  .  10-21-43 

1115- 40-BZ  2101  Surf  avenue  .  4-15-43 

1116- 40-BZ  2100  Surf  avenue  .  3-25-43 

1177-40-BZ  1165  Gates  avenue  .  10-15-43 

1210-40-BZ  424  Hegeman  avenue  .  1-16-44 

1212-40-BZ  1061  Montgomery  avenue  .  4-  1-43 

81-41-BZ  1968  Coney  Island  avenue  .  5-12-42 

232- 41-BZ  9201  Fourth  avenue  .  10-15-43 

233- 41-BZ  9419  Fifth  avenue  .  10-15-43 

240-41-BZ  716  New  Lots  avenue  . 10-28-43 

259-41-BZ  447  Euclid  avenue  .  10-21-43 

3 23-41-BZ  1709  Surf  avenue  .  9-30-43 

370-41-BZ  443  Myrtle  avenue  .  4-  7-44 

333-41-BZ  299  McDougal  street  .  1-  6-44 

414- 41-BZ  2918  W.  17th  street  .  11-12-43 

415- 41 -BZ  612  86th  street  .  12-  9-43 

658-41-BZ  627  86th  street  .  11-25-43 

694-41-BZ  1092  Rogers  avenue  .  1-  6-44 

700- 41-BZ  9317  Third  avenue  .  2-24-44 

701- 41-BZ  183  Btishwick  avenue  .  4-  7-44 

1002-41-BZ  137  Livingston  street  .  3-31-44 

1070-41-BZ  3010  Fulton  street  .  2-10-44 

1 078-41 -BZ  1455  Gates  avenue  .  3-24-44 


Borough  of  Queens 


737-28-BZ  28-09  31st  street  .  10-18-43 

46-33-BZ  Edgemere  avenue,  S.  S.  B.  52nd  to 

B.  53rd  street  .  5-28-42 

174-33-BZ  307  St.  Nicholas  avenue  .  7-  8-43 

551-35-BZ  35-40  Junction  boulevard  .  1-13-44 

I58-36-BZ  83-26  Austin  street  .  9-10-42 

364-36-BZ  31-64  31st  street  .  10-28-43 

1-37-BZ  67-02  62nd  street .  2-  3-44 

54-37-BZ  160-13  Archer  avenue  .  2-  3-44 

103- 37-BZ  25-14  Catalpa  avenue  .  1-  4-40 

104- 37-BZ  89-37  161st  street  .  3-11-43 

105- 37-BZ  89-47  162nd  street  .  4-15-43 

106- 37-BZ  89-17  165th  street  .  2-  1-40 

107- 37-BZ  89-13  164th  street  .  4-23-42 

108- 37-BZ  90-05  160th  street  .  3-11-43 

19-37-BZ  89-17  162nd  street  .  4-15-43 

120-37-BZ  89-28  161st  street  .  11-  9-39 


147-37-BZ  25-68  Steinway  avenue  .  11-18-43 

208-37-BZ  22-65  31st  street  .  4-28-44 

247-37-BZ  40-23  69th  street  .  10-15-42 

262- 37-BZ  21-11  Meriahan  street  .  12-  3-42 

263- 37-BZ  28-11  41st  street  .  2-  8-40 

279-37-BZ  41-10  28th  avenue  .  2-17-44 

348-37-BZ  77-03  Roosevelt  avenue  .  2-18-43 

361-37-BZ  91-01  Roosevelt  avenue  .  11-12-43 

366-37-BZ  75-10  37th  avenue  .  4-  7-44 

382-37- BZ  43-26  48th  street  .  4-23-44 

389-37-BZ  31-08  45th  street  .  4-12-44 

41 1-37-BZ  366  Seneca  avenue  .  5-20-43 

413-37-BZ  50-10  Roosevelt  avenue  .  2-10-44 

418-37-BZ  115  Myrtle  avenue  .  1-28-43 

420-37-BZ  136-30  Roosevelt  avenue  .  6-11-42 

438-37-BZ  41-15  Kissena  boulevard  .  4-  7-44 

444-37-BZ  136-20  39th  avenue  .  1-  3-42 
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LOCATIONS  AT  WHICH  ZONING  VARIANCES  FOR  A  TEMPORARY  TERM  HAVI 
BEEN  GRANTED  FOR  TRANSIENT  PARKING  OR  STORAGE  FOR 
MORE  THAN  FIVE  MOTOR  VEHICLES 


Borough  of  Queens 


Calendar  Expiration 

Number  Location  Date 

479-37-BZ  89-58  163rd  street  .  3-10-44 

489-37-BZ  38-15  Union  street  .  1-28-43 

531- 37-BZ  23-28  30th  street  .  2-18-43 

532- 37-BZ  136-56  39th  avenue  .  7-  6-40 

537-37-BZ  72-01  Roosevelt  avenue . .  10-  8-42 

594- 37-BZ  39-34  60th  street  .  3-  3-44 

595- 37-BZ  170-15,  171-01,  172-01,  173-05  Hill¬ 

side  avenue  . 9-10-42 

608- 37-BZ  142-17  Roosevelt  avenue  .  12-  3-42 

609- 37-BZ  91-02  168th  street  .  3-18-43 

10-38-BZ  136-20  37th  avenue  .  10-22-42 

23-38-BZ  136-43  37th  avenue  .  1-  7-43 

44-38- BZ  89-22  165th  street  .  10-1-42 

89-38-BZ  16-82  Palmetto  street  .  1-20-44 

94- 38-BZ  89-04  166th  street  .  12-17-42 

95- 38-BZ  136-28  39th  avenue  .  10-21-43 

199-38-BZ  137th  street  and  85th  ave.,  S.  E. 

corner  .  6-  4-42 

485-38-BZ  168-29  88th  avenue  .  6-24-43 

523-38-BZ  23-22  31st  street  . ,  4-22-43 

705-38-BZ  136-23  38th  avenue  .  5-  9-41 

819-38-BZ  75-01  Broadway  .  9-23-41 

866-38-BZ  21-23  31st  street  .  4-15-43 

879-38-BZ  31-73  31st  street  .  11-13-42 

904-38-BZ  89-11  168th  street  .  9-23-43 

913-38-BZ  80-02  Kew  Gardens  road  .  4-  9-42 

932-38-BZ  Hillside  avenue  het.  Bessemer  and 

Babbage  streets  .  6-10-43 

943-38-BZ  43-25  43rd  street  .  9-30-43 

1023-38-BZ  168-30  89th  avenue  .  10-28-43 

1092-38-BZ  36-27  167th  street  .  10-28-43 

1148-38-BZ  49-01  48th  avenue  .  2-21-41 

153-39-BZ  40-16  28th  avenue  .  5-23-41 

224-39-BZ  85-37  Van  Wyck  boulevard  .  4-15-43 

418-39-BZ  43-06  43rd  street  . .  7-11-41 

432-39-BZ  96-50  Queens  boulevard  .  Fall  1940 

517-39-BZ  33-02  Astoria  boulevard  .  2-10-44 

822-39-BZ  49-11  Lawrence  street  .  3-19-42 

1160-39-BZ  376  Seneca  avenue  . 12-  9-43 

1285- 39-BZ  21-29  44th  drive  .  3-31-44 

1286- 39-BZ  105-09  64th  road  .  2-13-42 

1287- 39-BZ  105-02  64th  avenue  .  2-13-42 

1308-39-BZ  32-14  31st  street  .  11-  2-43 

1321-39-BZ  142-23  Roosevelt  avenue  .  12-16-42 

1421-39-BZ  90-02  Northern  boulevard  .  6-18-41 

1460-39-BZ  142-33  Roosevelt  avenue  .  1-13-44 

1478-39-BZ  175-01  Hillside  avenue  .  10-15-43 

1493-39-BZ  88-05  168th  street  .  11-13-42 

2-40-BZ  45th  avenue,  S.  S.  180  feet  E.  of  • 

80th  street  .  9-24-42 

38-40-BZ  87-68  170th  street  .  10-15-42 

162-40-BZ  31-06  31st  avenue .  6-17.43 

377-40-BZ  10-25  49th  avenue  .  1-  7-43 


Calendar  Expiration 

Number  Location  Date 

500-40-BZ  147-19  90th  avenue  .  6-24-4. 

607-40-BZ  89-16  Sutphin  boulevard  .  1-14-4. 

690-40-BZ  91-06  Northern  boulevard  .  11-26-41 

968-40-BZ  168-33  Jamaica  avenue  .  1-14-41 

1070-40-BZ  89-39  162nd  street  .  4-15-4. 

1075-40-BZ  89-11  166th  street  .  10-  7-41 

1119-40-BZ  137-35  Queens  boulevard  .  11-25-41 

1211-40-BZ  88-17  1  68th  street  .  5-  6-41 

1222-40-BZ  72-02  Roosevelt  avenue  .  5-20-41 

262- 41-BZ  86-18  Whitney  avenue  .  7-  8-4. 

263- 41-BZ  88-02  43rd  avenue  .  7-  8-41 

375-41-BZ  44-02  Queens  boulevard  .  2-17-44 

558-41-BZ  14-31  Beach  18th  street  .  8-  6-41 

571-41-BZ  26-02  Seagirt  avenue  .  7-17-41 

574-41-BZ  31-17  46th  street  .  1-20-41 

585- 41-BZ  109-02  Rockaway  Beach  boulevard..  7-17-41 

586- 41-BZ  311  Beach  44th  street  .  7-17-41 

587- 41-BZ  32-11  Sprayview  avenue  .  7-17-47 

588- 41-BZ  201  Beach  29th  street  .  7-17-42 

589- 41-BZ  29-01  Lewmay  road  .  7-17-41 

592- 41-BZ  133  Beach  5th  street  .  7-17-42 

593- 41-BZ  1011  Beach  19th  street  .  7-17-42 

595-41-BZ  308  Beach  44th  street  .  7-17-42 

626-41-BZ  165-10  Baisley  boulevard  .  3-  3-44 

654-41-BZ  106  Beach  87th  street  .  8-  6-42 

656-41-BZ  100-02  Rockaway  Beach  boulevard  8-  6-42 

677- 41-BZ  11-25  Foam  place  .  3-31-44 

678- 41-BZ  102  Beach  35th  street  .  8-  6-43 

679- 41 -BZ  35-01  Sprayview  avenue  .  8-  6-43 

680- 41-BZ  167  Beach  61st  street .  8-  6-43 

681- 41-BZ  91  Beach  87th  street  .  8-  6-43 

695-41-BZ  96-02  Rockaway  Beach  boulevard..  4-14-44 

698-41-BZ  157  Beach  61st  street  .  4-28-44 

729-41-BZ  91-01  Northern  boulevard  .  3-31-44 

741-41-BZ  165  Beach  102nd  street  .  4.14.44 

743- 41-BZ  138  Beach  101st  street  .  4-14-44 

744- 41-BZ  161  Beach  101st  street  .  4.14.44 

775-41-BZ  80-01  41st  avenue  .  11-18-43 

801- 41-BZ  132  Beach  31st  street  .  4-21-44 

802- 41-BZ  219  Beach  26th  street  . 4-21-44 

803- 41 -BZ  26-15  Edgemere  avenue  .  4-21-44 

804- 41-BZ  149  Beach  71st  street  .  4-21-44 

828-41-BZ  19-06  Cornaga  avenue  .  2-24-44 

832- 41-BZ  111-20  Rockaway  Beach  boulevard..  4-21-44 

833- 41-BZ  88  Beach  61st  street  .  4-21-44 

834- 41 -BZ  101  Beacli  61st  street  .  4-28-44 

835- 41-BZ  102  Beach  61st  street  .  4-28-44 

837-41-BZ  156  Beach  68th  street .  4-28-44 

864-41-BZ  88-27  Rockaway  Beach  boulevard..  4-28-44 

910-41-BZ  90-11  161st  street  .  2-24-44 

1024-41-BZ  121  Beach  30th  street  .  4.14.44 

1 1 05-41  -BZ  91-12  Roosevelt  avenue  .  4-  7-44 

1-42-BZ  62-28  Junction  boulevard  .  3-  3-44 


Borough  of  Richmond 

Calendar  Expiration 

Number  Location  Date 

342-41-BZ  85-95  Stuyvesant  place  .  12-  2-43 
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CERTIORARI  ORDER  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS 

On  May  11,  1942,  Soloway  &  Solowav,  attorneys  for  Marv  L. 

Morrison,  owner,  served  on  the  Board  a  Petition  and  Notice 
of  Motion  re  the  decision  of  the  Board  on  January  13,  1942, 
denying  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  proposed  change  of  occupancy  of  first  story  - 
premises  710  East  216th  street,  Borough  of  The  Bronx; 
Cal.  No.  959-41-A. 

COURT  DECISIONS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 
Certiorari  Order  Served  on  the  Board. 

Court  Decisions. 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  May,  12,  1942  at  10  A.  M., 
Affecting  Calendar  Numbers  159-36-BZ,  270-42-BZ, 
468-17-BZ,  343-34-BZ,  724-41-BZ,  974-41-BZ,  984-41-BZ, 
1060-41-BZ,  50-42-BZ,  112-42-BZ,  306-42-BZ  and  975- 

41- A. 

Minutes  of  Regular  Meeting  May  12,  1942  at  2  P.  M., 
Affecting  Calendar  Numbers  737-38-BZ,  135-41-BZ,  433- 
39-BZ,  984-38-BZ,  497-23-BZ,  460-26-BZ,  67-33-BZ,’  212- 
35-BZ,  288-38-BZ,  315-38-BZ,  1174-39-BZ,  56-40-BZ, 
402-40-BZ,  173-42-A,  309-42-A,  318-42-A,  320-42-A,  274- 

42-  A,  336-42-A,  149-42-A,  229-42-A,  251-42-A,  255-42-S, 
261 -42- A,  300-42-S,  301-42-A,  310-42-S,  369-42-S,  379- 
42-S,  380-42-S,  634-28-S,  995-41-S,  996-41-A,  1109-41-A, 
889-38-SA,  1055-38-SA,  225-41-SA,  537-41-SA,  1014-41- 
SA,  846-38-SM,  1171-39-SM,  1508-39-SM  and  1546-39- 
SM. 


In  the  matter  of  Capuozzo  (Murdock:): — On  July  IS,  1941, 
the  Board  granted  a  variation,  under  Section  7-F,  for  a 
term  of  10  years,  in  a  business  use  district,  for  erection  and 
maintenance  of  a  garage;  premises  96S-971 — 65th  street. 
Borough  of  Brooklyn;  Cal.  No.  302-36-BZ.  (An  application 
on  these  premises  had  been  previously  denied  under  Section 
21  by  the  Board,  different  applicant  and  owner). 

Supreme  Court  affirmed  the  Board’s  decision  on  the 
previous  application  (March  8.  1938). 

Supreme  Court  affirmed  Board’s  decision  in  present  case 
(N.  Y.  L.  J.  March  31,  1942). 


in  rue  matter  ot  (  oopersmlth  res  (Murdock,  app.) — On  De¬ 
cember  13,  1938,  the  Board  revoked  certificate  of  occupancy 
of  premises,  which  were  being  used  as  a  stable  for  more  than 
five  horses;  Cal.  No.  853-38-A;  premises  northwest  corner 
of  Walnut  street  and  71st  avenue  (Continental  ave.),  Forest 
Hills,  Borough  of  Queens. 

Supreme  Court,  in  a  certiorari  proceeding  to  review  this 
determination,  referred  the  issues  to  an  official  referee  for 
hearing.  On _  petitioner’s  motion,  the  Special  Term  made  an 
order  confirming  the  referee’s  report,  sustaining  the  certiorari 
order,  reversing  the  determination  of  the  Board  and  reinstat¬ 
ing  the  certificate  of  occupancy.  From  this  order  the  Board 
appealed. 

Appellate  Division  reversed  the  order  on  the  law  and  facts, 
without  costs,  denied  motion  to  confirm  report  of  official 
referee,  proceedings  dismissed  without  costs,  and  the  deter¬ 
mination  of  the  Board  was  leinstated  and  confirmed 
Stated  the  evidence  before  the  Board  was  sufficient  to  support 
its  conclusion  that  prior  to  1916  there  never  was  a  non- 
conforming  use  of  the  premises.  The  stabling  of  cows,  as 
incidental  or  accessory  to  the  maintenance  of  a  dairy  farm 
.  was  not  a  use  proscribed  by  the  zoning  ordinance  in  the  area 
in  which  the  premises  are  located.  The  present  use  of  the 
premises  as  a  stable  for  more  than  five  horses  is  a  prohibited 
use  and  cannot  be  deemed  a  continuance  of  the  use  prior  to 
1916.  (N.  Y.  L.  J.  October  15,  1941). 

Court  of  Appeals  sustained  the  Board — no  opinion  (N  Y- 
L.  J.  May  1 ,  1 942) . 
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CALENDAR 


DOCKET 

Nc.zv  Cases  Filed  up  to  May  12,  1942. 

Cal.  No.  Dept.  Premises  A  ffected 

368-42-SA — V  ictory  Bomb  Snuffer  and  Transporter, 
Appliance. 


369-42-S — H.B.B. — 1755-1757  Bushwick  avenue  and  37 
Fanchon  place,  northeast  corner  (Block  No.  3483,  Lot  No. 
10),  Borough  of  Brooklyn,  Alt.  1390-42. 


370-42-BZ— H.B.B. — 9233-9251  Fourth  avenue,  east  side, 
128  ft.  3%  in.  north  of  94th  street  and  9232-9248  Fifth  ave¬ 
nue  (Block  No.  6108,  Lot  Nos.  7,  9,  11  and  12),  Borough 
of  Brooklyn,  B.  N.  813-42. 


371-42-BZ — H.B.B. — 6301-6323  11th  avenue,  east  side, 
from  63rd  street  to  64th  street,  1102-1112  63rd  street  and 
1101-1111  64th  street  (Block  No.  5738,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn,  B.  N.  953-42. 


372-42-SA — “Fire  Smother”  (Rock  Powder  Fire  Extin¬ 
guisher),  Appliance. 


373-42-SA — Handy  Folding  Water  Bucket,  Ten  (10) 
Quart  Capacity,  Appliance. 


374-42-S — F.D. — 214-218  William  street,  east  side,  225  ft. 
north  of  Rose  street  and  18-20  Rose  street  (Block  No.  120, 
Lot  No.  13);  (12th  floor),  Borough  of  Manhattan,  Deci¬ 
sion. 


375-42-BZ — H.B.M. — 752-758  West  End  avenue  and  260 
West  97th  street,  southeast  corner  (Block  No.  1868,  Lot 
No.  61),  Borough  of  Manhattan,  Alt.  604-42. 


376-42-BZ — H.B.B. — -8-16  Clinton  street,  west  side,  34  ft. 
5  in.  south  of  Fulton  street  (Block  No.  238,  Lot  No.  52), 
Borough  of  Brooklyn,  B.  N.  533-42. 


377-42- A — F.D. — 249-255  Varet  street,  north  side,  175  ft. 
east  of  White  street  (Block  No.  3110,  Lot  No.  28),  Bor¬ 
ough  of  Brooklyn,  6475-L.  F.  and  I  )ecision. 


378-42-A — F.D. — 257-261  Varet  street,  north  side,  175  ft. 
1  in.  west  of  Bogart  street  (Block  No.  3110,  Lot  No.  25), 
Borough  of  Brooklyn,  6931 -L.  F.  and  Decision. 


379-42-S — F.D. — 134-184  43rd  street  and  4302-4320  Sec¬ 
ond  avenue,  southwest  corner  (Block  No.  726,  Lot  No.  1), 
Borough  of  Brooklyn,  801 8-L.  F.  and  Decision. 


380-42-S — F.D. — 2-14  Joralemon  street  and  336-374  Fur¬ 
man  street,  southwest  corner  (Block  No.  257,  part  of  Lot 
No.  12),  Borough  of  Brooklyn,  Decision. 


381-42-A— F.D. — 48-50  Division  place,  south  side,  50  ft. 
west  of  Morgan  avenue  (Block  No.  2850,  Lot  No.  14), 
Borough  of  Brooklyn,  90617-L.  C.  and  Decision. 


382-42-BZ— ILB.M.— 530-540  East  81st  street  and  28-34 
Fast  End  avenue,  southwest  corner*  (Block  No.  1577,  Lot 
No.  27),  Borough  of  Manhattan,  Decision  re  Certificate  of 
Occupancy. 


383-42-A — 383  Third  avenue,  east  side,  205  ft.  south  of 
Third  street  (Block  No.  980,  Lot  No.  1),  Borough  of 
Brooklyn,  91111  -L.  C. 


384-42-A — H.B.B. — 40  Hopkins  street,  south  side,  400  ft. 
west  of  Marcy  avenue  (Block  No.  1724,  Lot  No.  25),  Bor¬ 
ough  of  Brooklyn,  Alt.  951-42. 


385-42-A — F.D. — -165  West  46th  street  and  1560  Broad¬ 
way,  east  side,  40  ft.  north  of  West  46th  street  (Block  No. 
999,  Lot  No.  3),  Borough  of  Manhattan,  30768-L.  C. 


386-42-A — H.B.Bx. — 1447  Metropolitan  avenue,  west 
side,  580  ft.  north  of  McGraw  avenue  (Block  No.  3937, 
part  of  Lot  No.  1),  Borough  of  The  Bronx,  Amendment 
to  F.  S.  304-41. 


387-42-A — H.B.Bx. — 1440  West  avenue,  west  side,  312.55 
ft.  north  of  McGraw  avenue  (Block  No.  3937,  part  of  Lot 
No.  1),  Borough  of  The  Bronx,  Amendment  to  E.  S.  298-41. 


388-42-A- -H.B.M. — 512-514  West  29th  street,  south  side, 
200  ft.  west  of  Tenth  avenue  (Block  No.  700,  Lot  Nos.  42 
and  43),  Borough  of  Manhattan,  Amendment  to  P.  &  D. 
Mi  sc.  3237-41. 


389-42-BZ — H.B.Q. — 82-16  to  82-20  Astoria  boulevard 
and  24-08  to  24-12  83rd  street,  southwest  corner  (Block  No. 
1094,  Lot  No.  6),  Jackson  Heights,  Borough  of  Queens, 
Misc.  2144-42. 


390- 42-SA — “Air-Aid”  Emergency  Truck  (Fire  Equip¬ 
ment  Truck),  Appliance. 

391- 42-A — H.B.M.— 719-725  West  181st  street  and  2-8 
Bennett  avenue,  northwest  corner  (Block  No.  2180,  Lot  No. 
80),  Borough  of  Manhattan,  Misc.  1042-42. 


392-42-SA — “Selective  Drink”  Canteen  (Carbonated 
Beverage  Dispenser),  Appliance. 


Restored  to  Calendar. 

135-41-BZ — H.B.M. — 436  West  57th  street,  south  side, 
425  ft.  west  of  Ninth  avenue  (Block  No.  1066,  Lot  No.  50), 
Borough  of  Manhattan,  Decision  re  Certificate  of  Occu¬ 
pancy. 


737-38-BZ — H.B.Bx. — 1171-1185  River  avenue,  west  side, 
100  ft.  south  of  Fast  167th  street  (Block  No.  2496,  Lot  No. 
64),  Borough  of  The  Bronx,  Decision  re  Certificate  of  Oc¬ 
cupancy. 


149-42-A — H.B.Bx. — 2047  Westchester  avenue,  north 
side,  311  ft.  6  in.  west  of  Olmstead  avenue  (Block  No. 
3932,  Lot  No.  18),  Borough  of  The  Bronx,  Amendment  to 
Alt.  91-42. 
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DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 

H.B.B — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M _ - 

Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q _ De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R _ Department 

of  Housing  and  Buildings,  Richmond;  ll.B.Bx _ Department  of 

Housing  and  Buildings,  Bronx;  H.D — Health  Department,  and 
P.D — Fire  Department. 

— 

RULES 


640-41-BZ  Application,  July  10,  1941,  under  sections 
7c  and  21  of  the  building  zone  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Tillie  Resnick,  owner, 
to  permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  extension  of  a  gasoline  service  station- 
premises  1568-1574  McDonald  avenue,  west  side,  90  ft 
north  of  60th  street  (Block  No.  6563,  Lot  Nos.  36  and  39) 
Borough  of  Brooklyn. 


Last  Publication  In  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . Feb. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Mar. 

Certificates  of  Occupancy,  approved 

form  . 

Concrete  Flat  Slabs,  Rules . luly 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  . Dec. 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules  . May 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc..  Rules  for  Testing  of  Apr. 

Fire  Retarding  Rules  for  Garages, 

etc . 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 
Rules 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . lime 

Insulating  Fibre  Board  Rules . Mar. 

Oil  Burner  Rules  . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . 

Platform  Trucks,  Specifications  for 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .Nov.  25,  1941 — Vol.  26,  No.  47A 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — Vol.  26,  No.  34 
Smoking  in  Factories,  Rules  for....  Apr. 

Sprinkler  Rules  . J  une 

Standpipe  Fireline  Rules  . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Apr. 


.Feb. 

17, 

1942- 

—Vol. 

27, 

No. 

7 

.Mar. 

10, 

1942 

—Vol. 

27, 

No. 

10 

.Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47 

duly 

13, 

1937- 

-Vol. 

22, 

No. 

28 

June 

24, 

1941- 

-Vol. 

26, 

No. 

25 

Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

,  Mar. 

3, 

1936- 

-Vol. 

21, 

No. 

9 

June 

15, 

1937- 

-Vol. 

22, 

No. 

24 

Dec. 

2, 

1941- 

-Vol. 

26, 

No. 

48 

Apr. 

7, 

1942- 

-Vol. 

27, 

No. 

14 

May 

5, 

1942- 

—Vol. 

27, 

No. 

18 

Apr. 

28, 

1942- 

-Vol. 

27, 

No. 

17 

Dec. 

16, 

1941- 

-Vol. 

26, 

No. 

50 

Apr. 

13, 

1937- 

-Vol. 

22, 

No. 

15 

Jan. 

21, 

1919- 

-Vol. 

4, 

No. 

3 

May 

20, 

1941- 

-Vol. 

26, 

No. 

20 

.Apr. 

7, 

1925- 

-Vol. 

10, 

No. 

14 

dune 

5, 

1928- 

-Vol. 

13, 

No. 

23 

Mar. 

31, 

1942- 

—Vol. 

27, 

No. 

13 

Jan. 

13, 

1942- 

-Vol. 

27, 

No. 

2 

Jan. 

6, 

1942- 

-Vol. 

27, 

No. 

1 

Nov. 

25,  1941— 

Vol.  26,  No.  47 A 

Nov. 

24, 

1936- 

-Vol. 

21, 

No. 

47 

Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

14,  1942— Vol.  27,  No.  15 

29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 

7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 

24,  1936— Vol.  21,  No.  47 


10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  .  . .  Nov. 

Fireline  Hose  Valves  . Nov. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov. 

Fuel  Oil  Pipe  Terminals  . Nov. 

Fuel  Oil  Burners  for  Industrial  Use. Nov. 

Fuel  Oil  Pumps . Nov. 

Gas  Heaters  . Nov. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov. 

Range  Oil  Burners  and  Space 

Heaters  . Nov. 

Vacuum  Breakers  . Nov. 


25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 

25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 

25,  1941— Vol.  26,  No.  47A 

25,  1941— Vol.  26,  No.  47A 
25,  1941— Vol.  26,  No.  47A 


MAY  19,  1942,  10  A.  M. 


Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  May  19,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

463-41-BZ — Application,  May  20,  1941,  under  section  7c 
of  the  building  zone  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Gulf  Oil  Corporation,  owner,  to  per¬ 
mit  on  a  plot,  located  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  occupied  as  a  gasoline  service  sta¬ 
tion,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  618-628  Jamaica  avenue  and  1  Hale  ave¬ 
nue,  southeast  corner  (Block  No.  3905,  Lot  Nos.  3  and  5), 
Borough  of  Brooklyn. 


2-42-BZ— Application,  January  2,  1942,  under  section  21 
of  the  zoning  resolution,  of  Morris  Goldshore,  applicant,  on 
behalf  of  Max  Minker,  owner,  to  permit  in  a  business  use 
district,  the  conversion  of  occupancy  of  a  building  to  a 
motor  vehicle  repair  shop,  auto  showroom  and  lubritorium ; 
premises  260-262  Delancey  street,  north  side,  25  ft.  west  of 
Columbia  street  (Block  No.  333,  Lot  No.  31),  Borough  of 
Manhattan. 

734-41-BZ— Application,  August  18,  1941,  under  section 
21  of  the  zoning  resolution,  of  Albert  E.  Meyer,  applicant, 
on  behalf  of  Marie  Meyer,  owner  (Carlo  and  Son,  lessees), 
to  permit  the  use  of  the  vacant  portion  of  a  plot,  located 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  as  a  motor  vehicle  repair  shop;  premises  117-09  to 
117-11  101st  (Jerome)  avenue,  north  side,  24  ft.  west  of 
118th  street  (Block  No.  9453,  Lot  No.  22),  Richmond  Hill, 
Borough  of  Queens. 

90-42-BZ — Application,  January  29,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Henry  Winters,  owner,  to  permit  in 
a  business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1253-1263  Boscobel 
avenue,  west  side,  345.85  ft.  north  of  Jerome  avenue  (Block 
No.  2506,  Lot  Nos.  46  and  48),  Borough  of  The  Bronx. 

38-42-BZ — Application,  January  14,  1942,  under  section 
7f  of  the  zoning  resolution,  of  Henry  Nordheim,  applicant, 
on  behalf  of  Lillian  Koff,  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  years,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  440  Sound 
View  avenue  and  445  Underhill  avenue,  northwest  corner 
(Block  No.  3498,  Lot  No.  51),  Borough  of  The  Bronx. 

58- 41-BZ — Application  of  Morris  Perlstein,  applicant,  on 
behalf  of  Gootzeit  Realty  and  Construction  Company,  In¬ 
corporated,  owner,  reopened  March  24,  1942,  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  garage  for  ten  (10) 
motor  vehicles;  premises  67-12  to  67-18  73rd  place,  west 
side,  107  ft.  4 in.  south  of  Metropolitan  avenue  (Block 
No.  3667,  Lot  No.  362),  Middle  Village,  Borough  of  Queens. 

638-40-BZ — Application  of  Nathaniel  T.  Helman,  appli¬ 
cant,  on  behalf  of  Cortland  Realty  Company  of  New  York, 
owner  (Jules  Ullman,  lessee),  reopened  and  restored  to 
calendar  April  7,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  for  a  term  of 
not  more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles  (previously  withdrawn)  ;  premises 
41-48  80th  street,  west  side,  125.39  ft.  north  of  Broadway 
(Block  No.  1499,  part  of  Lot  No.  1),  Jackson  Heights, 
Borough  of  Queens. 

132-42-BZ — Application,  February  17,  1942,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  N.  T.  Helman,  appli¬ 
cant,  on  behalf  of  Queensboro  Investing  Company,  owner 
(Jules  Ullman,  lessee),  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  37-36  83rd 
street,  west  side,  240  ft.  south  of  37th  avenue  (Block  No. 
1470,  Lot  No.  24),  Jackson  Heights,  Borough  of  Queens. 

59- 42-BZ — Application,  January  15,  1942,  under  sections 
7f  and  7i  of  the  zoning  resolution,  of  Raymond  P.  Hughes, 
applicant,  on  behalf  of  Mutual  Life  Insurance  Company 
of  New  York,  owner,  to  permit  in  a  business  use  district, 
the  erection  and  the  maintenance,  for  a  temporary  term  of 
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seven  (7)  years,  of  a  building  to  be  used  as  a  garage  for 
more  than  five  (5)  motor  vehicles  and,  also,  motor  vehicle 
repair  shop;  premises  195-199  Fourth  avenue,  east  side,  20 
ft.  south  of  Sackett  street  (Block  No.  952,  Lot  Nos.  6  and 
7),  Borough  of  Brooklyn. 

5-42-BZ — Application,  January  2,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Bernard  Trencher,  applicant,  on 
behalf  of  Henry  Felsenstein,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles  and,  also,  gasoline  service  sta¬ 
tion  and,  also,  the  inclusion  of  a  motor  vehicle  repair  shop 
use  in  the  garage  building;  premises  2042-2050  Ocean  ave¬ 
nue,  west  side,  470  ft.  south  of  Avenue  O  and  300  ft.  north 
of  Avenue  P  (Block  No.  6766,  Lot  Nos.  36  and  38),  Bor¬ 
ough  of  Brooklyn. 

479-41-BZ — Application,  May  27,  1941,  under  section  7f 
of  the  zoning  resolution,  of  Harry  Schnoll,  applicant  and 
lessee,  on  behalf  of  William  Eckenfelder,  owner,  to  permit 
in  a  business  use  district,  for  a  temporary  term  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  to  be  operated  in  conjunction  with 
the  gas  station  on  the  adjoining  lot;  premises  2450  White 
Plains  road,  east  side,  24.45  ft.  and  76  ft.  south  of  Mace 
avenue  (Block  No.  4430,  Lot  Nos.  19  and  21),  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  19,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

173-42-A — 40-30  23rd  street,  west  side,  100  ft.  north  of 
41st  avenue  (Block  No.  409,  Lot  No.  38),  Long  Island  City, 
Borough  of  Queens. 

312-42-A— 304-320  East  45th  street,  south  side,  90  ft.  east 
of  Second  avenue  (Block  No.  1337,  Lot  Nos.  40  to  49, 
inclusive),  Borough  of  Manhattan. 

1134-39-A — 6914-6918  Fifth  avenue,  west  side,  102  ft. 
8^4  in.  south  of  Bay  Ridge  avenue  (Block  No.  5873,  Lot 
Nos.  48  and  49),  Borough  of  Brooklyn  (reopened  April 
17,  1942;  previously  denied). 

Appliances  and  Materials  for  Approval. 

200-39-SA — Amendment  of  resolution  adopted  April  25, 
1939,  approving  Carrier  Self-Contained  Air  Conditioning 
Units,  Types  50G,  50H,  50C  and  50M  for  voluntary  use, 
reopened  January  20,  1942  to  include  Models  41B,  41Q,  5 1 B 1 , 
51 B2,  51C2  and  51 D2. 

183-41-SA — Carrier  Humidifier,  Type  49D2. 

969-41-SA — Central  Stations  Signals,  Incorporated  Auto¬ 
matic  Thermostatic  Central  Office  Connected  Fire  Alarm 
System. 

438-41-SM — Mono-Ammonium  Phosphate  as  Flame¬ 
proofing  Compound. 

978-41-SM — Trageser  275  Gallon  Basement  Obround 
Fuel  Oil  Tank. 


MAY  26,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning  May  26,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 


1307-39-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Peter  Schmuck,  owner  (87  Columbia  Garage,  In¬ 
corporated,  lessee),  reopened  November  25,  1941,  under 
sections  7e,  7h  and  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (there  are  buildings 
on  the  plot  in  question)  ;  premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue  (Block  No.  1034, 
Lot  Nos.  48  to  53,  inclusive),  Borough  of  Manhattan. 

524-31-BZ — Application  of  Healy  and  Fusfeld  and  George 
Euell,  applicants,  on  behalf  of  Fordham  Towers,  Incor¬ 
porated,  owner,  reopened  March  10,  1942,  under  section  21 
of  the  zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  conversion  of  occupancy  of  a  building,  previously 
granted  by  the  Board  for  use  as  mercantile  stores  or  shops 
or  executive  offices,  prohibiting  fish  or  meat  markets  and 
delicatessen  shops;  prohibiting  signs  or  advertising  of  any 
nature  or  description  except  on  plate  glass  show  windows 
of  the  store  fronts  of  the  Grand  Concourse  frontage  of  the 
building  or  on  the  facade  of  the  Grand  Concourse  portion 
of  the  structure ;  that  no  merchandise  shall  be  stored  or 
displayed  outside  the  building  line — for  use  as  automobile 
showrooms  and  stores  including  permission  to  sell  food 
stuff,  etc.;  premises  2332-2340  Grand  Concourse,  244  Field 
place,  southeast  corner  and  2331-2345  Ryer  avenue  (Block 
No.  3159,  Lot  Nos.  B,  14,  15,  19  and  23),  Borough  of  The 
Bronx. 

844-41-BZ — Application,  September  30,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant,  1 
on  behalf  of  O’Donohue  Holding  Corporation,  owner 
(Joseph  A.  Cascardi,  lessee),  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  9-09  Seagirt  avenue  and  149  Beach 
9th  street,  southwest  corner  (Block  No.  145,  part  of  Lot 
No.  1),  Far  Rockaway,  Borough  of  Queens. 

843-41-BZ— - -Application,  September  30,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Roche’s  Beach,  Incorporated,  owner,  to  permit 
in  a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  212  Beach  17th  street,  northeast  corner  of  Seagirt 
avenue  (Block  No.  130,  Lot  No.  1),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 

1028-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Charles  McManamy  and  Remuda  Realty  Hold¬ 
ing  Corporation,  owners  (Sophie  Ader,  lessee),  to  permit 
in  a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  29-07  Seagirt  avenue,  south  side,  60  ft.  west  of 
Beach  29th  street  and  29-14  to  30-02  Lewmay  road,  north 
side,  60  ft.  west  of  Beach  29th  street  (Block  No.  300,  Lot 
Nos.  16  and  53),  Edgemere,  Borough  of  Queens. 

830-41-BZ — Application,  September  26,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Edgemere-Britain  Company,  Incorporated, 
owner  (Samuel  Benerofe,  lessee),  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
138  Beach  30th  street,  east  side,  65  ft.  south  of  Lewmay 
road  (Block  No.  301,  part  of  Lot  No.  22),  Edgemere,  Bor¬ 
ough  of  Queens. 

841-41-BZ — Application,  September  30,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Belle  Goldstein,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises 
33-03  Spray  view  avenue,  southwest  corner  of  Beach  33rd 
street  (Block  No.  305,  Lot  No.  6),  Edgemere,  Borough  of 
Queens. 
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1027-41-BZ  Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning^  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Evelyn  Syrkin  Cherrj^,  owner  (Louis  Schrad- 
nick,  lessee),  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  170  Beach  42nd 
street,  east  side,  97  ft.  north  of  Boardwalk  (Block  No.  324, 
Lot  No.  13),  Edgemere,  Borough  of  Queens. 

1Q26-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tions  7h  and  21  of  the  zoning  resolution,  of  Max  Horn, 
applicant,  on  behalf  of  Abraham  M.  Davis,  owner,  to  per¬ 
mit  in  a  residence  use  district,-  for  a  temporary  term  of 
not  more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  maintenance  of  a 
two  (2)  car  garage  not  accessory  to  a  dwelling  on  the 
same  lot;  premises  151  Beach  66th  street,  west  side,  275  ft. 
south  of  Larkin  avenue  (Block  No.  359,  Lot  No.  64), 
Arverne,  Borough  of  Queens. 

805-41-BZ — Application,  September  19,  1941,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Joseph  Maas,  owner  (Louis  Friedman,  lessee), 
to  permit  in  a  business  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  on  an  existing  gaso¬ 
line  service  station;  premises  201  Beach  66th  street  and 
66-02  to  66-10  Rockaway  Beach  boulevard,  northwest  corner 
(Block  No.  396,  Lot  No.  107),  Arverne,  Borough  of  Queens. 

836-41-BZ — Application,  September  26,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Zimergast  Realty  Company,  Incorporated, 
owner  (Paul  J.  Paul,  lessee),  to  permit  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
98-01  Rockaway  Beach  boulevard  and  185  Beach  98th  street, 
southwest  corner  (Block  No.  637,  Lot  No.  39),  Rockaway 
1  Beach,  Borough  of  Queens. 

655-41-BZ — Application  of  Max  Horn,  applicant  on  be¬ 
half  of  Della  Estates,  owner,  reopened  October  15,  1941, 
under  section  7h  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  term  of  not  more  than 
two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles  (previously  acted  upon  by  the  Board)  ;  premises 
224  Beach  99th  street,  east  side,  120  ft.  north  of  Rockaway 
I  Beach  boulevard  and  225  Beach  98th  street  (Block  No.  583, 
Lot  No.  1  and  part  of  Lot  No.  23),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

:829-41-BZ — Application,  September  26,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Long  Island  Railroad  Company,  and  Estate 
of  Melvin  G.  Palliser,  Deceased,  owners  (Joseph  P.  Campi, 
lessee),  to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  223  Beach  102nd  street, 
238  Beach  103rd  street  and  102-02  to  102-24  St.  Marks  place, 
north  side  and  south  side  of  Long  Island  Railroad,  from 
Beach  102nd  street  to  Beach  103rd  street  (Seaside  avenue)  ; 
(Block  No.  587,  Lot  Nos.  1,  5,  71  and  76),  Rockaway 
Beach,  Borough  of  Queens. 

1033-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Long  Island  Railroad  Company,  owner 
(Anthony  Luerssen,  lessee),  to  permit  partly  in  a  business 
use  and  partly  in  an  unrestricted  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  268  Beach  116th  street, 
east  side,  250  ft.  south  of  Beach  Channel  drive  (Block  No. 
598,  Lot  No.  100),  Rockaway  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  26,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

318-42-A — 1986  Madison  avenue,  west  side,  59  ft.  11  in. 
south  of  East  127th  street  (Block  No.  1751,  Lot  No.  56)4), 
Borough  of  Manhattan. 

320-42-A— 283  Morris  avenue,  west  side,  52.69  ft.  north 
of  East  139th  street  (Block  No.  2333,  Lot  No.  68),  Borough 
of  The  Bronx. 

1100-41-A — 154  Beach  73rd  street,  east  side,  441  ft.  south 
of  Rockaway  Beach  boulevard  (Block  No.  608,  Lot  No.  79), 
Arverne,  Borough  of  Queens  (under  section  35,  General 
City  Law — re  bed  of  mapped  street). 

11 13-41- A — 153-155  Beach  72nd  street,  west  side,  420  ft. 
south  of  Rockaway  Beach  boulevard  (Block  No.  608,  Lot 
No.  77),  Arverne,  Borough  of  Queens  (under  section  35, 
General  City  Law — re  bed  of  mapped  street). 

Appliances  and  Materials  for  Approval. 

400-32-SA — Superfex  Oil  Burner.  Amendment  of  reso¬ 
lution  adopted  July  12,  1938,  reopened  January  16,  1940 
re  inclusion  of  additional  models  90-93-101A-101AE- 
100A-100AE-200A-200AE-300A-300AE. 

232-42-SM — St.  Louis  Fire  Door  Company  “Ti-Co-Dor” 
metal  clad  counter-balanced  freight  elevator  door. 

355-41-SM — Flintkote  Insulation  Board  Products  as  fol¬ 
lows:  Flintkote  Building  Board,  Flintkote  Insulating 
Lath,  Flintkote  Insulating  Board  Tile,  Flintkote  Insulat¬ 
ing  Plank,  Flintkote  Roof  Insulation,  Flintkote  Sheath¬ 
ing  Board,  Flintkote  Accessories,  battens,  etc. 

780-41-SM — Certain-Teed  Gypsteel  Senior  and  Junior 
Plank  for  Floor  and  Roof  Slabs. 


JUNE  2,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  June  2,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters  : 

353-42-BZ  Application,  April  28,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Charles  M.  Lobejager,  applicant, 
on  behalf  of  Bulova  Watch  Company,  owner,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  occupied  for  factory  use  in  excess  of  the 
area  permitted  by  the  zoning  resolution ;  premises  40-05 
61st  street  and  40-06  62nd  street,  the  south  side  of  Wood- 
side  avenue,  from  61st  street  to  62nd  street  (Block  No. 
1336,  Lot  Nos.  38,  41,  44  and  47),  Woodside,  Borough  of 
Queens. 

879-38-BZ  Application  of  John  M.  Baker,  applicant,  on 
behalf  of  Rocco  Tricarico,  owner,  reopened  March  24,  1942, 
under  section  7h  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  31-53  and  31-73  31st  street,  east  side,  178.14  ft. 
north  of  Broadway  (Block  No.  613,  Lot  Nos.  13  and  19), 
Long  Island  City,  Borough  of  Queens. 

328-42-BZ— Application,  April  21,  1942,  under  section  7f 
of  the  zoning  resolution,  of  Koch  and  Wagner,  applicants, 
on  behalf  of  Bond  and  Mortgage  Company,  owner  (The 
Roberts  Numbering  Machine  Company,  lessee),  to  permit 
in  a  business  use  district,  for  a  term  of  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles;  premises 
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744-752  Jamaica  avenue  and  2-14  Chestnut  street,  southwest 
corner  (Block  No.  4103,  Lot  No.  29),  Borough  of  Brooklyn. 

20-42-BZ — Application,  January  7,  1942,  under  section  7i 
of  the  zoning  resolution,  of  Milton  B.  Weissman,  applicant, 
on  behalf  of  Pauline  Kaufman,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  occupancy  of  part  of  the 
first  story  of  an  existing  building  to  a  motor  vehicle  repair 
shop;  premises  178-186  Putnam  avenue  and  1186-1188  Bed¬ 
ford  avenue,  southwest  corner  (Block  No.  1996,  Lot  No. 
27),  Borough  of  Brooklyn. 

1004-41-BZ — Application,  November  21,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  A.  A.  Forman, 
3rd,  applicant,  on  behalf  of  Dougland  Homes  Corporation, 
owner  (Frederick  Cornelius,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  reconstruction  and  extension  of  a 
gasoline  service  station;  premises  175-42  137th  avenue  and 
137-04  Farmers  boulevard,  southwest  corner  (Block  No. 
3237,  part  of  Lot  No.  24),  Springfield  Gardens,  Borough  of 
Queens. 

662-26-BZ — Application  of  Charles  Richel,  applicant,  on 
behalf  of  Sarah  Richel,  owner,  reopened  November  5,  1941, 
under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  stated  term  of  years,  the  erection 
and  maintenance  of  a  gasoline  service  station;  premises 
3504  to  3510  Boston  Post  road  and  3410  Eastchester  road, 
southeast  corner  (Block  No.  4723,  Lot  No.  66),  Borough 
of  The  Bronx. 

1029-41-BZ — -Application,  November  27,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  to 
permit  in  a  business  use  district,  the  extension  and  recon¬ 
struction  of  an  existing  gasoline  service  station ;  premises 
263  Bay  street  and  16  Hannah  street,  southeast  corner 
(Block  No.  487,  Lot  No.  42),  Tompkinsville,  Borough  of 
Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  9,  1942,  10  A.  M. 

Zoning  A p plications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  June  9,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters  : 

135-41-BZ — Application  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  Fanny  Leon,  owner  (Joe’s  Automotive  Elec¬ 
tric  Service,  lessee),  reopened  May  12,  1942,  for  considera¬ 
tion  as  to  extension  of  pefmit — re  Application,  previously 
granted  on  condition,  under  section  7e  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  conversion 
of  occupancy  of  the  1st  story  of  an  existing  building  to  a 
motor  vehicle  repair  shop  for  a  term  of  one  (1)  year; 
premises  436  West  57th  street,  south  side,  425  ft.  west  of 
Ninth  avenue  (Block  No.  1066,  Lot  No.  50),  Borough  of 
Manhattan. 

413-39-BZ — Application  of  Henry  C.  Brockman,  appli¬ 
cant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopened 
and  restored  to  calendar  June  17,  1941,  under  section  7c  of 
the  building  zone  resolution,  to  permit  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  erection  of  a 
new  building  to  be  used  as  office,  car  washing  and  lubritory, 
all  accessory  to  an  existing  gasoline  service  station  (previ¬ 
ously  withdrawn)  ;  premises  15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of  Lot  No.  28), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING. 

TUESDAY  MORNING,  MAY  12,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  May  5,  1942  and  Tuesday  afternoon, 
May  5,  1942,  were  approved  as  printed  in  Bulletin  No.  19, 
Vol.  27. 


ZONING  CASES. 

159-36-BZ. 

APPLICANT — Alurion  Realty  Corporation,  owner  and 
Public  Service  Interstate  Transportation  Company, 
lessee. 

SUBJECT — Application  reopened  February  18,  1941  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tion  7h  of  the  zoning  resolution,  to  permit  in  a 
retail  one  (1)  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (bus 
terminal). 

PREMISES  AFFECTED — 245-259  West  41st  street,  north 
side,  100  ft.  east  of  Eighth  avenue  (Block  No. 
1013,  Lot  No.  3),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  C.  R.  Barrett. 

ACTION  OF  BOARD — Laid  over  to  October  20,  1942  at 
10  A.  M.  on  request  of  applicant. 


270-42-BZ. 

APPLICANT — Henry  George  Greene,  for  Benjamin  Litt- 
man,  owner  (National  Bent  Steel  Corporation, 
lessee) . 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7i  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle  repair 
shop  (the  stamping  and  installation  of  finished 
metal  body  parts  on  auto  trucks). 

PREMISES  AFFECTED — 53-01  to  53-07  Metropolitan 
avenue,  northeast  corner  of  Nurge  avenue  (Block 
No.  2634,  Lot  Nos.  1  and  59),  Maspeth,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Henry  G.  Greene  and  Marcus 
Miller. 

For  Opposition:  Andrew  J.  Reiff,  Albertina  Hei- 
mann,  Mrs.  W.  Schenck,  Councilman  James  A. 
Phillips  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative :  .  Q 
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THE  RESOLUTION  (27 0-42-BZ) 

Whereas,  Henry  George  Greene,  for  Benjamin  Liftman, 
owner,  filed  April  1,  1942  an  application  under  section  7i 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  a  motor  vehicle  repair  shop 
(the  stamping  and  installation  of  finished  metal  body  parts 
on  auto  trucks)  ;  premises :  53-01  to  53-07  Metropolitan 
avenue,  northeast  corner  of  Nurge  avenue  (Block  No.  2634, 
Lot  Nos.  1  and  59),  Maspeth,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  12,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning- 
resolution  show  that  Nurge  avenue,  34th  street  and  Met¬ 
ropolitan  avenue  are  each  in  business  and  residence  use 
districts;  Flushing  avenue  is  in  a  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  297-1942  dated  April  1,  1942,  reads: 

“1  lie  erection  of  a  building  for  the  stamping  and 
installation  of  finished  metal  body  parts  on  auto  trucks, 
constitute  auto  repair  and  as  such  is  not  permitted  in 
a  business  use  district,  as  per  Art.  II,  Sect.  4  of  the 
Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  99  ft.  9  in.  on  Met¬ 
ropolitan  avenue,  253  ft.  2  in.  on  Nurge  avenue  and  a  dis¬ 
tance  of  181  ft.  3  in.  along  the  east  lot  line.  It  is  proposed 
to  relocate  to  the  east  the  two-story,  frame,  store  and  dwell¬ 
ing  structure  located  on  the  Metropolitan  avenue  front  of 
the  site,  to  demolish  the  other  frame  structures  on  the  site, 
and  to  erect  upon. the  premises  a  one-story  Class  3  building, 
having  a  frontage  of  68  ft.  9  in.  on  Metropolitan  avenue, 
253  ft.  2  in.  on  Nurge  avenue  and  a  distance  of  72  ft.  7  in. 
along  the  north  lot  line.  It  is  proposed  to  use  this  building 
for  the  stamping  and  installation  of  finished  body  parts, 
fire  and  rescue  auto  trucks  (motor  vehicle  repair  shop) 
for  U.  S.  Government  use ;  and 
Whereas,  in  the  opinion  of  the  Board  the  use  as  pro¬ 
posed  does  not  constitute  motor  vehicle  repairing,  provided 
the  work  is  restricted  to  the  placing  of  a  new  body  on  a 
new  chassis. 

Resolved,  that  the  application  be  and  it  herebv  is  zmth- 
drawn. 


468-17-BZ. 

APPLICANT — Henry  Nordheim,  for  1137  Prospect  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  December  23,  1941  (re 
decision  of  the  acting  borough  superintendent)  un¬ 
der  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district  the  proposed  al¬ 
teration  and  extension  of  a  garage  (previously 
granted  by  the  Board)  by  the  conversion  of  store 
occupancy  to  garage  entrance  and  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED — 1137-1145  Prospect  avenue, 
west  side,  50  ft.  north  of  East  167th  street  (Block 
No.  2680,  Lot  No.  55),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  Abe  Gilman. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  () 

THE  RESOLUTION  (468-17-BZ) 

Whereas,  this  application  under  the  zoning  resolution,  to 
permit  the  alteration  and  conversion  of  buildings  formerly 
used  as  a  motion  picture  theatre  to  a  public  garage,  prem- 


ises  1137-1145  Prospect  avenue,  west  side,  50  ft.  north  of 
Efast  167^h  street  (Block  No.  2680,  Lot  No.  53),  Borough 
of  I  he  Bronx,  was  granted  by  the  Board  May  15,  1937,  on 
certain  conditions;  and 

Whereas,  Henry  Nordheim,  for  1137  Prospect  Corpora¬ 
tion,  owner,  requested  reopening  of  the  application  under 
sections  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  alteration  and  extension  of  said 
garage  by  conversion  of  store  occupancy  to  a  garage  en¬ 
trance  and  motor  vehicle  repair  shop ;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
December  23,  1941,  subject  to  usual  procedure;  and 
Whereas  a  public  hearing  was  held  on  this  application 
by  the  13 oar d  of  Standards  and  Appeals,  at  its  regular  meet- 
IPS’  May  12  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Prospect  avenue,  Union  avenue,  East 
167th  street  and  Home  street  are  in  business  use  districts- 
and 


a  Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  997-1941,  dated  April  29,  1942,  reads: 

“1.  Proposed  extension  of  garage  in  a  business  dis- 
tnct  is  contrary  to  Sec.  4  of  the  zoning  resolution. 

2.  Proposed  change  of  store  to  motor  vehicle  repair 
shop  in  a  business  district  is  contrary  to  sec.  4  of  the 
zoning  resolution.” 

and 


Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  with  a  depth  of  100  ft.  Upon  the 
northerly  and  the  rear  part  of  the  plot  there  is  a  one-storv 
non-fireproof  building  having  a  frontage  of  36  ft.  on  Pros- 
pect  avenue,  a  distance  of  100  ft.  along  the  north  lot  line 
and  75  ft.  along  the  rear  lot  line,  occupied  as  a  garage  for 
more  than  five  (5)  motor  vehicles  and  stores.  The  entrance 
to  this  garage  is  through  an  alley  leading  to  Prospect  ave- 
nue.  It  is  proposed  to  close  the  vehicular  entrance  of  the 
garage  leading  to  this  alley,  to  remove  the  wall  at  the  rear 
of  the  stores  facing  on  Prospect  avenue,  and  to  use  the 
resulting  space  and  also  the  rear  part  of  the  building  as  a 
garage  for  more  than  five  (5)  motor  vehicles  and  motor 
vehicle  repair  shop.  Upon  the  south  front  of  the  plot  there 
is  a  two-story,  non-fireproof  building,  38  ft.  by  59  ft.  in 
area,  occupied  on  the  1st  story  as  stores  and  on  the  2nd 
story  as  meeting  rooms,  which  is  to  remain  unaltered. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  15  1917  bv 
adding  thereto:  ’ 

that  in  the  event  the  ozvncr  desires  to  rearrange  the 
garage  space  as  indicated  on  reznsed  plan  marked  ‘Re- 
cewecL  May  1,  1942,  and  to  occupy  the  C'utive  space  as 
showii  for  a  non-storage  garage,  such  rearrangement 
may  be  permitted  and  the  separate  space  indicated  as  a 
motor  vehicle  repair  shop  may  be  permitted  under  sec¬ 
tion  7i  for  a  term  of  two  (2)  years  from  the  date  of 
this  amended  resolution,  provided  the  repair  work  done 
therein  shall  be  by  hand  tools  only,  and  at  the  termina¬ 
tion  of  such  two  year  permit  the  motor  vehicle  repair¬ 
ing  shall  be  eliminated  and  at  that  time  the  space  may 
be  consolidated  with  the  garage  space;  that  any  zvin- 
dozvs  along  the  northerly  lot  line  shall  be  fireproof  and 
self-closing ;  that  the  exit  door  shown  in  the  rear  pas¬ 
sage  shall  be  a  fireproof  and  self-closing  door;  that  such 
passage  shall  be  maintained  for  exit  purposes  as  indi¬ 
cated;  that  no  additional  curb  cuts  or  signs  shall  be 
constructed;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  \ with  all  lazvs,  rules  and  regu¬ 
lations  applicable  thereto/' 


343-34-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Antoinette  Iervo- 
lino,  owner. 

SUBJECT— Application  reopened  September  9,  1941  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tion.  7f  of  the  zoning  resolution  to  permit  in  a 
business  use  district,  the  erection  and  mainte- 
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nance  of  a  gasoline  service  station,  for  a  term 
of  years. 

PREMISES  AFFECTED— 472-476  Atlantic  avenue  and 
83-85  Nevins  street,  southeast  corner  (Block  No. 
185,  Lot  Nos.  4  and  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  L.  Iervolino  and 
Thomas  Iervolino. 

For  Opposition:  Charles  M.  Goldsmith,  Frances 
Goldsmith,  Welz  Zerwick,  Josephine  M.  Bren¬ 
nan,  Bernardine  Claude  and  Francis  L.  Vogel. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

THE  RESOLUTION  (343-34-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning- 
resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  premises  472- 
476  Atlantic  avenue  and  83-85  Nevins  street,  southeast  corner 
(Block  No.  1835,  Lot  No.  5),  Borough  of  Brooklyn,  was 
denied  by  the. Board  March  5,  1935;  and 
Whereas,  Lama  and  Proskauer,  for  Antoinette  Tervolino, 
owner,  requested  reopening  of  the  application  under  section 
7f  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  term  of  years,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  September  9,  1941,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  12,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Nevins  street  and  Atlantic  avenue  are 
in  business  use  districts;  Pacific  street  is  in  residence,  busi¬ 
ness  and  unrestricted  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  1194-1941  dated  July  17,  1941,  reads: 
“The  construction  of  a  gasoline  service  station  with 
auto  laundry,  lubritorium  and  office  in  a  business  use 
district  is  contrary  to  the  Zoning  Resolution,  Sect. 
4(46).” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  40  ft.  on  Nevins  street  and  75  ft.  on  Atlantic 
avenue.  It  is  proposed  to  demolish  the  buildings  now  on 
the  site ;  to  erect  upon  the  plot  a  one-story  accessory  build¬ 
ing,  45  ft.  by  24  ft.  in  area,  to  install  the  necessary  tanks 
and  pumps,  and  to  maintain  the  use  of  the  premises  for  a 
term  of  10  years,  as  a  gasoline  service  station ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  f  of  the  building  zone 
resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 

724-41 -BZ. 

APPLICANT- — Lama  and  Proskauer,  for  Ciro  Di  Palma, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7a,  7b  and  21  of  the 
zoning  resolution,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  exten¬ 
sion  of  an  existing  store  and,  also,  the  conversion 
of  occupancy  of  an  existing  accessory  garage  to 
business  use. 

PREMISES  AFFECTED — 1510  Cortelyou  road,  south 
side,  46  ft.  6  in.  east  of  East  15th  street  (Block 
No.  5158,  Lot  Nos.  3  and  4),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (724-41-BZ) 

Whereas,  Lama  and  Proskauer,  for  Ciro  Di  Palma, 
owner,  filed  August  8,  1941,  an  application  under  sections 
7a,  7b  and  21  of  the  zoning  resolution,  to  permit  partly  in 
a  business  use  and  partly  in  a  residence  use  district,  the  ex¬ 
tension  of  an  existing  store  and  also  the  conversion  of 
occupancy  of  an  existing  accessory  garage  to  business  use ; 
premises  1510  Cortelyou  road,  south  side,  46  ft.  6  in.  east  of 
East  15th  street  (Block  No.  5158,  Lot  Nos.  3  and  4), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  12,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Cortelyou  road  is  in  a  business  use 
district;  East  16th  street  and  Marlborough  road  are  each  in 
residence  and  business  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1903,  dated  July  29,  1941,  reads: 

“2.  Proposed  extension  of  store  extends  into  a  resi¬ 
dence  use  district  is  prohibited  by  Art.  II,  Sec.  3  of  the 
Building  Zone  Resolution. 

3.  Change  of  use  of  accessory  garage,  part  of  which 
extends  in  a  residence  use  district  to  business  use  is 
prohibited  by  Art.  II,  Sec.  3  of  the  building  zone  reso¬ 
lution.” 

and  , 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  34  ft.  7  in.  and  a  maximum  depth  of  123  ft. 
9  in.  An  irregular  shaped  area  at  the  rear  of  the  plot  ex¬ 
tends  into  the  residence  use  district  for  a  maximum  distance 
of  15  ft.,  while  the  balance  of  the  plot  is  in  the  business  use 
district.  Upon  the  front  of  the  plot  there  is  a  three-story. 
Class  3  building,  irregular  in  area  occupied  on  the  first  story 
by  two  stores  and  as  dwellings  above.  Upon  the  westerly 
rear  of  the  plot  is  located  a  one-story  garage  building  20 
ft.  by  13  ft.  in  area.  It  is  proposed  to  erect  a  one-story 
extension  at  the  rear  of  the  existing  building  and  to  use 
this  extension  (and  also  the  garage)  in  conjunction  with 
the  westerly  existing  store.  It  is  proposed  also,  to  rearrange 
the  front  entrance  to  the  cellar  and  to  extend  the  easterly 
frontage  of  the  store  area  of  the  existing  building;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7,  subdivisions  b  and  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  sections  7b  and 
7c  thereof,  to  permit  the  extension  as  proposed  into  the 
more  restricted  district,  on  condition  that  the  extension  shall 
not  exceed  one  (1)  story  in  height,  as  shown;  that  no  win¬ 
dows  shall  be  installed  in  the  rear  southerly  wall;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  that 
the  building  formerly  occupied  as  an  accessory  garage  shall 
not,  after  the  construction  of  this  addition,  be  occupied  for 
such  purposes;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date  of 
this  resolution. 


974-41 -BZ. 

APPLICANT — Frank  C.  Keller,  for  Charles  Timm,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  -the  zoning  resolu- 
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tion,  to  permit  in  a  residence  use  district,  the 
maintenance  of  a  six  (6)  car  metal  garage. 

[i  PREMISES  AFFECTED — 23-56  38th  street  (rear),  north 
side,  379  ft.  east  of  24th  avenue  (Block  No.  804, 
Lot  Nos.  46  and  47),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Frank  *C.  Keller,'  Charles  Timm 
and  Mary  Timm. 

For  Opposition:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

At  TION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (974-41-BZ) 

Whereas,  Frank  C.  Keller,  for  Charles  Timm,  owner, 
filed  November  13,  1941  an  application  under  section  21  of 
the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  .maintenance  of  a  six  (6)  car  metal  garage;  premises 
23-56  38th  street,  north  side,  379  ft.  east  of  24th  avenue 
(Block  No.  804,  Lot  Nos.  46  and  47),  Astoria,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  12,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  38th  street  and  37th  street  are  each 
in  residence  and  business  use  districts ;  23rd  avenue  and 
24th  avenue  are  in  business  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  5647-1941  dated  November  12,  1941, 
reads : 

“1.  The  erection  of  a  six  (6)  car  metal  garage  in 
conjunction  of  an  existing  2  car  metal  garage,  within 
a  residence  district  is  contrary  to  Art.  IT,  Sec.  3  Build¬ 
ing  Zone  Resolution.” 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
i  frontage  of  50  ft.  with  a  depth  of  100  ft.  Upon  the 
ront  of  the  plot  there  is  a  two-story  frame  dwelling  and 
i  two-car  metal  garage ;  upon  the  rear  of  the  plot  (and  less 
Inn  4  ft.  from  the  lot  lines)  there  is  a  six-car  frame  (with 
metal  siding)  garage.  It  is  proposed  to  maintain  the  use  of 
his  six-car  garage;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
jected  by  a  committee  of  the  Board ;  and 
Whereas,  it  appears  from  the  records  that  these  garages 
iave  existed  for  many  years,  although  not  erected  in  ac- 
ordance  with  a  permit  therefor;  and 
Whereas,  the  Board  deemed-  that  the  applicant  had  sub- 
tantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
esolution  and  was,  therefore,  entitled  to  relief  on  the 
rounds  of  practical  difficulty  and  unnecessary  hardship. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
erebv  make  a  variation  in  the  application  of  the  use  district 
egulations  of  the  zoning  resolution,  and  that  the  application 
e  and  it  hereby  is  Granted  under  section  21  thereof,  to 
ermit  the  existing  eight  (8)  private  garages  to  be  con¬ 
fined,  on  condition  that  no  additional  structures  shall  be 
ujlt  on  the  premises,  and  granted  only  so  long  as  the 
uildings  on  the  nlot  shall  be  continued:  that  in  all  other 
■spects  the  buildings  and  occupancv  shall  conioly  wjth  all 
iws.  rules  and  regulations  applicable  thereto  other  than  as 
lodified  bv  the  Board  under  Cal.  No.  975-41-A;  that  all 
ermits  required  shall  be  obtained  and  all  work  completed 
itliin  three  (3)  months  from  the  date  of  this  resolution. 


■41-41-BZ. 

PPLTCANT — Manhattan  General  Hospital  (lessee),  for 
Society  of  Lying-in  Hospital,  owner. 

UBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolu¬ 


tion,  to  permit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  use  of  part  of  the  second  story  of  an  existing 
hospital  as  a  restaurant  for  the  use  of  visitors  to 
the  patients. 

PREMISES  AFFECTED — 307  Second  avenue,  west  side, 
from  East  17th  street  to  East  18th  street  (Block 
No.  898,  Lot  No.  27),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Frank  Marcellino  and  Alfred  A. 
Richman. 

For  Opposition:  William  L.  Richman,  Anna  Muld- 
berg  and  D.  V.  Kelly. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Edwin  Ludewig  and 
S.  Handelsman,  Dept,  of  Health. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  o 

.  Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (984-41-BZ) 

Whereas,  Manhattan  General  Hospital  (lessee),  for  So¬ 
ciety  of  Lying-in  Hospital,  owner,  filed  November  14,  1941, 
an  application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  use  of  part  of  the 
second  story  of  an  existing  hospital  as  a  restaurant  for  the 
use  of  visitors  to  the  patients;  premises  307  Second  ave¬ 
nue,  west  side,  from  East  17th  to  East  18th  street  (Block 
No.  898,  Lot  No.  27),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  12,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Second  avenue  is  in  a  resi¬ 
dence  use  district;  East  17th  and  18th  streets  are  each  in 
residence  and  business  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  September  24,  1941,  reads : 

“Answering  your  letter  of  September  17,  1941,  re¬ 
questing  permission  to  occupy  the  second  floor  of  above 
premises  as  a  restaurant,  please  be  advised  that  this 
building  is  located  in  a  residential  district;  business  is 
prohibited  under  Section  3  of  the  Building  Zone  Reso¬ 
lution.” 
and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  nine  stories  in  height,  having  a  frontage  of  184  ft  on 
Second  avenue,  165  ft.  on  East  18th  street  and  83  ft.  on  East 
17th  street.  It  is  proposed  to  maintain,  for  a  temporary 
term  of  not  more  than  two  (2)  years,  part  of  the  2nd  storv 
of  the  existing  hospital  as  a  restaurant  for  the  use  of  vis¬ 
itors  to  the  patients ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board ;  and 

'  Whereas,  the  Board  deemed  there  was  no  justification 
tor  the  exercise  of  its  discretion  to  grant  under  section  7 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


1060-41-BZ. 

APPLICANT— Herman  Kron,  for  Wessell,  Nichols  and 
Gross,  Incorporated,  owner  (J.  K.  Construction 
Company,  Incorporated,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning- 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five"  (5) 
motor  vehicles. 
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PREMISES  AFFECTED — 451-453  West  45th  street,  north 
side,  125  ft.  east  of  Tenth  avenue  (Block  No.  1055, 
Lot  Nos.  6  and  7),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . .  0 

THE  RESOLUTION  (1060-41-BZ) 

Whereas,  Herman  Kron,  for  Wessell,  Nichols  and  Gross, 
Incorporated,  owner  (J.  K.  Construction  Company,  Incor¬ 
porated,  lessee),  filed  December  9,  1941  an  application  under 
sections  7h  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  451-453  West  45th  street, 
north  side,  125  ft.  east  of  Tenth  avenue  (Block  No.  1055, 
Lot  Nos.  6  and  7),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals;  at  its  regular  meet¬ 
ing,  May  12,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning- 
resolution  show  that  West  45  th  street  and  West  46th  street 
are  each  in  residence,  business  and  unrestricted  use  districts ; 
Tenth  avenue  is  in  business  and  unrestricted  use  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  27,  1941,  reads: 

“In  reply  to  your  letter  of  November  24th,  1941,  re¬ 
questing  an  extension  of  time  in  which  to  take  an  ap¬ 
peal  to  the  Board  of  Standards  and  Appeals  on  our 
denial  to  your  application  for  a  certificate  of  occupancy 
for  use  of  above  premises  for  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  we  wish  to  advise 
you  that  this  department  has  no  authority  to  grant  any 
extension  and  our  denial  of  October  22,  1941  is  here¬ 
with  repeated: 

“With  reference  to  yqur  application  for  a  certificate 
of  occuapncy  dated  October  7th,  1941  for  the  use  of  the 
above  premises  for  the  parking  and  storage  of  more 
than  5  motor  vehicles,  we  wish  to  inform  you  that  said 
application  is  herewith  denied  as  the  premises  are  lo¬ 
cated  in  a  residence  district  where  this  occupancy  is 
prohibited  by  Article  2,  Section  3  of  the  Zone  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  50  ft.  and  with  a  depth  of  100.5  ft.  It  is 
proposed  to  use  the  plot  for  a  temporary  period  of  not  more 
than  two  (2)  years,  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof,  to 
permit  the  plot  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  on  condition  that  the 
plot  shall  be  levelled  substantially  to  the  grade  of  West  45th 
street  and  surfaced  with  clean  gravel,  steam  cinders  or  other 
suitable  material,  properly  rolled  and  treated  with  an  asphalt 
binder  so  as  to  render  a  reasonably  impervious  surface  and 
provide  surface  drainage ;  that  on  the  exterior  lot  lines 
there  shall  be  erected  where  walls  of  adjoining  buildings  do 
not  occur  a  substantial  fence;  that  such  fence  may  be  a  tight 


board  fence  not  less  than  6  ft.  in  height  with  no  entrance 
or  opening  therein  to  adjoining  premises,  such  fence  to  be 
kept  painted ;  that  there  shall  be  erected  along  the  street 
building  line  a  fence  of  the  woven  wire  type  with  anchored 
steel  posts  or  metal  steel  posts  with  steel  picket  fence  with 
not  more  than  one  opening  therein  for  entrance  and  exit ; 
that  such  opening  shall  not  exceed  15  sq.  ft.  in  width  and 
a  curb  cut  opposite  of  similar  width ;  that  such  fence  shall 
be  not  less  than  5  ft.  in  height;  that  during  the  term  of 
this  permit  the  premises  shall  be  occupied  for  no  other  use 
than  as  herein  permitted;  that  no  buildings  shall  be  erected 
thereon,  except  there  may  be  erected  near  the  entrance  a 
building  solely  for  an  office  and  shelter  for  the  attendant, 
provided  such  building  does  not  exceed  100  sq.  ft.  in  area 
or  one  story  in  height,  which  may  be  of  frame ;  that  no 
signs  shall  be  erected  on  the  premises,  except  there  may  be 
a  sign  attached  to  the  fence  advertising  the  parking  and 
storage  use  and  the  rates  charged,  provided  such  sign  does 
not  extend  beyond  the  building  line  and  does  not  exceed  15 
sq.  ft.  in  area  and  is  not  illuminated;  that  proper  aisles 
shall  be  maintained  at  all  limes  for  easy  entrance  and  egress ; 
that  such  portable  fire  fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct ;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


50-42-BZ. 

APPLICANT — Samuel  Roth,  for  Helen  Mahoney,  owner. 
SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to 
a  motor  vehicle  repair  shop  and  paint  shop. 
PREMISES  AFFECTED — 1261  Jerome  avenue,  west  side, 
70  ft.  south  of  West  169th  street  (Block  No.  2855, 
Lot  No.  28),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Samuel  Roth  and  Helen  Mahoney. 
For  Opposition  :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (50-42-BZ) 

Whereas,  Samuel  Roth,  for  Helen  Mahoney,  owner,  filed 
January  15,  1942,  an  application  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop  and  paint  shop;  premises  1261  Jerome 
avenue,  west  side,  70  ft.  south  of  West  169th  street  (Block 
No.  2855,  Lot  No.  28),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  12,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Jerome  avenue,  River  avenue  and  West 
169th  street  are  in  business  use  districts,  Cromwell  avenue 
is  in  business  and  unrestricted  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1028-41,  dated  December  18,  1941,  reads: 
“1.  Proposed  change  in  occupancy  of  a  store  into 
an  auto  repair  shop  and  paint  shop  in  a  business  dis¬ 
trict  is  contrary  to  Section  4  of  the  zoning  resolution.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  24  ft.  and  a 
depth  of  42  ft.  It  is  proposed  to  use  the  existing  building 
as  a  motor  vehicle  repair  shop  and  paint  shop;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
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.  Whereas,  the  Board  deemed  that  this  was  a  proper  case 
IP  xv  t°  exercise  its  discretion  to  grant  under  section 
7,  subdivision  i,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
heicby  Jiuikc  u  variation  in  the  application  of  the  use  dis- 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  g ranted  under  section  7i  thereof, 
for  a  term  of  two  (2)  years,  to  permit  the  premises  to  be 
occupied  for  motor  vehicle  repairing,  on  condition  that  no 
repairing  shall  be  carried  on,  except  in  connection  with 
motor  vehicles  in  the  process  of  being  painted ;  that  such 
repairing  shall  be  done  with  hand  tools  only;  that  the  build¬ 
ing  shall  not  be  increased  in  height  or  area;  that  existing 
signs  extending  bej'ond  the  building  line  shall  be  removed ; 
that  no  signs  shall  be  installed,  except  those  attached  di¬ 
rectly  to  the  facade  of  the  building;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis- 
s|or>fr  shaU  direct;  that  no  heater  having  an  open  flame 
shall  be  installed  or  used  on  the  premises ;  that  all  permits 
required  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  resolution. 


112-42-BZ. 

APPLICANT — Paul  Friedman,  for  Sophie  Ledwitz,  owner 
(Central  Concrete,  Incorporated,  lessee). 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  inclu¬ 
sion  of  a  motor  vehicle  repair  shop  (including 
welding)  in  an  existing  garage  for  more  than  five 
(a)  motor  vehicles. 

PIvEMISES  AFFECTED — 54-42  to  54-46  Flushing  avenue 
and  60-02  to  60-08  55th  street,  southwest  corner 
(Block  No.  2636,  Lot  No.  7),  Maspeth,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
1  lIll  VO  Ill — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  0 


THE  RESOLUTION  (112-42-BZ) 

VVherjeas,  Paul  Friedman,  for  Sophie  Ledwitz,  owner, 
filed  hebruary  7,  1942,  an  application  under  section  7c  of 
the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  inclusion  of  a  motor  vehicle  repair  shop  (including 
welding)  m  an  existing  garage  for  more  than  five  (5) 
motor  vehicles ;  premises  54-42  to  54-46  Flushing  avenue, 
r  02  *0  60-08  55th  street,  southwest  corner  (Block  No. 
^-asPeth,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing;,  .  a3’  12,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Flushing  avenue  is  in  business  and 
'unrestricted  use  districts ;  55th  street  is  in  residence,  busi¬ 
ness,  and  unrestricted  use  districts ;  54th  place  is  in  residence 
and  business  use  districts;  Nurge  avenue  is  in  a  residence 
use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  3246-41,  dated  January  23,  1942,  reads : 

.  *  2.  Changing  the  use  of  an  existing  public  garage 
in  a  business  use  zone  to  public  garage  and  motor 
vehicle  repair  shop  is  contrary  to  the  building  zone  reso¬ 
lution,  Sec.  4(a),  (29).” 
ind 

Whereas,  the  existing  building  is  of  Class  3  construction, 

3ne  story  in  height,  having  a  frontage  of  100  ft.  on  Flushing 

555 


avenue  and  92  ft.  on  55th  street.  It  is  proposed  to  include 
motor  vehicle  repair  shop  use  (including  welding)  in  the 
existing  garage  ior  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
m  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  1,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
legulations  ot  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7-i  thereof,  for  a 
teim  of  two  years  from  the  date  of  this  resolution,  to  permit 
the  premises  to  be  occupied,  in  addition  to  the  garage  for 
more  than  five  motor  vehicles,  for  motor  vehicle  repairing 
on  condition  that  this  variance  shall  continue  only  so  long 
as  the  premises  are  occupied  by  Central  Concrete,  Inc.  for 
tne  storage  and  repairing  of  their  own  fleet  of  trucks ;  that 
any  welding  done  on  the  premises,  as  proposed,  shall  be 
performed  within  the  proposed  enclosed  space;  that  such 
poi  table  fire-fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  all  permits  required  shall 
be  obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 


306-42-BZ. 

APPLICANT— Koch  and  Wagner,  for  The  Roberts  Num- 
qt  to  Machine  Company,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super- 
mtendent)  under  sections  7c  and  21  of  the  zoning 
lesolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension, 
alteration  and  conversion  of  occupancy  of  an  exist- 
in§’  building  to  factory  use. 

DEMISES  AFFECTED — 692-710  Jamaica  avenue,  south 
at  e’  ,7  2  m-  west  of  Richmond  street  (Block 

Brookl  n2’  ^  N°S'  19  ^  3S)’  Borou§'h  of 

APPEARANCES— 

For  Applicant :  Charles  C.  Wagner,  Harry  L. 

rakel  and  George  S.  Hice. 

For  Opposition :  Vincent  A.  Raber,  Grace  M.  Star 
•  Katherine  Bartholders,  Agnes  Dahl  and  Caro¬ 
line  Grove. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
_  mg  and  Buildings. 

THE1  VOTE— B0ARD_ApPlicati°n  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  q 

THE  RESOLUTION  (306-42-BZ) 

•  W™AS’  £och  and  WagneL  for  the  Roberts  Number¬ 
ing  Machine  Company,  owner,  filed  April  10,  1942  an  an- 
plication  under  sections  7c  and  21  of  the  zoning  resolution 
to  permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  extension,  alteration  and  conversion  of  oc 

T°f  ^  existing'  buiIdi,ng  to  factory  use;  premises 
692-710  Jamaica  avenue,  south  side,  54  ft.  2  in.  west  of 
Richmond  street  (Block  No.  4102,  Lot  Nos.  19  and  35)' 
Borough  of  Brooklyn;  and 

Whereas  a  public  hearing  was  held  on  this  application 

,vcT  \fBOaii9  Oio?9andrards,an<i  Appeals’  at  its  Aguiar  meet- 

BulleHrw f!H  9h2’  ^  ,not,lce  by  Publication  in  the 

Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

whereas  the  use  district  maps  accompanying  the  zonino- 
resolution  show  that  Jamaica  avenue  is  in  busings  and Tesf- 
ence  use  districts ;  Etna  street  is  in  a  residence  use  district  ■ 
Richmond  street  and  Logan  street  are  each  in  residence  and 
business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  945-1942  dated  April  6,  1942,  reads- 
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“Proposed  extension  into  a  residential  use  district  of 
a  building  to  be  occupied  as  a  factory  is  contrary  to 
Art.  II,  Sec.  3  of  the  zoning  resolution.” 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  groimd  having  a  frontage  of  188  ft.  on  Jamaica 
avenue,  27  ft.  on  Richmond  street  and  a  distance  of  223 
ft.  along  the  south  lot  line.  Upon  the  plot  are  located  a 
one  and  two-story  factory  building  used  for  the’  manufac¬ 
ture  of  numbering  machines,  and  also,  two,  frame  build¬ 
ings  on  the  Richmond  street  front  of  the  plot.  The  build¬ 
ing  in  question,  located  on  the  westerly  portion  of  the  plot, 
is  non-fireproof,  one-story  in  height,  having  a  frontage  of 
43  ft.  on  Jamaica  avenue  and  a  maximum  depth  of  66  ft. 
8  in.  It  is  proposed  to  extend  this  building  by  the  addition 
of  a  one-story  extension,  at  the  rear,  40  ft.  by  73  ft.  9  in. 
in  area.  This  proposed  extension  extends  into  the  residence 
use  district  for  a  distance  pf  approximately  35  ft.  It  is 
proposed  to  use  the  building  as  extended  as  a  factory ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7c,  to 
permit  the  proposed  extension  into  the  more  restricted  resi¬ 
dential  district  substantially  as  proposed,  on  condition  that 
the  building  shall  not  exceed  one  story  in  height  and  shall 
be  occupied  for  the  purpose  as  proposed ;  that  no  windows 
shall  be  constructed  on  the  westerly  lot  line  or  on  that  por¬ 
tion  of  the  southerly  lot  line  adjoining  lot  number  14;  and 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 
975-41-A. 

APPLICANT— Frank  C.  Keller,  for  Charles  Timm, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 23-56  38th  street,  north  side, 
400  ft.  east  of  24th  avenue  (Block  No.  804,  Lot 
Nos.  46  and  47,  rear),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  C.  Keller,  Charles  Timm 
and  Mary  Timm. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  ...' .  0 

THE  RESOLUTION  (975-41-A) 

Whereas,  Frank  C.  Keller,  for  Charles  Timm,  owner, 
filed  on  November  13,  1941  an  appeal  from  a  decision  of 
the  borough  superintendent ;  premises  23-56  38th  street,  north 
side,  379  ft.  east  of  Astoria  boulevard  (Block  No.  804,  Lot 
Nos.  46  and  47,  rear),  Astoria,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent,  on 
N.  B.  Applic.  No.  5647-41  dated  October  23,  1941,  recon¬ 
sideration  of  which  was  denied  November  12,  1941,  reads : 
“1.  The  erection  of  a  six  (6)  car  metal  garage  less 
than  4  feet  from  the  nearest  lot  lines  is  contrary  to  Sub. 
Art.  5  Sec.  4.2.1  N.  B.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
(10  ft.)  in  height;  48.4  ft.  by  18  ft.  in  area;  of  Class  5 


construction;  located  at  the  rear  of  a  lot  50  ft.  by  TOO  ft.  | 
in  area;  erected  about  1929;  located  in  a  residence  use  C  [ 
area  district.  The  entire  premises  are  used  as  follows:  | 
<.  welling  at  the  front  of  the  lot  of  2  story  frame  construc¬ 
tion,  1st  floor  and  2nd  floor  combined,  1  family;  1  story  | 
metal  garage  building,  16  ft.  11)4  in.  by  18  ft.  1  in.  in  area  j 
at  front  of  lot,  used  as  a  two  car  accessory  garage;  and  I 
building  in  question  at  the  rear  of  the  lot  used  as  a  6  car 
public  garage;  and 

Whereas,  the  applicant  contends  that  the  building  in  ques¬ 
tion  was  erected  to  replace  2  stables,  which  had  been  erected 
under  approved  application  Nos.  N.  B.  2056-1907  and  1408- 
1916;  that  at  the  time  of  the  erection  of  the  garage  building- 
in  question  it  was  placed  approximately  1  ft.  from  the 
building  line  and  at  that  time  the  erection  of  garages  of  this 
type  and  character  were  permitted  under  the  law ;  that  in 
lieu  of  maintaining  the  lot  line  walls  less  than  4  ft.  from 
the  lot  lines,  it  is  requested  that  the  Board  permit  the  walls 
to  be  brick  filled  along  the  lot  lines  from  the  sill  to  the 
plate  between  vertical  studs. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.  B.  Applic.  5647-41,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  existing  metal  garage  toward  the  front 
of  the  plot  shall  be  moved  so  as  to  be  not  nearer  than  4  feet 
from  the  street  building  line  of  38th  street;  that  the  existing 
distance  from  the*  side  and  rear  lot  lines  of  the  front 
garage  and  the  rear  garages  shall  be  maintained  in  all  other 
respects ;  that  no  additional  garages  shall  be  erected  on  the 
premises ;  that  in  all  other  respects  the  buildings  and  oc¬ 
cupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  other  than  as  modified  by  the  Board  under 
Cal.  No.  974-41 -BZ;  that  no  signs  shall  be  erected  on  the 
premises  advertising  the  garage  use;  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  completed  within  six 
(6)  months  from  the  date  of  this  resolution. 


Adjourned,  12:30  P.  M.  I 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MAY  12,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  CASES. 

737-38-BZ. 

APPLICANT — Henry  Nordheim,  for  Mary  L.  Walker, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  a  new  proposal  (re  decision  of  the 
acting  borough  superintendent)  under  sections  7f 
and  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (previously 
denied ) . 

PREMISES  AFFECTED— 1171-1185  River  avenue,  west 
side,  100  ft.  south  of  East  167th  street  (Block  No. 
2496,  Lot  No.  64),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant  :  Henry  Nordheim. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative :  .  0 


135-41-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Fanny  Leon, 
owner  (Joe’s  Automotive  Electric  Service,  lessee). 
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SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolu- 
tion,  permitting  in  a  residence  use  district,  the  con¬ 
version  of  occupancy  of  the  first  story  of  an  exist- 
mg  building  to  a  motor  vehicle  repair  shop 

PREMISES  AFFECTED — 436  Wes,  57,1,  street,  south 
side,  425  ft.  west  of  Ninth  avenue  (Block  No. 

a  nnu  a  TT0A6x,T^toNa  5°)>  borough  of  Manhattan. 

APPEARANCES — 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition:  Barrett  P.  Smith,  Robt.  Buche 
and  C.  Buckley. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  June  9,  1942,  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 


433-39-BZ. 

APPLICAN I  512  West  56th  Street  Corporation,  owner 
of  Lot  Nos.  15,  24  and  27. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution  of  February  6,  1940  and 

rescindment  of  resolution  of  February  3,  1942 

rc  Application  (decision  of  the  borough  super¬ 
intendent)  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting 
Partly  in  a  business  use  and  partly  in  a  restricted 
use  district,  the  parking  and  storage  of  more  than 

DDumerc  “°t°r  vehicles  for  a  temporary  period. 
PREMISES  AFFECTED — 225  Nagle  avenue,  southeast 
corner  of  Academy  street,  block  bounded  by 
Academy  street,  Nagle  avenue,  Tenth  avenue  and 
West  204th  street  (Block  No.  2216,  Lot  Nos.  1,  7, 

addcad’a!^  27  and  42)’  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Bernard  Schatzkin,  John  M. 
„  Parvin  and  Stephen  L.  O’Keefe. 

th¥  voteFto°witS'draw-10  reopen  withdrawn- 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  i  .  q 


984-38-BZ. 

APPLICANT— Boak  and  Paris,  for  Guide  Realty  Com¬ 
pany,  owner. 

r  SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7b  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  business  building 
(motion  picture  theatre  and  stores)  and,  also,  the 
omission  of  the  required  rear  yard. 

PREMISES  AFFECTED — 3611-3621  Riverdale  avenue 
west  side,  94.7  ft.  north  of  West  236th  street 
(Block  No.  3416,  Lot  No.  162),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  Oh  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affii  inative.  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  i  .  q 

THE  RESOLUTION  (984-38-BZ) 

Whereas,  Boak  and  Paris,  Incorporated,  for  Guide 

Realty  Company,  owner,  filed  on  November  4,  1938  an 


application  under  sections  7b  and  21  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  district  and  partly 
m  a  residence  use  district,  the  erection  and  maintenance  of 
a  business  building  (motion  picture  theatre  and  stores),' 
i  iA9i  1  d-  om,ls?lon  of  the  required  rear  yard,  premises 
w;c’t35SfiRlyerwetJ,aVfnx?  West  side-  947  ft-  north  of 

rfX.  *£,  xT£d(Block  No-  -3416' Lot  N°- 162)-  Borou«'' 

Whereas,  the  applicant  failed  to  answer  communicatioins 
from  the  Board  and  at  the  hearing  there  was  no  appear- 
a,nce  made  on  behalf  ot  the  applicant. 

Resolved  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


497-23-BZ. 

APPLICANT— Edwin  W.  Kleinert,  for  1590  Bedford  Ave¬ 
nue  Corporation,  owner  (Bedford-President  Garaee 
Incorporated,  lessee).  b  ’ 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  21  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy  of  part  of  a 
garage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied  by  the  Board  and  granted  by  the 
court)  so  as  to  form  an  alcove  gasoline  service 
station. 

1  REMISES  AFFECTED— 1572-1590  Bedford  avenue  and 
It  i£5/  f  resldent  street>  northwest  corner  (Block 
APPEARANCES— 0t  N°'  46)’  B°r°Ugh  of  Brooklyn. 

APPhcant :  E.  W.  Kleinert. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

I  HE  VOTE  TO  REOPEN  AND  EXTEND  TIME _ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  q 

THE  RESOLUTION  (497-23-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  a  garage  for  the 

ienAaff  7,°/  rilore  than  five  motor  vehicles,  premises  1572- 
lo90  Bedford  avenue  and  1049-1057  President  street,  north- 
west  corner  (original  address  1578-1586  Bedford  avenue)  ; 
i  oc!v  ,^0-  1273,  Lot  No.  46),  Borough  of  Brooklyn,  was 
denied  by  the  Board  October  3,  1924;  and 

Whereas,  the  action  of  the  Board  was  reversed  by  the 
coaia  and  Sara®e  ei'ected  and  occupied ;  and 
. .  , n?nEAS’  the  resoIution  of  the  Board  was  amended  April 

11,  1939,  time  extended  April  29,  1941  to  October  28,  1941 
and  the  applicant  requested  a  further  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  11,  1939  only 
so  far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  the  work  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  plans  heretofore  required  to  be  filed  shall  be  filed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution  and  after  approval  of  such  plans,  all  permits 
shall  be  obtained  and  all  work  completed  within  one 
(1)  year  thereafter.” 


460-26-BZ. 

APPLICANT— J.  Henry  Walters,  for  Brooklyn  Ridgewood 
Corporation,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time— re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  sections  7c  and  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
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partly  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  building  to  be  used  as  a  theatre. 
PREMISES  AFFECTED— 4921-4923  Fifth  avenue,  514-534 
49th  street  and  513-533  50th  street  (Block  No.  784, 
Lot  No.  2),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  J.  Flenry  Walters. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (460-26-BZ) 

Whereas,  this  application  affecting  premises  4921-4923 
Fifth  avenue,  514-534  49th  street  and  513-533  50th  street 
(Block  No.  784,  Lot  No.  2),  Borough  of  Brooklyn,  was 
granted  by  the  Board  February  19,  1935,  on  certain  condi¬ 
tions,  the  time  to  file  plans  and  complete  work  extended 
May  5,  1936,  February  16,  1937,  May  10,  1938,  June  7,  1939, 
February  6,  1940  and  May  20,  1941,  and  applicant  requested 
a  further  extension  of  time. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  19,  1935 
only  so  far  as  it  has  reference  to  the  filing  of  plans  and  the 
completion  of  the  work  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  all  plans  shall  be  filed  and  all  work  involved 
completed  within  two  (2)  years  from  the  date  of  this 
amended  resolution.” 


67-33-BZ. 

APPLICANT — Stein  and  Weiner,  for  Harry  Weissberg, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  under 
section  7f  of  the  zoning  resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  for  a  temporary  period. 
PREMISES  AFFECTED — 3900  Baychester  avenue  and 
1225  East  233rd  street,  northeast  corner  (Block  No. 
4955,  Lot  No.  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Hyman  Weiner. 

For  Opposition :  H.  Klorfein,  Dep’t  o'f  Parks. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF"  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  4) 

THE  RESOLUTION  (67-33-BZ) 

Whereas,  this  application  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station,  premises  3900  Baychester  avenue  and  1225  East 
233rd  street,  northeast  corner  (Block  No.  4955,  Lot  No.  1), 
Borough  of  The  Bronx,  was  granted  by  the  Board  June  13, 
1933,  for  a  temporary  period  of  two  (2)  years,  permit  ex¬ 
tended  April  21,  1936  and  May  14,  1940,  for  an  additional 
two  (2)  years  and  applicant  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  13,  1933 
only  so  far  as  it  has  reference  to  the  term  of  the  permit  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


212-35-BZ. 

APPLICANT — Henry  G.  Harrington,  for  Edwin  J.  Long, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  occupancy 
of  a  plot  for  sale  and  display  (parking  and  storage) 
of  more  than  five  (5)  motor  vehicles  for  a  tem- 
porarv  period. 

PREMISES  AFFECTED— 6501-6507  Fort  Hamilton  Park¬ 
way  and  948-950  65tli  street,  southeast  corner 
(Block  No.  5750,  Lot  No.  42),  Borough  of 
Brooklvn. 

APPEARANCES— 

For  Applicant :  Henry  G.  Harrington  and  Calvin 
Heinzlinger. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF"  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  A 
Negative:  . ,  0 

THE  RESOLUTION  (212-35-BZ) 

Whereas,  this  application  to  permit  under  section  7h  of 
the  zoning  resolution  in  a  business  use  district  the  occupancy 
of  the  plot  for  the  sale  and  display  (parking  and  storage) 
of  more  than  five  new  and  used  motor  vehicles  for  a  tem¬ 
porary  period  of  two  years,  premises  6501-6507  Fort  Hamil¬ 
ton  parkway  and  948-950  65th  street,  southeast  corner 
(Block  No.  5750,  Lot  No.  42),  Borough  of  Brooklyn,  was 
granted  by  the  Board  September  15,  1936,  on  certain  con¬ 
ditions,  and  owner  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  15,  1936 
only  so  far  as  it  has  reference  to  the  term  of  the  permit  so  * 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  under  section  7h  thereof  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution.” 


2S8-38-BZ. 

APPLICANT — Paul  Friedman,  for  Brooklyn  Trust  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  period  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 602-622  Brightwater  court,  601- 
643  Riegelman  boardwalk,  3153-3173  Brighton  6th 
street  and  3288-3310  Coney  Island  avenue  (Block 
No.  7284-10,  Lot  Nos.  2271  and  2275),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (288-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 

resolution,  to  permit  in  a  business  use  district,  for  a  tern- 
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pora'ry  period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  premises 
602-622  Brightwater  court,  601-643  Riegelman  boardwalk, 
3153-3173  Brighton  6th  street  and  3288-3310  Coney  Island 
avenue  (Block  No.  7284-10,  Lot  Nos.  2271  and  2275),  Bor¬ 
ough  of  Brooklyn,  wras  granted  by  the  Board  July  8,  1938, 
on  certain  conditions,  permit  extended  May  7,  1940,  and 
applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  8,  1938  only 
so  far  as  it  has  reference  to  the  term  of  the  permit  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

“g ranted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


315-38-BZ. 

APPLICANT— De  Forest  and  Elder,  for  Presbyterian  Hos¬ 
pital  of  The  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  sections  7h  and  21  of  the  building  zone 
resolution,  permitting  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the  transient  park¬ 
ing  of  more  than  two  (2)  motor  vehicles  for  a 
term  of  two  (2)  years. 

PREMISES  AFFECTED — 601  West  165th  street,  north¬ 
west  corner  of  Broadway  (Block  No.  2138,  part  of 
Lot  No.  40),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  B.  Lane,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (315-38-BZ) 

Whereas,  this  application,  under  sections  7h  and  21  of 
the  zoning  resolution,  to  permit  partly  in  a  residence  use 
district  and  partly  in  a  business  use  district  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  premises 
601  West  165th  street,  northwest  corner  of  Broadway 
(Block  No.  2138,  Lot  No.  40),  Borough  of  Manhattan,  was 
granted  by  the  Board  June  28,  1938,  on  certain  conditions, 
permit  extended  June  4,  1940,  and  applicant  requested  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  28,  1938  only 
so  far  as  it  has  reference  to  the  term  of  the  permit  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  to  permit 
the  portion  of  Lot  40  to  be  occupied  for  the  transient 
parking  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  *  *  *” 


1174-39-BZ. 

APPLICANT — Jean  Halper  (lessee),  for  Lillian  Cohen, 
owner. 

SUBJECT — Application  for  consideration — reopening1  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 280-286  St.  Nicholas  avenue, 
north  side,  100  ft.  east  of  West  124th  street  (Block- 
No.  1951,  Lot  Nos.  19  to  22,  inclusive),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  H.  H.  Hammer. 


ACTION  OF  BOARD— Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 


u  imuwuv,i\,  wuuuiuojiuiiei  o 

Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION  (1174-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zon¬ 
ing  resolution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles,  prem¬ 
ises  280-286  St.  Nicholas  avenue,  north  side,  100  ft.  east  of 
West  124th  street  (Block  No.  1951,  Lot  Nos.  19  to  22,  in¬ 
clusive),  Borough  of  Manhattan,  was  granted  by  the  Board 
November  18,  1941,  on  certain  conditions,  and  applicant  re¬ 
quested  an  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  18,  1941 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  the  work  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  three  (3)  months  from  the  date  of  this 
amended  resolution.” 


56-40-BZ. 

APPLICANT — William  C.  Stohldreier  and  Robert  G. 
Zetsche,  for  Sheffield  Farms  Company,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to 
research  work  and  storage  on  the  1st  story  and 
offices,  drafting  and  engineering  office  on  the  2nd 
story. 

PREMISES  AFFECTED— 4745-4747  Bronx  boulevard  and 
550  East  242nd  street,  southwest  corner  (Block  No. 
5102,  Lot  No.  27),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  W.  C.  Stohldreier,  Robt.  G.  Zetsche 
and  Leonard  Kebler. 

For  Opposition :  Theresa  Clausen,  Fred  W.  Horen 
and  others. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION— (56-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  the  altera¬ 
tion  and  conversion  of  occupancy  of  part  of  an  existing 
building  to  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  and  motor  repair  shop,  premises  4745-4747 
Bronx  boulevard  and  550  East  242nd  street,  southwest  cor¬ 
ner  (Block  No.  5102,  Lot  No.  27),  Borough  of  The  Bronx, 
was  granted  by  the  Board  May  14,  1940,  on  certain  condi¬ 
tions;  the  resolution  amended  December  23,  1941  and  Feb¬ 
ruary  24,  1942 ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  14,  1940  as 
amended  by  resolutions  of  December  23,  1941  and  February 
24,  1942  so  that  as  amended  the  resolution  shall  read : 
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Granted,  under  section  7c  thereof  for  a  term  of  five 
(5)  years  from  the  date  of  this  amended  resolution  to 
permit  the  change  of  use  as  proposed  on  condition  that 
there  shall  be  no  manufacturing  carried  on  in  the  build¬ 
ing  except  that  a  research  laboratory  may  be  main¬ 
tained  on  the  first  floor  to  the  south  and  on  the  second 
floor  to  the  north  provided  the  machines  therein  are  not 
unduly  noisy  and  are  used  solely  in  connection  with 
the  research  work  and  not  for  manufacturing  proc¬ 
esses;  that  the  building  shall  not  be  increased  in  height 
or  area  and  that  all  windows  opening  on  the  southerly 
lot  line  shall  be  made  fireproof  and  self-closing;  that 
in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  six  (6)  months  from  the 
date  of  this  amended  resolution. 

Resolved  further,  that  during  the  period  of  the 
emergency,  the  first  floor  may  be  occupied  as  proposed, 
namely,  for  storage,  printing,  testing  and  light  assembly 
in  place  of  research  and  storage  on  condition  that  in  all 
other  respects,  the  resolution  shall  be  complied  with; 
that  no  motor-driven  machinery  shall  be  installed  in 
the  premises  except  the  motor  for  the  printing  press 
not  exceeding  horse  power  and  at  the  northerly  end 
of  the  building,  a  grinder,  sander  and  drill  press  each 
driven  by  motors  not  exceeding  “4  horse  power  each,  but 
not  excluding  the  usual  motor-driven  hand  bench  tools.” 


402-40-BZ. 

APPLICANT — A.  A.  Forman,  3rd,  for  Clifford  E.  Mills, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  F  area  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
as  a  gas  station,  auto  laundry,  lubritorium,  office  and 
boiler-room  in  conjunction  with  a  gasoline  service 
station  on  a  plot  of  ground  previously  occupied  as 
a  gasoline  service  station. 

I  REMISES  AhFECTED — 144-39  to  144-47  Farmers  boul¬ 
evard,  southeast  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of  Lot  No. 
3),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  A.  A.  Forman,  3rd. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  . .  0 

THE  RESOLUTION  (402-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use  F  area  district 
the  erection  and  maintenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium,  office  and  boiler- 
room  in  conjunction  with  a  gasoline  service  station  on  a 
plot  of  ground  previously  occupied  as  a  gasoline  service 
station,  premises  144-39  to  144-47  Farmers  boulevard, 
southeast  corner  of  South  Conduit  avenue  (Block  No.  4517, 
Lot  No.  1  and  part  of  Lot  No.  3),  Springfield,  Borough  of 
Queens,  was  granted  by  the  Board  December  10,  1940,  on 
certain  conditions,  and  applicant  requested  on  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  10,  1940 
only  so  far  as  it  has  reference  to  obtaining  permit's  and 
completion  of  the  work  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 


‘that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 


173-42- A. 


APPL1CAN  1 — Forged  Carbides,  Incorporated,  for  Ponok 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 


i  ArrjtLitL) — HJ-3U  23rd  street,  west  side,  100 

ft.  north  of  41st  street  (Block  No.  409,  Lot  No.  38), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant :  Wolfgang  Friedrich. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  May  19,  1942  at  2 
P.  M.  for  inspection  by  a  committee  of  the  Board 
and  for  decision  by  the  Board  without  further  argu¬ 
ment. 


309-42-A. 

APPLICANT — Lama  and  Proskauer,  for  Dair  and  Smith, 
owner. 

SUBJECT. — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 45-12  to  45-20  79th  street, 
northwest  corner  of  46th  avenue  (Block  No.  1530, 
Lot  No.  42),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

Bor  Applicant:  Alfred  A.  Lama  and  Joseph  Katz. 
Tor  Opposition:  Benjamin  Gollay  and  Theodore  J. 
Groh. 

Bor  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  for  applicant  and  oppo¬ 
sition  to  submit  briefs,  for  Board’s  decision. 


3 18-42- A. 

APPLICAN  T — Arthur  Jovis,  for  Adolph  Calmann,  owner. 
SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  ABFECTED — 1986  Madison  avenue,  west  side, 
59  tt.  11  in.  south  of  East  127th  street  (Block  No. 

,  _  1751,  Lot  No.  56p2),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  Jovis. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  26,  1942  at  2 
P.  M.  for  further  consideration  by  the  Board. 


320-42-A. 

APPLICANT — Arthur  Jovis,  for  Estate  of  J.  L.  Mott, 
owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 283  Morris  avenue,  west  side, 
52.69  ft.  north  of  East  139th  street  (Block  No. 
2333,  Lot  No.  68),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Arthur  Jovis. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1942  at  2 
P.  M.  for  inspection  by  a  committee  of  the  Board, 
and  for  further  consideration  by  the  Board. 


274-42-A. 

APPLICANT— Spero  and  Cohen,  Incorporated,  lessees,  for 
Leah  Cohen  and  Sadie  Spero,  owners. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 
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PREMISES  AFFECTED — 32  East  10th  street,  south  side, 
190  ft.  east  of  University  place  (Block  No.  561, 
Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant  :  Bertram  H.  Spero. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn,  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


336-42-A. 

APPLICANT — John  J.  Gilmartin,  for  S.  C.  Johnson  and 
Sons,  Incorporated,  lessee  (Pioneer  Real  Estate 
Company,  owner). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED-^601-649  West  26th  street,  600- 
620  West  27th  street,  245-249  11th  avenue  and  200- 
218  13th  avenue,  entire  block  (18th  floor)  ;  (Block 
No.  672,  Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  J.  Gilmartin. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn,  pending  test  by 
Fire  Dep’t. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


149-42-A. 

APPLICANT — Maurice  Courland,  for  Silvestri  Tinelli  and 
Kate  Tinelli,  d/b/a  Parkchester  Funeral  Home, 
owners. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  a  new  proposal  and  decision — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — 2047  Westchester  avenue,  north 
side,  311  ft.  6  in.  west  of  Olmstead  avenue  (Block 
No.  3932,  Lot  No.  18),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Maurice  Courland  and  Silvestri 
Tinelli. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  granted  on 
condition. 

THE  VOTE  TO  REOPEN  AND  GRANT  ON  CONDI¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (149-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  2047  Westchester  ave¬ 
nue,  north  side,  311  ft.  6  in.  west  of  Olmstead  avenue 
(Block  No.  3932,  Lot  No.  18),  Borough  of  The  Bronx, 
was  denied  by  the  Board  April  14,  1942 ;  and 
Whereas,  Maurice  Courland,  for  Silvestri  Tinelli  and 
Katie  Tinelli,  d/b/a  Parkchester  Funeral  Home,  owners, 
requested  reopening  of  the  appeal  and  rehearing  by  the 
Board  on  the  basis  of  a  new  proposal  and  a  new  decision ; 
and 

Whereas,  this  appeal  was  reopened  by  vote  of  the 
Board ;  and 

Whereas,  the  new  decision  on  Alt.  Applic.  No.  91-42 
dated  April  30,  1942  reads : 

“1.  Change  of  Occupancy  from  residence  to  busi¬ 
ness  in  frame  dwelling  is  contrary  to  section  4.1.2, 
2. 1.3.5.”  • 

Whereas,  the  building  is  2 Yz  stories  (26  ft.)  in  height; 
26  ft.  9  in.  by  63  ft.  in  area  at  1st  floor  and  21  ft.  by  44  ft. 


in  area  at  2nd  floor ;  of  Class  4  construction ;  located  in  a 
business  use  district ;  erected  in  1902 ;  and  occupied  since 
erection  as  follows:  cellar,  boiler-room  and  storage;  1st 
floor,  dwelling,  1  family;  2nd  floor,  dwelling,  1  family;  attic, 
storage.  It  is  proposed  to  be  occupied:  cellar,  same;  1st 
floor,  funeral  home  and  chapel,  75  persons ;  2nd  floor, 
dwelling,  1  family;  attic,  storage;  and 

Whereas,  the  applicant  now'  contends  that  it  is  proposed 
to  enclose  all  the  exterior  walls  of  the  frame  structure  for 
their  full  height  in  4  in.  brick  veneer,  laid  in  Portland 
cement  mortar  and  properly  anchored  to  the  structure  with 
iron  anchors  as  per  Building  Code  regulations;  that  the 
brick  veneer  shall  rest  on  concrete  footing  set  4  ft.  below 
grade  and  on  concrete  foundation  walls  set  thereover  and 
reaching  to  the  first  floor  level ;  that  it  is  also  proposed  to 
fire  retard  the  small  rear  portions  of  the  second  floor  of 
this  building  now  resting  on  the  present  roof  extensions 
with  metal  lath  and  cement  stucco  1  in.  thick. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  91-42  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  be  constructed  substan¬ 
tially  as  shown  on  revised  plans  marked  “Received  April 
16,  1942”  and  as  proposed  in  amendment  filed  with  the  bor¬ 
ough  superintendent  on  April  17,  1942;  that  the  building 
shall  not  be  further  increased  in  height  or  area ;  that  the 
main  floor  of  the  building  shall  be  made  to  comply  as  to 
floor  load  for  the  use  proposed ;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


229-42-A. 

APPLICANT — John  B.  Reschke,  for  Reliable  Steam  Power 
Company,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 246-248  Plymouth  street,  south 
side,  200  ft.  east  of  Bridge  street  (Block  No.  32, 
Lot  No.  4),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  John  B.  Reschke  and  A.  Z.  Cohen. 
For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (229-42-A) 

Whereas,  John  B.  Reschke,  for  Reliable  Steam  Power 
Company,  owner,  filed  on  March  20,  1942  an  appeal  from 
an  order  of  the  fire  commissioner;  premises  246-248 
Plymouth  street,  south  side,  200  ft.  east  of  Bridge  street 
(Block  No.  32,  Lot  No.  4),  Borough  of  Brooklyn;  and 

Whereas,  Order  No.  90402C,  issued  by  the  fire  com¬ 
missioner  February  20,  1942,  reads : 

“You  are  hereby  notified  that  Fire  Department  Per¬ 
mit  #42068,  expiring  November  2,  1942,.  authorizing 
the  storage  and  use  of  linseed  oil,  cocoanut  oil  and 
soya  bean  oil  in  the  manufacture  of  soap  at  246-248 
Plymouth  street,  Brooklyn,  is  herewith  revoked  for  the 
reason  that  the  4th  story  of  the  premises  is  now  occu¬ 
pied  by  the  Nulite  Polish  Company.  This  is  a  violation 
of  C-19-130-3,  of  the  Administrative  Code  which 
reads  as  follows : 

‘No  permit  shall  be  issued  for  the  storage  of  oils, 
fats,  greases  or  soap  stock  in  any  building  or  prem¬ 
ises  which  is  occupied  as  a  work  shop  or  factory, 
except  where  such  work  shop  or  factory  is  incident 
to  the  business  of  the  applicant.’ 

1.  You  are,  therefore,  ordered  to  remove  all  oils, 
etc.,  from  the  premises  and  to  discontinue  the  further 
manufacture  of  soap  on  the  premises.” 
and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (45  ft.)  in  height;  50  ft.  by  60  ft.  in  area;  of  Class 
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3  construction ;  erected  about  1860 ;  located  in  an  unre¬ 
stricted  use  district ;  and  occupied :  1st  floor,  storage  and 
shipping  of  soap ;  2nd  floor,  storage  and  mixing  of  soap ; 
3rd  floor,  storage  of  soap ;  4th  floor,  storage  and  mixing 
of  polish.  No  change  in  use  is  proposed;  and 
Whereas,  the  applicant  contends  that  the  building  is  of 
mill  type  floor  construction,  occupied  on  the  1st,  2nd  and 
3rd  floors  by  the  Azec  Soap  Company,  manufacturers  of 
soaps  and  powders  of  various  types  and  on  the  4th  floor  by 
the  Nu-Lite  Polish  Co.,  manufacturers  of  polishes  used  for 
metals,  porcelain,  rubber,  etc. ;  that  in  view  of  the  fact  that 
the  owners  of  the  building  need  a  full  occupancy  to  carry 
the  structure,  they  rented  the  4th  floor 'to  a  separate  ten¬ 
ant;  that  none  of  the  materials  used  by  the  4th  floor  tenant 
are  of  a  highly  volatile  nature;  that  due  to  the  similar  na¬ 
ture  of  the  products  turned  out  by  the  two  tenants,  which 
from  the  layout  submitted  with  this  appeal  could  be  con¬ 
sidered  as  one  occupancy,  it  is  requested  that  the  Board 
waive  the  order  of  the  fire  commissioner ;  and 

Whereas,  the  Board  has  been  advised  by  the  Fire  De¬ 
partment  that  at  the  time  of  the  issuance  of  the  permit 
referred  to  in  the  order  the  4th  story  was  occupied  as  at 
present ;  that  the  permit  in  question  authorizes  the  storage 
and  use  of  15  drums  of  soya  bean  oil,  10  drums  cocoanut  oil 
and  5  drums  of  linseed  oil ;  that  said  permit  was  a  renewal 
of  a  permit  previously  issued  for  the  same  materials;  that 
the  permit  issued  to  the  tenant  on  the  4th  story  is  for  1 
barrel  of  tallow,  5  barrels  of  petrolatum,  10  bags  of  stearic 
acid,  5  bags  of  paraffin  and  1  barrel  of  rosin. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
90402C,  Item  No.  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  and 
that  both  tenant  occupancies  shall  be  maintained  to  the  sat¬ 
isfaction  of  the  fire  commissioner. 


25 1-42- A. 

APPLICANT — W.  J.  McKenna,  for  Strack  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 212-224  East  23rd  street,  south 
side,  188  ft.  east  of  Third  avenue  (Block  No.  903, 
Lot  Nos.  47,  51  and  52),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  William  J.  McKenna. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (251-42-A) 

Whereas,  W.  J.  McKenna,  for  Strack  Realty  Corpora¬ 
tion,  owner,  filed  on  March  25,  1942  an  appeal  from  orders 
of  the  fire  commissioner;  premises  212-224  East  23rd  street, 
south  side,  188  ft.  east  of  Third  avenue  .(Block  No.  903, 
Lot  Nos.  47,  51  and  52),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  29944C,  issued  by  the  fire  commis¬ 
sioner  March  2,  1942,  reads: 

“Surrender  to  bearer,  Fire  Department  permit  num¬ 
bered  29281,  dated  to  expire  May  21st,  1942,  which  is 
hereby  revoked. 

Reason:  Building  in  part  occupied  as  a  dwelling 
(pent  house). 

Before  permit  may  be  reinstated  or  renewed,  the  fol¬ 
lowing  must  be  done : 

1 — Dwelling  occupancy  must  be  discontinued.  Rule 
1.3.1.” 
and 

W  hereas,  Order  No.  29946LC,  issued  by  the  fire  commis¬ 
sioner  February  28,  1942,  reads : 

“Discontinue  the  spraying  of  any  article  or  thing  with 
any  flammable  paints,  varnishes,  lacquers  or  any  other 


flammable  substances,  mixtures  or  compounds  commonly 
used  for  painting,  varnishing,  staining  or  similar  purpose 
on  these  premises. 

Reason:  Rule  1.3.1.  of  the  rules  governing  the  use 
of  equipment  for  spraying  of  paints,  etc.  adopted  by 
the  Board  of  Standards  and  Appeals  prohibits  spray¬ 
ing  of  any  flammable  surface  coating  in  any  premises 
or  portion  thereof  which  is  occupied  as  a  dwelling — 
Pent  house  on  roof  of  these  premises  is  so  used.” 

and 

Whereas,  the  applicant  states  that  the  building  is  nine  and 
twelve  stories  and  pent  house  (150  ft.)  in  height;  130  ft.  by 
122  ft.  6  in.  in  area;  of  Class  1  construction;  equipped  with 
a  standpipe  and  sprinkler  system;  erected  in  1908,  extended 
in  1920  and  1930;  located  in  business  and  unrestricted  use 
districts;  and  occupied:  No.  212-220,  cellar,  shipping  de¬ 
partment  and  stock,  22  persons;  1st  floor,  store,  16  persons; 
2nd  floor,  offices,  59  persons ;  3rd  floor,  offices  and  stock, 
15  persons ;  4th  floor,  office  and  manufacturing,  30  persons ; 
5th  floor,  office  and  show  room,  11  persons;  6th  floor,  manu¬ 
facturing,  45  persons ;  7th  floor,  office  and  manufacturing, 
30  persons;  8th  floor,  manufacturing,  12  persons;  9th  floor, 
manufacturing,  7  persons;  10th  floor,  office  and  superin¬ 
tendent’s  quarters,  5  persons.  No.  222-224 — cellar,  stock,  2 
persons;  1st  floor,  store,  15  persons;  2nd  floor,  manufactur¬ 
ing,  2  persons ;  3rd  floor,  manufacturing,  2  persons ;  4th 
floor,  printing,  6  persons;  5th  floor,  office  and  manufactur¬ 
ing,  16  persons ;  6th  floor,  office  and  manufacturing,  12  per¬ 
sons ;  7th  floor,  factor)',  10  persons ;  8th  floor,  factory,  4 
persons;  9th  floor,  factory,  3  persons;  10th  floor,  stock,  no 
persons;  11th  floor,  office  and  manufacturing,  14  persons; 
12th  floor,  office  and  stock,  11  persons,  pent  house,  photogra¬ 
pher’s  studio  and  residence,  5  persons.  Certificate  of  Oc¬ 
cupancy  No.  15849,  issued  November  23,  1929,  for  the  22 
ft.  front  building  No.  212  East  23rd  street,  which  is  located 
in  a  business  use  district,  permits  the  following  use :  cellar, 
storage,  1st  floor,  store,  2nd  floor,  offices  and  stock  room, 
3rd  floor,  to  9th  floor,  show  rooms  and  factory ;  10th  floor, 
studio  apartment ;  not  more  than  25%  of  floor  area  to  be 
used  for  factory.  There  is  no  certificate  of  occupancy  for 
the  balance  of  the  building;  and 

Whereas,  the  applicant  contends  that  the  building  is  of 
fireproof  construction,  equipped  with  a  two-source  sprinkler 
system  and  standpipe  system;  that  the  original  building  and 
its  westerly  and  easterly  additions  were  constructed  prior  to 
the  action  of  the  Board  in  adopting  the  Paint  Spraying 
Rules  ;  that  the  pent  house  in  No.  212-220  was  originally 
occupied  by  the  owner  for  his  personal  use  and  the 
studio  apartment  in  the  easterly  wing  has  always  been 
permitted;  that  the  pent  house  formerly  used  by  the 
owner  is  now  used  by  the  superintendent  for  dwelling  pur¬ 
poses  and  in  connection  with  the  maintenance  of  the  prop¬ 
erty  ;  that  a  small  portion  of  such  pent  house  is  used  for 
office  purposes  by  the  building  owners ;  that  the  spray  booths 
and  storage  rooms  have  been  built  in  accordance  with  the 
Underwriters’  and  Fire  Department  requirements ;  that  per¬ 
mits  covering  the  spraying  conditions  were  issued  heretofore 
while  the  same  conditions  prevailed  and  that  only  a  few 
employees  are  engaged  in  spraying  operations  in  small  seg¬ 
regated  areas  on  the  2nd  and  6th  floors;  that  the  spraying 
is  separated  by  many  floors  from  the  dwelling  conditions. 

Resolved,  that  the  orders  of  the  fire  commissioner,  Order 
No.  29944C,  Item  No.  1,  and  Order  No.  29946LC,  be  and 
they  hereby  are  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  other  than  as  modified  by  the  Board 
under  Cal.  No.  355-3 1  -S ;  that  no  additional  residential 
quarters  shall  be  constructed  or  maintained  other  than  those 
now  existing;  that  all  other  items  of  these  orders  shall  be 
complied  with. 


255-42-S. 

APPLICANT — Oscar  Goldschlag,  for  Silverberg  and  Tratt- 
ner,  Incorporated,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  borough  superintendent. 


562 


MINUTES 


PREMISES  AFFECTED— 358  East  145th  street,  south 
side,  91.41  ft.  east  of  Third  avenue  (Block  No. 
2306,  Lot  No.  66),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION  (255-42-S) 

Whereas,  Oscar  Goldschlag,  for  Silverberg  and  Tratt- 
ner,  Inc.,  owner,  filed  on  March  27,  1942  an  application  for 
a  variation  of  the  requirements  of  the  Labor  Law  as  cited 
in  a  decision  of  the  borough  superintendent ;  premises  358 
East  145th  street,  south  side,  91.41  ft.  east  of  Third  avenue 
(Block  No.  2306,  Lot  No.  66),  Borough  of  The  Bronx; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  904-41,  dated  March  2,  1942,  reads : 

“10.  Fire  escape  as  filed  does  not  comply  with  Sec. 

273,  Labor  Law,  and  Rule  2.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
and  four  stories  (50  ft.)  in  height;  75  ft.  by  100  ft.  irregu¬ 
lar  in  area  at  first  floor  and  75  ft.  by  96  ft.  irregular  in 
area  at  typical  floor ;  of  Class  3  construction ;  erected  in 
1882 ;  located  in  an  unrestricted  use  district ;  and  occupied  : 
cellar,  storage,  no  persons;  1st  floor,  office  and  storage,  2 
persons ;  2nd  floor,  factory,  store  fixtures,  12  persons ;  3rd 
floor,  storage,  no  persons ;  4th  floor,  storage,  no  persons. 
No  change  in  use  or  occupancy  is  proposed.  The  building 
is  equipped  with  one  3  ft.  8  in.  open  stairs  in  the  easterly 
portion  and  it  is  proposed  to  install  a  new  3  ft.  8  in.  wood 
stairs  enclosed  in  wood  stud  partitions,  plastered  both  sides, 
on  metal  lath  with  Portland  cement  mortar,  equipped  with 
3  ft.  wide  self  closing  fireproof  one-hour  test  door  at 
2nd  story  level.  This  stairway  will  run  from  2nd  floor 
direct  to  street.  It  is  also  proposed  to  install  one  new  fire 
escape  at  the  front  of  the  building  extending  from  the  4th 
floor  of  the  easterly  portion  with  balconies  on  the  2nd  and 
3rd  stories  serving  windows  located  on  each  side  of  the 
fire  wall  with  egress  from  the  lowest  balcony  to  street  by 
means  of  drop  ladder  in  guides.  Windows  on  the  course 
of  the  new  fire  escape  will  be  fireproof  self  closing.  Con¬ 
necting  stairs  on  fire  escape  will  be  60  degrees ;  and 

Whereas,  the  applicant  contends  that  a  new  fire  escape 
has  been  erected  at  the  front  of  the  building,  as  shown  on 
plans  filed  with  this  application;  that  the  walls  of  the  build¬ 
ing  were  not  strong  enough  to  accommodate  a  heavier  fire 
escape;  that  only  the  2nd  floor  above  the  1st  story  is  occu¬ 
pied  as  a  factory  and  not  more  than  10  persons  are  em¬ 
ployed  therein ;  that  all  other  stories  are  occupied  as  stor¬ 
age;  that  the  building  was  erected  prior  to  1913  and  a  new 
stairway  enclosed  in  fire-retarded  partitions  has  been  in¬ 
stalled  for  the  1st  and  2nd  floors  and  leading  directly  to 
street ;  that  it  would  be  a  hardship  on  the  owner  to  be  com¬ 
pelled  to  install  the  regulation  Labor  Law  fire  escape  with 
counterbalanced  ladder,  as  there  is  no  room  to  erect  such  a 
fire  escape;  that  exits  are  ample  and  the  counterbalanced 
ladder  would  not  afford  any  greater  safety;  and 

Whereas,  Alt.  Applic.  No.  904-42  was  filed  September 
16,  1941  with  the  borough  superintendent  to  install  new 
stairway,  new  regulation  fire  escape,  reinforced  floors  and 
remove  Violation  Nos.  522  and  523  of  1941  and  to  obtain 
a  new  certificate  of  occupancy.  Plan  filed  with  such  al¬ 
teration  application  indicates  the  proposed  installation  of  a 
3  ft.  8  in.  stairs  extending  from  top  story  to  roof  and 
enclosed  in  partitions  of  2  by  4  studs,  metal  lath  and  Port¬ 
land  cement  plaster.  Plans  also  showed  the  proposed  in¬ 
stallation  of  a  new  fire  escape  at  the  145th  street  front, 
westerly  side,  and  showed  no  details  of  construction  for  the 


fire  escape.  Objections  were  issued  October  14,  1941  con¬ 
sisting  among  others  of  the  following: 

“5.  Provide  additional  means  of  egress  in  4th  story 

and  cellar.  Section  271  L.  L. 

6.  Show  construction  of  fire-escape.  Sec.  2 73  L.  L. 

9.  Provide  continuous  passage  from  stair  to  street 
on  1st  floor.  Sec.  271  L.  L.” 

On  October  20,  1941  an  amendment  was  filed  reading  in 
part : 

“5.  Additional  means  of  egress  from  4th  story  now 
provided.  Existing  stairs  from  cellar  now  shown. 

6.  Details  of  fire  escape  construction  will  be  filed 
before  work  is  started.  Fire  escapes  will  sustain  a 
live  load  of  100  lbs.  per  sq.  ft. 

9.  Continuous  passage  from  stair  to  street  on  first 
floor  now  provided.” 

and  plans  filed  with  such  amendment  showed  the  elimina¬ 
tion  of  the  proposed  stairs  above  the  2nd  floor  and  showed 
the  relocation  of  the  proposed  fire  escape  to  the  point  now 
shown  on  plans  filed  with  the  application  for  variation  of 
the  Labor  Law,  but  showed  no  details  of  construction  for 
the  fire  escape.  An  undated  plan  (Architect’s  date  2-20-42) 
in  the  Building  Department  folder  indicates  a  fire  escape 
substantially  as  proposed  before  the  Board  and  Examiner’s 
markings  thereon  indicate  that  he  requires  the  pitch  of 
stairs  to  be  changed  to  45  degrees;  that  he  objects  to  the 
4  in.  by  in.  stringers  (shown  on  plan  before  the  Board 
as  5  in.  by  in.  stringers)  ;  that  balcony  widths  should 
be  4  ft.  instead  of  3  ft.  8  in.  wide  as  shown ;  that  railing 
heights  should  be  4  ft.  6  in.  and  that  additional  anchors 
should  be  provided  and  counterbalanced  ladder  substituted 
for  proposed  drop  ladder  in  guides.  No  additional  amend¬ 
ments  were  filed  in  the  Building  Department.  The  amend¬ 
ment  dated  October  20,  1941  was  approved  October  22, 

1941  and  cloth  plans  filed  but  not  actually  approved.  These 
cloth  plans  show  substantially  the  same  conditions  as  now 
proposed  before  the  Board.  Amendment  filed  February  25, 

1942  showed  details  of  fire  escape  and  the  decision,  dated 
March  2,  1942,  which  is  the  decision  herein  appealed,  was 
issued  on  such  amendment. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  904-41,  Objection  No.  10,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
the  fire  escape  shall  comply  in  all  respects  with  the  re¬ 
quirements  of  the  Labor  Law,  except  that  the  slope  of  the 
ladder  may  be  not  more  than  60  degrees ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  and  on  con¬ 
dition  that  the  interior  stairway  shall  be  enclosed  and  shall 
comply  with  the  requirements  of  the  Labor  Law  and  that 
the  fire  escape  shall  be  located  on  the  building  so  as  to  be 
as  remote  as  possible  from  the  other  means  of  exit. 


261 -42- A. 

APPLICANT — Hospital  Supply  Company,  lessee,  for  155 
East  23rd  Street,  Incorporated,  owner. 

SUBTECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 155-157  East  23rd  street,  north 
side,  84  ft.  west  of  Third  avenue  (Block  No.  879, 
Lot  No.  3),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Richard  Duchin. 

For  Administration  :  Tnsp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative: .  0 

THE  RESOLUTION  (261-42-A) 

Whereas,  Hospital  Supply  Company,  lessee,  for  155  East 
23d  Street,  Inc.,  owner,  filed  on  March  30,  1942,  an  appeal 
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from  an  order  of  the  fire  commissioner;  premises  155-157 
East  23d  street,  north  side,  84  ft.  west  of  Third  avenue 
(Block  No.  879,  Lot  No.  3),  Borough  of  Manhattan;  and 

Whereas,  Order  No.  301 51  -C  issued  by  the  fire  commis¬ 
sioner,  March  13,  1942,  reads: 

“Surrender  to  bearer,  fire  department  permit  #48119 
dated  expire  September  11th,  1942,  which  is  hereby  re¬ 
voked. 

REASON :  All  requirements  of  the  spray  rules 
adopted  by  the  Board  of  Standards  and  Appeals  not 
complied  with. 

Before  permit  may  he  reinstated  the  following  must 
be  done : 

1.  Discontinue  the  storage  of  lacquer,  paint,  etc.  in  a 
quantity  exceeding  200  gallons  on  these  premises.  Rule 
6.2. 

2.  Discontinue  the  storage  of  spraying  materials 
(lacquer,  etc.)  anywhere  on  these  premises  except  in 
storage  room  provided  for  that  purpose. 

Note:  The  quantity  of  spraying  material  outside 
such  storage  room  is  limited  to  the  working  supply  for 
one  day’s  use  which  may  not  exceed  twenty  gallons  per 
booth  provided  such  material  is  kept  covered  except 
when  in  actual  use.  6th  floor.  Rule  6.1.5.” 

and 

Whereas,  the  applicant  states  that  the  building  is  six- 
stories  (70  ft.)  in  height;  78  ft.  by  90  ft.  in  area;  of  Class 
3  construction ;  equipped  with  a  sprinkler  system ;  erected 
in  1890;  located  in  a  business  use  district ;  and  occupied : 
cellar,  mfg.  and  crating  of  metal  hospital  equipment,  10  per¬ 
sons;  1st  floor,  showroom  and  office,  25  persons;  2nd  floor, 
mfg.  metal  hospital  equipment,  storage  and  office,  7  persons; 
3d  floor,  to  6th  floors,  inclusive,  mfg.  metal  hospital  equip¬ 
ment  and  storage,  10  persons  on  the  3d  floor,  30  on  the 
4th,  25  on  the  5th  and  12  on  the  6th;  and 

Whereas,  the  applicant  contends  that  it  has  occupied  the' 
premises  since  1919;  that  the  present  Fire  Dept,  permit  has 
been  in  force  for  a  period  of  years  for  the  storage  of  200 
gallons  of  paint  material  in  a  fireproof  vault  in  the  base¬ 
ment  of  the  building  and  for  small  quantities  in  use  on  the 
6th  floor  in  the  spray  booths ;  that  due  to  the  present  national 
emergency  and  the  fact  the  plant  is  operating  almost  entirely 
for  the  Army  and  Navy  Medical  Supply  Depots  and  that  they 
are  compelled  to  discontinue  the  use  of  copper,  hronze  and 
brass  on  many  of  the  items  manufactured  and  substitute 
steel  which  has  to  be  enameled  and  painted  and  for  this  rea¬ 
son  the  plant  is  obliged  to  carry  an  increase  of  up  to  675 
gallons  of  paint  material  and  paint  for  the  duration  of  the 
present  emergency;  that  the  construction  of  the  paint  vault 
is  as  follows:  12  in.  masonrv  walls,  equipped  with  fireproof 
door,  arched  brick  ceiling.  8  in.  sill  at  door,  two  ..sprinkler 
heads  provided  and  ventilation  is  provided;  that  the  paint 

T-awn  from  the  drums  with  a  suction  pump  within  the 
''anil  and  only  the  quantities  required  for  use  each  day  are 
kept  on  the  6th  floor  which  is  provided  with  standard  spray 
booths  and  the  entire  6th  floor  is  ventilated  and  has  win¬ 
dows  on  four  sides;  that  the  quantities  of  paint  and  paint 
materials  which  it  is  proposed  to  store  to  a  maximum  of 
675  gallons  are  as  per  list  filed  with  this  appeal. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
301 51 -C,  Ttems  No.  1  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  during  the  term  of  the  emergency  not  more  than  675 
gals,  of  paint  materials  shall  be  stored  on  the  premises;  that 
such  paint  shall  he  stored  in  the  original  packages  within 
the  vault  as  described;  that  fixed  ventilation  to  the  outside 
air  shall  be  furnished  for  such  vault  with  an  effective  area 
of  not  less  than  144  sq.  in.  protected  with  a  fine  mesh  screen  ; 
that  the  amount  of  paint  in  process  throughout  the  building 
shall  not  exceed  10  gals,  for  each  spray  booth;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto,  including 
the  Paint  Spraving  Rules  of  the  Board  of  Standards  and 
Appeals:  that  this  variance  shall  continue  only  during  the 
term  of  the  present  war  emergency. 


300-42-S. 

APPLICANT — Rubber  Corporation  of  America,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 274-296  Ten  Eyck  street  and 
83  Waterbury  street,  southwest  corner  (Block  No. 
3028,  Lot  No.  30),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  David  C.  Weston  and  Geo.  Diess. 
For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative : .  () 

THE  RESOLUTION  (300-42-S) 

Whereas,  Rubber  Corporation  of  America,  owner,  filed 
on  April  10,  1942  an  application  for  a  variation  of  the 
requirements  of  the  Labor  Law,  as  cited  in  a  decision  of 
the  fire  commissioner;  premises  274-296  Ten  Eyck  street 
and  83  Waterbury  street,  southwest  corner  (Block  No. 
3028,  Lot  No.  30),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
March  11,  1942,  reads: 

“In  response  to  your  letter  of  February  27,  1942,  you 
will  please  be  advised  that  your  request  for  permission 
to  install  panic  bolts  on  the  exit  doors  of  your  premises 
must  be  denied.  This  type  of  bolt  would  be  contrary 
to  the  provisions  of  the  State  Labor  Law  and  as  this 
law  is  mandatory  the  Fire  Commissioner  is  without  any 
discretion  in  the  matter.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
and  two  stories  and  basement  (32  ft.)  in  height;  242  ft. 
3  in.  by  255  ft.  1%  in.  irregular  in  area;  of  Class  6  con¬ 
struction;  erected  about  1898;  located  in  an  unrestricted 
use  district ;  and  occupied :  cellar,  boiler-room,  1  person ; 
basement,  manufacturing  of  rubber  goods,  85  persons;  1st 
floor,  manufacturing  of  rubber  goods,  35  persons;  2nd 
floor,  manufacturing  of  rubber  goods,  16  persons.  No 
change  in  use  or  occupancy  is  proposed.  The  building  is 
equipped  with  a  sprinkler  system,  interior  alarm  system 
and  seven  interior  stairs  or  fire  towers,  six  of  which  are  of 
iron  construction  and  all  of  which  are  enclosed  in  8  in. 
brick  walls,  equipped  with  fireproof  self-closing  doors  and 
two  of  which  are  extended  to  roof  and  three  to  street ;  and 

Whereas,  the  applicant  contends  that  the  premises  consist 
of  a  series  of  buildings  which  are  substantially  inter¬ 
connected  and  adjoining  each  other;  that  the  applicant  has 
been  performing  services  in  connection  with  National 
Defense  having  had  contracts  with  the  Chemical  Warfare 
Service  for  the  manufacture  of  rubber  goods  necessary  to 
National  Defense;  that  further  defense  contracts  on  which 
negotiations  are  pending  are  expected  in  the  near  future ; 
that  the  applicant  has  been  instructed  by  governmental 
agencies  charged  with  plant  protection  to  prevent  unau¬ 
thorized  persons  from  gaining  access  to  the  applicant’s 
premises;  that  owing  to  the  present  restrictions  on  the  use 
of  rubber  for  civilian  purposes,  only  a  small  number  of 
persons  are  working  in  the  plant  at  the  present  time;  that 
in  order  to  protect  the  rubber  supply  which  it  now  has  and 
its  manufacturing  equipment,  the  applicant  desires  to  equip 
two  exits  leading  from  the  street  into  the  building  with 
panic  bolts;  that  additional  means  of  exit  are  available  in 
the  event  of  an  emergency,  as  shown  on  plans  filed  with 
this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
March  11,  1942,  and  that  the  application  be  and  it  hereby  is 
granted  on  condition  that  panic  bolts  shall  be  installed  only 
on  the  two  Stairways  as  proposed,  one  leading  to  grade  on 
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Ten  Eyck  street  and  one  leading  to  grade  on  Waterbnry 
street ;  that  on  such  doors  opening  at  grade,  panic  bolts 
shall  be  of  the  approved  type;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  other  than  as  modified 
by  the  Board  under  Cal.  No.  661-26-A;  that  this  variance 
shall  continue  only  during  the  term  of  the  present  War 
Emergency. 


30 1-42- A. 

APPLICANT — Nordlinger,  Riegelman  and  Cooper,  for 
Convent  of  the  Sisters  of  Mary,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 710-734  East  37th  street  and 
3601-3623  Foster  avenue,  northwest  corner  (Block 
No.  4970,  Lot  No.  35),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Morris  Cooper,  Jr.  and  R.  Perrotto. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative: .  0 

THE  RESOLUTION  (301-42-A) 

Whereas,  Nordlinger,  Riegelman  and  Cooper,  for  Con¬ 
vent  of  the  Sisters  of  Mary,  owner,  filed  April  10,  1942  an 
appeal  from  decisions  of  the  borough  superintendent ; 
premises  710-734  East  37th  street  and  3601-3623  Foster 
avenue,  northwest  corner  (Block  No.  4970,  Lot  No.  35), 
Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
F.  P.  Applic.  No.  8057-41  dated  December  15,  1941,  reads: 
“1 — No  2  oil  burners  can  be  connected  to  one  indi¬ 
vidual  flue. 

Provide  separate  flue  as  per  R-12  of  the  Oil  Burner 
Rules  of  the  Bd.  of  S  &  A.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  8057-41  dated  February  26,  1942,  reads: 
“2.  Obj.  1  of  12-15  of  41  still  pending.  No  burner 
shall  be  installed  unless  connected  to  a  separate  flue  in 
a  legal  chimney  as  per  Art.  11  of  the  Bldg.  Code. 
Rule  12 — Oil  Burner  Rules  of  the  Bd.  of  S  &  A.” 

and 

Whereas,  the  decision  of  the  borough  superintendenl, 
dated  April  6,  1942,  on  Misc.  Applic.  No.  8057-41  reads: 
“As  above  obj.  still  pending.” 

and 

Whereas,  the  applicant  states  that  the  building  which  is 
now  under  construction  is  three  stories  (44  ft.)  in  height  ; 
202  ft.  6  in.  by  62  and  94  ft.  in  area;  of  Class  1  construc¬ 
tion  ;  located  in  a  residence  use  D  area  district ;  and  pro¬ 
posed  to  be  occupied  :  sub-cellar,  lunch  room ;  cellar,  boiler- 
room,  gymnasium,  675  persons;  1st  floor  class  rooms  and 
auditorium,  283  persons;  2nd  floor,  class  rooms,  227  per¬ 
sons  ;  3rd  floor,  class  rooms,  165  persons ;  and 
Whereas,  the  applicant  contends  that  construction  of  the 
building  was  commenced  before  Rule  12  of  the  Oil  Burner 
Rules  went  into  effect;  that  it  is  proposed  to  install  2  boilers 
connected  to  1  chimney;  that  plans  approved  August  1,  1941 
j  show  that  there  were  to  be  2  boilers  connected  to  1  chim¬ 
ney;  that  it  was  specified  at  the  time  of  approval  that  oil 
|  was  to  be  used  to  fuel  these  boilers;  that  Rule  12  of  the 
'  Oil  Burner  Rules  is  discriminatory;  that  if  the  boilers  pro- 
i  posed  were  to  be  fueled  by  coal,  gas,  or  fuel  other  than  oil, 

;  the  objection  would  not  be  made;  that  compliance  with  the 
objection  appealed  would  work  a  great  hardship  and 
necessitate  a  large  expense  to  the  owner  of  the  premises; 
:  that  the  installation  of  2  boilers  fueled  by  oil  connected 
1  to  1  chimney  creates  no  fire  hazard ;  and 


Whereas,  in  response  to  a  request  from  the  Board  the 
applicant  has  stated  that  the  boilers  in  question  are  H.  B. 
Smith  cast  iron  No.  440  S  15,  Mills  Water  Tube-Rating 
8400  sq.  ft.  net  installed  radiation  550  sq.  ft.  heating  service, 
approximately  40  HP,  maximum  operating  pressure,  5  lbs., 
burner  consumption,  25  gallons  per  hour,  anticipated  tem¬ 
perature,  below  500°  F.,  B.  T.  U.  maximum,  3,750,000,  per 
hour ;  and 

Whereas,  an  examination  of  plans  filed  with  the  borough 
superintendent  under  F.  O.  Applic.  No.  8057-41  indicates 
the  proposed  installation  of  2  Petro-P  oil  burners,  which 
are  not  of  a  type  approved  by  the  Board  for  use  in  New 
York  City;  and 

Whereas,  the  applicant  has  stated  to  the  Board  that  it  is 
proposed  to  install  Petro  Model  W  oil  burners  as  approved 
under  Cal.  No.  452-31-SA;  and 

Whereas,  plans  indicate  that  it  is  proposed  to  use  No.  5 
fuel  oil ;  and 

Whereas,  plans  filed  with  the  borough  superintendent 
under  F.  O.  Applic.  No.  8057-41  indicate  that  construction 
of  the  chimney  is  to  be  of  brick  with  T.  C.  lining;  that 
plans  filed  with  the  borough  superintendent  under  N.  B. 
Applic.  No.  882-41  indicate  the  construction  of  the  chimney 
to  be  of  8  in.  brick,  lined  full  height  with  fire  brick,  to 
which  the  boilers  in  question  will  be  connected  by  means 
of  38  in.  by  38  in.  breeching,  connected  above  a  non-fuel 
fired,  fire  brick  lined,  3  ft.  3  in.  square  incinerator,  as 
shown  on  drawing  No.  65  filed  with  the  borough  super¬ 
intendent  January  16,  1942,  approved  January  17,  1942 
under  N.  B.  Applic.  No.  882-41. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  8057-41,  Objection  Nos.  1  and  2,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  flue  shall  be  con¬ 
structed  as  approved  by  the  borough  superintendent  in 
accordance  with  the  plans  filed  under  N.  B.  Applic.  No. 
882-41 ;  that  the  boiler  installation  shall  be  as  proposed ; 
that  the  type  of  oil  burners  installed  shall  be  of  a  type  as 
approved  by  the  Board;  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto  including  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals,  other  than 
as  modified  by  the  Board  under  Cal.  No.  901-41-A. 


310-42-S. 

APPLICANT — Westinghouse  Electric  and  Manufacturing 
Company,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 21-02  to  21-16  43rd  avenue, 
southeast  corner  of  21st  street  (Block  No.  441, 
Lot  No.  16),  Long  Island  Citv,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  T.  Schulte. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative: .  0 

THE  RESOLUTION  (310-42-S) 

Whereas,  Westinghouse  Electric  and  Manufacturing 
Company,  owner,  filed  on  April  14,  1942  an  application  for 
a  variation  of  the  requirements  of  the  Labor  Law  as  cited 
in  an  order  of  the  fire  commissioner;  premises  21-02  to 
21-16  43rd  avenue,  southeast  corner  of  21st  street  (Block 
No.  441,  Lot  No.  16),  Long  Island  City,  Borough  of 
Queens ;  and 

Whereas,  Order  No.  8270-LF,  issued  by  the  fire  com¬ 
missioner  March  10,  1942,  reads: 

“1.  Arrange  metal  screens  on  windows  on  all  stories 
so  as  to  be  readily  movable  or  removable  from  both 
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sides  in  such  a  manner  as  to  afford  the  free  and  unob¬ 
structed  use  of  such  windows  for  the  purposes  of 
egress  as  per  Section  272  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
and  three  stories  (37J4  ft.)  in  height;  254  ft.  9  in.  by  175 
ft.  in  area ;  of  Class  1  construction ;  erected  in  1918 ;  located 
in  an  unrestricted  use  district ;  and  occupied :  cellar,  boiler- 
room,  1  person;  1st  floor,  machine  and  sheet  metal  works; 
170  persons;  2nd  floor,  assembly  and  plating,  75  persons; 
3rd  floor,  office  and  assembly,  25  persons.  The  building  is 
equipped  with  a  sprinkler  system,  4  interior  44  in.  fireproof 
stairs  leading  from  roof  bulkhead  direct  to  street.  The 
building  is  also  provided  with  A.D.T.  fire  alarm  service;  and 

Whereas,  the  applicant  contends  that  all  of  the  windows 
and  doors  on  the  first  story  only  are  affected  by  the  order ; 
that  the  owner  has  been  engaged  in  the  manufacture  of 
equipment  for  the  Army  and  Navy;  that  the  Federal  Bureau 
of  Investigation  recommended  the  installation  of  the  screens 
in  question ;  that  the  windows  in  question  are  so  located 
above  floor  level  as  not  to  lend  themselves  readily  for  egress ; 
that  there  are  9  exits  from  the  first  floor,  4  of  which  are 
located  at  the  foot  of  the  stairways  and  thus  adequate  means 
of  egress  are  provided ;  and 

Whereas,  the  applicant  has  filed  the  recommendation  of 
the  Federal  Bureau  of  Investigation,  dated  April  8,  1942. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  an  order  of  the  fire  commissioner,  Order 
No.  8270-LF,  Ttem  No.  1.  and  that  the  application  be  and  it 
hereby  is  c/ranted  on  condition  that  all  exits  shown  shall  be 
maintained  and  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  other  than  as  modified  bv  the  Board  under 
Cal.  No.  55-40-S  relative  to  panic  bolts  on  exit  doors. 


369-42-S. 

APPLICANT — Levy  and  Berger,  for  Anthony  and  Pecor- 
ella,  d/b/a  Pecorella  Manufacturing  Company, 
owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMTSFS  AFFECTED — 1755-1757  Bushwirk  avenue 
and  37  Eanchon  place,  northeast  corner  (Block  No. 
3483  Lot  No.  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Toseph  Lew.  Jr. 

For  Administration :  Fred  Dahlem,  Dcp’t  of 
Housing  and  Buildings. 

A  C'T’TON  OT?  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative : . .  0 


THE  RESOLUTION  (369-42-S) 

Whereas.  Levy  and  Berger,  for  Anthonv  and  Peter 
Pecorella— d/b/a  Pecorella  Mfg.  Co.,  owners,  filed  on  Mav 
7.  1942.  an  application  for  a  variation  of  the  requirements  of 
the  Labor  Law,  as  cited  in  a  decision  of  the  borough  super¬ 
intendent;  premises  1755-1757  Bnshwick  avenue  and  37 
Eanchon  place,  northeast  corner  (Block  No.  3483,  Lot  No. 
10).  Borough  of  Brooklyn:  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Annlic.  1390-42  dated  May  6,  1942.  reads: 

“5.  Provide  two  exit  stairs  enclosed  in  fireproof 
partitions  as  remiired  by  Sect.  270  of  the  Labor  Law. 

6.  All  exit  doors  should  be  3'  8"  in  min.  width.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (24  ft.)  in  height,  18  ft.  2-14  in.  and  60  ft.  6H  in. 
bv  52  ft.  4%  in.  in  area;  of  Class  3  construction;  erected  in 
1923:  located  in  a  business  use  district:  and  occupied:  cel¬ 
lar,  storage  and  boiler-room,  4  persons;  1st  floor,  store;  2nd 
floor,  storage.  It  is  proposed  to  be  occupied:  cellar,  same; 
1st  floor,  mfg.  of  thermometers  and  storage;  2nd  floor,  mfg. 


of  thermometers  and  office,  15  persons.  The  building  is 
equipped  with  one  interior  3  ft.  8  in.  stairs,  enclosed  in  wood 
studs  covered  with  metal,  equipped  with  wood  doors ;  and 

Whereas,  the  applicant  contends  that  the  total  area  of  the 
building  is  1767  sq.  ft. ;  that  the  building  is  equipped  with 
o  ft.  8  clear  wood  stairs,  enclosed  in  stud  partitions,  cov¬ 
ered  with  metal  and  equipped  with  wood  doors,  leading  from 
2nd  floor  to  roof  and  a  fire  escape  balcony  with  sliding 
dropladder  as  a  second  means  of  egress  from  the  2nd  floor; 
that  the  owner  has  been  in  the  business  of  manufacturing 
clinical  thermometers  for  more  than  25  years;  that  due  to 
the  present  emergency  and  the  fact  that  the  owner  has  a 
contract  with  the  War  Department  for  manufacture  of 
120,000  clinical  thermometers  with  a  priority  rating  of 
A-l-D  and  the  fact  that  the  building  presently  occupied  by 
the  owner  is  a  frame  building  which  it  is  necessary  to  vacate 
by  reason  of  violation  orders  placed  thereon,  favorable  con¬ 
sideration  is  requested  so  as  to  waive  the  requirements  of 
the  borough  superintendent’s  decision;  that  it  is  proposed  to 
provide  the  building  with  a  primary  exit  consisting  of  a  3 
ft.  8  m.  clear,  existing  wood  stairs  enclosed  with  partitions 
constructed  of  studs  and  covered  on  both  sides  with  metal 
lath  and  ipj  in.  cement  plaster,  with  fireproof  self-closing 
1-hour  test  doors  therein;  that  this  stairway  will  lead  di¬ 
rectly  to  Fanchon  place  with  3  ft.  4  in.  door  at  street  level ; 
that  it  is  proposed  to  provide  a  secondary  exit  consisting  of 
fire-escape  balcony  4  ft.  wide  with  a  22*  in.  clear  45°  slope 
counterbalanced  stairway  to  Bnshwick  avenue  with  fireproof, 
self-closing  door  and  windows  along  course  of  fire-escape; 
that  the  building  will  have  sufficient  exits  for  the  small 
number  of  occupants  proposed  and  for  the  small  area  left 
for  manufacturing  after  deductions  are  made  for  stairs, 
toilets,  dressing  room,  office  and  storage. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1390-42,  Objection  Nos.  5  and  6,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition 
that  the  primary  means  of  exit  shall  be  enclosed  in  fire- 
retarded  partitions  with  all  doors  leading  thereto  fireproof 
tested  for  one  hour  approval;  that  the  exit  door  to  street 
shall  be  not  less  than  3  ft.  4  in.  in  width  and  that  a  second 
means  of  exit  may  be  an  exterior  fire  escape  as  proposed  : 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


379-42-S. 

APPLICANT — American  Can  Company,  owner. 
SUBJECT  Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFEECTED — 134-184  43rd  street  and  4302 
4320  Second  avenue,  southwest  corner  (entire  Block- 
No.  726.  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES — 

For  Applicant:  T.  M.  Didriksen. 

For  Administration':  Thomas  A.  Larkin,  Fire  Dep’t. 
Tlip1  VOTlT  — Application  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative: .  o 


THE  RESOLUTION  (379-42-S) 

Whereas,  American  Can  Company,  owner,  filed  on  May 
8.  1942  an  application  for  a  variation  of  the  requirements  of 
the  Labor  Law  as  cited  in  an  order  of  the  fire  commissioner' 
premises  134-84  43rd  street  and  4302-4320  Second  avenue 
(entire  Block  No.  726,  Lot  No.  1),  Borough  of  Brooklvn ; 
and 

Whereas,  Order  No.  8018-LF,  issued  by  the  fire  com¬ 
missioner  February  3.  1942,  reads : 

“4.  Arrange  all  street  exit  doors  so  same  can  be 
openable  from  inside  and  outside.  Section  270  and  272 
of  the  Labor  Law.” 
and 
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Whereas,  the  decision  of  the  fire  commissioner,  dated 
March  18,  1942,  reads: 

“In  response  to  your  letter  of  March  5,  1942,  wherein 
you  request  an  extension  of  time  for  compliance  with 
order  #8018-LF,  you  will  please  be  advised  that  this 
order  has  been  issued  under  a  mandatory  provision  of 
the  labor  law  and  the  Fire  Commissioner  is  without  au¬ 
thority  to  grant  any  extensions  of  time  for  compliance. 
In  view  of  this  fact  your  application  is  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  and  basement  (88  ft.)  in  height;  200  ft.  4  in.  by 
700  ft.  in  area  at  first  floor  and  200  ft.  4  in.  by  420  ft.  in 
area  at  typical  floor ;  of  Class  1  construction ;  erected  in 
1917;  located  in  an  unrestricted  use  district;  and  occupied: 
cellar,  storage  of  tinplate  and  oil  room,  50  persons;  1st  floor, 
shipping  and  storage,  50  persons ;  2nd  floor,  manufacturing 
and  storage;  125  persons,  3rd,  4th  and  5th  floors,  manufac¬ 
turing  and  storage,  200  persons  each  floor ;  6th  floor,  offices, 
cafeteria,  and  factory,  125  persons.  The  building  is  equipped 
with  a  sprinkler  system,  standpipe  system  and  interior  alarm 
system  and  there  are  6  four  ft.  wide  fireproof  stairs,  which 
lead  to  roof  and  four  of  which  lead  direct  to  street ;  and 

Whereas,  the  applicant  contends  that  this  building  has 
been  equipped  with  panic  bolts  since  its  construction  in  1917 ; 
that  the  only  doors  which  would  be  left  open  from  the 
street  side  would  be  the  shipping  doors,  the  employment 
office  doors  and  office  entrance  doors ;  that  if  the  other  doors 
were  to  be  left  open  it  would  entail  considerable  additional 
expense  due  to  the  fact  that  the  owner  would  be  required 
to  provide  a  watchman  at  these  stair  doors;  that  examina¬ 
tion  of  plans  filed  by  the  applicant  indicate  that  all  swing¬ 
ing  doors  on  the  first  story  are  equipped  with  panic  bolts  of 
which  5  doors  are  kept  locked  during  working  hours ;  that 
those  5  doors  consist  of  entrance  to  the  fire  towers,  two  of 
which  lead  to  Second  avenue,  1  to  43rd  street  and  1  to  the 
interior  of  the  premises  at  the  platform  located  between 
Track  No.  1  and  Track  No.  2,  adjoining  the  44th  street 
enclosing  wall  of  the  property,  and  the  door  leading  from 
Second  avenue  to  the  passage  adjoining  the  engine  room 
which  passage  leads  to  the  main  elevator  corridor  of  the 
Second  avenue  building;  that  exits  from  the  1st  story  con¬ 
sist  of  3  rolling  steel  shutters  at  the  loading  platform  lead¬ 
ing  to  43rd  street,  4  doors  leading  to  the  employment  office 
from  43rd  street,  1  door  leading  to  office  entrance  on  43rd 
street  and  2  sliding  doors  at  ramp  entrance  to  the  shipping 
shed  on  43rd  street ;  that  entrance  to  shipping  room  in  west¬ 
erly  wall  leading  to  yard  where  egress  can  be  had  to  43rd 
street  through  yard  gates  adjoining  the  parking  space  at  the 
southeast  corner  of  First  avenue  and  43rd  street  and  in  addi¬ 
tion  thereto  the  doors  in  question  which  will  be  locked  dur¬ 
ing  working  hours ;  that  all  doors  on  the  1st  story  which  are 
of  the  swing  type  are  equipped  with  panic  bolts  but  only 
those  5  in  question  will  be  kept  locked  from  the  outside 
during  working  hours ;  and 

Whereas,  the  applicant  filed  a  copy  of  a  recommendation 
of  the  chief  of  plant  protection  service,  U.  S.  Army,  for 
the  installation  of  panic  bolts  on  the  doors  in  question. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  order  of  the  fire  commissioner,  No. 
8018-LF  Item  No.  4,  and  that  the  application  be  and  it 
hereby  is  granted  on  condition  that  no  panic  bolts  shall  be 
installed  on  any  exit  doors  except  two  doors  leading  filom 
stairways  at  grade  on  Second  avenue  and  two  entrance  doors 
to  first  story  at  grade  on  Second  avenue,  one  door  leading 
from  stairway  at  grade  on  43rd  street  and  one  stairway 
opening  at  grade  to  platform  at  the  southerly  side ;  that  such 
panic  bolts  shall  be  of  the  approved  type ;  that  if  panic  bolts 
are  installed  on  any  other  doors,  such  doors  shall  be  kept 
openable  from  the  exterior  and  interior  during  all  working 
hours ;  that  this  variance  shall  continue  only  during  the  time 
of  the  present  war  emergency. 


380-42-S. 

APPLICANT — Matam  Corporation,  for  New  York  Dock 
Trade  Facilities  Corporation,  owner. 


SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 2-14  Joralemon  street  and  336- 
374  Furman  street,  southwest  corner  (Block  No. 
257,  part  of  Lot  No.  12),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Clifton  S.  Thomson. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative: .  0 

THE  RESOLUTION  (380-42-S) 

Whereas,  Matam  Corporation,  for  New  York  Dock 
Trqde  Facilities  Corporation,  owner,  filed  on  May  8,  1942 
an  application  for  a  variation  of  the  requirements  of  the 
Labor  Law  as  cited  in  a  decision  of  the  lire  commissioner ; 
premises  2-14  Joralemon  street  and  336-374  Furman  street, 
southwest  corner  (Block  No.  2a7,  part  of  Lot  No.  12), 
Borough  ol  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
April  14,  1942,  reads : 

“In  response  to  your  letter  of  April  1,  1942,  wherein 
you  request  permission  to  lock  certain  doors  in  your 
plant  from  the  inside,  you  will  please  be  advised  that 
the  provisions  of  the  labor  law  provides  that  all  doors 
to  be  unlocked,  unfastened  and  unlatched  from  inside 
and  outside  during  working  hours.  This  law  is  manda¬ 
tory  and  the  fire  commissioner  and  chief  of  the  depart¬ 
ment  is  without  authority  to  make  any  modification. 
However,  you  may  appeal  this  decision  if  you  so  desire 
to  the  Board  of  Standards  and  Appeals,  Room  1000, 
Municipal  Building,  Manhattan.” 

and 

Whereas,  the  applicant  states  that  the  building  is  13 
stories  (240  ft.)  in  height;  373  ft.  4 in.  by  345  ft.  in  area 
at  first  floor  and  373  ft.  4J4  in.  by  220  ft.  in  area  at  typical 
floor ;  of  Class  1  construction ;  erected  in  1929 ;  located  in 
an  unrestricted  use  district;  and  occupied:  basement,  storage, 
freight  handling  and  factory,  690  persons;  first  floor,  freight 
station  and  driveway,  255  persons ;  second  floor,  factory 
1160  persons;  third  floor,  factory  560  persons;  fourth  floor, 
factory  890  persons ;  fifth  floor,  factory  860  persons ;  sixth 
floor,  factory  890  persons;  seventh  floor,  factory  860  per¬ 
sons;  eight  floor,  factory  860  persons;  ninth  floor,  factory, 
193  persons;  tenth  floor,  factory  314  persons;  11th  floor, 
factory,  26  persons;  12th  floor,  factory,  45  persons;  13th 
floor,  factory,  no  persons.  The  building  is  equipped  with 
a  sprinkler  system,  standpipe  system,  interior  fire  alarm 
system  and  fire  drills  are  maintained,  seven  interior  stairs 
or  fire  towers,  4  ft.  wide  of  fireproof  construction;  and 

Whereas,  the  applicant  contends  that  the  order  affects 
premises  on  the  tenth  floor  as  indicated  on  drawing  filed 
with  this  appeal  which  are  used  by  the  applicant  solely  in 
the  manufacture  of  ordnance  materials  for  the  U.  S.  Navy; 
that  the  manufacturing  process  does  not  involve  inflammable 
operations  but  consist  of  the  application  of  machine  tools, 
grinders,  etc.  to  metals  such  as  steel  and  copper;  that  appli¬ 
cant  commenced  operation  June,  1941  and  until  February, 
1942,  had  made  it  a  practice  at  the  request  of  the  Protection 
Officers  of  the  U.  S.  Navy  to  keep  the  doors  marked  “A” 
on  drawings  locked  in  such  a  fashion  as  to  be  capable  of 
being  opened  from  the  inside  but  not  from  the  outside ;  that 
in  addition  to  the  three  doors  in  question  marked  “A”  on 
plans,  two  other  doors  marked  “B”  on  the  plans  are  main¬ 
tained  unlocked  and  unfastened  at  all  times  and  attended  by 
armed  guards ;  that  the  applicant  was  charged  with  the  viola¬ 
tion  of  Section  272  of  the  Labor  Law  and  pleaded  guilty 
and  was  fined  in  the  Magistrates  court;  that  since  such  court 
action,  the  applicant  has  kept  all  five  doors  to  the  factor}’ 
unfastened  from  the  interior  and  the  exterior ;  that  two  of 
the  doors  marked  “B”  are  guarded,  the  other  three  doors 
have  been  wired  for  electrical  alarm  which  sounds  a  horn  if 
the  door  is  opened;  that  this  protection  is  not  satisfactory 
to  the  Naval  authorities  who  have  asked  that  the  doors  be 
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locked  from  the  inside  as  previously  in  order  to  prevent 
entrance  into  the  factory;  that  to  require  five  doors  to  be 
kept  open  at  all  times  during  working  hours  is  more  than  is 
necessary  for  the  safety  of  the  persons  working  in  the 
factory ;  that  it  is  not  necessary  to  keep  the  three  doors  in. 
question  open  from  both  sides  in  order  to  protect  the  persons 
working  in  other  parts  of  the  building  and  that  the  building 
is  fireproof  construction;  and 

Whereas,  the  applicant  has  filed  copy  of  a  communication 
dated  April  28,  1942  from  the  Office  of  Inspector  of  Naval 
Material,  U.  S.  Navy  Department  addressed  to  the  applicant 
wherein  it  is  suggested  that  application  be  made  to  the  Board 
of  Standards  and  Appeals  to  permit  the  doors  in  question 
to  be  locked  from  the  outside  to  prohibit  entrance  of  unau¬ 
thorized  persons  into  the  plant. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
April  14,  1942,  and  that  the  application  be  and  it  hereby  is 
granted  on  condition  that  no  panic  bolts  shall  be  installed  on 
any  entrance  doors  except  three  doors  at  points  marked  on 
plan  filed  with  this  appeal,  marked  “Received  May  8,  1942” ; 
that  such  panic  bolts  shall  be  of  the  approved  type ;  that  this 
modification  shall  affect  the  tenth  floor  only  and  shall  con¬ 
tinue  only  during  the  period  of  the  present  war  emergency; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


634-28-S. 

APPLICANT — Sidney  L.  Strauss,  for  Addie  A.  Steegcr, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Variation  of  the  la- 
,  bor  law  as  cited  in  an  order  of  the  commissioner 

of  buildings. 

PREMISES  AFFECTED— 142-154  East  32nd  street,  south 
side,  95  ft.  east  of  Lexington  avenue  (Block  No. 
887,  Lot  No.  64),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

1  HE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative : .  0 

THE  RESOLUTION  (634-28-S) 

Whereas,  this  application,  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  orders  of  the  fire 
commissioner,  affecting  premises  142-154  East  32nd  street, 
south  side,  95  ft.  east  of  Lexington  avenue  (Block  No.  887, 
Lot  No.  64),  Borough  of  Manhattan,  was  granted  by  the 
Board  November  27,  1928,  on  certain  resolution  amended 
May  3,  1938,  and  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  No¬ 
vember  27,  1928,  as  amended  May  3,  1938,  so  that  as 
amended  the  resolution  shall  read : 

“Resolved,  that  the  order  of  the  fire  commissioner 
Order  No.  39166 -LD,  Item  1,  he  and  it  hereby  is  af¬ 
firmed  and  that  the  petition  as  to  this  order  he  and  it 
hereby  is  denied. 

Resolved,  further  that  the  Board  of  Standards  and 
Appeals  does  hereby  make  a  variation  in  the  require¬ 
ments  of  the  labor  law,  and  that  the  petition  be  and  it 
hereby  is  granted,  as  to  Order  No.  39164 -LD,  Item  1, 
affecting  the  westerly  stairs,  on  condition  that  the  pub¬ 
lic  corridor  enclosing  stairs  shall  be  constructed  by  fire¬ 
proof  material  with  openings  therein  equipped  with 
self-closing  fireproof  doors,  opening  out;  that  the  non- 
fireproof  partitions,  as  indicated  on  revised  plans 
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marked  ‘ Received  March  22,  1938’  and  enclosing  space 
within  tenants’  areas  for  office  or  showroom  work  only 
may  be  permitted  to  remain  for  a  term  of  two  years 
from  the  date  oj  this  amended  resolution  provided  such 
combustible  partitions  arc  reduced  to  not  over  8  ft.  in 
height;  that  the  resolution  adopted  by  the  Board  on 
November  27,  1928,  shall  be  complied  zvith  in  all  re¬ 
spects  and  no  further  non-fireproof  partitions  shall  be 
constructed  in  any  part  of  the  building;  and  that  the 
occupancy  of  the  building  shall  not  exceed  the  occu¬ 
pancy  as  stated  in  new  application  form  marked  ‘Re¬ 
ceived  April  27,  1938’.” 


995 -41 -S. 

APPLICANT — Arnold  W.  Lederer  for  Irving  Lampart, 
owner. 

SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 86-96  Hinsdale  street,  west  side 
125  ft.  south  of  Liberty  avenue  (Block  No.  3698, 
Lot  Nos.  19  and  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  egative : .  0 


THE  RESOLUTION  (995-41-S) 

Whereas,  this  application,  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
borough  superintendent,  premises  86-96  Hinsdale  street, 
west  side,  125  ft.  south  of  Liberty  avenue  (Block  No.  3698 
Lot  Nos.  19-20),  Borough  of  Brooklyn,  was  granted  by  the 
Board  December  9,  1941,  on  certain  conditions,  and  ap¬ 
plicant  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  9,  1941, 
so  that  as  amended  the  resolution  shall  read: 

"Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
labor  law,  as  cited  in  a  decision  of  the  borough  super¬ 
intendent  on  Alt.  Applic.  5023-41,  Objection  No.  5,  and 
that  the  application  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  requirements  set  forth  in  the  resolution 
adopted  by  the  Board  under  Cal.  No.  996-41-A  as 
amended  May  12,  1942  shall  be  complied  with.” 


996-41-A. 


APPLICANT — Arnold  \V.  Lederer  for  Irving  Lampart, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


FKFMibEb  Ah  FELTED— 86-96  Hinsdale  street,  west  side, 
125  ft.  south  of  Liberty  avenue  (Block  No.  3698, 
Lot  Nos.  19  and  20),  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant:  Arnold  W.  Lederer. ' 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative: .  fl 


THE  RESOLUTION  (996-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  premises  86-96  Hinsdale  street,  west  side, 
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125  ft.  south  of  Liberty  avenue  (Block  No.  3698,  Lot  Nos. 
19-20),  Borough  of  Brooklyn,  was  granted  by  the  Board 
December  9,  1941,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  amendment  of  the  reso¬ 
lution  on  the  basis  of  a  new  decision  of  the  borough  super¬ 
intendent  dated  March  31,  1942,  on  Alt.  Appl.  No.  696-42; 
and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  9,  1941 
by  adding  thereto: 

“that  in  the  event  the  owner  desires  to  connect  this 
building  zvith  the  adjoining  building  to  the  north  and 
also  to  the  building  on  the  rear  of  the  plot  by  adding  a 
connecting  building  and  removing  the  walls  substantially 
as  shozvn  on  revised  plans  marked  ‘Received  May  4,  1942’, 
such  extension  may  be  constructed,  on  condition  that  the 
connecting  link  shall  be  of  class  3  construction;  that  a 
passageway  from  such  connecting  link  to  Hinsdale  street 
shall  be  maintained  for  exit  purposes;  that  fireproof- 
self-closing  doors  shall  be  installed  and  maintained  bc- 
tzveen  such  building  and  the  adjoining  sections;  that  a 
rear  open  court  shall  be  constructed  and  maintained  on 
the  rear  lot  line  so  as  to  permit  exit-  across  the  adjoin¬ 
ing  premises;  that  a  permit  from  the  ozsmer  of  the 
adjoining  premises  shall  be  obtained  and  filed  zvith  the 
borough  superintendent ;  that  a  one  source  sprinkler 
system  shall  be  installed  throughout  the  entire  premises 
including  the  cellar;  that  the  attic  shall  be  unused;  that 
the  stairzvay  leading  thereto  shall  be  eliminated  and  a 
trap  door  installed;  that  all  refuse  material  ' of  every 
nature  shall  be  removed  therefrom ;  that  in  all  other 
respects,  the  resolution  adopted  by  the  Board  December 
9,  1941  shall  be  complied  with  except  that  the  second 
floor  shall  be  used  for  office  purposes  only  and  not  for 
storage;  that  no  storage  shall  be  maintained  in  the 
cellar;  that  the  boiler  flue  shall  be  so  arranged  as  to  be 
properly  insulated  from  adjoining  woodwork ;  that  the 
existing  exits  on  the  first  floor  to  Hinsdale  street  shall 
be  maintained ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  zvith  all  lazvs,  rules  and  regula¬ 
tions  other  than  as  modified  under  Cal.  No.  995-41-.S'. 


1109-41-A. 

APPLICANT — Sol  L.  Firstenberg,  for  Matthew  Ury  and 
Anna  C.  Ury,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  acting  borough  superintendent. 
PREMISES  AFFECTED — 6005  Independence  avenue,  situ¬ 
ated  on  a  right-of-way  located  189.17  ft.  south  of 
West  261st  street  and  100  ft.  west  of  Independence 
avenue  (Block  No.  3426,  part  of  Lot  No.  608), 
Borough  of  The  Bronx  (under  section  36,  General 
City  Law — re  proposed  erection  of  a  building  not 
fronting  on  a  legally  mapped  street). 
APPEARANCES— 

For  Applicant :  Sol  L.  Firstenberg. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended.  . 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative: .  0 

THE  RESOLUTION  (1109-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  for  an  application  for  permission  to  erect  a 
building  on  a  lot  which  does  not  front  on  a  legally  mapped 
street  pursuant  to  power  vested  in  the  Board  under  section 
36  of  the  General  City  Law  as  cited  in  a  decision  of  the 
borough  superintendent  affecting  premises  6005  Independence 
avenue  situated  on  a  right-of-way  located  189.17  ft.  south  of 


West  261st  street  and  100  ft.  west  of  Independence  avenue 
(Block  No.  3426,  part  of  Lot  No.  608),  Borough  of  The 
Bronx,  was  granted  by  the  Board  February  17,  1942,  on 
certain  conditions,  and  applicant  requested  an  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  17,  1942, 
so  that  as  amended  the  resolution  shall  read: 

Resolved,  that  the  decision  of  the  borough  super¬ 
intendent  on  N.  B.  Applic.  No.  841-41,  Objection  No.  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  under  the  authority  granted  the 
Board  under  section  36  of  the  General  City  Law  on 
condition  that  access  to  the  premises  by  means  of  20  ft. 
right-of-way  leading  to  Independence  avenue  shall  be 
maintained  at  all  times  residential  building  may  be 
located  not  nearer  than  8  ft.  to  the  right-of-way  that 
in  all  other  respects  the  building  and  occupancy  shall 
comply  zvith  all  lazvs,  rules  and  regulations  applicable 
thereto.” 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
889-38-SA. 

APPLICANT — The  Autocall  Company,  owner. 
SUBJECT— Autocall  Gongs,  Types  R  and  RV-Single 
Stroke  Bells,  approval  of. 

APPEARANCES— 

For  Applicant  :  B.  E.  Brennecke. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative: .  o 


1055-38-SA. 

APPLICANT — Goldberg  Brothers,  owner. 

SUBJECT — Goldberg  Brothers  Aluminum  Rewinding  and 
Patching  Machine — approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative : .  Q 


225-41 -S A. 

APPLICANT — The  B.  F.  Goodrich  Company,  owner. 

SUBJECT — Goodrich  Type  B  Flexible  Nozzle  Tube,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  Joseph  E.  Berck. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative: .  fl 


THE  RESOLUTION  (225-41-SA) 


Whereas,  the  B.  F.  Goodrich  Company,  owner,  filed  on 
March  18,  1941,  an  application  with  the  Board  of  Standards' 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Goodrich  Type  B  Flexible  Nozzle  Tube;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS. 


Re:  Cal.  No.  225-41-SA 
Subject:  Goodrich  Type  B 
proval  of. 


April  30,  1942. 
Flexible  Nozzle  Tube,  ap- 


MINUTES 


The  B.  F.  Goodrich  Company  filed  on  March  18,  1941 
an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  under  Section  C19-70.0  of  the  Ad¬ 
ministrative  Code  of  its  material  known  as  the  Good¬ 
rich  Type  B  Flexible  Nozzle  Tube. 

The  Goodrich  Type  B  Flexible  Nozzle  Tube  is  made 
of  synthetic  rubber  material  with  wire  inserts  attached 
to  a  threaded  brass  collar  and  is  intended  for  use  with 
hose  nozzle  valves  of  gasoline  discharge  devices  for 
dispensing  gasoline  at  automobile  filling  stations.  1  lie 
overall  length  of  the  nozzle  is  12  in. ;  its  nominal  in¬ 
side  diameter  is  $4  in.  The  overall  outside  diameter  of 
the  nozzle  tube  is  approximately  1)4  in.  Beginning  at 
a  distance  of  one  inch  from  the  collar,  static  electrical 
hazards  are  comparable  with  those  present  during  the 
similar  lise  of  a  metal  nozzle.  In  analyzing  the  com¬ 
position  of  the  rubber,  the  following  were  determined 
according  to  the  usual  methods  employed  in  the  analysis 


of  rubber: 

Acetone  Extract  .  19.73% 

Color  .  Straw 

Chloroform  Extract  . ’....  0.18% 

Alcoholic  Potash  Extract .  0.59% 

Total  Sulphur  .  1.17% 

Ash .  3.66% 

Free  Carbon  .  35.24% 


See  Underwriters  report  MH#3033,  Applic.  No. 
38C2904,  dated  December  11,  1939. 

By  test,  it  was  found  that  nozzles  of  this  type  varied 
in  electrical  resistance  from  0.00036  to  0.07  megohms. 

Complete  tests  to  determine  practicability  of  the 
nozzle  and  a  study  of  the  static  electrical,  hazards,  and 
the  conductivity  of  material  as  well  as  aging  and  igni¬ 
tion  tests  were  made  at  the  Underwriters’  Laboratories 
and  compared  to  the  results  obtained  in  subjecting  a 
metal  nozzle  to  similar  conditions  with  results  as  fol¬ 
lows  :  .  • 

Under  conditions  similar  to  those  occurring  in  prac¬ 
tice  these  flexible  nozzles  removed  static  charges,  at 
about  the  same  rate  as  a  metal  nozzle.  In  the  Electrical 
Discharge  Tests,  one  quick  contact  of  a  grounded  nozzle 
to  a  charged  truck  reduced  the  potential  to  6  kv,  and  a 
second  quick  contact  reduced  it  to  2.4  kv  irrespective 
of  whether  a  composition  or  a  metal  nozzle  was  used. 

The  tank  receiving  gasoline  in  Gasoline  Discharge 
Tests  was  relatively  free  of  static  charges  during  tests 
in  which  the  nozzle  (grounded  through  the  hose)  con¬ 
tacted  the  tank,  and  in  which  comparatively  rapid  rates 
of  flow  (up  to  25  gal.  per  min.)  were  maintained 
through  hoses  lined  with  either  metal,  Thiokol,  or  Neo¬ 
prene.  The  maximum  potential  observed  on  the  tank 
under  these  conditions  was  sufficient  to  produce  only  a 
very  slight  motion  of  electro-scope  leaves.  When  the 
nozzle  did  not  contact  the  tank,  potentials  as  high  as 
17.9  kv  were  observed. 

In  the  Comparative  Spark  Ignition  Tests  at  low  elec¬ 
trical  capacity  (116  mu  mu  f)  gasoline  vapor-air  mix¬ 
tures  were  ignited  at  an  electrostatic  potential  as  low  as 
7.4  kv  by  the  metal  nozzle,  but  in  the  tests  of  the  com¬ 
position  nozzle,  no  ignition  was  obtained  at  a  potential 
less  than  9.9  kv.  At  higher  capacity  (2180  mu  mu  f) 
such  as  found  in  large  trucks  or  buses,  mixtures  of  the 
same  concentration  were  ignited  by  a  potential  as  low 
as  7.0  kv  by  the  metal  nozzle  and  as  low  as  6.6  kv  by 
the  composition  nozzle. 

In  Aging  Tests,  the  nozzles  were  exposed  to  flexing 
or  bending,  to  gasoline,  to  96  hr.  in  oxygen  at  70  C. 
(158  F.)  under  300-lb.  per  sq.  in.  pressure,  and  to  ultra¬ 
violet  light  without  the  occurrence  of  increases,  in 
resistance  sufficient  to  impair  appreciably  their  effective¬ 
ness  in  discharging  static  electricity.  The  wire  built 
into  the  material  of  the  nozzle  was  not  visibly  affected 
by  the  mutual  contact  of  the  wire  and  the  material. 

RECOMMENDATIONS. 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  the  approval  under  C19-70.0  of  the  Ad¬ 


ministrative  Code  of  the  Goodrich  Type  B  Flexible 
Nozzle  Tube  for  use  on  dispensing  pump  lines  of 
approved  pumps.  It  is  further  recommended  that 
each  unit  be  marked,  labeled  or  stamped  reading  as 
follows :  “Approved  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  225-41-SA  for  use  in  New 
York  City”  by  raised  letters  moulded  into  the  nozzle, 
or  in  lieu  thereof,  the  following  inscription  within  a 
circle :  around  the  periphery,  at  the  top,  the  word 
APP’VD.,  along  the  bottom,  B.  S..  &  A.,  in  the  center, 
two  lines,  UPPER  line  reading  N.  Y.  C.,  lower  line 
reading  Cal.  No.  225-41-SA. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM. 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ap¬ 
pliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Goodrich  Type 
B  Flexible  Nozzle  Tube,  on  condition  that  the  appliance  be 
manufactured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


537-41 -SA. 

APPLICANT — Delco  Appliance  Division  of  General  Mo¬ 
tors  Sales  Corporation,  owner. 

SUBJECT — Delco  Heat  Burners  Models  A,  AO,  AF, 
AFO,  A12  and  B,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative : .  0 


THE  RESOLUTION  (537-41 -S A) 


Whereas,  the  Delco  Division  of  General  Motors  Sales 
Corporation,  owner,  filed  on  June  12,  1941,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  appliance  known  as  the  Delco  Heat  Burners,  Models 
A.  AO,  AF,  AFO,  A12  and  B;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS. 

April  21,  1942. 

Re:  Cal.  No.  537-41-SA 

Subject :  Delco  Heat  Burners,  Models  A.  AO,  AF, 
AFO,  A12  and  B,  approval  of. 

The  Delco  Appliance  Division  of  the  General  Motors 
Sales  Corporation  filed  Ttyie  12,  1941  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Delco  Heat  Burners,  Models  A,  AO,  AF, 
AFO,  A12  and  B  under  the  provisions  of  C19-57.0  Ad¬ 
ministrative  Code  and  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals. 

These  are  mechanical  draft  domestic  oil  burners  suit¬ 
able  for  installation  in  hot  water  or  steam  -boilers  and 
warm  air  furnaces  and  each  equipped  with  a  Rotopower 
unit.  Model  A  has  a  capacity  of  1.35  to  2.75  gallons 
per  hour  with  a  Rotopower  unit  consisting  of  a  1/10 
H.P.  110  V  60  cycle  electric  motor  1740  RPM,  internal 
gear  pump,  piston  and  sleeve  spring  loaded  pressure 
regulating  and  cut-off  valve.  Model  AO  has  a  capacity 
of  1  to  1.35  gals,  per  hour.  Model  A12  has  a  larger 
housing,  fan  and  1/6  H.P.  110  V  60  cycle  AC  motor 
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and  has  a  capacity  of  2.5  to  7  gals,  per  hour.  Model 
Ah  is  the  same  as  Model  A  but  housing  has  a  flange 
mounting  and  has  a  capacity  of  1.35  to  2.75  gals,  pet- 
hour.  Model  AR  is  the  same  as  A.  Model  AFC)  is  the 
same  as  Model  AO  but  housing  is  arranged  for  flange 
mounting  and  has  a  capacity  of  1.0  to  1.35  gals,  pet- 
hour.  Model  B  is  the  same  as  Model  O  except  hous¬ 
ing  design  is  slightly  different.  Capacity  is  1  to  1.65 
gals,  per  hour.  , 

The  Rotopower  unit  consists  of  1/6  to  1/10  H.P. 
Delco  motor,  1735-1740  RPM,  Delco  internal  gear 
pump  (same  as  Tuttle),  Delco  regulating  valve  and 
strainer,  and  the  controls  consist  of  a  Delco  Stack  Re¬ 
lay,  Delco  Aquastat,  Minneapolis  Honeywell  pressure- 
trol.  These  have  been  accorded  approval  by  the  Under¬ 
writers’  in  Guide  #300  10.4,  File  MP  363,  February  10, 
1941. 

Models  A,  A12  and  B  of  these  burners  were  inspected 
and  tested  at  9210  Jamaica  Avenue,  Borough  of  Queens, 
and  found  to  operate  without  flareback  or  undue  carbon 
deposits.  The  CO2  in  the  flue  gas  was  maintained  at 
10%.  An  examination  of  details  of  the  assembly  indi¬ 
cate  that  replacement  parts  are  interchangeable  and  the 
burners  function  properly  throughout  their  operating 
range.  The  applicant’s  attention  is  called  to  Sect.  4.1 
requiring  that  these  burners  have  assembly  of  approved 
parts  and  the  manufacturers  thereof  shall  apply  to  the 
Board  for  approval. 

On  the  basis  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  Delco  Heat  Burners,  Models  A,  A(), 
AF,  AFO,  A 12  and  B  be  approved  for  domestic 
and  commercial  installations  with  fuel  oil  not  heavier 
than  #3  under  the  provisions  of  09-57. 0,  Adminis- 
’trative  Code,  and  the  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals,  when  installed  in  accordance 
with  this  report  and  with  the  Oil  Burner  Rules  provided 
that  the  Burner  has  a  label  permanently  affixed  reading : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  537-41-SA.” 

( Sgd. )  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

ind 

Whereas,  this  report  recommended  approval  of  this  ap- 

tliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  approve  the  appliance  known  as  the  Delco  Heat 
furners,  Models  A,  AO,  AF,  AFO,  A12  and  B,  on  condi- 
ion  that  the  appliance  be  manufactured,  installed,  and  la 
>elled,  stamped  or  tagged  in  accordance  with  above  report. 


014-41-SA. 

APPLICANT — Lowe  Laboratories,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  approval  of  device  to 
be  known  as  “Spot  Fire  Detector”  (Lowe),  Models 
101  and  102,  instead  of  “Lowe  Spot  Fire  Detector” 
as  previously  approved.  Also  to  be  marketed  under 
the  name  of  “Temp-O-Rise”  Fire  Detector  by 
Central  Stations  Signals,  Incorporated. 

APPEARANCES— 

For  Applicant :  W.  B.  Barnes. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

"HE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative: .  0 


THE  RESOLUTION  ( 1014-41  -S A) 

Whereas,  M.  I.  Zielinski,  for  Lowe  Laboratories,  Incor¬ 
porated,  owner,  filed  on  November  25,  1941,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  appliance  known  as  the  “Lowe  Spot  Fire  Detector” 
Thermostat ;  and 

Whereas,  this  appliance  was  approved  by  the  Board 
April  7,  1942,  in  accordance  with  report  of  the  Committee 
on  Tests  dated  March  31,  1942;  and 

Whereas,  the  applicant  requested  reopening  of  the  appli¬ 
cation  and  amendment  of  the  resolution  for  the  substitution 
of  the  name  “Lowe  Spot  Fire  Detector”  by  “Spot  Fire 
Detector”  (Lowe),  and  also  to  permit  marketing  of  this 
appliance  under  the  name  “Temp-O-Rise”  by  Central  Sta¬ 
tions  Signals,  Inc. ;  and 

Whereas,  this  request  was  submitted  to  the  Committee 
on  Tests  of  the  Board,  for  test  and  report;  and 

Whereas,  the  supplemental  report  of  the  Committee  on 
Tests  reads : 


SUPPLEMENTAL  REPORT  OF 
COMMITTEE  ON  TESTS. 


„  ,  May  6,  1942. 

Cal.  No.  1014-41-SA 

Subject:  “Spot  Fire  Detector”  (Lowe),  Models  101,  102. 


On  April  7,  1 942  the  Board  approved  the  “Lowe  Spot 
Fire  Detector”  for  use  with  a  rate  of  rise  thermostatic 
system  designed  to  give  alarm  in  the  event  of  fire.  In 
the  Report  of  the  Committee  on  Tests,  dated  March  31, 
1942,  the  device  as  approved  was  identified  as  “Lowe 
Spot  hire  Detector,”  the  applicant  now  requests  that  the 
device  be  known  as  the  “Spot  Fire  Detector”  (Lowe). 


The  applicant  further  requests  approval  of  this  device 
for  use  with  125  V  A.C  .  or  D.C.  circuits  in  accordance 
with  supplemental  report  of  the  Underwriters,  dated 
June  3,  1941,  Application  No.  41N547.  Models  101,  102, 
201,  202,  were  subjected  to  tests  while  connected  to  a 
125  V  D.C.  .45  amp.  circuit  and  subjected  to  a  heater 
e lenient  which  heated  the  thermostat  until  the  contacts 
were  closed,  after  which  the  heater  element  was  removed 
to  permit  the  thermostat  to  restore  to  normal.  The 
samples  were  then  retested  with  the  load  adjusted  to 
125  V  A.C.  .45  amps.  In  all  cases  the  thermostatic 
samples  were  subjected  to  50  cycles  of  operation.  In 
addition  thereto  a  die  electric  strength  test  was  made 
wherein  the  samples  were  subjected  to  1250V  A.C. 
potential  between  line  terminals  and  metal  enclosure  and 
between  the  line  terminals.  Subsequent  to  this  test  each 
thermostat  was  held  over  the  heating  element  until  the 
fixed  temperature  element  released.  The  samples  were 
again  subjected  to  1250V  between  line  terminals  and 
metal  enclosure  and  it  was  found  that  the  installation 
and  spacing  of  each  thermostatic  sample  was  such  as  to 
withstand  the  above  application  of  1250V  A.C.  for  one 
minute  without  breakdown. 


On  the  basis  of  the  supplemental  data,  the  Under¬ 
writers’,  under  File  S397,  have  issued  an  approval  as 
follows : 


Models  Ratings  Temperature  F 

101  24-125  V,  ac  or  24  V,  dc,  1A;  125  V,  dc,  3A  165 

102  24-125  V,  ac  or  24  V,  dc,  1A;  125  V,  dc,  3A  212 


Note:  The  applicant  when  he  filed  his  application 
for  approval  by  the  Board  gave  Models  101,  102,  201 
and  202,  which  have  since  been  combined,  so  that  now 
Model  101  covers  the  previous  101,  201;  and  102  covers 
the  previous  Models  102  and  202. 

This  device  is  also  marketed  under  the  name  of 
“Temp-O-Rise”  bv  Central  Stations  Signals,  Inc.,  New 
York  City  under  Underwriters’  Laboratories  listing  File 
S386. 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  that  the  approval  granted  on  April  7,  1942 


MINUTES 


be  reopened  and  amended  in  accordance  with  the  fore¬ 
going  supplemental  report. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  that  the  resolution 
adopted  on  April  7,  1942  be  amended  to  change  the  name  of 
the  appliance  to  “Spot  Fire  Detector’’  (Lowe),  and  also  to 
permit  marketing  of  this  appliance  under  the  name  “Temp- 
O-Rise”  by  the  Central  Stations  Inc.,  New  York  City. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  7,  1942  in 
accordance  with  above  report  of  the  Committee  on  Tests 
dated  May  6,  1942. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 

846-38-SM. 

APPLICANT— American  Radiator  Company,  owner. 

SUBJECT —  Approval  of  Arco  Full  Flow  Wrought  Cop¬ 
per  Fittings  and  Arco  Copper  Pipe  manufactured 
by  American  Radiator  Company. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative: .  0 


1171-39-SM. 

APPLICANT — Drigard  Products  Corporation,  owner;  W. 
H.  Tuohey,  agent. 

SUBJECT — Drigard  and  Rustgard  Liquid  Waterproofing, 
approval  of. 


A  CLEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  with 
drawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative: .  f 


1 508-39-SM. 

APPLICANT — Porete  Manufacturing  Co.,  owner. 

SUBJECT — Porete  Precast  Floor  and  Roof  Slab  12"  x  4" 
x  15'  (to  be  used  on  Steel  Beams  on  15'  C.C.)i 
approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  - 
Negative: .  t 


1546-39-SM. 

APPLICANT — American  Cyanamid  &  Chemical  Corpora¬ 
tion,  owner. 

SUBJECT— Gypsteel  Gypsum  Partition  Tile  or  Block,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  A 
Negative: .  ( 


Adjourned,  5  :0()  P.M. 

Joseph  J.  Doyle,  Chief  Clerk 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  of  Form  7NO. 

T  f  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cent? 
each — postage  to  be  added  if  the  forms  are  forwarded  b> 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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Minutes  of  Regular  Meeting  May  19,  1942  Affecting 
Calendar  Numbers  638-40-BZ,  58-41-BZ,  479-41-BZ,  5- 
42-BZ,  38-42-BZ,  132-42-BZ,  463-41-BZ,  640-41-BZ,  734- 
41-BZ,  2-42-BZ,  59-42-BZ  and  90-42-BZ. 

Minutes  of  Regular  Meeting  May  19,  1942  at  2  P.  M., 
Affecting  Calendar  Numbers  865-38-BZ,  985-41-BZ, 
872-39-B Z,  547-41-BZ,  159-34-BZ,  156-36-BZ,  152-37-BZ, 
266-41-BZ,  1134-39-A,  173-42-A,  354-42-A,  384-42-A, 
396-42-A,  991-41-A,  238-42-A,  1102-40-A,  385-42-A, 

615-41-A,  124-42-A,  312-42-A,  356-42-A,  200-39-SA, 

183-41-SA,  969-41-SA,  999-39-SM,  1000-39-SM,  1001- 
39-SM,  1011-39-SM,  1210-39-SM,  1276-39-SM,  1280-39- 
SM,  1281-39-SM,  1282-39-SM,  1283-39-SM,  1462-39-SM, 
415-38-SM,  438-41-SM  and  978-41-SM. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  May  19,  1942. 

Cal.  No.  Dept.  Premises  Affected 

393- 42-A — F.D. — 2 73  Water  street,  east  side,  52  ft.  5  in. 
south  of  Dover  street  (Block  No.  107,  Lot  No.  48),  Borough 
of  Manhattan,  Decision  re  29222-L.  C. 

394- 42-A — H.B.B. — 343  Carlton  avenue  and  142  Lafayette 
avenue,  southeast  corner  and  south  side  of  Lafayette  ave¬ 
nue,  22  ft.  6  in.  east  of  Carlton  avenue  (Block  No.  2120, 
Lot  Nos.  17  and  18),  Borough  of  Brooklyn,  Alt.  1337-42 
and  Alt.  1338-42. 


238-42-A — H.B.B. — 45  Willoughby  street  (45-55  Wil¬ 
loughby  street,  official),  northeast  corner  of  Jay  street 
(Block  No.  147,  Lot  Nos.  44  and  49),  Borough  of  Brook 
lvn,  E.  S.  124-42.  • 


985-41-BZ — H.B.B. — 46-60  Delmonico  place,  182^Jfcry 
street,  southwest  corner  and  749-751  Park  avenue  ^^Pock 
No.  1731,  Lot  Nos.  20,  22,  23,  24  and  33),  Borough  of 
Brooklyn,  B.  N.  3121-41. 


991-41-A — H.B.B. — 1474  Ocean  parkway,  west  side,  280 
ft.  north  of  Avenue  O  (Block  No.  6587,  Lot  No.  41),  Bor¬ 
ough  of  Brooklyn,  Alt.  1195-42. 


395- 42-SM — Antiflame  (Fireproofing  Compound),  manu¬ 
factured  by  Giovanni  Fiore,  Material. 

396- 42-A — 315-329  Park  avenue,  47-57  Ryerson  street, 
northeast  corner  and  32-52  Grand  avenue,  northwest  corner 
of  Park  avenue  (Block  No.  1877,  Lot  Nos.  60,  57,  44  and 
part  of  Lot  No.  1),  Borough  of  Brooklyn,  N.  B.  154-42. 

397- 42-A — H.B.R. — 4352  Hylan  boulevard,  east  side,  35 
ft.  north  of  Armstrong  avenue  (Block  No.  5312,  Lot  Nos. 
3  and  5),  Eltingville,  Borough  of  Richmond,  Decision  re 
Certificate  of  Occupancy. 

398- 42-A — H.B.R. — 3237  Richmond  terrace,  northwest 
corner  of  South  avenue  (Block  No.  1208,  Lot  No.  13), 
Mariners  Harbor,  Borough  of  Richmond  (under  section  35, 
General  City  Law  re  bed  of  mapped  street),  N.  B.  210-42 

399- 42-S — F.D. — 538  Johnson  avenue,  southwest  corner 
of  Stewart  avenue  (Block  No.  2944 A,  Lot  No.  1),  Borough 
of  Brooklyn,  Decision. 

400- 42-A — F.D. — 134-184  43rd  street  and  4302-4320  Sec¬ 
ond  avenue,  southwest  corner  (Block  No.  726,  Lot  No.  1). 
Borough  of  Brooklyn,  90743-L.  C.  and  Decision. 

401- 42-S — H.B.M. — 65-67  Madison  avenue,  east  side,  24 
ft.  9  in.  north  of  East  27th  street  and  27-29  East  27th  street 
(Block  No.  857,  Lot  No.  22),  Borough  of  Manhattan,  Alt 
482-42. 

402- 42-BZ — H.B.B. — 2542  Atlantic  avenue  (2540  dis¬ 
played),  and  47  Williams  avenue,  southeast  corner  (Block 
No.  3683,  Lot  No.  23),  Borough  of  Brooklyn,  Alt.  3435-41. 


403-42-A — H.B.B. — 2025-2039  79th  street,  north  side,  200 
ft.  east  of  20th  avenue  (Block  No.  6263,  Lot  No.  60),  Bor¬ 
ough  of  Brooklyn,  Amendment  to  Alt.  1133-42. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
E.D. — Fire  Department. 


RULES 


Blended  Cements,  Rules  for  Testing 

and  Use  of  . 

Carbon  Dioxide  Liquefier,  Rules... 
Certificates  of  Occupancy,  approved 

form  . 

Concrete  Flat  Slabs,  Rules . 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of 

Concrete  Rules  (Hydrated  Lime)  . . 

Elevator  Rules  . 

Exit  Rules  (Revolving  Doors) . . 

Factory  Exit  Rules  . . 


Last  Publication  In  Bulletin 


Fire  Drill  Ru 
Fire-resistive, 


Flameproof  Mate- 


Fire  Retarding  Rules  for  Garages, 
etc . . 


Fusion  Welding  and  Gas  Cutting 
Rules 


Hatchway  Protection 
Insulating  Fibre  Boarc 
Oil  Burner  Rules 
Opening  Protective 


Assemblies, 


Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . •.••••. . Nov. 

Platform  Trucks,  Specifications  for.  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  Aug. 
Smoking  in  Factories,  Rules  for....  Apr. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules  . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Apr. 


Feb. 

17, 

1942- 

-Vol. 

27, 

No. 

7 

Mar. 

10, 

1942- 

-Vol. 

27, 

No. 

10 

Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47 

duly 

13, 

1937- 

-Vol. 

22, 

No. 

28 

June 

24, 

1941- 

-Vol. 

26, 

No. 

25 

Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

Mar. 

3, 

1936- 

-Vol. 

21, 

No. 

9 

June 

15, 

1937- 

-Vol. 

22, 

No. 

24 

Dec. 

2, 

1941- 

-Vol. 

26, 

No. 

4! 

Apr. 

7, 

1942- 

-Vol. 

27, 

No. 

14 

May 

5, 

1942- 

-Vol. 

27, 

No. 

18 

Apr. 

28, 

1942- 

-Vol. 

27, 

No. 

17 

Dec. 

16, 

1941- 

-Vol. 

26, 

No. 

50 

Apr. 

13, 

1937- 

-Vol. 

22, 

No. 

15 

Jan. 

21, 

1919- 

-Vol. 

4, 

No. 

3 

May 

20, 

1941- 

-Vol. 

26, 

No. 

20 

Apr. 

7, 

1925- 

-Vol. 

10, 

No. 

14 

dune 

5, 

1928- 

-Vol. 

13, 

No. 

23 

Mar. 

31, 

1942- 

-Vol. 

27, 

No. 

13 

Jan. 

13, 

1942- 

-Vol. 

27, 

No. 

2 

Jan. 

6, 

1942- 

-Vol. 

27, 

No. 

1 

25,  1941— Vol.  26,  No.  47A 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


25,  1941— 

7,  1937 
26,  1941 
14,  1942 
29,  1937 

8,  1937 
7,  1932 

24,  1936 
24,  1936 


Vol.  26,  No.  47A 
—Vol.  22,  No.  36 
—Vol.  26,  No.  34 
—Vol.  27,  No.  15 
—Vol.  22,  No.  26 
—Vol.  22,  No.  23 
Vol.  17,  No.  23 
i— ' Vol.  21,  No.  47 
Vol.  21,  No.  47 


10,  1923— Vol.  8,  No.  15 


Restored  to  Calendar 

865-38-BZ — H.B.M. — 450-458  West  34th  street,  south 
side,  175  ft.  9^4  in.  east  of  Tenth  avenue  and  441-451  Wesl 
33rd  street  (Block  No.  731,  Lot  Nos.  17  and  72),  Borough 
of  Manhattan,  B.  N.  890-42. 

124-42-A — H.B.Bx. — 814-838  Westchester  avenue  and 
793-811  Prospect  avenue,  southwest  corner  (Block  No.  2676. 
Lot  No.  49),  Borough  of  The  Bronx,  Alt.  182-42. 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fireline  Hose  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pumps . Nov.  25,  1941 — Vol.  26,  No.  47A 

Gas  Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941 — Vol.  26,  No.  47A 
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CALENDAR 


CERTIORARI  ORDER  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS 

On  May  18,  1942,  Leon  Jaffe,  attorney  for  Alexander’s  Department 
Store,  Inc.,  lessee,  served  on  the  Board  an  Order  of 
Certiorari  and  Petition  re  decision  of  the  Board  on  April 
21,  1942,  denying  a  variance  of  the  building  zone  resolution, 
*  under  Section  21,  to  permit  in  a  business  use  district  the 
”  erection  and  maintenance  of  a  non-flaShing  illuminated  busi¬ 
ness  sign  on  the  roof  of  an  existing  business  building;  Cal. 
No.  46-42-BZ;  premises  2501  Grand  Concourse,  northwest 
corner  of  Fordham  road,  and  2508  Creston  avenue,  Borough 
of  The  Bronx. 

MAY  26,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning  May  26,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters  : 

1307-39-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Peter  Schmuck,  owner  (87  Columbia  Garage,  In¬ 
corporated,  lessee),  reopened  November  25,  1941,  under 
sections  7e,  7h  and  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (there  are  buildings 
on  the  plot  in  question)  ;  premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  Ninth  avenue  (Block  No.  1034, 
Lot  Nos.  48  to  53,  inclusive),  Borough  of  Manhattan. 

58-41-BZ — Application  of  Morris  Perlstein,  applicant,  on 
behalf  of  Gootzeit  Realty  and  Construction  Company,  In¬ 
corporated,  owner,  reopened  March  24,  1942,  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  garage  for  ten  (10) 
motor  vehicles;  premises  67-12  to  67-18  73rd  place,  west 
side,  107  ft.  4)4  in.  south  of  Metropolitan  avenue  (Block 
No.  3667,  Lot  No.  362),  Middle  Village,  Borough  of  Queens. 

524-31-BZ- — Application  of  Healy  and  Fusfeld  and  George 
Euell,  applicants,  on  behalf  of  Fordham  Towers,  Incor¬ 
porated,  owner,  reopened  March  10,  1942,  under  section  21 
of  the  zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  conversion  of  occupancy  of  a  building,  previously 
granted  by  the  Board  for  use  as  mercantile  stores  or  shops 
or  executive  offices,  prohibiting  fish  or  meat  markets  and 
delicatessen  shops ;  prohibiting  signs  or  advertising  of  any 
nature  or  description  except  on  plate  glass  show  windows 
of  the  store  fronts  of  the  Grand  Concourse  frontage  of  the 
building  or  on  the  facade  of  the  Grand  Concourse  portion 
of  the  structure;  that  no  merchandise  shall  be  stored  or 
displayed  outside  the  building  line — for  use  as  automobile 
showrooms  and  stores  including  permission  to  sell  food 
stuff,  etc.;  premises  2332-2340  Grand  Concourse,  244  Field 
place,  southeast  corner  and  2331-2345  Ryer  avenue  (Block 
No.  3159,  Lot  Nos.  B,  14,  15,  19  and  23),  Borough  of  The 
Bronx. 

844-41-BZ — Application,  September  30,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  O’Donohue  Holding  Corporation,  owner 
(Joseph  A.  Cascardi,  lessee),  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  9-09  Seagirt  avenue  and  149  Beach 
9th  street,  southwest  corner  (Block  No.  145,  part  of  Lot 
No.  1),  Far  Rockaway,  Borough  of  Queens. 

843-41-BZ — Application,  September  30,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Roche’s  Beach,  Incorporated,  owner,  to  permit 
in  a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  212  Beach  17th  street,  northeast  corner  of  Seagirt 
avenue  (Block  No.  130,  Lot  No.  1),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 


1028-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Charles  McManamy  and  Remuda  Realty  Hold¬ 
ing  Corporation,  owners  (Sophie  Ader,  lessee),  to  permit 
in  a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  29-07  Seagirt  avenue,  south  side,  60  ft.  west  of 
Beach  29th  street  and  29-14  to  30-02  Lewmay  road,  north 
side,  60  ft.  west  of  Beach  29th  street  (Block  No.  300,  Lot 
Nos.  16  and  53),  Edgemere,  Borough  of  Queens. 

830-41-BZ — Application,  September  26,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Edgemere-Britain  Company,  Incorporated, 
owner  (Samuel  Benerofe,  lessee),  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises  • 
138  Beach  30th  street,  east  side,  65  ft.  south  of  Lewmay 
road  (Block  No.  301,  part  of  Lot  No.  22),  Edgemere,  Bor¬ 
ough  of  Queens. 

841-41-BZ — Application,  September  30,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Belle  Goldstein,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises 
33-03  Sprayview  avenue,  southwest  corner  of  Beach  33rd 
street  (Block  No.  305,  Lot  No.  6),  Edgemere,  Borough  of 
Queens. 

1027-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Evelyn  Syrkin  Cherry,  owner  (Louis  Schrad- 
niclc,  lessee),  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  170  Beach  42nd 
street,  east  side,  97  ft.  north  of  Boardwalk  (Block  No.  324, 
Lot  No.  13),  Edgemere,  Borough  of  Queens. 

1026-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tions  7h  and  21  of  the  zoning  resolution,  of  Max  Horn, 
applicant,  on  behalf  of  Abraham  M.  Davis,  owner,  to  per¬ 
mit  in  a  residence  use  district,  for  a  temporary  term  of 
not  more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  maintenance  of  a 
two  (2)  car  garage  not  accessory  to  a  dwelling  on  the 
same  lot;  premises  151  Beach  66th  street,  west  side,  275  ft. 
south  of  Larkin  avenue  (Block  No.  359,  Lot  No.  64), 
Arverne,  Borough  of  Queens. 

805-41-BZ — Application,  September  19,  1941,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Joseph  Maas,  owner  (Louis  Friedman,  lessee), 
to  permit  in  a  business  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  on  an  existing  gaso¬ 
line  service  station;  premises  201  Beach  66th  street  and 
66-02  to  66-10  Rockaway  Beach  boulevard,  northwest  corner 
(Block  No.  396,  Lot  No.  107),  Arverne,  Borough  of  Queens. 

836-41-BZ — Application,  September  26,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Zimergast  Realty  Company,  Incorporated, 
owner  (Paul  J.  Paul,  lessee),  to  permit  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
98-01  Rockaway  Beach  boulevard  and  185  Beach  98th  street, 
southwest  corner  (Block  No.  637,  Lot  No.  39),  Rockaway 
Beach,  Borough  of  Queens. 

655-41-BZ — Application  of  Max  Horn,  applicant  on  be¬ 
half  of  Della  Estates,  owner,  reopened  October  15,  1941, 
under  section  7h  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  term  of  not  more  than 
two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles  (previously  acted  upon  by  the  Board)  ;  premises 
224  Beach  99th  street,  east  side,  120  ft.  north  of  Rockaway 
Beach  boulevard  and  225  Beach  98th  street  (Block  No.  583, 
Lot  No.  1  and  part  of  Lot  No.  23),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 
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829-41-BZ — Application,  September  26,  1941,  under  sec¬ 
tion  7 h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Long  Island  Railroad  Company,  and  Estate 
of  Melvin  G.  Palliser,  Deceased,  owners  (Joseph  P.  Campi, 
lessee),  to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  223  Beach  102nd  street, 
238  Beach  103rd  street  and  102-02  to  102-24  St.  Marks  place, 
north  side  and  south  side  of  Long  Island  Railroad,  from 
Beach  102nd  street  to  Beach  103rd  street  (Seaside  avenue)  ; 
(Block  ISlo.  587,  Lot  Nos.  1,  5,  71  and  76),  Rockaway 
Beach,  Borough  of  Queens. 

1033-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
-on  behalf  of  Long  Island  Railroad  Company,  owner 
(Anthony  Luerssen,  lessee),  to  permit  partly  in  a  business 
use  and  partly  in  an  unrestricted  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  268  Beach  116th  street, 
east  side,  250  ft.  south  of  Beach  Channel  drive  (Block  No. 
598,  Lot  No.  100),  Rockaway  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  26,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

318-42-A — 1986  Madison  avenue,  west  side,  59  ft.  11  in. 
south  of  East  127th  street  (Block  No.  1751,  Lot  No.  56J4), 
Borough  of  Manhattan. 

320-42-A — 283  Morris  avenue,  west  side,  52.69  ft.  north 
of  East  139th  street  (Block  No.  2333,  Lot  No.  68),  Borough 
of  The  Bronx. 

173-42-A — 40-30  23rd  street,  west  side,  100  ft.  north  of 
41st  avenue  (Block  No.  409,  Lot  No.  38),  Long  Island  City, 
Borough  of  Queens. 

1134-39-A — 6914-6918  Fifth  avenue,  west  side,  102  ft. 
85/s  in.  south  of  Bay  Ridge  avenue  (Block  No.  5873,  Lot 
Nos.  48  and  49),  Borough  of  Brooklyn  (reopened  April 
17,  1942;  previously  denied). 

396-42- A — -315-329  Park  avenue,  47-57  Ryerson  street, 
northeast  corner  and  32-52  Grand  avenue,  northwest  corner 
of  Park  avenue  (Block  No.  1877,  Lot  Nos.  60,  57,  44  and 
part  of  Lot  No.  1),  Borough  of  Brooklyn. 

302-42-A — 142-148-154  East  32nd  street,  south  side,  95  ft. 
east  of  Lexington  avenue  (3rd  floor)  ;  (Block  No.  887,  Lot 
No.  64),  Borough  of  Manhattan. 

347-42-A — 2355  65th  street,  north  side,  225  ft.  west  of 
24th  avenue  (Block  No.  6559,  Lot  No.  55),  Borough  of 
Brooklyn. 

1100-41-A — 154  Beach  73rd  street,  east  side,  441  ft.  south 
of  Rockaway  Beach  boulevard  (Block  No.  608,  Lot  No.  79), 
Arverne,  Borough  of  Queens  (under  section  35,  General 
City  Law — re  bed  of  mapped  street). 

1113-41-A — 153-155  Beach  72nd  street,  west  side,  420  ft. 
south  of  Rockaway  Beach  boulevard  (Block  No.  608,  Lot 
No.  77),  Arverne,  Borough  of  Queens  (under  section  35, 
General  City  Law — re  bed  of  mapped  street). 

Appliances  and  Materials  for  Approval. 

400-32-SA — Superfex  Oil  Burner.  Amendment  of  reso¬ 
lution  adopted  July  12,  1938,  reopened  January  16,  1940 
re  inclusion  of  additional  models  90-93-101A-101AE- 
100A-100AE-200A-200AE-300A-300AE. 

232-42-SM — St.  Louis  Fire  Door  Company  “Ti-Co-Dor” 
metal  clad  counter-balanced  freight  elevator  door. 


355-41-SM — Flintkote  Insulation  Board  Products  as  fol¬ 
lows:  Flintkote  Building  Board,  Flintkote  Insulating 
Lath,  Flintkote  Insulating  Board  Tile,  Flintkote  Insulat¬ 
ing  Plank,  Flintkote  Roof  Insulation,  Flintkote  Sheath¬ 
ing  Board,  Flintkote  Accessories,  battens,  etc. 

780-41-SM — Certain-Teed  Gypsteel  Senior  and  Junior 
Plank  for  Floor  and  Roof  Slabs.  •  < 


JUNE  2,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  June  2,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

5-42-BZ — Application,  January  2,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Bernard  Trencher,  applicant,  on 
behalf  of  Henry  Felsenstein,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles  and,  also,  gasoline  service  sta¬ 
tion  and,  also,  the  inclusion  of  a  motor  vehicle  repair  shop 
use  in  the  garage  building;  premises  2042-2050  Ocean  ave¬ 
nue,  west  side,  470  ft.  south  of  Avenue  O  and  300  ft.  north 
of  Avenue  P  (Block  No.  6766,  Lot  Nos.  36  and  38),  Bor¬ 
ough  of  Brooklyn. 

353-42-BZ — Application,  April  28,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Charles  M.  Lobejager,  applicant, 
on  behalf  of  Bulova  Watch  Company,  owner,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  occupied  for  factory  use  in  excess  of  the 
area  permitted  by  the  zoning  resolution ;  premises  40-05 
61st  street  and  40-06  62nd  street,  the  south  side  of  Wood- 
side  avenue,  from  61st  'street  to  62nd  street  (Block  No. 
1336,  Lot  Nos.  38,  41,  44  and  47),  Woodside,  Borough  of 
Queens. 

879-38-BZ— Application  of  John  M.  Baker,  applicant,  on 
behalf  of  Rocco  Tricarico,  owner,  reopened  March  24,  1942, 
under  section  7h  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  31-53  and  31-73  31st  street,  east  side,  178.14  ft. 
north  of  Broadway  (Block  No.  613,  Lot  Nos.  13  and  19), 
Long  Island  City,  Borough  of  Queens. 

328-42-BZ— Application,  April  21,  1942,  under  section  7f 
of  the  zoning  resolution,  of  Koch  and  Wagner,  applicants, 
on  behalf  of  Bond  and  Mortgage  Company,  owner  (The 
Roberts  Numbering  Machine  Company,  lessee),  to  permit 
in  a  business  use  district,  for  a  term  of  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles;  premises 
744-752  Jamaica  avenue  and  2-14  Chestnut  street,  southwest 
corner  (Block  No.  4103,  Lot  No.  29),  Borough  of  Brooklyn. 

20-42-BZ — Application,  January  7,  1942,  under  section  7i 
of  the  zoning  resolution,  of  Milton  B.  Weissman,  applicant, 
on  behalf  of  Pauline  Kaufman,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  occupancy  of  part  of  the 
first  story  of  an  existing  building  to  a  motor  vehicle  repair 
shop;  premises  178-186  Putnam  avenue  and  1186-1188  Bed¬ 
ford  avenue,  southwest  corner  (Block  No.  1996,  Lot  No. 
27),  Borough  of  Brooklyn. 

1004-41-BZ — Application,  November  21,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  A.  A.  Forman, 
3rd,  applicant,  on  behalf  of  Dougland  Homes  Corporation, 
owner  (Frederick  Cornelius,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  reconstruction  and  extension  of  a 
gasoline  service  station;  premises  175-42  137th  avenue  and 
137-04  Farmers  boulevard,  southwest  corner  (Block  No. 
3237,  part  of  Lot  No.  24),  Springfield  Gardens,  Borough  of 
Queens. 
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662-26- BZ — Application  of  Charles  Richel,  applicant,  on 
behalf  of  Sarah  Richel,  owner,  reopened  November  5,  1941, 
under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  stated  term  of  years,  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises 
3504  to  3510  Boston  Post  road  and  3410  Eastchester  road, 
southeast  corner  (Block  No.  4723,  Lot  No.  66),  Borough 
of  The  Bronx. 

1029-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  to 
permit  in  a  business  use  district,  the  extension  and  recon¬ 
struction  of  an  existing  gasoline  service  station ;  premises 
263  Bay  street  and  16  Hannah  street,  southeast  corner 
(Block  No.  487,  Lot  No.  42),  Tompkinsville,  Borough  of 
Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  2,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

354-42-A — 48  Greenleaf  avenue,  west  side,  95  ft.  5  in. 
north  of  Marion  avenue  (Block  No.  236,  Lot  No.  69),  West 
Brighton,  Borough  of  Richmond. 

Appliances  for  Approval. 

1046-38-SA — Penn  Overload  Switch,  Type  LC,  Models 
LCT,  LCP,  LSCT  and  LSCP. 

556-41-SA — Marnis  Domestic  Oil  Burner,  Models  50  and 
60,  sizes  1,  2,  3  and  4. 

859-41-SA — Armor  Clad  Safety  Oil  Preheater. 

203-42-SA — Seaberg  Type  G.S.  Elevator  Car  Door  or 
Gate  Switch. 

210-42-SA — Seaberg  Type  BL  Bar  Interlock. 


JUNE  9,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
)f  the  zoning  resolution,  Tuesday  morning,  June  9.  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

135-41-BZ — Application  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  Fanny  Leon,  owner  (Joe’s  Automotive  Elec¬ 
tric  Service,  lessee),  reopened  May  12,  1942,  for  considera- 
ion  as  to  extension  of  permit — re  Application,  previously 
granted  on  condition,  under  section  7e  of  the  zoning  resolu- 
ion,  permitting  in  a  residence  use  district,  the  conversion 
>f  occupancy  of  the  1st  story  of  an  existing  building  to  a 
notor  vehicle  repair  shop  for  a  term  of  one  (1)  year; 
premises  436  West  57th  street,  south  side,  425  ft.  west  of 
Ninth  avenue  (Block  No.  1066,  Lot  No.  50),  Borough  of 
Manhattan. 

13-39-BZ — Application  of  Henry  C.  Brockman,  appli- 
ant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopened 
nd  restored  to  calendar  June  17,  1941,  under  section  7c  of 
he  building  zone  resolution,  to  permit  partly  in  a  residence 
ise  and  partly  in  a  business  use  district,  the  erection  of  a 
ew  building  to  be  used  as  office,  car  washing  and  lubritory, 
11  accessory  to  an  existing  gasoline  service  station  (previ- 
usly  withdrawn)  ;  premises  15  Ocean  avenue,  south  side, 
00  ft.  west  of  Flatbush  avenue  (Block  No.  5024,  part  of 
-ot  No.  28),  Borough  of  Brooklyn. 

J-42-BZ — Application,  January  14,  1942,  under  section 
:  of  the  zoning  resolution,  of  Henry  Nordheim,  applicant, 
i  behalf  of  Lillian  Koff,  owner,  to  permit  in  a  business 
se  district,  for  a  term  of  years,  the  erection  and  main¬ 


tenance  of  a  gasoline  service  station ;  premises  440  Sound 
V  iew  avenue  and  445  Underhill  avenue,  northwest  corner 
(Block  No.  3498,  Lot  No.  51),  Borough  of  The  Bronx. 

972-41-BZ — Application,  November  13,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Frank  C.  Keller,  appli¬ 
cant,  on  behalf  of  Edward  Sherman  Supply  Company,  owner, 
to  permit  the  extension,  from  a  business  use  district  into  a 
residence  use  district,  of  a  business  use  and,  also,  the  use 
of  a  portion  of  a  rear  yard  located  partly  in  a  residence  use 
district  as  ingress  and  egress  to  (part  of)  the  said  pro¬ 
posed  business  uses;  premises  116-01  to  116-13  Merrick 
boulevard  (road),  southeast  corner  of  116th  avenue  (Block 
No.  3108,  Lot  No.  1),  St.  Albans,  Borough  of  Queens. 

67-42-BZ — Application,  January  20,  1942,  under  section 
21  of  the  zoning  resolution,  of  Canton  and  Nordheim,  ap¬ 
plicants,  on  behalf  of  Lauer  Realty  Corporation,  owner,  to 
permit  in  a  business  use  district,  the  maintenance  of  a  build¬ 
ing  used  for  the  storage,  sale  and  engraving  of  stone  monu¬ 
ments;  premises  2020  Jerome  avenue,  east  side,  100  ft.  north 
of  East  179th  street  (Block  No.  2854,  Lot  No.  34),  Borough 
of  The  Bronx. 

848-41-BZ — Application,  September  30,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Alax  Horn,  applicant,  on 
behalf  of  Michael  Cook,  owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  building  to  be 
used  for  stores  and  open  air  movie  theatre;  premises  38-01 
to  38-05  Boardwalk,  northwest  corner  of  Beach  38th  street 
(Block  No.  320,  Lot  No.  1),  Edgemere,  Borough  of  Queens. 

559-37-BZ — Application  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Fellman  Realty  Corporation,  owner,  re¬ 
opened  April  28,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  3996  Tenth  avenue  and  501 
West  213th  street,  northwest  corner  (Block  No.  2231,  part 
of  Lot  No.  17),  Borough  of  Manhattan. 

812-41-BZ — Application,  September  19,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  C.  J.  Neumann  Realty 
Corporation,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  reconstruction  and 
extension  of  a  gasoline  service  station;  premises  1916-1922 
Flatbush  avenue  and  3822-3832  Avenue  L,  southwest  corner 
(Block  No.  7815,  Lot  Nos.  32  and  35),  Borough  of  Brooklyn. 

1106-17-BZ — Application  of  William  F.  Regan,  applicant, 
on  behalf  of  Helen  I.  Doyle,  owner  (Ola  Jones,  lessee), 
reopened  March  3,  1942,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  conver¬ 
sion  of  occupancy  of  part  of  an  existing  building  to  a  motor 
vehicle  repair  shop  (this  building  was  previously  acted  upon 
by  the  Board)  ;  premises  137  Jefferson  avenue,  north  side, 
450  ft.  west  of  Nostrand  avenue  (Block  No.  1827,  Lot  No. 
82),  Borough  of  Brooklyn. 

344-38-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  The  Borden  Company,  owner  (Morris  Mistretta, 
lessee),  reopened  February  24,  1942,  under  sections  7h  and 
21  of  the  zoning  resolution,  to  permit  upon  a  plot  located 
partly  in  a  business  use  and  partly  in  an  unrestricted  use 
district,  the  maintenance  of  a  gasoline  service  station  and, 
also,  the  use  of  the  plot,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (this  plot  was  previously 
acted  upon  by  the  Board)  ;  premises  942-958  De  Kalb  avenue 
and  122-126  Lewis  avenue,  southwest  corner  (Block  No. 
1601,  part  of  Lot  No.  24),  Borough  of  Brooklyn. 

220-42-BZ — Application,  March  19,  1942,  under  section 
7c  of  the  zoning  resolution,  of  John  M.  Baker,  applicant,  on 
behalf  of  Hafner  Associates,  Incorporated,  owner  (General 
Steel  Products  Corporation,  lessee),  to  permit  in  a  residence 
use  district,  the  extension  of  an  existing  factory  building  by 
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the  erection  of  a  loading  platform;  premises  19-19  24th 
avenue,  northwest  corner  of  21st  street  (Block  No.  890,  Lot 
No.  1),  Long  Island  City,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of  Lot  No.  28), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  16,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

of  the  zoning  resolution,  Tuesday  morning,  June  16,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters: 

638-40-BZ — Application  of  Nathaniel  T.  Helman,  appli¬ 
cant,  on  behalf  of  Cortland  Realty  Company  of  New  York, 
owner  (Jules  Ullman,  lessee),  reopened  and  restored  to 
calendar  April  7,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  for  a  term  of 
not  more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles  (previously  withdrawn)  ;  premises 
41-48  80th  street,  west  side,  125.39  ft.  north  of  Broadway 


(Block  No.  1499,  part  of  Lot  No.  1),  Jackson  Heights, 
Borough  of  Queens. 

132-42-BZ — Application,  February  17,  1942,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  N.  T.  Helman,  appli¬ 
cant,  on  behalf  of  Queensboro  Investing  Company,  owner 
(Jules  Ullman,  lessee),  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  37-36  83rd 
street,  west  side,  240  ft.  south  of  37th  avenue  (Block  No. 
1470,  Lot  No.  24),  Jackson  Heights,  Borough  of  Queens. 

479-41-BZ — Application,  May  27,  1941,  under  section  7f 
of  the  zoning  resolution,  of  Harry  Schnoll,  applicant  and 
lessee,  on  behalf  of  William  Eckenfelder,  owner,  to  permit 
in  a  business  use  district,  for  a  temporary  term  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  to  be  operated  in  conjunction  with 
the  gas  station  on  the  adjoining  lot;  premises  2450  White 
Plains  road,  east  side,  24.45  ft.  and  76  ft.  south  of  Mace 
avenue  (Block  No.  4430,  Lot  Nos.  19  and  21),  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  16,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

384-42-A — 40  Hopkins  street,  south  side,  400  ft.  west  of 
Marcy  avenue  (Block  No.  1724,  Lot  No.  25),  Borough  of 
Brooklyn. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING 
TUESDAY  MORNING,  MAY  19,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  May  12,  1942  and  Tuesday  afternoon, 
May  12,  1942,  were  approved  as  printed  in  Bulletin  No.  20, 
Vol.  27. 


ZONING  CASES. 

638-40-BZ. 

APPLICANT — Nathaniel  T.  Helman,  for  Cortland  Realty 
Company  of  New  York,  owner  (Jules  Ullman, 
lessee). 

SUBJECT — Application  reopened  and  restored  to  calendar, 
April  7,  1942  (re  decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
not  more  than  two  (2)  years,  the  parking  of  more 
than  five  (5)  motor  vehicles  (previously  with¬ 
drawn)  . 

PREMISES  AFFECTED — 41-48  80th  street,  west  side, 
125.39  ft.  north  of  Broadway  (Block  No.  1499, 
part  of  Lot  No.  1),  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Nathaniel  T.  Helman  and  Jules 
Ullman. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1942  at  10 
A.  M.  New  notices  to  be  sent  to  affected  owners 
by  applicant.' 


58-41-BZ. 

APPLICANT — Morris  Perlstein,  for  Gootzeit  Realty  and 
Construction  Company,  Incorporated,  owner. 

SUBJECT — Application  reopened  March  25,  1942  (re  deci¬ 
sion  of  the  borough  superintendent)  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
garage  for  ten  (10)  motor  vehicles. 

PREMISES  AFFECTED — 67-12  to  67-18  73rd  place,  west 
side,  107  ft.  4)4  in.  south  of  Metropolitan  avenue 
(Block  No.  3667,  Lot  No.  362),  Middle  Village, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Morris  Perlstein. 

For  Opposition :  Oscar  A.  Meyerson  and  Oscar  A. 

Perlstein. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board. 


479-41-BZ. 

APPLICANT — Harry  Schnoll  (lessee),  for  William  Ecken¬ 
felder,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7f  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a 
temporary  term  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (.51 
motor  vehicles  to  be  operated  in  conjunction  with 
the  gas  station  on  the  adjoining  lot. 

PREMISES  AFFECTED — 2450  White  Plains  road,  east 
side,  24.45  ft.  and  76  ft.  south  of  Mace  avenue 
(Block  No.  4430,  Lot  Nos.  19  and  21),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant  :  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1942  at  10 
A.  M.  on  written  request  of  applicant. 
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5-42-BZ. 

APPLICANT' — Bernard  Trencher,  for  Henry  Felsenstein, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c.  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  extension 
of  an  existing  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  gasoline  service  station  and,  also, 
the  inclusion  of  a  motor  vehicle  repair  shop  use  in 
the  garage  building. 

PREMISES  AFFECTED — 2042-2050  Ocean  avenue,  west 
side,  470  ft.  south  of  Avenue  O  and  300  ft.  north 
of  Avenue  P  (Block  No.  6766,  Lot  Nos.  36  and 
38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Bernard  Trencher  and  Henry  Fel¬ 
senstein. 

For  Opposition :  Michael  E.  Pellegrino,  Sol  D. 
Levy,  Norman  Allmayer,  Helen  E.  Hannon, 
A.  C.  Morton,  Rose  Blumenfeld,  Jessie  Gins¬ 
berg,  Mary  E.  Collins,  Josephine  Isola,  Philip 
Novick  and  Rose  Herschaft. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Hearing  held  and  laid  over  to  June 
2,  1942  at  10  A.  M.  on  request  of  applicant,  to  file 
consents;  for  opposition  to  file  additional  objec¬ 
tions,  and  for  decision  by  the  Board,  without  fur¬ 
ther  argument. 


38-42-BZ. 

APPLICANT — Henry  Nordheim,  for  Lillian  Koff,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for 
a  term  of  years,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — 440  Sound  View  avenue  and  445 
Underhill  avenue,  northwest  corner  (Block  No. 
3498,  Lot  No.  51),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  Tune  9,  1942  at  10 
A.  M.  on  request  of  applicant. 


132-42-BZ. 

APPLICANT— N.  T.  Helman,  for  Queensboro  Investing 
Company,  owner  (Jules  Ullman,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 37-36  83rd  street,  west  side, 
240  ft.  south  of  37th  avenue  (Block  No.  1470,  Lot 
No.  24),  Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Nathaniel  T.  Helman  and  Jules 
Ullman. 

For  Opposition  :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  16,  1942  at  10 
A.  M.  New  notices  to  be  sent  to  affected  owners 
by  applicant. 

463-41 -BZ. 

APPLICANT — Lama  and  Proskauer,  for  Gulf  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  on  a  plot,  located  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  occupied  as 


a  gasoline  service  station,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 618-628  Jamaica  avenue  and  1 
Hale  avenue,  southeast  corner  (Block  No.  3905, 
Lot  Nos.  3  and  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Vincent  R.  Sileo,  Wm.  Clark,  Jr., 
Lena  Misar,  Isaphine  T.  Clark,  Anna  Mayer, 
Emilie  Vehrbass  and  Mary  Piekut. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  o 

THE  RESOLUTION  (463-41-BZ) 

Whereas,  Lama  and  Proskauer,  for  Gulf  Oil  Corpora¬ 
tion,  owner,  filed  May  20,  1941,  an  application  under  section 
7c  of  the  zoning  resolution,  to  permit  on  a  plot,  located 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  occupied  as  a  gasoline  service  station,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
618-628  Jamaica  avenue,  and  1  Hale  avenue,  southeast  cor¬ 
ner  (Block  No.  3905,  Lot  Nos.  3  and  5),  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  19,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Jamaica  avenue  is  in  business  and 
residence  use  districts;  Etna  street  is  in  a  residence  use 
district;  Hale  avenue  and  Norwood  avenue  are  each  in 
residence  and  business  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.  N.  Application  No.  918-1941  dated  April  10,  1941  and 
as  amended  January  6,  1942,  reads : 

“Proposed  parking  and  storage  of  more  than  five 
motor  vehicles  on  premises  located  partly  in  a  business 
and  partly  in  a  residential  use  district  adjacent  to  and 
in  conjunction  with  present  gasoline  service  station  is 
contrary  to  Building  Zone  Resolution,  Art.  II,  4a  (15) 
&  (46)  &  Art.  II,  Sect.  3.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  109  ft.  3  in.  on 
Jamaica  avenue,  103  ft.  3  in.  on  Hale  avenue  and  a  distance 
of  101  ft.  along  the  south  lot  line,  occupied  as  a  gasoline 
service  station.  An  irregular  shaped  area  at  the  southeast 
of  the  plot  is  in  the  residence  use  district,  while  the  re¬ 
mainder  of  the  plot  is  in  the  business  use  district.  It  is 
proposed  to  use  part  of  the  south  portion  of  the  plot  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  herebv  is  granted  under  section  7c 
thereof,  to  permit  the  premises  with  a  frontage  of  approxi¬ 
mately  109  ft.  on  Jamaica  avenue  and  a  depth  of  ap¬ 
proximately  103  ft.  along  Hale  avenue  to  be  occupied  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  in  addition  to  the  existing  non-conforming  use  as 
a  gasoline  service  station,  on  condition  that  the  premises 
shall  be  leveled  substantially  to  the  grade  of  Jamaica  avenue 
and  shall  be  re-arranged  as  indicated  on  plans  marked 
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“Received  April  14,  1942”;  that  there  shall  be  constructed 
along  the  southerly  and  easterly  lot  lines  where  walls  of 
adjoining  buildings  do  not  occur  a  substantial  wall  to  at 
least  one  (1)  ft.  above  the  curb  of  Jamaica  avenue  as 
herein  required  as  a  protection  to  adjoining  premises  at  a 
lower  grade ;  that  planting  shall  be  maintained  along  the 
southerly  and  easterly  lot  line  as  indicated,  and  such  plant¬ 
ing  shall  be  protected  with  a  curb  not  less  than  12  in.  high 
by  12  in.  deep  on  a  proper  foundation;  that  the  balance  of 
the  premises  to  be  occupied  for  parking  and  storage  shall 
be  surfaced  with  steam  cinders,  clean  gravel  or  other  suit¬ 
able  material  properly  rolled  and  treated  with  an  asphalt 
binder  so  as  to  render  a  reasonably  impervious  surface  and 
to  provide  surface  drainage ;  that  planting  shall  be  main¬ 
tained  to  the  west  of  the  existing  .accessory  building  as 
indicated,  such  area  to  be  protected  by  a  similar  curb  and 
no  driveway  across  same  from  Hale  avenue  other  than 
through  the  existing  curb  cuts  to  the  gasoline  selling  area ; 
that  from  such  planting  area  to  the  southerly  lot  line  there 
shall  be  constructed  an  ornamental  picket  fence  not  less 
than  4  ft.  high  on  a  masonry  retaining  wall  not  less  than 
2  ft.  in  height  to  a  total  of  6  ft. ;  that  the  existing  gasoline 
pumps  shall  be  removed  and  no  pumps  shall  be  erected 
nearer  than  10  ft.  to  the  street  building  line  of  Jamaica 
avenue;  that  the  existing  curb  cuts  consisting  of  two  (2) 
to  Jamaica  avenue  approximately  31  ft.  in  width  each  and 
two  (2)  to  Hale  avenue  approximately  25  ft.  in  width  each, 
may  be  retained  and  no  additional  curb  cuts  constructed ; 
that  along  the  easterly  and  southerly  lot  lines  on  the  walls 
hereinbefore  required  a  new  wood  picket  fence  not  less 
than  4  ft.  in  height  above  masonry  wall  herein  required 
shall  be  constructed  and  maintained ;  that  all  wood  fences 
shall  be  kept  in  good  repair  and  shall  be  kept  painted;  that 
signs  shall  be  restricted  to  permanent  signs  attached  to  the 
accessory  building  and  to  the  illuminated  globes  of  the 
pumps  excluding  all  roof  signs  and  all  temporary  signs  but 
permitting  the  erection  of  a  post-standard  within  the  build¬ 
ing  line  near  the  intersection  of  Jamaica  avenue  and  Hale 
avenue  for  supporting  a  sign  which  may  be  illuminated 
advertising  only  the  brand  of  gasoline  on  sale  and  permitting 
such  sign  to  extend  beyond  the  building  line  for  a  distance 
of  not  more  than  4  ft. ;  that  such  sign  shall  not  exceed 
15  sq.  ft.  in  area,  advertising  the  parking  and  storage  use 
and  the  rates  charged;  that  no  additional  buildings,  tanks 
or  pumps  shall  be  constructed  in  addition  to  the  present 
building,  the  present  four  gasoline  storage  tanks  and  three 
pumps  on  a  single  island ;  that  a  block  of  concrete  shall 
be  constructed  at  the  intersection  extending  for  a  distance 
of  not  less  than  4  ft.  along  either  building  line  from  the 
intersection;  that  this  block  may  be  triangular  with  the 
inner  side  segmental ;  that  no  portable  gasoline  pumps  shall 
be  used  on  or  in  front  of  the  premises  and  no  motor  vehicle 
repairing  shall  be  carried  on;  that  no  trucks  shall  be  stored 
or  parked  and  no  motor  vehicles  not  in  condition  for 
operation ;  that  in  all  other  respects,  the  building  and  oc¬ 
cupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  six  (6)  months  from  the  date 
of  this  resolution. 


640-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Tillie  Resmck, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district  the  extension  of 
a  gasoline  service  station. 

PREMISES  AFFECTED — 1568-1574  McDonald  avenue, 
west  side,  90  ft.  north  of  60th  street  (Block  No. 
6563,  Lot  Nos.  36  and  39),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 


For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4  , 

Negative:  .  0 

THE  RESOLUTION  (640-41-BZ) 

Whereas,  Lama  and  Proskauer,  for  Tillie  Resnick,  owner, 
filed  July  10,  1941,  an  application  under  sections  7c  and  21 
of  the  zoning  resolution,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  extension  of  a 
gasoline  service  station;  premises  1568-1574  McDonald  ave¬ 
nue,  west  side,  90  ft.  north  of  60th  street  (Block  No.  6563, 
Lot  Nps.  36  and  39),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
May  19,  1942,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  McDonald  avenue  is  in  a  business 
use  district;  Dahill  road  is  in  a  residence  use  district;  60th 
street  is  in  residence  and  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
B.N.  Application  No.  1467-1941,  dated  May  26,  1941,  reads: 

“Proposed  extension  of  gasoline  service  station  lubri- 
torium,  auto  laundry,  brake  testing,  five  car  garage, 
office  and  boiler  room,  to  be  located  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district  are 
contrary  to  Art.  2,  Sec.  4(a)  subd.  46  and  Art.  II,  Sec. 

3  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  80  ft.  on  McDonald  avenue, 

82  ft.  6  in.  on  60th  street  and  a  distance  of  85  ft.  along  the 
south  lot  line.  An  irregular  shaped  area  at  the  60th  street 
front  of  the  plot  is  located  in  the  residence  use  district, 
while  the  remainder  of  the  plot  is  located  in  the  business 
use  district.  Upon  the  north  portion  of  the  plot  (lot  36) 
which  has  a  frontage  of  60  ft.  on  McDonald  avenue  and 
approximately  56  ft.  6  in.  on  60th  street,  there  is  located  a 
one-story  building,  100  ft.  by  26  ft.  in  area,  occupied  as 
office,  greasing  room,  two  lifts,  auto  washing,  two-car  gar¬ 
age  and  brake  testing.  The  south  part  of  the  plot  (lot  39), 
irregular  in  area,  and  having  a  frontage  of  20  ft.  on  Mc¬ 
Donald  avenue,  23  ft.  6  in.  on  60th  street  and  a  distance  of 
85  ft.  along  the  south  lot  line  is  used  as  a  gasoline  service 
station.  It  is  proposed  to  use  the  entire  plot  as  a  gasoline 
service  station  with  accessory  uses  and  also  to  occupy  the 
two-car  garage  as  a  five  (5)  car  garage;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted,  to  permit  the  extension  of  the 
existing  use  to  the  area  as  proposed  with  a  frontage  along 
60th  street  of  approximately  82  ft.  and  a  frontage  along 
McDonald  avenue  of  approximately  80  ft.,  on  condition  that 
the  accessory  buildings,  planting,  and  pumps  shall  be  re¬ 
arranged  and  maintained  as  indicated  on  revised  plans  marked 
“Received  May  21,  1942” ;  that  no  pumps  shall  be  erected  in 
addition  to  those  now  shown  and  not  nearer  than  10  ft.  to 
any  street  building  line  except  that  the  pumps  at  the  Mc¬ 
Donald  avenue  side  shall  be  re-located  as  indicated  and  shall 
be  not  nearer  than  14  ft.  from  the  street  building  line;  that 
the  curb  cuts  shall  be  restricted  to  two  (2)  to  60th  street 
not  over  25  ft.  in  width  each  and  no  part  of  any  curb  cut 
shall  be  nearer  than  5  ft.  from  the  side  lot  line  as  shown; 
that  curbs  shall  be  restored  along  60th  street  other  than 
as  herein  permitted  for  curb  cuts;  that  the  curb  cuts  along 
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McDonald  avenue  shall  be  re-located  as  shown  consisting  of 
two  (2)  curb  cuts  21  ft.  in  width  each  and  one  (1)  10  ft. 
in  width ;  that  curbs  shall  be  restored  at  all  other  points 
other  than  as  herein  approved  for  curb  cuts;  that  the  prem¬ 
ises  shall  be  leveled  substantially  to  the  grade  of  surrounding 
street  and  the  entire  plot  paved  with  concrete,  colprovia  01- 
other  approved  impervious  paving;  that  planting  shall  be 
maintained  toward  the  northerly  side  as  indicated  and  the 
planting  area  shall  be  protected  with  concrete  curbing  not 
less  than  6  in.  by  6  in.  in  dimension ;  that  along  the  northerly 
lot  line  and  the  easterly  lot  line  to  the  rear  of  the  accessory 
building  there  shall  be  erected  a  new  brick  wall  not  less  than 
6  ft.  in  height  and  properly  coped  with  no  openings  therein 
to  the  adjoining  premises;  that  all  existing  structures  above 
grade  shall  be  removed  except  the  existing  accessory  build¬ 
ing  containing  the  office,  lubritorium,  auto  laundry  and  space 
for  brake  testing ;  that  no  portion  of  this  building  shall  be 
occupied  as  a  garage  and  no  additional  motor  vehicle  re¬ 
pairing  shall  be  carried  on  other  than  the  testing  of  brakes; 
that  signs  shall  be  restricted  to  permanent  signs  attached  to 
the  accessory  building  and  to  the  illuminated  globes  of  the 
pumps  excluding  all  roof  signs  and  all  temporary  signs  but 
permitting  the  erection  within  the  building  line  at  60th  street 
and  at  McDonald  avenue  of  a  post-standard  at  each  front 
for  supporting  a  sign  which  may  be  illuminated  advertising 
only  the  brand  of  gasoline  on  sale  and  permitting  such  sign 
to  extend  beyond  the  building  line  for  a  distance  of  not 
more  than  four  (4)  ft.;  that  no  signs  advertising  the  uses 
on  this  plot  shall  be  attached  to  the  adjoining  buildings;  that 
no  portable  gasoline  pumps  shall  be  used  on  or  from  the 
premises  ;  that  no  parking  and  storage  of  automobiles  shall 
be  permitted  other  than  those  cars  being  serviced;  that  the 
plan  marked  “Received  May  12,  1942”  is  hereby  approved  as 
in  substantial  compliance  with  this  requirement;  that  no 
additional  gasoline  tanks  shall  be  installed  other  than  the 
three  (3)  now  existing  each  having  a  capacity  of  550  gal¬ 
lons  ;  that  all  existing  pumps  shall  be  removed  and  re-located 
in  accordance  with  such  plan  ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


734-41-BZ. 

APPLICANT— Albert  E.  Meyer,  for  Marie  Meyer,  owner 
(Carlo  and  Sam,  lessees). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  the  use  of  the  vacant  portion  of  a  plot, 
located  partly  in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district,  as  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED— 117-09  to  117-11  101st  (Jerome) 
avenue,  north  side,  24  ft.  west  of  118th  street  (Block 
No.  9453,  Lot  No.  22),  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Albert  E.  Meyer. 

For  Opposition :  Nettie  Gittler  and  William  Finn. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (734-41-BZ) 

Whereas,  Albert  E.  Meyer,  for  Marie  Meyer  (Carlo  and 
Sam,  lessees),  filed  August  18,  1941,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  the  use  of  the 
vacant  portion  of  a  plot  located  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  as  a  motor  vehicle  re¬ 
pair  shop;  premises  117-09  to  117-11  101st  (Jerome)  avenue, 


north  side,  24  ft.  west  of  118th  street  (Block  No.  9453, 
Lot  No.  22),  Richmond  Hill,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards .  and  Appeals,  at  its  regular 
meeting,  May  19,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  101st  (Terome)  avenue  is  in  a  busi¬ 
ness  use  district;  118th  street  and  117th ‘street  are  each 
in  residence  and  business  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  1995-41  dated  July  25,  1941,  reads : 

“Proposed  car  repairing  lot  in  a  business  and  resi¬ 
dence  use  district  is  contrary  to  Art.  2,  Sections  3  and 
4  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  69  ft.  on  101st  avenue  with  a  depth  of 
103  ft.  The  rear  part  of  the  plot  extends  into  the  residence 
use  district  for  a  distance  of  3  ft.,  while  the  remainder 
of  the  plot  is  in  the  business  use  district.  Upon  the  east 
portion  of  the  plot  there  is  a  one-story  brick  building, 
12  ft.  by  40  ft.  in  area,  occupied  for  the  storage  and  sale 
of  auto  parts.  It  is  proposed  to  use  the  remainder  of  the 
plot  as  a  motor  vehicle  repair  shop ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  its  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  was 
therefore  not  entitled  to  relief. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


2-42-BZ. 

APPLICANT — Morris  Goldshore,  for  Max  Minker,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  conversion 
of  occupancy  of  a  building  to  a  motor  vehicle  repair 
shop,  auto  showroom  and  lubritorium. 

PREMISES  AFFECTED — 260-262  Delancey  street,  north 
side,  25  ft.  west  of  Columbia  street  (Block  No.  333, 
Lot  No.  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Morris  Goldshore,  Max  Minker  and 
N.  J.  Sluman. 

For  Opposition :  B.  August  and  L.  Levinsohn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  q 

THE  RESOLUTION  (2-42-BZ) 

Whereas,  Morris  Goldshore,  for  Max  Minker,  owner, 
filed  January  2,  1942,  an  application  under  section  21  of 
the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  conversion  of  occupancy  of  a  building  to  a  motor 
vehicle  repair  shop,  auto  showroom  and  lubritorium ; 
premises  260-262  Delancey  street,  north  side,  25  ft.  west  of 
Columbia  street  (Block  No.  333,  Lot  No.  31),  Borough 
of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  19,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Delancey  street  and  Columbia  street 
are  each  in  business,  residence  and  retail  use  districts ; 
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Sheriff  street  is  in  business,  retail  and  residence  use  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  3,  1941,  reads : 

“In  reply  to  your  letter  of  November  28,  1941,  rela¬ 
tive  to  application  for  a  certificate  of  occupancy  for 
use  of  above  premises  for  auto  showroom,  lubritorium 
and  auto  repair  shop  which  has  been  denied  and  further 
stating  that  the  time  in  which  to  take  an  appeal  to  the 
Board  of  Standards  and  Appeals  has  expired,  we  wish 
to  inform  you  that  this  department  has  no  authority 
to  extend  such  time  but  our  denial  of  October  22nd, 
1941  is  herewith  repeated : 

“Relative  to  your  application  dated  October  20th, 
1941,  for  a  certificate  of  occupancy  for  use  of  above 
premises  for  auto  showroom,  lubritorium  and  auto 
repair  shop,  we  wish  to  advise  you  that  your  appli¬ 
cation  is  hereby  denied  for  the  reason  that  the 
premises  are  located  in  a  business  district  where  the 
occupancy  as  an  auto  repair  shop  is  prohibited  by 
Section  4  of  the  Zone  Resolution.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construc¬ 
tion,  50  ft.  3  in.  front  by  50  ft.  in  depth  and  one  story 
in  height.  It  is  proposed  to  use  the  existing  building  for 
a  motor  vehicle  repair  shop,  auto  showroom  and  lubri¬ 
torium  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  i,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7i 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the 
premises  to  be  occupied  for  minor  automobile  repairs  in 
conjunction  with  cars  being  painted,  on  condition  that  only 
such  repairs  shall  be  carried  on  as  can  be  done  with  hand 
tools ;  that  no  additional  use  shall  be  permitted  on  the 
premises  other  than  the  greasing  of  motor  vehicles ;  that 
proper  bumpers  shall  be  constructed  along  the  easterly  lot 
line  to  prevent  damage  to  the  adjoining  building  to  the 
east ;  that  a  substantial  steel  picket  or  woven  wire  fence 
shall  be  installed  along  the  westerly  lot  line  from  the  street 
line  to  the  accessory  Building;  that  the  adjoining  premises 
shall  not  be  occupied  or  used  in  conjunction  with  these 
premises;  that  the  building  shall  not  be  increased  in  height 
or  area ;  that  signs  shall  be  restricted  to  permanent  signs 
attached  to  the  facade  of  the  building  excluding  all  roof 
signs  and  all  temporary  signs ;  that  no  curb  cuts  other  than 
the  curb  cuts  now  existing  shall  be  constructed ;  that  an 
adequate  fence  not  less  than  6  ft.  in  height  shall  be  main¬ 
tained  in  the  rear  yard  and  such  space  shall  not  be  oc¬ 
cupied  ;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  all  permits  shall  be  obtained  within  three  (3) 
months  from  the  date  of  this  resolution. 


59-42-BZ. 

APPLICANT — Raymond  P.  Hughes,  for  Mutual  Life  In¬ 
surance  Company  of  New  York,  owner. 

SUBJECT- — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7f  and  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  the  maintenance,  for  a  temporary  term 
of  seven  (7)  years,  of  a  building  to  be  used  as 
a  garage  for  more  than  five  (5)  motor  vehicles, 
and  also,  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 195-199  Fourth  avenue,  east 
side,  20  ft.  south  of  Sackett  street  (Block  No. 
952,  Lot  Nos.  6  and  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Raymond  P.  Hughes. 

For  Opposition:  Philip  Freshman  and  G.  Maratta. 


For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (59-42-BZ) 

Whereas,  Raymond  P.  Hughes,  for  Mutual  Life  Insur¬ 
ance  Company  of  New  York,  owner,  filed  January  15,  1942, 
an  application  under  sections  7f  and  7i  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  erection  and  the 
maintenance  for  a  temporary  term  of  seven  (7)  years,  of  a 
building  to  be  used  as  a  garage  for  more  than  five  (5) 
motor  vehicles,  and  also,  motor  vehicle  repair  shop ;  premises 
195-199  Fourth  avenue,  east  side,  20  ft.  south  of  Sackett 
street  (Block  No.  952,  Lot  Nos.  6  and  7),  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  19,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Fourth  avenue  is  in  a  business  use  dis¬ 
trict  ;  Sackett  street  and  Union  street  are  each  in  business 
and  unrestricted  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  2303-1941,  dated  January  7,  1942,  reads: 

“Public  garage  for  more  than  5  cars  and  repair  shop 
in  a  business  district  is  contrary  to  Art.  II,  par.  4,  secs. 
15  &  29  of  the  Zpne  Resolution.” 

and 

Whereas,  it  is  proposed  to  erect  and  to  maintain  for  a 
temporary  period  of  seven  (7)  years,  the  use  of  the  proposed 
building  as  a  garage  for  more  than  five  (5)  motor  vehicles, 
and  also,  a  motor  vehicle  repair  shop;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  board ;  and 

Whereas,  the  Board  deemed  that  this  was  not  a  proper 
case  in  which  to  exercise  discretion  to  grant  under  section 
7,  subdivisions  f  and  i,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 

90-42-BZ. 

APPLICANT — Henry  Nordheim,  for  Henry  Winters, 
owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  sections  7h  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1253-1263  Boscobel  avenue,  west 
side,  345-85  ft.  north  of  Jerome  avenue  (Block  No. 
2506,  Lot  Nos.  46  and  48),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim,  H.  Glicker  and 
George  Timko. 

For  Opposition :  Maurice  Borowsky. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

N  egative :  .  0 


THE  RESOLUTION  (90-42-BZ) 

Whereas,  Henry  Nordheim,  for  Henry  Winters,  owner, 
filed  January  29,  1942,  an  application  under  sections  7h  and 
21  of  the  zoning  resolution,  to  permit  in  a  business  use  dis- 
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trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  1253-1263  Boscobel  avenue,  west  side, 
345.85  ft.  north  of  Jerome  avenue  (Block  No.  2506,  Lot 
Nos.  46  and  48),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  19,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Boscobel  avenue  is  in  a  business  use 
district;  Shakespeare  avenue  and  West  168th  street  are  each 
in  residence  and  business  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  January  21,  1942,  reads: 

“Please  be  advised  that  your  application  for  a  cer¬ 
tificate  of  occupancy  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  at  the  above  premises, 
is  denied  as  the  premises  are  located  in  a  business  dis¬ 
trict,  where  such  use  is  contrary  to  Art.  2,  Sec.  4  of 
the  Zoning  Resolution  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  150  ft.  with  a  depth  of  92  ft.  it  is  proposed 
to  use  the  plot  for  a  temporary  period  of  not  more  than 
two  (2)  years,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof,  for  a 
term  of  two  (2)  years,  to  permit  the  premises  to  be'  occupied 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition  that  the  premises  shall  be  leveled  sub¬ 
stantially  to  the  average  grade  of  Boscobel  avenue  and  shall 
be  surfaced  with  steam  cinders,  clean  gravel  or  other  suitable 
material  properly  rolled  and  treated  with  an  asphalt  binder 
to  render  a  reasonably  impervious  surface  and  to  provide 
surface  drainage ;  that  on  the  interior  lot  line  where  retain¬ 
ing  walls  or  walls  of  adjoining  buildings  do  not  exist, 
there  shall  be  erected  an  ornamental  wood  fence  on  a  con¬ 
crete  foundation  substantially  as  indicated  on  revised  plans 
marked  “Received  May  15,  1942” ;  that  such  fence  shall  be 
continuous  along  the  street  building 'line  and  lot  line  to  the 
north  except  for  one  entrance  and  exit  to  Boscobel  avenue 
not  over  15  ft.  in  width;  that  such  fence  shall  not  be  less 
than  6  ft.  average  height ;  that  planting  shall  be  maintained 
as  indicated;  that  proper  bumpers  shall  be  maintained  con¬ 
sisting  of  concrete  or  wood 'not  less  than  10  in.  in  width 
against  all  fences  and  walls  of  adjoining  buildings;  that 
during  the  term  of  this  permit  the  premises  shall  be  occupied 
for  no  other  use  other  than  as  herein  permitted  and  no  build¬ 
ings  shall  be  erected  thereon,  except  that  there  may  be 
erected  a  building  not  over  100  sq.  ft.  in  area  and  not  over 
1  story  in  height  to  be  occupied  solely  as  an  office  and  shelter 
for  the  attendant;  that  such  building  shall  be  erected  adja¬ 
cent  to  the  entrance ;  that  no  signs  shall  be  erected  on  the 
premises  except  that  there  may  be  one  sign  attached  to  the 
fence  advertising  the  parking  and  storage  use  and  the  rates 
charged,  provided  such  sign  does  not  exceed  15  sq.  ft.  in 
area,  is  not  illuminated  and  does  not  extend  beyond  the  build¬ 
ing  line ;  that  no  cars  other  than  those  of  the  pleasure  car 
type  and  in  condition  for  operation  shall  be  parked  or  stored  ; 
that  proper  aisles  shall  be  maintained  at  all  times  for  easy 
entrance  and  egress;  that  such  portable  fire-fighting  appli¬ 
ances  shall  be  furnished  and  maintained  as  the  fire  commis¬ 
sioner  shall  direct ;  that  the  curb  cut  opposite  the  entrance 
shall  not  exceed  15  ft. ;  that  the  premises  shall  not  be  oc¬ 
cupied  for  the  uses  herein  permitted  until  the  requirements 
of  this  resolution  have  been  complied  with  and  a  Certificate 
of  Occupancy  issued ;  that  all  permits  shall  be  obtained  and 
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all  work  completed  within  six  (6)  months  from  the  date  of 
this  resolution. 


Adjourned,  12:35  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MAY  19,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  CASES. 

865-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  The  French 
Benevolent  Society,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
rehearing  (decision  of  the  borough  superintendent) 
under  section  7h  of  the  zoning  resolution,  to  permit 
in  a  retail  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied). 

PREMISES  AFFECTED — 450-458  West  34th  street,  south 
side,  175  ft.  9'A  in.  east  of  Tenth  avenue  and  441  - 
451  West  33rd  street  (Block  No.  731,  Lot  Nos.  17 
and  72),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  q 


985-41  -BZ. 

APPLICANT — Jerome  N.  Wanshel,  for  Artell  Realty  Cor¬ 
poration,  owner  (Michael  Steinhauser,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  (previously  withdrawn)  re 
Application  (decision^  of  the  borough  superintend¬ 
ent)  under  sections  7h  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the,  parking  and  storage  of  more  than  five  (5)’ 
motor  vehicles. 

PREMISES  AFFECTED — 46-60  Delmonico  place,  182 
Ellery  street,  southwest  corner  and  749-751  Park 
avenue  (Block  No.  1731,  Lot  Nos.  20,  22,  23,  24 
and  33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Jerome  N.  Wanshel. 

AC  I  ION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  egative :  .  o 


872-39-BZ. 

APPLICANT— Theodore  R.  Feinberg,  for  Berk  Bres 
Realty  Corporation,  owner. 

SUBJECT— Application  reopened  November  19,  1940  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tions  7a  and  7h  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  proposed  extension  of 
accessory  building  on  premises  used  as  gasoline  ser¬ 
vice  station,  also  the  parking  and  storage  of  more 
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than  five  (5)  motor  vehicles  (previously  with¬ 
drawn). 

PREMISES  AFFECTED — 7001-7019  Bay  parkway  and  1- 
21  Avenue  O,  southwest  corner  (Block  No.  6574, 
Lot  No.  6),  Borough  of  Brooklyn, 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . .  0 


547-41 -BZ. 

APPLICANT — Goldman  and  Goldman,  for  Bertha  M. 
Arras,  Ida  Arras  and  Anna  M.  Rice,  owners 
(Humphrey-Weidman  Dancing  Studio,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  reso¬ 
lution,  permitting  in  a  residence  use  district,  the 
conversion  of  occupancy  of  a  building  used  as 
artists  studios,  exhibition  rooms  and  business  to  a 
dancing  school  with  122  fixed  seats  (a  public  oc- 
cupancv  or  place  of  amusement). 

PREMISES  AFFECTED— 108-110  West  16th  street,  south 
side,  100  ft.  west  of  Sixth  avenue  (Block  No.  791, 
Lot  Nos.  48  and  49),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  M.  F.  Goldman. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


159-34-BZ. 

APPLICANT — Arthur  H.  Haaren,  for  Kesbec  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  re  Application  (decision  of  the  act¬ 
ing  borough  superintendent)  under  section  21  of  the 
zoning  resolution,  permitting  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district, 
the  extension  of  use  of  a  gasoline  'service  station 
to  include,  for  a  temporary  period,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED- — 590  East  Fordham  road  and 
2507  Arthur  avenue,  southwest  corner  (Block  No. 
3067,  Lot  Nos.  54  and  56),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Edw’d  J.  Foley. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . . .  0 

THE  RESOLUTION  (159-34-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  extension  of  an  exist¬ 
ing  gasoline  service  station,  premises,  southwest  corner  of 
East  Fordham  road  and  Arthur  avenue  (Block  No.  3067, 
Lot  Nos.  54  and  56),  Borough  of  The  Bronx,  was  granted 
by  the  Board  on  October  16,  1934,  on  certain  conditions; 
resolution  amended  and  plans  approved  March  26,  1935 ; 
resolution  further  amended  February  10,  1942;  and 


Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  16,  1934,  as 
last  amended  February  10,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  obtaining  permits  and  the  completion  of  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read  : 
“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  month  from  the  date  of  this 
amended  resolution.” 


153-36-BZ. 

APPLICANT— Milton  L.  Sloame,  for  West  End  Holding 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7c  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in 
an  unrestricted  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 140-154  West  End  avenue,  east 
side,  from  West  66th  street  to  West  67th  street 
(Block  No.  1158,  Lot  Nos.  1,  2,  3  ,  4,  61,  62,  63  and 
64),  Borough  of  Manhattan. 

APPEARANCES—  ' 

For  Applicant :  Milton  L.  Sloame. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  T IMF- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (153-36-BZ) 

Whereas,  this  application,  affecting  premises  140-154 
West  End  avenue,  east  side,  from  West  66th  street  to  West 
67th  street  (Block  No.  1158,  Lot  Nos.  1,  2,  3,  4,  61,  62,  63 
and  64),  Borough  of  Manhattan,  was  granted  by  the  Board 
July  14,  1936,  on  certain  conditions,  time  to  submit  plans 
extended  June  2,  1937,  November  30,  1937,  May  17,  1938, 
May  2,  1939,  May  7,  1940  and  May  6,  1941,  and  applicant 
requested  a  furthef  extension  of  time. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  14,  1936,  as 
amended  through  May.  6.  1941,  only  so  far  as  it  has  refer¬ 
ence  to  filing  of  plans,  obtaining  of  permits  and  completion 
of  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  all  plans  as  approved  shall  be  filed  for  approval 
by  the  Chairman  within  one  (1)  year,  and  all  permits 
shall  be  obtained  and  all  work  completed  within  six  (6) 
months  after  such  approval.” 


152-37-BZ. 

APPLICANT — Michael  Palzarano  (lessee),  for  I.  Rosen- 
wasser,  N.  Glantz  and  Bessie  Greenwald,  owmers. 

SLTBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  period  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 9508-9530  Church  avenue, 
southeast  corner  of  East  96th  street  (Block  No. 
4716,  Lot  Nos.  42  to  50,  inclusive),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Max  Abramson. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (152-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  9508-9530  Church  avenue,  southeast  corner  of  East 
96th  street  (Block  No.  4716,  Lot  Nos.  42  to  50,  inclusive). 
Borough  of  Brooklyn,  was  granted  by  the  Board  May  24, 
1938,  on  certain  conditions,  permit  extended  May  28,  1940, 
and  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolution  adopted  on  May  24,  1938  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

“granted  under  section  7h  for  a  temporary  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution.” 


under  sections  7c  and  7 g  thereof,  to  permit  the  con¬ 
struction  of  the  proposed  garage  units  as  indicated  on 
plans  filed  with  this  application  marked  ‘Received  June 
23,  1941,’  and  elevation  plan  marked  ‘Received  June  26, 
1941,’  on  condition  that  they  shall  be  constructed  of 
material  and  arranged  as  proposed,  including  the  plant¬ 
ing  areas  as  indicated ;  that  while  the  premises  are  occu¬ 
pied  as  proposed  there  shall  be  no  additional  non-con- 
forming  uses;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  resolution. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  rearrange  the  garage  units  substantially  as  indicated 
on  revised  plans  marked  ‘Received  November  19,  1941’, 
with  reduction  of  entrances  to  56th  street  from  three  to 
two,  such  rearrangement  may  be  permitted. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  construct  such  individual  garages'  as  shozvn  on  such 
revised  plans  marked  ‘Received  November  19,  1941’  so 
that  each  garage  will  be  21  ft.  in  depth  instead  of  20  ft. 
as  shown,  such  change  may  be  permitted,  provided  in  all 
other  respects  the  requirements  of  this  resolution  arc 
complied  with.” 


266-41-BZ. 

APPLICANT — Paul  Friedman,  for  Martin  Edwards  and 
Catherine  Edwards,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  sections  7c  and  7g  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  group  of  four  (4)  buildings  for 
the  storage,  in  the  aggregate,  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 55-02  to  55-32  Flushing  ave¬ 
nue,  south  side,  from  55th  to  56th  streets,  60-01  to 
60-09  55th  street  and  60-02  to  60-18  56th  street 
(Block  No.  2648,  Lot  Nos.  15,  26,  28.  29.  31,  34, 
36,  37  and  39),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Paul  Friedman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative:  . . .  0 

THE  RESOLUTION  (266-41-BZ) 

Whereas,  this  application,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  group  of  four  (4)  build¬ 
ings  for  the  storage,  in  the  aggregate,  of  more  than  five 
(5)  motor  vehicles,  premises  55-02  to  55-32  Flushing 
avenue,  south  side,  from  55th  street  to  56th  street,  60-01 
to  60-09  55th  street  and  60-02  to  60-18  56th  street  (Block 
No.  2648,  Lot  Nos.  15,  26,  28,  29,  31,  34,  36,  37  and  39), 
Maspeth,  Borough  of  Queens,  was  granted  by  the  Board 
September  30,  1941,  on  certain  conditions,  under  sections  7c 
and  7g  of  the  zoning  resolution;  resolution  amended  Decem¬ 
ber  2,  1941 ;  and 

Whereas,  Paul  Friedman,  for  Martin  Edwards  and  Cath¬ 
erine  Edwards,  owners,  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  30,  1941, 
as  amended  December  2,  1941,  so  that  as  amended,  the  reso¬ 
lution  shall  read: 

‘‘Resolved  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

1134-39-A. 

APPLICANT — Jack  Z.  Cohen,  for  Lea  Shi  ffman,  owner. 

SUBJECT— Appeal  reopened  April  17,  1942  re  Appeal  from 
a  decision  of  the  borough  superintendent  (previ¬ 
ously  denied). 

PREMISES  AFFECTED — 6914-6918  Fifth  avenue,  west 
side,  102  ft.  854  in.  south  of  Bay  Ridge  avenue 
(Block  No.  5873,  Lot  Nos.  48  and  49),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1942  at  2 
P.  M.  or  at  request  of  Building  Department. 


173-42- A. 

APPLICANT — Forged  Carbides,  Incorporated,  for  Ponok 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 40-40  23rd  street,  west  side, 
100  ft.  north  of  41st  street  (Block  No.  409,  Lot 
No.  38),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1942  at  2 
P.  M.  Applicant  to  file  revised  plans  not  later  than 
May  22nd. 


354-42-A. 

APPLICANT — Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 48  Greenleaf  avenue,  west  side, 
95  ft.  5  in.  north  of  Marion  avenue  (Block  No. 
236,  Lot  No.  69),  West  Brighton,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  Irving  M.  Fenichel. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  Tune  2,  1942  at  2 
P.  M.  for  the  Board  to  obtain  further  information. 


384-42-A. 

APPLICANT — John  M.  Baker,  for  York  Feather  and 
Down  Corporation,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 10  Hopkins  street,  south  side, 
400  ft.  west  of  Marcy  avenue  (Block  No.  1724, 
Lot  No.  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  M.  Baker. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  16,  1942  at  2 
P.  M.  for  inspection  by  a  committee  of  the  Board 
and  for  Board  to  obtain  additional  information  from 
Building  Department. 


396-42- A. 

APPLICANT — E.  J.  Holthausem,  for  Lockwood  Greene 
Engineers,  for  Defense  Plant  Corporation,  owner 
(Mergenthaler  Linotype  Company,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 315-329  Park  avenue,  47-57 
Ryerson  street,  northeast  corner  and  32-52  Grand 
avenue,  northwest  corner  of  Park  avenue  (Block 
No.  1877,  Lot  Nos.  60,  57,  44  and  part  of  Lot  No. 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Geo.  L.  Hawkins,  E.  T.  Holthausem, 
L.  G.  Mertz,  Jr.  and  R.  E.  Powers. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  26,  1942  at  2 
P.  M.  for  further  consideration  by  the  Board. 


991-41-A. 

APPLICANT — Jacob  Lubroth,  for  Janet  R.  Steinberg, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  with¬ 
drawn). 

PREMISES  AFFECTED — 1474  Ocean  parkway,  west  side, 
280  ft.  north  of  Avenue  O  (Block  No.  6587,  Lot 
No.  41),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Jacob  Lubroth. 

ACTION  OF  BOARD— Appeal  reopened  and  restored  to 
calendar. 

•  THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 


238-42-A. 

APPLICANT — Sylvester  Kerrigan,  for  Andrew  J.  Galla¬ 
gher,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  dismissed 
for  lack  of  prosecution). 

PREMISES  AFFECTED — 45-55  (45  displayed)  Wil¬ 

loughby  street,  northeast  corner  of  Jay  street 
(Block  No.  147,  Lot  Nos.  44  and  49),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Sylvester  Kerrigan. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
C3.1  cndsr 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


1102-40- A. 

APPLICANT — Frederick  S.  Keeler,  for  Bertha  M.  Arras, 
Ida  Arras  and  Anna  M.  Rice,  owners  (Humphrey- 
Weidman  Studios,  lessee). 

SUBJECT — -Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 108-110  West  16th  street,  south 
side,  100  ft.  west  of  Sixth  avenue  (Block  No.  791, 
Lot  Nos.  48  and  49),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  F.  Goldman. 

ACTION  OF  BOARD — Appeal  withdrawn  in  view  of 
action  taken  on  Cal.  No.  547-41-BZ. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


385-42-A. 

APPLICANT — 165  West  46th  Street  Corporation,  owner 
(Sound  Masters  Incorporated,  lessee). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 1560  Broadway,  east  side,  40  ft. 
north  of  West  46th  street  and  165  West  46th  street 
(Block  No.  999,  Lot  No.  3),  Borough  of  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Harvey  J.  O’Keefe. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Insp.  Meyer,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn,  after  argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


615-41 -A. 

APPLICANT— Jean  Dugan,  for  Matthew  Dugan,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 54-76  48th  street,  west  side,  193 
ft.  north  of  55th  road  (Block  Nos.  809-810,  Lot 
Nos.  86,  87  and  part  of  88),  Maspeth,  Borough  of 
Queens  (under  section  35,  General  City  Law — re 
bed  of  mapped  street). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  pros¬ 
ecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . .  0 

THE  RESOLUTION  (615-41- A) 

Whereas,  Jean  Dugan,  for  Matthew  Dugan,  owner,  filed 
on  July  2,  1941,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  54-76  48th  street,  west 
side,  193  ft.  north  of  55tn  road  (Block  Nos.  809-810,  Lot 
Nos.  86,  87  and  part  of  88),  Maspeth,  Borough  of  Queens; 
and 

Whereas,  the  applicant  advised  the  Board  that  it  had  no 
further  interest  in  the  subject  case. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


124-42-A. 

APPLICANT — F.  P.  Platt  and  Brother,  for  Franklin  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
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of  the  acting  borough  superintendent  (previously 
withdrawn). 

PREMISES  AFFECTED — 814-838  Westchester  avenue  and 
793-811  Prospect  avenue,  southwest  corner  (Block 
No.  2676,  Lot  No.  49),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  P.  Platt. 

ACTION  OF  BOARD — Appeal  reopened  and  granted  on 


condition. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION  (124-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  814-38  Westchester  ave¬ 
nue  and  793-811  Prospect  avenue,  southwest  corner  (Block- 
No.  2676,  Lot  No.  49),  Borough  of  The  Bronx,  was  with¬ 
drawn  March  10,  1942;  and 

Whereas,  the  applicant  requested  reopening  of  the  appeal 
and  consideration  by  the  Board;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  April  24,  1942,  on  Alt.  Appl.  No.  182-42,  reads : 

“6.  120  lbs.  per  sq.  ft.  should  be  assured,  §7.3.2. 3. 

Change  of  occupancy  for  factory  purposes  requires  a 
floor  load  of  120  lbs.  per  sq.  ft.  as  per  §C26-185.0  and 
C26-345.0  of  the  Administrative  Code.” 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (27  ft.)  in  height;  259  ft.  6  in.  and  295  ft.  by  ap¬ 
proximately  180  ft.  irregular  in  area ;  of  class  3  construc¬ 
tion ;  erected  in  1904;  located  in  a  business  use  B  area  dis¬ 
trict;  and  occupied  since  erection  as  follows:  cellar,  storage; 
1st  floor,  stores;  2nd  floor,  offices  and  lofts.  It  is  proposed 
to  be  occupied:  cellar,  same;  1st  floor,  same;  2nd  floor, 
manufacturing ;  and 

Whereas,  the  applicant  contends  that  the  sole  issue  is 
whether  the  office  occupancy  of  the  upper  story  of  a  two- 
storv  building  may  be  changed  to  factory  occupancy  with 
floor  loads  posted  for  75  lb.  live  load  instead  of  120  lbs. ; 
that  the  borough  superintendent  feels  unable  to  consider 
the  actual  needs  and  the  nature  of  the  business;  that  to 
reinforce  for  120  lbs.  would  be  prohibitive  in  cost  and 
would  disturb  the  tenants  and  there  would  be  no  actual  use 
to  the  contemplated  occupancy;  that  the  building  code  ex¬ 
pressly  recognizes  75  lb.  live  load  for  manufacturing  of  a 
light  nature;  that  the  limitation  in  that  provision  of  the 
code  to  %  of  the  floor  area  is  obviously  a  restriction  on  the 
use  rather  than  the  loading ;  that  unless  the  variation  re¬ 
quested  is  granted,  the  project  will  be  financially  infeasible. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  No.  182-42,  Objection  No.  6,  dated 
April  24,  1942,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
factory  occupancy  shall  be  confined  to  the  second  floor ;  that 
such  factory  occupancy  shall  not  require  machinery  or 
equipment  or  other  live  loading  in  excess  of  75  lbs.  pet- 
superficial  foot ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  including  Section  270  of  the  Labor  Law; 
that  a  new  enclosed  stair  shall  be  installed  in  accordance 
with  the  plans  filed  with  the  borough  superintendent  under 
this  application;  that  such  live  loading  of  75  lbs.  may  be 
based  on  the  stresses  as  permitted  under  the  Code  in 
existence  at  the  time  of  the  construction  of  the  building. 


3 12-42- A. 

APPLICANT — Henry  L.  Sperling,  for  Levy  Brothers 
Management  Company,  owner  (B.  F.  Hirsh,  lessee). 


SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 304-320  East  45th  street,  south 
side.  90  ft.  east  of  Second  avenue  (Block  No.  1337, 
'  Lot  Nos.  40-49,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Henry  L.  Sperling. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  :  . < . .  () 

THE  RESOLUTION  (312-42-A) 

Whereas,  Henry  L.  Sperling,  for  Levy  Bros.  Management 
Company,  owner  (B.  F.  Hirsh,  lessee),  filed  on  April  14, 
1942,  an  appeal  from  a  decision  of  the  fire  commissioner; 
premises  304-320  East  45th  street,  south  side,  90  ft.  east  of 
Second  avenue  (Block  No.  1337,  Lot  Nos.  40  to  49  inclu¬ 
sive),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
March  16,  1942,  reads  : 

“Replying  to  your  letter  of  March  11,  1942,  regarding 
Violation  requiring  certificates  of  fitness,  please  be  ad¬ 
vised  that  Chapter  C19-93.0-B  reads: 

‘It  shall  be  unlawful  to  operate  a  blow  pipe  01- 
other  similar  device  or  apparatus  for  heating,  melting 
or  welding  without  a  certificate  of  fitness.’ 

This  department  fails  to  see  any  hardship  in  complying 
with  this  requirement.  We  must  deny  your  request  for 
reconsideration  and  insist  that  the  violation  be  complied 
with,  or  advantage  taken  of  your  right  to  appeal  to 
the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  sixteen 
stories,  and  basement  (240  ft.)  in  height;  235  ft.  by  100.5 
ft.  in  area  at  first  floor  and  235  ft.  by  68  ft.  in  area  at 
typical  floor;  of  Class  1  construction;  erected  in  1929; 
equipped  with  a  standpipe  system  and  a  sprinkler  system  ; 
located  in  business  and  unrestricted  use  districts ;  and  occu¬ 
pied :  cellar,  boiler-room  and  storage;  first  floor,  lunch  room, 
printing  and  light  manufacturing,  brass  tubing  and  piping 
and  plumbing  and  heating,  42  persons ;  second  floor,  print¬ 
ing  and  lithographing,  100  persons;  third  floor,  printing  and 
lithographing  and  manufacturing  jewelry,  88  persons; 
fourth  floor,  vacant;  fifth  floor,  printing,  manufacturing 
clocks  and  defense  materials,  number  of  occupants  unknown  ; 
sixth  floor,  printing,  87  persons;  seventh  floor,  printing,  71 
persons;  8th  floor,  printing,  48  persons;  9th  floor,  printing, 
180  persons;  10th  floor,  manufacturing  clocks  and  defense 
materials,  number  of  occupants  unknown;  11th  floor,  jew¬ 
elry,  plumbing  and  heating,  160  persons;  12th  floor,  printing, 
64  persons;  14th  floor,  manufacturing  bitters,  28  persons; 
15th  floor,  manufacturing  manikins,  18  persons;  16th  floor', 
manufacturing  watch  cases,  75  persons;  17th  floor,  printing! 
2  persons ;  and 

Whereas,  the  applicant  contends  that  the  B.  F.  Hirsh 
Company  lessee  of  a  large  portion,  11th  floor,  are  manu¬ 
facturing  jewelers  of  gold,  platinum  and  diamond  set 
jewelry;  that  no  fire  hazards  exist  or  are  maintained  by 
reason  of  the  controlled  mixture  of  ordinary  illuminating 
gas  and  oxygen  through  the  medium  of  blow  pipe  or  other 
similar  device  or  apparatus  used  by  the  jewelry  workers  to 
intensify  the  heat  of  the  illuminating  gas  for  soldering  and 
melting  purposes  in  the  manufacture  of  jewelry;  that  the 
blow  pines  and  torches  used  are  the  modern  tvpes  approved 
by  the  Fire  Department  and  are  so  constructed  it  is  im¬ 
possible  for  them  to  back  fire  or  cause  a  fire ;  that  there 
are  no  more  hazards  in  operating  these  apnliances  than  the 
use  of  ordinary  illuminating  gas  for  heating  and  lighting 
purposes ;  that  the  oxygen  used  is  stored  in  three  metal 
evlinders  each  containing  about  220  cubic  feet ;  that  these 
cylinders  are  not  handled  by  any  one  other  than  a  person 
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holding  a  certificate  of  fitness-;  that  there  is  an  additional 
220  cubic  ft.  cylinder  of  oxygen  used  in  connection  with 
the  melting  furnace  and  located  100  ft.  away  from  the 
three  oxygen  cylinders  previously  mentioned ;  that  all  con¬ 
trol  valves  connected  with  the  use  of  oxygen  are  under  the 
direct  supervision  of  a  person  holding  a  certificate  of  fitness ; 
that  the  employees  are  strictly  prohibited  from  handling  the 
tanks  or  valves ;  that  in  the  absence  of  the  person  holding 
a  certificate  of  fitness  no  oxygen  is  used  in  the  factory  for 
any  purpose  whatsoever;  that  about  16  workers  use  the 
small  type  torches  and  blow  types ;  that  it  would  be  un¬ 
reasonable  to  require  each  jeweler  to  spend  money  to  secure 
a  certificate  of  fitness  in  view  of  the  fact  that  the  opera¬ 
tions  and  control  are  in  the  hands  of  a  person  holding  a 
certificate  of  fitness. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
March  16,  1942,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  at  all  times  while  the  furnaces  and  the  oxygen 
tanks  and  other  equipment  are  in  operation  a  person  in 
charge  of  such  equipment  holding  a  Certificate  of  Fitness 
and  that  all  appliances  including  the  regulating  devices  and 
torches  shall  be  of  an  approved  type  and  to  insure  the  above 
requirement  there  shall  be  at  least  2  persons  in  the  employ 
of  the  company  holding  such  Certificates  of  Fitness;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  la'ws,  rules  and  regulations  applicable  thereto. 


356-42-  A. 

APPLICANT — Preferred  Utilities  Company,  Incorporated, 
for  Streg  Incorporated,  owner. 

SLJBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 184-10  Jamaica  avenue,  south 
side,  331  ft.  east  of  183rd  street  (Block  No.  10352, 
Lot  No.  71),  Tamaica,  Rorough  of  Queens. 
APPEARANCES— 

For  Applicant :  Frank  Glanz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  . .  0 


THE  RESOLUTION  (356-42-A) 

Whereas,  Preferred  Utilities  Company,  Incorporated,  for 
Streg  Incorporated,  owner,  filed  on  April  29,  1942  an  appeal 
from  a  decision  of  the  borough  superintendent,  premises 
184-10  Tamaica  avenue,  south  side,  331  ft.  east  of  183rd 
street  (Block  No.  10352,  Lot  No.  71),  Jamaica,  Borough 
of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  21,  1642,  on  Misc.  Applic.  No.  1045-42  reads: 

“3.  Chimney  does  not  comply  with  rule  12.1  Bd  of 
S  &  A.” 

and 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  (90  ft.)  in  height,  200  ft:  by  240  ft.  in  area;  of  Class 
1  construction;  erected  in  1921;  equipped  with  a  sprinkler 
system  and  a  standpipe  system;  located  on  a  lot  447.74  ft. 
by  300.48  ft.  in  area ;  in  an  unrestricted  use  C  area  district ; 
and  occupied:  cellar,  boiler  room  and  storage,  10  persons; 
1st  floor,  factory,  receiving  and  shipping  mattresses  and 
packing  groceries,  48  persons;  2nd  floor,  office  and  drugs, 
73  persons;  3rd  floor,  drug  manufacturing  and  groceries, 
30  persons ;  4th  floor,  storage,  5  persons  ;  5th  floor,  vacant. 

The  building  will  be  taken  over  by  the  LT.  S.  Navy  for 
use  by  the  Range  Air-Craft  Corporation;  and 

Whereas,  the  applicant  states  that  there  is  an  existing 
self  supporting  isolated  brick  stock  48  in.  internal  diameter, 
lined  with  4 J4  in.  fire  brick  laid  in  fire  clay,  with  8  in.  of 
circular  brick  around  same;  that  this  stack  is  approxi¬ 


mately  100  feet  high;  that  the  entire  chimney  is  in  excellent 
condition;  that  a  10  gauge  breeching,  48  in.  wide,  36  in. 
high  is  connected  to  this  chimney;  that  all  of  breeching  is 
covered  with  2  in.  air-cell ;  that  there  are  four  existing 
boilers,  three  of  which  are  125  H.P.  and  one  100  H.P. ; 
that  the  smoke  pipes  from  each  of  these  boilers  connect  to 
the  main  breeching  and  are  also  covered ;  that  the  boilers 
are  3-Kewanee  #320  and  1-Kewanee  #418  Fire  Box  type; 
that  one  of  the  #320  operates  at  60  lbs.  pressure,  the  other 

3  being  operated  at  low  pressure;  that  each  of  the  boilers 
is  equipped  with  a  ray  horizontal  rotary  oil  burner,  fully 
automatic  to  develop  100%  of  their  ratings,  burning  #6 
pre-heated  fuel  oil ;  that  the  heat  release  in  each  fire  box 
is  approximately  40,000  B.T.U. ;  that  the  125  H.P.  burners 
will  burn  at  full  rating  42  gallons  per  hour  or  6,384,000 
B.T.U.  while  the  100  H.P.  will  burn  at  full  rating  33  gallons 
per  hour  or  5,000,000  B.T.U. ;  that  the  gases  entering  the 
chimney  are  approximately  500  degrees  F. ;  and 

Whereas,  the  applicant  contends  that  the  connection  of 

4  boilers  to  one  chimney  presents  no  serious  hazard  in  this 
building  as  the  building  is  existing  and  has  been  coal  fired ; 
that  compliance  with  Rule  12-1  of  the  Oil  Burner  Rules 
would  result  in  a  hardship  in  view  of  the  fact  that  if  the 
boilers  were  high  pressure,  no  objection  would  present  itself 
and  therefore  requests  acceptance  of  the  existing  conditions. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1045-42,  Objection  No.  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  in  all  other  respects  all  laws,  rules 
and  regulations  applicable,  including  the  Oil  Burner  Rules 
of  the  Board  of  Standards  and  Appeals,  shall  be  complied 
with. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 


200-39-SA. 

APPLICANT— W.  F.  Tyson,  for  Carrier  Corporation. 

SUBJECT — Application  reopened  January  20,  1942  re 
amendment  of  resolution  adopted  April  25,  1939, 
approving  Carrier  Self-Contained  Air  Conditioning 
LInits,  Types  50G,  50H,  50C  and  50M  for  voluntary 
use,  to  include  approval  of  Models  41 B,  41Q,  51B1, 
51B2,  51C2  and  51 D2. 

APPEARANCES— 

For  Applicant :  W.  F.  Tyson. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION  (200-39-SA) 

Whereas,  the  Carrier  Corporation,  owner,  filed  on  Feb¬ 
ruary  21,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Carrier  Self-Contained  Air-Conditioning  Unit,  Models  50G, 
50H,  50L  and  50M  ;  and 

Whereas,  this  appliance  was  approved  by  the  Board 
April  25,  1939,  in  accordance  with  the  report  of  the  Com¬ 
mittee  on  Tests;  and 

Whereas,  the  applicant  requested  reopening  of  the  appli¬ 
cation  and  amendment  of  the  resolution  to  include  approval 
of  Models  41B,  41Q,  51B1,  51B2,  51C2  and  51D2;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  January  20,  1942,  subject  to  usual  procedure;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

May  7,  1942. 

Cal.  No.  200-39-SA 

Subject:  Amendment  of  Resolution  adopted  April  25, 
1939,  approving  Carrier  Self-Contained  Air-Condi¬ 
tioning  Units,  Types  50G,  50H,  50L  and  50M  for 
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voluntary  use,  to  include  Models  41B,  41Q,  S1B1, 
51B2,  51C2  and  51D2. 

The  Carrier  Corporation  filed  February  21,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Carrier  Self-Contained  Air-Condi¬ 
tioner,  Models  50G,  50H,  50L  and  50M  under  the  pro¬ 
visions  of  C26-178.0b  (2.1.2.5)  Administrative  Building 
(.  ode  and  C19-97  and  C-19-98,  Administrative  Code. 
These  models  were  approved  by  the  Board  for  volun¬ 
tary  use  April  25,  1939.  The  applicant  requested  a 
reopening  of  the  case  and  approval  of  additional  models 
41B,  41Q,  51B1,  51B2,  51C2,  and  51D2. 

Models  41B  and  41Q  are  identical  with  the  exception 
that  41 Q  has  its  condensing  unit  rigidly  mounted  to  the 
drip  pan  whereas  4 IB  is  mounted  on  springs.  These 
units  are  similar  to  50L  and  50M  already  approved 
except  that  they  have  an  industrial  finish.  Models  51B1, 
51B2  and  51D2  are  similar  to  50C  and  50H  already 
approved  except  as  to  exterior  finish  and  coil  sizes  and 
the  capacity  of  compressor  and  fan.  51B1  is  air-cooled; 
51 B2  and  51D2  are  either  air  or  water  cooled.  These 
models  have  a  metal  chassis  with  a  wooden  cabinet  while 
the  models  50G  and  50H  are  all  metal.  Model  51C2  is 
a  window  type  unit  with  an  all  metal  cabinet,  a  portion 
extending  outside  window  12  inches. 

Each  unit  is  encased  in  a  decorative  cabinet  that 
encloses  a  compressor,  compressor  motor,  air-cooled  con¬ 
denser,  liquid  receiver,  subcooling  coil,  expansion  valve, 
evaporator,  air  circulating  fan  and  motor,  air  filter,  and 
all  necessary  internal  piping,  wiring  and  controls.  Each 
entire  unit  is  sound  and  heat  insulated  with  fireproof 
insulating  material. 

The  Carrier  51C2  unit  filters,  cools  and  dehumidifies 
the  air  and  circulates  it  throughout  the  room  without 
causing  drafts.  In  addition,  it  brings  outside  air  into 
the  room  for  ventilation,  and  when  desired,  exhausts 
stale  air  and  smoke  to  the  outside.  When  cooling  and 
dehumidifying  are  not  desired,  it  may  be  used  for  ven¬ 
tilating,  filtering  and  circulating  air.  The  ventilation 
damper  is  constructed  so  that  it  will  take  outside  air 
or  recirculated  air  in  any  proportion.  The  discharge 
grille  is  adjustable. 

Operation  of  the  type  51C2  unit  is  by  a  three-position 
switch.  One  position  operates  the  unit  as  a  complete 
air  conditioner;  another,  as  a  ventilator  only,  and  a 
third  position  shuts  the  unit  off. 

The  compressor  motor  is  HP  and  the  fan  motor 
1/80  HP.  Units  are  available  in  the  following  current 
characteristics : 

115  V  Single  phase  60,  50  and  25  cycle  1735  r.p.m. 

230  V  Single  phase  60,  50  and  25  cycle  “  “ 

208  V  Single  phase  60  cycle  “  “ 

115  V  Direct  Current  “  “ 

230  V  Direct  Current  “  “ 

The  unit  is  26  inches  wide  and  is  equipped  with  side¬ 
wing  adapters  which  allow  its  installation  into  windows 
up  to  60  inches  in  width. 

These  models  have  been  approved  by  the  Under¬ 
writers’  Laboratories,  Safety  Appliance  #690,  Applica¬ 
tion  #40C3179  and  40C3180.  These  models  have  been 
inspected  at  the  office  of  the  Carrier  Corp.,  Chrvsler 
Building,  New  York  City. 

On  the  basis  of  this  inspection  and  the  report  of  the 
Underwriters’  Laboratories,  it  is  recommended  that  the 
resolution  adopted  by  the  Board  April  25,  1939,  be 
amended  to  include  the  Models  41 B,  41Q,  51B1,  51B2, 
51 C2  and  51D2.  A  request  has  been  made  for  permis¬ 
sion  to  market  the  Carrier  Model  50H  as  the  Remington 
Model  51  and  the  Carrier  Model  50G  as  the  Remington 
Model  75.  The  Committee  recommends  that  the  reso¬ 
lution  also  be  amended  to  permit  this  marketing  and 


that  in  all  other  respects  the  requirements  of  the  ap¬ 
proval  granted  on  April  25,  1939,  be  complied  with. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Whereas,  this  report  recommended  amendment  of  the 
resolution  adopted  by  the  Board'  on  April  25,  1939,  so  as  to 
include  approval  of  Models  41B,  41Q,  51B1,  51B2,  51C2  and 
51D2. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  April 
25,  1939,  in  accordance  with  above  report. 


183-41-SA. 


APPLICANT— W.  F.  Tyson, 
owner. 

SUBJECT — Carrier  Humidifier, 
APPEARANCES— 


for  Carrier  Corporation, 
Type  49D2,  approval  of. 


For  Applicant:  W.  F.  Tyson. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  () 


THE  RESOLUTION  (183-41-SA) 


Whereas,  W.  F.  Tyson,  for  Carrier  Corporation,  owner, 
filed  on  March  3,  1941,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Carrier  Humidifier,  Type  49D2 ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 


Cal.  No.  183-41-SA 


May  7,  1942. 


Subject:  Carrier  Humidifier,  Type  491)2,  approval  of. 

The  Carrier  Corp.  filed  on  March  3,  1941  an  applica¬ 
tion  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Carrier  Humidifier,  Type  49D2,  under 
the  provisions  of  C26-178,b  (2.1.2. 5)  Administrative 
Building  Code. 

The  Carrier  Humidifier,  Type  49D2,  is  a  unit  for 
humidifying  indoor  air.  It  is  designed  to  supplement 
heating  systems  which  neglect  entirely,  or  do  not  add  in 
adequate  amounts  the  moisture  needed  in  indoor  air 
during  the  heating  seasons. 

The  unit  consists  of  water  container,  circulating  fan 
and  fan  motor,  water  pump  pre-evaporator,  all  enclosed 
in  a  small  cabinet. 

The  Carrier  Humidifier  is  factory  assembled  and  fac¬ 
tory  tested.  Operation  is  obtained  by  plugging  into  an 
electric  wall  socket  and  filling  the  water  container  by 
hand.  It  requires  current  approximating  that  used  by 
a  50  watt  electric  light  bulb. 

All  of  the  humidifying  water  is  evaporated  before  it 
leaves  the  unit.  This  humidified  air  enters  the  room, 
at  a  low  velocity,  with  no  probability  of  drops  of  water 
being  carried  with  the  air  stream. 

The  circulating  fan  and  pump  motor  is  of  the  totally 
enclosed  type,  moistureproof,  and  equipped  with  a  stain¬ 
less  steel  shaft.  It  is  furnished  in  110  volt,  single 
phase,  50  or  60  cycle  alternating  current  motors  only. 

The  humidified  element  is  made  of  a  hygroscopic  ma¬ 
terial,  treated  to  prevent  odors  and  bacteria  growth. 
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The  pump  and  water  distributor  are  made  of  non-fer¬ 
rous  metal  and  the  circulating  fan  is  moulded  from  a 
suitable  plastic.  The  inner  casing  is  of  corrosion  re¬ 
sisting  metal  and  the  outer  casing  is  of  walnut  wood. 

The  electric  wiring  in  the  unit  is  of  rubber  covered 
copper  cable.  The  electric  switch  is  located  on  the 
inside  cabinet  and  is  operated  by  raising  the  top  cover 
of  the  outside  cabinet.  All  the  wiring  is  done  complete 
in  the  factory. 

This  humidifier  was  inspected  by  the  Committee  at 
the  office  of  the  Carrier  Corp.,  Chrysler  Building,  New 
York  City,  and  found  to,  operate  satisfactorily.  On 
the  basis  of  this  inspection  and  the  approval  of  the 
Underwriters’  Laboratory  it  is  recommended  that  the 
Carrier  Humidifier,  Type  49D2,  be  approved  under  C2b- 
178.0b,  for  voluntary  installation  in  New  York  City 
when  all  electrical  equipment  is  installed  in  accordance 
with  the  requirements  of  the  Administrative  Code  and 
that  a  decalcomania  be  provided  reading:  “Approved 
for  use  in  New  York  City  by  the  Board  of  Standards 
and  Appeals  under  Cal.  No.  183-41-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Carrier  Humidi¬ 
fier,  Type  49D2,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


969-41 -S  A. 

APPLICANT — Central  Station  Signals,  Incorporated,  for 
Lowe  Laboratories,  Incorporated,  owner. 

SUBJECT — Central  Station  Signals,  Incorporated  Auto¬ 
matic  Thermostatic  Central  Office  Connected  Fire 
Alarm  System,  approval  of. 

APPEARANCES— 

For  Applicant :  Alfred  G.  Lewis. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (969-41-SA) 

Whereas,  Central  Station  Signals,  Incorporated,  for 
Lowe  Laboratories,  owner,  filed  on  November  12,  1941,  an 
application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  appliance  known  as  Central  Station  Signals 
Inc.  Automatic  Thermostatic  Central  Office  Connected  Fire 
Alarm  System ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  thte  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

March  31,  1942. 

Cal.  No.  969-41-SA 

Subject :  Central  Station  Signals  Inc.  Automatic  Ther¬ 
mostatic  Central  Office  Connected  Fire  Alarm  Sys¬ 
tem,  approval  of. 

Central  Station  Signals,  Inc.,  filed  November  12, 
1941,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Central  Station  Signals, 
Inc.  Automatic  Thermostatic  Central  Office  Connected 
Fire  Alarm  System. 


The  system  provides  for  an  alarm  through  the  t  en- 
tral  Station  Signals,  Inc.  to  Fire  Headquarters  by 
means  of  thermostats  operating  on  the  rate  of  rise,  and 
approval  is  requested  to  come  within  the  purview  of 
section  09-161. 0  as  a  means  of  preventing  the  spread 
of  fire  by  means  of  an  immediate  notification  to  Fire 
Headquarters.  « 

The  system  comprises  a  complete  electrical  wiring 
system  for  the  installation  of  approved  thermostatic 
devices.  This  system  consists  of  approved  open  circuit 
thermostats,  fire  alarm  transmitting  device,  trouble 
transmitting  device  known  as  Model  ET  and  ET  1  and 
approved  by  the  Underwriters’  Laboratories,  Signal  372, 
Applic.  No.  40C2745  (copies  filed  with  Cal.  No.  968- 
41-SA). 

The  operation  of  this  system  is  as  follows : 

The  energy  for  the  operation  of  this  system  is  sup¬ 
plied  by  a  120  Volt  D.C.  source  with  the  required  re¬ 
sistance  mounted  on  an  asbestos  panel  and  locked  in  a 
metal  cabinet. 

In  the  normal  condition  of  the  circuit,  current  lrotn 
fhe  source  is  led  through  resistance  (500  ohms)  to  one 
side  of  the  transposing  springs  then  to  one  side  of  the 
loop,  then  to  all  thermostats,  then  to  a  1500  ohm  re¬ 
sistance  tube  and  then  to  one  side  of  the  320  ohm  trouble 
clock  coil  through  coil  to  one  side  of  the  closed  contact, 
from  other  side  of  contact  to  the  other  loop  to  all 
thermostats,  back  to  one  side  of  all  thermostats  and 
then  to  the  20  ohm  alarm  clock  coil,  through  coil  to  the 
transposing  springs,  then  back  to  the  neutral  side  ol 
l  he  source. 

An  examination  has  been  made  of  the  circuit  wiring 
diagrams  on  blueprints  submitted  by  the  applicant  and 
entitled  Diagram  of  120  Volt  D.C.  Thermostat,  drawn 
by  A.  G.  L.  and  dated  February  26.  1942. 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  that  the  Central  Station  Signals,  Tnc.  auto¬ 
matic  central  office  connected  thermostatic  fire  alarm 
system  be  approved  for  use,  provided : 

1.  That  the  thermostats  employed  shall  be  “Spot 
Fire  Detector”,  also  listed  as  “Temp-O-Rise”  ap¬ 
proved  by  the  Board  under  Calendar  #  1014-41 -SA. 

2.  That  all  wiring  be  protected  by  a  metallic  con¬ 
duit  or  metallic  sheath. 

3.  That  due  to  the  twelve  (12)  to  twenty-four 
(24)  volt-current  at  which  the  thermostatic  device 
operates,  the  installation  of  the  Temp-O-Rise  system 
be  limited  to  central  office  connected  systems  only. 

4.  That  in  the  event  that  it  is  desired  to  operate 
or  connect  to  110-220  Volt  interior  fire  alarm,  local 
sprinkler  or  standpipe  alarm  system  or  device,  it  will 
be  necessary  to  comply  with  the  following  stipula¬ 
tions:  That  the  thermostat  be  connected  to  closed 
electrically  supervised  circuits  acceptable  to  the  Fire 
Commissioner,  and  that  the  device  be  installed  in 
accordance  with  the  “Interior  Fire  Alarm  Rules”  of 
the  Board  of  Standards  and  Appeals;  that  the  2-1 
Volt  circuit  wiring  shall  be  limited  to  the  thermostat 
wiring  only.  All  other  fire  alarm  apparatus  used  in 
connection  therewith  shall  he  of  a  type  approved  by 
the  Board  of  Standards  and  Anneals  designed  to 
operate  on  110-220  Volts;  that  the  24  Volt  source  of 
current  supply  shall  be  in  accordance  with  the  re¬ 
quirements  for  storage  battery  installation  as  specified 
by  Rule  12.5  and  12.6  of  the  “Interior  Fire  Alarm 
Rules”  of  the  Board;  that  the  Fire  Commissioner  is 
authorized  to  prohibit  storage  battery  installations 
where,  after  inspection,  it  is  determined  that  there  is 
insufficient  or  an  absence  of  skilled  help  to  properly 
maintain  and  supervise  the  installation;  that  all  elec¬ 
tric  wiring  of  the  entire  system  shall  be  not  less 
than  #14  B  &  S  wire  gauge  having  rubber  insulation 
and  a  single  braid ;  that  said  wiring  shall  be  protected 
by  metal  sheatli  or  run  in  standard  weight  rigid  iron 
conduit ;  that  all  apparatus  shall  be  arranged  for  cable 
or  conduit  installation;  that  the  thermostatic  heads 
shall  be  placed  withjn  an  open  metallic  outlet  box 


MINUTES 


arranged  for  cable  or  conduit  installation.  All  con¬ 
duits  shall  be  properly  bonded  and  then  permanently 
grounded  in  an  approved  manner  to  a  water  pipe  or 
other  suitable  grounding  medium. 

5.  That  the  source  of  current  supply  to  operate 
the  system  be  taken  from  a  point  as  near  as  possible 
to  the  house  service  switch  and  be  connected  to  a 
separate  electric  meter  through  a  suitable  fusible  cut¬ 
out  to  which  no  other  electric  currents  are  connected. 
All  necessary  transformers,  resistance  unit  and  relays 
are  to  be  housed  in  a  metal  cabinet ;  that  diagrams 
in  duplicate  showing  the  circuit  of  the  system  and 
the  location  and  spacing  of  thermostats  be'  submitted 
to  the  Fire  Chief  and  Commissioner  for  examination 
and  approval  before  the  installation  of  any  legally 
required  system  or  systems  requiring  the  approval 
of  the  Fire  Commissioner. 

That  the  plans  shall  bear  a  label  reading  “This  system 
approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  969-41-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

md 

Whereas,  this  report  recommended  approval  of  this 
ippliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Central  Station  Sig¬ 
nals  Inc.  Automatic  Thermostatic  Central  Office  Connected 
Fire  Alarm  System,  on  condition  that  the  appliance  be 
nanufactured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  the  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 

The  Chairman  called  attention  to  the  fact  where  the  fol- 
owing  applicants  had  filed  applications  for  approval  of  the 
•espective  materials,  and  where  the  applicants  were  advised 
:o  either  prosecute  the  applications  for  approval  or  with- 
Iraw  same;  and 

Whereas,  the  applicants  have  requested  withdrawal  of 
heir  respective  applications,  as  follows: 

199-39-SM 

APPLICANT — Medusa  Portland  Cement  Company. 
SL'BJECT — Medusa  Floor  Coating. 

DATE  FILED— July  27,  1939. 


1000-39-SM. 

APPLICANT — Medusa  Portland  Cement  Company. 
SUBJECT — Medusa-Lite  Flat  Wall  Paint. 

DATE  FILED— July  27,  1939. 


1001-39-SM 

APPLICANT — Medusa  Portland  Cement  Company. 
SUBJECT — Medusa  Portland  Cement  Paint. 

DATE  FILED— July  27,  1939. 


1011-39-SM. 

APPLICANT — Medusa  Portland  Cement  Company. 
SUBJECT — Medusa  Waterproofing  Powder  and  Medusa 
Waterproofing  Paste. 

DATE  FILED— July  28,  1939. 

1210-39-SM. 

APPLICANT — Bird  and  Son,  Inc. 

SUBJECT — Bird  Neponset  Wallboard,  Bird  Super  Nepon- 
set  Wallboard,  Bird  American  Wallboard  and  Bird 
Poster  Board. 

DATE  FILED — October  4,  1939. 


1276-39-SM. 

APPLICANT — Master  Builders  Company. 

SUBJECT— Master  Builders  Concrete  Preservative  and 
Saniseal 

DATE  FILED — October  16,  1939. 


1280-39-SM. 

APPLICANT— Master  Builders  Company. 

SUBJECT — Masterseal  No.  1,  Masterseal  No.  2  and  All- 
Weather  Masterseal. 

DATE  FILED — October  16,  1939. 


1281-39-SM. 

APPLICANT — Master  Builders  Company. 

SUBJECT — Dycrome,  Dycrome  Oil  and  Dycrome  Wax. 
DATE  FILED — October  16,  1939. 


1282-39-SM. 

APPLICANT — Master  Builders  Company. 

SUBJECT — Colormix,  Kurokrome,  Colorwax  and  Color- 
oil. 

DATE  FILED — October  16,  1939. 


1283-39-SM. 

APPLICANT — Master  Builders  Company. 
SUBJECT — Stearox  No.  30  and  Stearox  No.  SO. 
DATE  FILED — October  16,  1939. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  . .  0 

Resolved,  that  the  foregoing  applications  for  approval  be 
and  they  hereby  are  U'ithdraien. 


1462-39-SM. 

APPLICANT — Abati  Corporation,  owner. 

SUBJECT — Abati  (Powder  Compound),  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (1462-39-SM) 

Whereas,  Abati  Corporation,  owner,  filed  an  applica¬ 
tion  with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  material  known  as  Abati  (Powder  Compo'und)  ;  and 
Whereas,  the  applicant  failed  to  prosecute  the  application 
for  approval,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  for  approval  be  and  it  here¬ 
by  is  dismissed  for  lack  of  prosecution. 


415-38-SM. 

APPLICANT — Iv.  A.  Swenson,  for  The  Flintkote  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  to  include  approval  of  ad¬ 
ditional  Flintkote  Built-up  Roofing  Specifications  of 
the  Cold  Process  Type  and  an  additional  Cap  Sheet 
Type  of  Roofing. 

APPEARANCES— 

For  Applicant :  E.  A.  Swenson, 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amerided 
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THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (415-38-SM) 

Whereas,  E.  A.  Swensou,  for  the  Flintkote  Company, 
owner,  filed  on  May  27,  1938,  an  application  "with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  Flintkote,  2  and  3  ply  Asphalt  Felt,  slag  or  gravel 
surface  re-roofing  and  Flintkote,  3  and  4  ply  Asphalt  Felt, 
slag  or  gravel  roofing  and  mineral  surface  shingle ;  and 

Whereas,  this  material  was  approved  by  the  Board  July 
20,  1938  in  accordance  with  Report  of  Committee  on  Tests; 
and 

Whereas,  the  resolution  was  amended  April  1,  1941  to 
include  approval  of  Flintkote,  12  in.  Stalwart  Strip  Shingles; 
and 

Whereas,  the  applicant  requested  reopening  of  the  appli¬ 
cation  and  further  amendment  of  the  resolution  to  include 
approval  of  additional  roofing  materials  as  listed  in  the  fol¬ 
lowing  report  of  the  Committee  on  Tests;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  and  referred  to  Committee  on  Tests  of  the  Board, 
for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 


May  19,  1942. 


Cah  No.  415-38-SM 

Subject:  Amendment  of  resolution  adopted  July  20, 
1938  as  amended  April  1,  1941,  approving  Flintkote 
2  and  3  ply  asphalt  felt,  slag  or  gravel  surface  re¬ 
roofing  and  Flintkote  3  and  4  ply  asphalt  felt, 
slag  or  gravel  roofing  and  Flintkote  12  in.  Stalwart 
Strip  Shingles,  so  as  to  add  additional  materials. 

The  Flintkote  Co.  of  New  York  filed  on  April  29, 
1942  a  request  for  an  amendment  to  the  resolution 
adopted  July  20,  1938  as  amended  April  1,  1941  to  add 
additional  roofing  materials  which  were  tested  at  the 
plant  of  the  manufacturer  at  East  Rutherford,  N.  J.  on 
May  6,  1942  with  the  specifications  and  results  of  such 
tests  as  follows : 

Test  #1 — A  Federal  Housing  specification  compris¬ 
ing  one  24  lb.  Asphalt  Base  Felt  nailed  to  wood  deck 
lapped  2  inches.  Over  this,  one  24  lb.  felt  mopped  solid 
in  asphalt  lapped  2  inches.  Over  this  one  layer  of  55 
lb.  Guardian,  mopped  solid  in  asphalt  lapped  4  inches. 
For  inclines  from  in-  UP  to  2  inches  per  ft.  The 
brand  was  consumed  in  29  min.  45  sec.  consuming  all 
plies  but  with  slight  effect  on  the  deck. 

On  the  basis  of  the  test  conducted,  it  is  recommended 
that  this  additional  roof  specification  and  the  various 
specific  roofing  materials  as  herein  listed  be  approved 
and  that  the  resolution  adopted  by  the  Board  July  20, 
1938,  as  amended  April  1,  1941,  be  amended  to  include 
this  additional  roof  specification  and  roofing  materials 
under  the  conditions  set  forth  in  this  report  and  reports 


of  the  Committee  on  Tests  of  July  16,  1938  and  March 
31,  1941. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  that  the  resolution 
adopted  by  the  Board  on  July  20,  1938,  as  amended  April 
1,  1941,  be  further  amended  to  include  approval  of  this 
additional  new  specification  and  roofing  materials  as  previ¬ 
ously  listed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  July 
20,  1938,  as  amended  April  1,  1941,  in  accordance  with  above 
report  of  the  Committee  on  Tests  only  so  far  as  it  has  refer¬ 
ence  to  Test  No.  1. 


438-41-SM. 

APPLICANT — Monsanto  Chemical  Company,  owner. 

SUBJECT — Mono  Ammonium  Phosphate  as  a  Flame¬ 
proofing  Compound,  approval  of. 

APPEARANCES— 

For  Applicant:  G.  Nelson  Davis. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative:  .  0 


Note  :  The  report  of  the  Committee  on  Tests  and  the 
resolution  of  the  Board  relative  to  the  approval  of  the 
Mono  Ammonium  Phosphate  as  a  Flameproofing  Compound 
will  be  printed  in  the  Bulletin  of  Tune  2,  1942,  Vol.  27, 
No.  22. 


678-41 -SM. 

APPLICANT — Trageser  Copper  Works,  Incorporated, 
owner. 

SUBJECT — Trageser  275  Gallon  Basement  Obround  Fuel 
Oil  Tank,  approval  of. 

APPEARANCES— 

For  Applicant :  Adolph  G.  Kraus. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE —  „ 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


Note  :  The  report  of  the  Committee  on  Tests  and  the 
resolution  of  the  Board  relative  to  the  approval  of  the 
Trageser  275  Gallon  Basement  Obround  Fuel  Oil  Tank  will 
be  printed  in  the  Bulletin  of  Tune  2,  1642,  Vol.  27,  No.  22. 


Adjourned,  3:50  P.  M. 

Joseph  J.  Doyi.e,  Chief  Clerk. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
'a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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COURT  DECISIONS 

In  the  mutter  of  David  Liebovvitz  (Board  of  Standards  and 
Appeals) : — On  July  22,  1942,  the  Board  denied  an  appeal 
from  an  order  of  the  Fire  Commissioner  re  removal  of  a 
Coca-Cola  dispensing  machine  containing  10  lbs.  of  refrig¬ 
erant  (Freon)  located  in  main  entrance  hallway,  in  which  both 
means  of  exit  from  upper  stories  and  passenger  elevators  ter¬ 
minate;  premises  347  Fifth  avenue,  Borough  of  Manhattan; 
Cal.  No.  555-41-A.  Supreme  Court,  Special  Term,  affirmed 
decision  of  Board  (N.  Y.  L.  J.  March  5,  1942). 

***** 

In  the  matter  of  Ramundo  v.  Murdock,  &c.s — On  July  5, 

1939,  the  Board  denied  an  appeal  from  an  order  of  the  Bor¬ 
ough  Superintendent,  Department  of  Housing  and  Buildings; 
Cal.  No.  474-39-A;  premises  1711  Taylor  ave.,  W.  S.,  95.01 
ft.  North  of  Van  Nest  ave.,  Borough  of  The  Bronx. 

By  order  of  the  Court,  the  appeal  was  restored  to  Calendar 
for  additional  testimony. 

On  July  1,  1941,  the  Board  received  additional  testimony, 
indicating  that  prior  to  April  18,  1929,  the  building  was  not 
occupied  by  3  families  in  accordance  with  definition  of  a 
family  in  the  Multiple  Dwelling  Law,  etc.,  etc.;  Board  denied 
request  to  restore  to  Calendar. 

Supreme  Court  reversed  Board  and  annulled  the  order  of 
Borough  Superintendent,  Department  of  Housing  and  Build¬ 
ings  (N.  Y.  L.  J.  March  7,  1942). 

***** 

Matter  of  Jeron  Co.,  et  al.  (Board  of  Standards  and  Ap¬ 
peals  of  the  City  of  New  York  et  al.): — On  July  18, 
1939,  Board  granted  extension  of  existing  gas  station  and  per¬ 
mitted  rearrangement  thereof,  under  Sections  7-c  and  21,  Cal. 
No.  271-39-BZ;  premises  96-23  to  96-29  Queens  Boulevard, 
Elmhurst,  Borough  of  Queens. 

Mr.  Justice  Froessel  annulled  the  determination  of  the 
Board  and  in  view  of  revision  of  the  zoning  resolution  on 
June  28,  1940,  giving  Board  enlarged  powers,  the  decision 
was  without  prejudice  to  taking  further  proceedings  before 
Board. 

Upon  a  new  hearing  before  the  Board,  on  January  7, 
1941,  the  previous  resolution  adopted  was  re-affirmed  under 
Section  7,  Subdivision  C,  as  amended  June  28,  1940. 

Upon  court  review,  Mr.  Justice  Froessel  dismissed  the 
Order  of  Certiorari  and  sustained  the  decision  of  the  Board, 
distinguishing  the  facts  from  those  in  the  Matter  of  Kalten- 
bach  vs.  the  Board  (274,  N.  Y.  34),  holding  that  “the  Board 
was  not  called  upon  to  legalize  an  unlawful,  non-conforming 
use  of  a  different  character  but  rather  to  grant  an  extension 
of  a  vested,  non-conforming  use  under  the  provisions  of 
Section  7-C  as  amended,  effective  June  28,  1940.  The  Court 
also  held  that  the  Board  had  power  to  act  under  Section  7-C 
as  amended  and  that  said  section  is  constitutional,  and  that 
the  Board  of  Estimate  had  power  to  delegate  to  the  Board 
the  authority  contained  in  the  addition  to  Section  7-C  under 
the  amendment.  Section  7-C  had,  prior  to  the  amendment  of 
June  28,  1940,  been  upheld  in  its  application  by  the  Court  of 
Appeals  in  the  Matter  of  Reed  vs.  the  Board  (255,  N.  Y. 
126).  ‘'It  is  to  be  noted”,  said  Mr.  Justice  Froessel,  “that 
in  the  instant  case,  permission  was  given  to  extend  the  gaso¬ 
line  service  station  not  into  a  more  restricted  district  but  into 
a  district  equally  restricted.” 

Appellate  Division  unanimously  affirmed  the  determination 
of  the  Board  (N.  Y.  L.  J.  April  21,  1942, — no  opinion). 
*****  V 

In  the  matter  of  City  Bank  Farmers  Trust  Co.  v.  Board  of 
Standards  and  Appeals: — On  May  31,  1939,  the  Board 
unanimously  denied  an  application  for  a  zoning  variance 
under  Section  21,  in  a  restricted  retail  district,  to  permit 
the  erection  of  a  theatre;  premises  645-647  Madison  avenue, 
Borough  of  Manhattan;  Cal.  No.  272-39-BZ. 

The  decision  was  subject  to  an  order  of  certiorari  and  was 
referred  back  to  the  Board  for  reconsideration  by  Mr.  Jus¬ 
tice  Hofstadter,  February  7,  1940. 

Upon  rehearing  on  March  12,  1940,  the  application  was 
again  denied  by  a  vote  of  2  to  2. 

Upon  further  court  review,  the  decision  of  the  Board  was 
reversed  by  Mr.  Justice  McCook  in  Special  Term  (N.  Y. 
L.  J.  June  13,  1941). 

An  appeal  was  made  to  the  Appellate  Division  and  was 
discontinued  by  stipulation,  agreeing  to  the  reversal  of  the 
Board’s  decision  by  Special  Term,  May  6,  1942. 
***** 

In  the  matter  of  Roerb  Realty.  Inc.  v.  Wilson: — The  build¬ 
ing  at  69  St.  Marks  place,  Manhattan,  has  been  occupied  by 
Emergency  Shelter,  Inc.t  as  a  lodging  house  since  1936. 
Prior  to  that  date  the  building  was  occupied  for  many  years 
by  the  German  Odd  Fellows  Hall  Association  as  meeting 
rooms,  with  an  apartment  for  the  caretaker.  Under  Cal.  No. 
436-37-A,  the  Board  denied  an  appeal  seeking  to  have  the 
occupancy  _  classified  as  an  asylum  so  as  to  exempt  it  from 
the  provisions  of  the  Multiple  Dwelling  Law,  holding  that 
“the  building  is  being  used  as  a  Clasts  B  Multiple  Dwelling”. 
The  occupancy  was  thereafter  classified  bv  the  Division  of 
Housing  as  a  “heretofore  erected”  Class  B  Multiple  Dwelling. 

In  1940,  upon  an  appeal,  Cal.  No.  981-40-A,  by  the  Roerb 
Realty,  Inc.,  the  Board  refused  to  disturb  the  classification 
of  the  Housing  Division,  stating  that  “such  classification  was 


binding  upon  the  Borough  Superintendent”  and  holding  that 
the  Board  could  not  upset  such  classification  although  ques¬ 
tioning  its  correctness. 

The  decisions  of  the  Board  were  not  appealed. 

A  proceeding,  pursuant  to  Article  78  of  the  Civil  Practice 
Act  was  then  brought  against  William  Wilson  as  Commis¬ 
sioner  to  change  the  classification  of  the  premises  from  a 
“heretofore  existing  Class  B  Lodging  House”  to  a  “Public 
Building”.  Mr.  Justice  Hammer  denied  the  motion  to  direct 
the  change  of  classification,  stating  in  part:  “This  court,  in 
the  absence  of  compelling  reasons,  will  not  interfere  with  the 
decision  of  Administrative  officials.  Furthermore,  when  the 
classification  of  the  premises  was  made,  petitioner  failed  to 
act  promptly  and  is  barred  by  the  statute  of  limitations” 
(N.  Y.  L.  J.,  page  2662,  June  13,  .1941). 

Upon  appeal  to  the  Appellate  Division,  First  Department, 
the  decision  in  the  Court  below  was  unanimously  affirmed 
(N.  Y.  L.  J.  May  9,  1942). 

NOTE: — Motion  has  been  served  for  leave  to  reargue  or, 
in  the  alternative,  leave  to  appeal  to  Court  of  Appeals. 
***** 

In  the  matter  of  Danz,  et  al.  v.  Murdock,  et  al.: — On  Jan¬ 
uary  13,  1942,  the  Board  granted  a  variation,  by  a  three  to 
one  vote,  under  Section  7-f,  to  permit  in  a  retail  use  district, 
for  a  term  of  10  years,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  79-10  to  79-20  Springfield 
boulevard,  Queens  Village,  Borough  of  Queens;  Cal.  No. 
150-41-BZ. 

Supreme  Court  sustained  Board  (N.  Y.  L.  J.  May  16, 
1942). 


DOCKET. 

New  Cases  Filed  up  to  May  26,  1942. 

404-42-BZ — H.B.Q. — 79-15  45th  avenue,  northwest  cor¬ 
ner  of  80th  street  (Block  No.  1525,  Lot  No.  44),  Elmhurst, 
Borough  of  Queens,  Misc.  1125-42. 


405-42-A — H.B.M. — 12  White  street,  north  side,  100  ft. 
east  of  West  Broadway  (Block  No.  191,  Lot  No.  9),  Bor¬ 
ough  of  Manhattan,  Alt.  393-42. 


406-42-S — F.D. — 49-73  Junius  street  and  171-181  Liberty 
avenue,  northeast  corner  (Block  No.  3675,  Lot  No.  1), 
Borough  of  Brooklyn,  855 1-L.  F. 


407-42-A — H.B.Q. — 31-81  Steinway  street,  east  side,  100 
ft.  north  of  Broadway  (Block  No.  678,  Lot  No.  9),  Astoria, 
Borough  of  Queens,  Alt.  564-42. 


408-42-BZ — H.B.M. — 65-67  Madison  avenue,  east  side, 
24  ft.  9  in.  north  of  East  27th  street  and  27-29  East  27th 
street  (Block  No.  857,  Lot  No.  22),  Borough  of  Man¬ 
hattan,  Alt.  482-42. 


409-42-A — F.D. — 359-363  Ninth  avenue  (rear),  west  side, 
65  ft.  north  of  West  30th  street  (Block  No.  728,  Lot  Nos. 
34-36,  inclusive),  Borough  of  Manhattan,  Decision  re 
11062-L.  F. 


410-42-A — F.D. — 2933-2955  Bedford  avenue  and  south¬ 
east  side  of  Avenue  H,  138J4  ft.  north  of  Bedford  avenue 
(Block  No.  7571,  Lot  No.  33  and  Block  No.  7572,  Lot  No. 
33),  Borough  of  Brooklyn,  Decision,  re  Order. 


411-42-S — 38-06  19th  avenue  and  19-02  Steinway  street, 
southwest  corner  (Block  No.  811,  Lot  No.  32),  Long  Island 
City,  Borough  of  Queens,  Decision. 


412-42-S — F.D. — 21-07  41st  avenue,  north  side,  120  ft. 
west  of  22nd  street  (5th  floor)  ;  (Block  No.  410,  Lot  No. 
46),  Long  Island  City,  Borough  of  Queens,  Decision. 
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413-42-A — F.D. — 150-156  Lafayette  street,  west  side,  114 
ft.  north  of  Howard  street  (front  portion  of  10th  floor)  ; 
(Block  No.  233,  Lot  No.  19),  Borough  of  Manhattan,  De¬ 
cision  re  28436-L.  C. 


414-42-SA — Robins  Steam  or  Air  Atomizing  Burner  (for 
owner's  use  only)  Appliance. 


415- 42-A — F.D. — 2-16  East  120th  street,  south  side,  from 
Madison  avenue  to  Fifth  avenue,  1481-1493  Fifth  avenue, 
1-21  East  119th  street  and  1832-1846  Madison  avenue 
(Block  No.  1746,  Lot  No.  1)  ;  (Public  School  No.  120), 
Borough  of  Manhattan,  Decision. 

416- 42-A — F.D. — 715  East  225th  street,  north  side,  80 
ft.  in.  east  of  White  Plains  road  (Block  No.  4839, 
Lot  Nos.  32,  34,  39  and  part  of  Lot  No.  30)  ;  (Public 
School  No.  21),  Borough  of  The  Bronx,  Decision. 


428-42-A — F.D. — 90-41  77th  street,  east  side,  18  ft.  north 
of  91st  avenue  (Block  No.  8956,  Lot  No.  66),  Woodhaven, 
Borough  of  Queens,  91425-L.  C. 


429-42-SM — Monarch  and  Q.  F.  C.  R.  Concrete  and 
Cinder  Blocks,  sizes  8  by  8  by  16  inches  and  8  by  12  by  16 
inches,  manufactured  by  Monarch  Concrete  Company, 
Material. 


Restored  to  Calendar. 

991-40-BZ — H.B.R. — 1144-1208  Richmond  avenue,  west 
side,  400  ft.  south  of  Lisk  avenue  (Block  Na  1660,  Lot 
No.  1),  Graniteville,  Borough  of  Richmond,  N.  B.  383-42. 


278-42-A — H.B.M. — 424  West  42nd  street,  southeast  cor¬ 
ner  of  Dyer  avenue  (Block  No.  1051,  Lot  No.  45),  Bor¬ 
ough  of  Manhattan,  Alt.  437-42. 


417-42-SM — Alpha  550  Gallon  New  York  City  Code, 
Gasoline  Storage  Tank,  manufactured  by  Alpha  Tank 
Company,  Material. 


418-42-S — F.D. — 42-31  to  42-33  Ninth  street,  east  side, 
90  ft.  north  of  43rd  avenue  (Block  No.  461,  Lot  Nos.  9 
and  11),  Long  Island  City,  Borough  of  Queens,  Decision. 


419-42-A — H.B.Bx. — 715  East  225th  street,  north  side,  80 
ft.  3%  in.  east  of  White  Plains  road  (Block  No.  4839,  Lot 
Nos.  32,  34,  39  and  part  of  Lot  No.  30)  ;  (Public  School 
No.  21),  Borough  of  The  Bronx,  Misc.  443-42. 


1261-39-BZ — -H.B.B. — 2701-2711  Fort  Hamilton  parkway 
and  1358-1368  Prospect  avenue,  northwest  corner  (Block 
No.  5284,  Lot  No.  64),  Borough  of  Brooklyn,  B.  N.  645-42. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B, — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H  :B.Q — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
E.D. — Kite  Department. 


420-42-SM — Crater  Fire  Brick,  manufactured  by  Hanley 
Company,  Incorporated,  Material. 


421-42-A — H.B.B. — 375  South  Fifth  street,  northwest 
corner  of  Hooper  street  (Block  No.  2450,  Lot  No.  28), 
Borough  of  Brooklyn,  Alt.  4992-41. 


422-42-SA — Mercury  Cleaning  System,  Appliance. 


423-42-A — H.  B.  Bx. — 1776-1786  Clay  avenue,  northeast 
corner  of  Prospect  place  (Block  No.  2891,  Lot  Nos.  37, 
42,  43  and  49),  Borough  of  The  Bronx,  Amendment  to 
Alt.  248-42. 


424-42-SM — Jackson  System  (fastenings  for  acoustical 
and  insulating  materials  for  walls  and  ceilings),  manufac¬ 
tured  by  S.  H.  Pomeroy  Company,  Incorporated,  Material. 


425-42-BZ — H.B.Q. — 139-29  Hillside  avenue,  north  side, 
103.40  ft.  west  of  143rd  street  (Block  No.  9698,  Lot  Nos. 
21  and  23),  Jamaica,  Borough  of  Queens,  Applic.  634-42. 


426-42-BZ — H.B.B. — 695-699  Utica  avenue,  east  side,  50 
ft.  south  of  Clarkson  avenue  (Block  No.  4637,  Lot  No. 
44),  Borough  of  Brooklyn,  B.  N.  215-42. 


427-42-A — H.B.Bx. — 1375  Prospect  avenue,  west  side,  23 
ft.  south  of  Ritter  place  (Block  No.  2968,  Lot  No.  46), 
Borough  of  The  Bronx,  Amendment  to  Alt.  150-42. 


Blended  Cements,  Rules  for  Testing 

and  Use  of  . Feb. 


RULES 

hnst  Publication  In  Bulletin 

17,  1942— Vol.  27,  No. 


Carbon  Dioxide  Liquefier,  Rules.... 

.Mar. 

10, 

1942- 

-Vol. 

27, 

No. 

10 

Certificates  of  Occupancy,  approved 

form  . 

.  Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47 

Concrete  Flat  Slabs,  Rules . 

duly 

13, 

1937- 

-Vol. 

22, 

No. 

28 

Concrete  Masonry  Units,  Rules  for 

Manufacture,  Testing  and  Use 

of 

Tune 

24, 

1941- 

-Vol. 

26, 

No. 

25 

Concrete  Rules  (Hydrated  Lime)  .  .  . 

Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

Elevator  Rules  . 

,  Mar. 

3, 

1936- 

-Vol. 

21, 

No. 

9 

Exit  Rules  (Revolving  Doors) . 

June 

15, 

1937- 

-Vol. 

22, 

No. 

24 

Factory  Exit  Rules  . 

Dec. 

2, 

1941- 

-Vol. 

26, 

No. 

43 

Fire  Alarm  Rules  (Interior) . 

Apr. 

7, 

1942- 

-Vol. 

27, 

No. 

14 

Fire  Drill  Rules  . 

Mav 

5, 

1942- 

—Vol. 

27, 

No. 

18 

Fire-resistive,  Flameproof  Mate- 

Apr. 

rials,  etc.,  Rules  for  Testing  of 
Fire  Retarding  Rules  for  Garages, 

28, 

1942- 

-Vol. 

27, 

No. 

17 

Dec. 

etc . 

16, 

1941- 

-Vol. 

26, 

No. 

50 

Fireproof  Wood,  Testing  of . 

,  Apr. 

13, 

1937- 

-Vol. 

22, 

No. 

15 

Frame  Garages,  Ruling  for . 

,  Jan. 

21, 

1919- 

-Vol. 

4, 

No. 

3 

Fusion  Welding  and  Gas  Cutting 

May 

Rules  > 

20, 

1941- 

-Vol. 

26, 

No. 

20 

Gas  Shut-Off  Rules  . 

Apr. 

7, 

1925- 

-Vol. 

10, 

No. 

14 

Hatchway  Protection  . 

.  Tune 

5, 

1928- 

-Vol. 

13, 

No. 

23 

Insulating  Fibre  Board  Rules . 

.  Mar. 

31, 

1942- 

-Vol. 

27, 

No. 

13 

13,  1942— Vol.  27,  No.  2 
6,  1942— Vol.  27,  No.  1 


Oil  Burner  Rules  . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Tan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Platform  Trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .  Nov.  25,  1941 — Vol.  26,  No.  47A 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.  Aug. 

Smoking  in  Factories,  Rules  for.... June 

Sprinkler  Rules  . Tune 

Standpipe  Fireline  Rules  . . June 

Structural  Alterations,  Reporting. ..  Tune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Apr. 


26,  1941— Vol.  26,  No.  34 

2,  1942— Vol.  27,  No.  22 

29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 

7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 

24,  1936— Vol.  21,  No.  47 


10,  1923— Vol.  8,  No.  15 
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LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . 

Fireline  Hose  Valves  . 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . 

Fuel  Oil  Pipe  Terminals  . 


Gas  Heaters  . 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . 

Uange  Oil  Burners  and  Space 

Heaters  . 

Vacuum  Breakers  . 


Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47A 

Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47A 

Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47A 

Nov. 

25, 

19.41- 

-Vol. 

26, 

No. 

47A 

Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47A 

Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47A 

Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47A 

Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47A 

Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47A 

Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47  A 

JUNE  2,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  June  2,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

5-42-BZ — Application,  January  2,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Bernard  Trencher,  applicant,  on 
behalf  of  Henry  Felsenstein,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles  and,  also,  gasoline  service  sta¬ 
tion  and,  also,  the  inclusion  of  a  motor  vehicle  repair  shop 
use  in  the  garage  building ;  premises  2042-2050  Ocean  ave¬ 
nue,  wes.t  side,  470  ft.  south  of  Avenue  O  and  300  ft.  north 
of  Avenue  P  (Block  No.  6766,  Lot  Nos.  36  and  38),  Bor¬ 
ough  of  Brooklyn. 

353-42-BZ — Application,  April  28,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Charles  M.  Lobejager,  applicant, 
on  behalf  of  Bulova  Watch  Company,  owner,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  occupied  for  factory  use  in  excess  of  the 
area  permitted  by  the  zoning  resolution;  premises  40-05 
61st  street  and  40-06  62nd  street,  the  south  side  of  Wood- 
side  avenue,  from  61st  street  to  62nd  street  (Block  No. 
1336,  Lot  Nos.  38,  41,  44  and  47),  Woodside,  Borough  of 
Queens. 

879-38-BZ — Application  of  John  M.  Baker,  applicant,  on 
behalf  of  Rocco  Tricarico,  owner,  reopened  March  24,  1942, 
under  section  7h  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  31-53  and  31-73  31st  street,  east  side,  178.14  ft. 
north  of  Broadway  (Block  No.  613,  Lot  Nos.  13  and  19), 
Long  Island  City,  Borough  of  Queens. 

328-42-BZ — Application,  April  21,  1942,  under  section  7f 
of  the  zoning  resolution,  of  Koch  and  Wagner,  applicants, 
on  behalf  of  Bond  and  Mortgage  Company,  owner  (The 
Roberts  Numbering  Machine  Company,  lessee),  to  permit 
in  a  business  use  district,  for  a  term  of  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles;  premises 
744-752  Jamaica  avenue  and  2-14  Chestnut  street,  southwest 
corner  (Block  No.  4103,  Lot  No.  29),  Borough  of  Brooklyn. 

20-42-BZ — Application,  January  7,  1942,  under  section  7i 
of  the  zoning  resolution,  of  Milton  B.  Weissman,  applicant, 
on  behalf  of  Pauline  Kaufman,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  occupancy  of  part  of  the 
first  story  of  an  existing  building  to  a  motor  vehicle  repair 
shop;  premises  178-186  Putnam  avenue  and  1186-1188  Bed¬ 
ford  avenue,  southwest  corner  (Block  No.  1996,  Lot  No. 
27),  Borough  of  Brooklyn. 

1004-41-BZ — Application,  November  21,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  A.  A.  Forman, 
3rd,  applicant,  on  behalf  of  Dougland  Homes  Corporation, 
owner  (Frederick  Cornelius,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  reconstruction  and  extension  of  a 
gasoline  service  station;  premises  175-42  137th  avenue  and 


137-04  Farmers  boulevard,  southwest  corner  (Block  No. 
3237,  part  of  Lot  No.  24),  Springfield  Gardens,  Borough  of 
Queens. 

662-26-BZ — Application  of  Charles  Richel,  applicant,  on 
behalf  of  Sarah  Richel,  owner,  reopened  November  5,  1941, 
under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  stated  term  of  years,  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises 
3504  to  3510  Boston  Post  road  and  3410  Eastchester  road, 
southeast  corner  (Block  No.  4723,  Lot  No.  66),  Borough 
of  The  Bronx. 

1029-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  to 
permit  in  a  business  use  district,  the  extension  and  recon¬ 
struction  of  an  existing  gasoline  service  station ;  premises 
263  Bay  street  and  16  Hannah  street,  southeast  corner 
(Block  No.  487,  Lot  No.  42),  Tompkinsville,  Borough  of” 
Richmond. 


Appeal  from  Administrative  Decision 

432-42-A — 263  Bay  street  and  16  Hannah  street,  south¬ 
east  corner  (Block  No.  487,  Lot  No.  42),  Tompkinsville, 
Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  2,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

354-42-A — 48  Greenleaf  avenue,  west  side,  95  ft.  5  in. 
north  of  Marion  avenue  (Block  No.  236,  Lot  No.  69),  West 
Brighton,  Borough  of  Richmond. 

173-42-A — 40-30  23rd  street,  west  side,  100  ft.  north  of 
41st  avenue  (Block  No.  409,  Lot  No.  38),  Long  Island  City, 
Borough  of  Queens. 

1134-39-A — 6914-6918  Fifth  avenue,  west  side,  102  ft. 
8^6  in.  south  of  Bay  Ridge  avenue  (Block  No.  5873,  Lot 
Nos.  48  and  49),  Borough  of  Brooklyn  (reopened  April 
17,  1942;  previously  denied). 

410-42-A — 2933-2955  Bedford  avenue  and  southeast  side 
of  Avenue  H,  138J4  ft.  north  of  Bedford  avenue  (Block  No. 
7571,  Lot  No.  33  and  Block  No.  7572,  Lot  No.  33),  Borough 
of  Brooklyn. 

374-42-S — 214-218  William  street,  east  side,  225  ft.  north 
of  Rose  street  and  18-20  Rose  street  (12th  floor)  ;  (Block- 
No.  120,  Lot  No.  13),  Borough  of  Manhattan. 

412-42-S — 21-07  41st  avenue,  north  side,  120  ft.  west  of 
22nd  street  (5th  floor)  ;  (Block  No.  410,  Lot  No.  46),  Long- 
Island  City,  Borough  of  Queens. 

418-42-S — 42-31  to  42-33  9th  street,  east  side,  90  ft.  north 
of  43rd  avenue  (Block  No.  461,  Lot  Nos.  9  and  11),  Long 
Island  City,  Borough  of  Queens. 

332-42-A — 133-135  Park  avenue  and  49-55  Cumberland 
street,  northeast  corner  (Block  No.  2030,  Lot  No.  56),  Bor¬ 
ough  of  Brooklyn. 

364-42-A — 170-46  150th  road,  south  side,  175  ft.  west  of 
175th  street  (Block  No.  4559,  Lot  No.  86),  South  Jamaica, 
Borough  of  Queens. 

Appliances  for  Approval. 

1046-38-SA — Penn  Overload  Switch,  Type  LC,  Models 
LCT,  LCP,  LSCT  and  LSCP. 

556-41-SA — Marnis  Domestic  Oil  Burner,  Models  50  and 

60,  sizes  1,  2,  3  and  4. 
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859-41-SA — Armor  Clad  Safety  Oil  Preheater. 

203-42-SA  Seaberg  Type  G.S.  Elevator  Car  Door  or 
Gate  Switch. 

210-42-SA— Seaberg  Type  BL  Bar  Interlock. 


JUNE  9,  1942,  10  A.  M. 

Zoning  Applications. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
arils  and  Appeals  of  a  public  hearing  under  the  provisions 
ot  the  zoning  resolution,  Tuesday  morning,  June  9,  1942, 
at  10  o  clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

135-41-BZ  -Application  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  hanny  Leon,  owner  (Joe’s  Automotive  Elec¬ 
tric  Service,  lessee),  reopened  May  12,  1942,  for  considera¬ 
tion  as  to  extension  of  permit — re  Application,  previously 
granted  on  condition,  under  section  7e  of  the  zoning  resolu¬ 
tion,  permitting^  in  a  residence  use  district,  the  conversion 
of  occupancy  of  the  1st  story  of  an  existing  building  to  a 
motor  vehicle  repair  shop  for  a  term  of  one  (1)  year- 
premises  436  West  57th  street,  south  side,  425  ft.  west  of 
Ninth  avenue  (Block  No.  1066,  Lot  No.  50),  Borough  of 
Manhattan. 

413-39-BZ  Application  of  Henry  C.  Brockman,  appli¬ 
cant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopened 
and  restored  to  calendar  June  17,  1941,  under  section  7c  of 
the  building  zone  resolution,  to  permit  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  erection  of  a 
new  building  to  be  used  as  office,  car  washing  and  lubritory, 
all  accessory  to  an  existing  gasoline  service  station  (previ¬ 
ously  withdrawn)  ;  premises  15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

38-42-BZ — Application,  January  14,  1942,  under  section 
7t  of  the  zoning  resolution,  of  Henry  Nordheim,  applicant, 
on  behalf  of  Lillian  Koff,  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  years,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ;  premises  440  Sound 
view  avenue  and  445  Underhill  avenue,  northwest  corner 
(Block  No.  3498,  Lot  No.  51),  Borough  of  The  Bronx. 

655-41-BZ — Application  of  Max  Horn,  applicant  on  be¬ 
half  of  Della  Estates,  owner,  reopened  October  15,  1941, 
under  section  7h  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  term  of  not  more  than 
two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles  (previously  acted  upon  by  the  Board)  ;  premises 
.  224  Beach  99th  street,  east  side,  120  ft.  north  of  Rockaway 
Beach  boulevard  and  225  Beach  98th  street  (Block  No.  583, 
Lot  No.  1  and  part  of  Lot  No.  23),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

972-41-BZ — -Application,  November  13,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Frank  C.  Keller,  appli¬ 
cant,  on  behalf  of  Edward  Sherman  Supply  Company,  owner, 
to  permit  the  extension,  from  a  business  use  district  into  a 
residence  use  district,  of  a  business  use  and,  also,  the  use 
of  a  portion  of  a  rear  yard  located  partly  in  a  residence  use 
district  as  ingress  and  egress  to  (part  of)  the  said  pro¬ 
posed  business  uses;  premises  116-01  to  116-13  Merrick 
boulevard  (road),  southeast  corner  of  116th  avenue  (Block- 
No.  3108,  Lot  No.  1),  St.  Albans,  Borough  of  Queens. 

67-42-BZ — Application,  January  20,  1942,  under  section 
21  of  the  zoning  resolution,  of  Canton  and  Nordheim,  ap¬ 
plicants,  on  behalf  of  Lauer  Realty  Corporation,  owner,  to 
permit  in  a  business  use  district,  the  maintenance  of  a  build¬ 
ing  used  for  the  storage,  sale  and  engraving  of  stone  monu¬ 
ments;  premises  2020  Jerome  avenue,  east  side,  100  ft.  north 
of  East  179th  street  (Block  No.  2854,  Lot  No.  34),  Borough 
of  The  Bronx. 
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8.48-41 -BZ  Application,  September  30,  1941,  under  sec- 

k'u1  i r  r  aW iZOn,^  res°ffition,  of  Max  Horn,  applicant,  on 
Denari  oi  Michael  Cook,  owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  building  to  be 
used  for  stores  and  open  air  movie  theatre;  premises  38-01 
to  38-05  Boardwaik,  northwest  corner  of  Beach  38th  street 
(Block  No.  320,  Lot  No.  1),  Edgemere,  Borough  of  Queens. 

559-37-BZ  Application  of  Samuels  and  Samuels,  appli- 
cants,  on  behalf  of  Fellman  Realty  Corporation,  owner  re- 
opened  April  28,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  3996  Tenth  avenue  and  501 
West  213th  street,  northwest  corner  (Block  No.  2231,  part 
of  Lot  No.  17),  Borough  of  Manhattan. 

812-41-BZ  Application,  September  19,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  C.  J.  Neumann  Realty 
Corporation,  owner,  to  permit  partly  in  a  business  use  and 
partly .  in  a  residence  use  district,  the  reconstruction  and 
extension  of  a  gasoline  service  station;  premises  1916-1922 
hlatbush  avenue  and  3822-3832  Avenue  L,  southwest  corner 
(Block  No.  7815,  Lot  Nos.  32  and  35),  Borough  of  Brooklyn. 

1 106-1 7-BZ  Application  of  William  F.  Regan,  applicant, 
on  behalf  of  Helen  I.  Doyle,  owner  (Ola  Jones,  lessee), 
reopened  March  3,  1942,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  conver- 
sion  of  occupancy  of  part  of  an  existing  building  to  a  motor 
vehicle  repair  shop  (this  building  was  previously  acted  upon 
by  ree  Board)  ;  premises  137  Jefferson  avenue,  north  side, 
450  ft.  west  of  Nostrand  avenue  (Block  No.  1827,  Lot  No 
82),  Borough  of  Brooklyn. 

344-38-BZ— Application  of  Herman  Kron,  applicant,  on 
behalf  of  The  Borden  Company,  owner  (Morris  Mistretta, 
lessee),  reopened  February  24,  1942,  under  sections  7h  and 
21  of  the  zoning  resolution,  to  permit  upon  a  plot  located 
partly  in  a  business  use  and  partly  in  an  unrestricted  use 
district  the  maintenance  of  a  gasoline  service  station  and, 
also,  the  use  of  the  plot,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (this  plot  was  previously 
acted  upon  by  the  Board)  ;  premises  942-958  De  Kalb  avenue 
and  122-126  Lewis  avenue,  southwest  corner  (Block  No. 
1601,  part  of  Lot  No.  24),  Borough  of  Brooklyn. 

220-42-BZ  Application,  March  19,  1942,  under  section 
/c  of  the  zoning  resolution,  of  John  M.  Baker,  applicant,  on 
behalf  of  Hafner  Associates,  Incorporated,  owner  (General 
Steel  Pi  oducts  Corporation,  lessee),  to  permit  in  a  residence 
use  district,  the  extension  of  an  existing  factory  building  by 
the  erection  of  a  loading  platform;  premises  19-19  24th 
avenue,  northwest  corner  of  21st  street  (Block  No.  890,  Lot 
No.  1),  Long  Island  City,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of  Lot  No.  28), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  9,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

318-42-A — 1986  Madison  avenue,  west  side,  59  ft.  11  in 
south  of  East  127th  street  (Block  No.  1751,  Lot  No.  56 M)' 
Borough  of  Manhattan. 


CALENDAR 


JUNE  16,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

of  the  zoning  resolution,  Tuesday  morning,  June  16,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters: 

638-40-BZ— Application  of  Nathaniel  T.  Helman,  appli¬ 
cant,  on  behalf  of  Cortland  Realty  Company  of  New  York, 
owner  (Jules  Ullman,  lessee),  reopened  and  restored  to 
calendar  April  7,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  for  a  term  of 
not  more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles  (previously  withdrawn)  ;  premises 
41-48  80th  street,  west  side,  125.39  ft.  north  of  Broadway 
(Block  No.  1499,  part  of  Lot  No.  1),  Jackson  Heights, 
Borough  of  Queens. 

132-42-BZ — Application,  February  17,  1942,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  N.  T.  Helman,  appli¬ 
cant,  on  behalf  of  Queensboro  Investing  Company,  owner 
(Jules  Ullman,  lessee),  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  37-36  83rd 
street,  west  side,  240  ft.  south  of  37th  avenue  (Block  No. 
1470,  Lot  No.  24),  Jackson  Heights,  Borough  of  Queens. 

479-41-BZ— Application,  May  27,  1941,  under  section  7f 
of  the  zoning  resolution,  of  Harry  Schnoll,  applicant  and 
lessee,  on  behalf  of  William  Eckenfelder,  owner,  to  permit 
in  a  business  use  district,  for  a  temporary  term  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  to  be  operated  in  conjunction  with 
the  gas  station  on  the  adjoining  lot;  premises  2450  White 
Plains  road,  east  side,  24.45  ft.  and  76  ft.  south  of  Mace 
avenue  (Block  No.  4430,  Lot  Nos.  19  and  21),  Borough  of 
The  Bronx. 

1027-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Evelyn  Syrkin  Cherry,  owner  (Louis  Schrad- 
niclc,  lessee),  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  170  Beach  42nd 
street,  east  side,  97  ft.  north  of  Boardwalk  (Block  No.  324, 
Lot  No.  13),  Edgemere,  Borough  of  Queens. 

842-41-BZ— Application,  September  30,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Gussie  Schradnick,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  on  the  same 
premises  with  a  multiple  dwelling,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  167  Beach  41st  street,  west 
side,  271.19  ft.  south  of  Edgemere  avenue  (Block  No.  325, 
Lot  No.  51),  Edgemere,  Borough  of  Queens. 

1021-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Henry  H.  Ruttenberg,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles;  premises  22-23  Edge- 
mere  avenue,  267  Fernside  place,  southwest  corner  and  266 
Watjean  court  (Block  No.  271,  Lot  Nos.  1,  38,  46  and  48), 
Edgemere,  Borough  of  Queens. 


1022-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Flora,  applicant,  on 
behalf  of  Dorothy  Jacobs  and  Hortense  Margolis,  owners 
(Dorothy  Jacobs,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  on  the  same  premises 
with  a  multiple  dwelling,  the  parking  of  more  than  five  (5) 
motor  vehicles;  premises  124-128  Beach  63rd  street,  east 
side,  355  ft.  south  of  Larkin  avenue  (Block  No.  355,  Lot  No. 
24  and  part  of  Lot  No.  19),  Arverne,  Borough  of  Queens. 

1031- 41-BZ— Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Mollie  Horn,  owner,  to  permit  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  133 
Beach  72nd  street,  west  side,  660  ft.  south  of  Rockaway 
Beach  boulevard  (Block  No.  608,  Lot  No.  89),  Arverne, 
Borough  of  Queens. 

1032- 41-BZ — Application,  November  27,  1941,  under  sec¬ 
tions  7h  and  21  of  the  zoning  resolution,  of  Max  Horn, 
applicant,  on  behalf  of  Jacob  Liebowitz,  owner,  to  permit  in 
a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
and  the  maintenance  of  a  one  (1)  car  (non-accessory) 
garage;  premises  175  Beach  72nd  street,  west  side,  259  ft. 
south  of  Rockaway  Beach  boulevard  (Block  No.  608,  Lot 
No.  69),  Arverne,  Borough  of  Queens. 

737-38-BZ— Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  Mary  L.  Walker,  owner,  reopened  May  12, 
1942,  under  sections  7f  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied)  ;  premises  1171-1185  River  ave¬ 
nue,  west  side,  100  ft.  south  of  East  167th  street  (Block  No. 
2496,  Lot  No.  64),  Borough  of  The  Bronx. 

57-42-BZ — Application,  January  16,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Hyman  Ashkinazy,  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles;  prem¬ 
ises  446-456  Riverdale  avenue  and  512-522  Snediker  avenue, 
southwest  corner  (Block  No.  3833,  Lot  No.  26),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  16,  1942,  2  P.  M. 

t 

Rules. 

170-39-SR— Rules  on  Uses  of  Insulating  Fibre  Board, 
Proposed  Amendment  to  Rule  2.2,  Fibre  Board  Sheathing. 

Appeal  from  Administrative  Decision. 

384-42-A — 40  Hopkins  street,  south  side,  400  ft.  west  of 
Marcy  avenue  (Block  No.  1724,  Lot  No.  2a),  Borough  of 
Brooklyn. 

311-42-A — 5501-5523  Sixth  avenue,  east  side,  block  front, 
between  55th  and  56th  streets  (Block  No.  833,  Lot  No.  1), 
Borough  of  Brooklyn. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  May  19,  1942  and  Tuesday  afternoon, 
May  19,  1942,  were  approved  as  printed  in  Bulletin  No.  21, 
Volume  27. 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  26,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


MINUTES 


ZONING  CASES. 

655-41-BZ. 

APPLICANT — Max  Horn,  for  Della  Estates,  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  reopened  October  15,  1941  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tion  7 h  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  tor  a  temporary  term  of  not 
more  than  two  (2)  years,  the  parking  of  more 
than  five  (5)  motor  vehicles  (previously  acted 
upon  by  the  Board). 

PkEMISES  AhbECTED — 224  Beach  99th  street,  east  side, 
120  ft.  north  of  Rockaway  Beach  boulevard  (Block 
No.  583,  Lot  No.  1  and  part  of  Lot  No.  23), 
Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board. 
Applicant  to  file  evidence  as  to  ownership  of  plot. 


11027-41-BZ. 

APPLICANT — Max  Horn,  for  Evelyn  Syrkin  Cherry, 
owner  (Louis  Schradnick,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 170  Beach  42nd  street,  east 
side,  97  ft.  north  of  Boardwalk  (Block  No.  324, 
Lot  No.  13),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1942  at  10 
A.  M.  for  hearing  in  connection  with  Cal.  No. 
842-41-BZ. 


524-31-BZ. 

APPLICANT — Healy  and  Fusfeld  and  George  Euell,  for 
Fordham  Towers,  Incorporated,  owner. 

SUBJECT— Application  reopened  March  10,  1942  (re  de¬ 
cision  of  the  acting  borough  superintendent)  under 
section  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  conversion  of  occupancy 
of  a  building,  previously  granted  by  the  Board  for 
use  as  mercantile  stores  or  shops  or  executive 
offices,  prohibiting  fish  or  meat  markets  and  deli¬ 
catessen  shops;  prohibiting  signs  or  advertising  of 
any  nature  or  description  except  on  plate  glass 
show  windows  of  the  store  fronts  of  the  Grand 
concourse  frontage  of  the  building  or  on  the  facade 
of  the  Grand  concourse  portion  of  the  structure ; 
that  no  merchandise  shall  be  stored  or  displayed 
outside  the  building  line — for  use  as  automobile 
show  rooms  and  stores  including  permission  to  sell 
foodstuff,  etc. 

PREMISES  AFFECTED — 2332-2340  Grand  concourse, 
244  Field  place,  southeast  corner,  and  2331-2345 
Ryer  avenue  (Block  No.  3159,  Lot  Nos.  13-14-15- 
19-23),  Borough  of  The  Bronx. 

APPEARANCES — 

For  Applicant:  Jerome  F.  Healy  and  George  Euell. 
For  Opposition:  Louis  L.  Schwartz,  Joseph  A. 
Martinis,  M.  Smith,  Harold  R.  Grening, 
Joseph  Gans,  John  A.  Bay,  and  G.  Goldman, 
Dep’t  of  Education. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative.  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 


THE  RESOLUTION  (524-31-BZ) 


Whereas,  this  application,  under  section  21  of  the  zoning- 
resolution,  to  permit  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  business  building  for  retail  store  pur¬ 
poses  ;  premises  2332-2340  Grand  concourse,  244  Field  place 
southeast  corner,  and  2331-2345  Ryer  avenue  (Block  No! 
3159,  Lot  Nos.  13,  14,  15,  19  and  23),  Borough  of  The 
Bronx,  was  granted  by  the  Board  January  26,  1932,  on  cer¬ 
tain  conditions;  time  to  obtain  permits  and'  complete  the 
work  extended  from  time  to  time  and  last  extended  Decem- 
-  1935;  the  resolution  amended  June  9,  1936  and  July 
10,  1936;  and 

Whereas,  Healy  and  Fusfeld  and  George  Euell,  for  Ford- 
nam  Towers,  Incorporated,  owner,  requested  reopening  of 
the  application  under  section  21  of  the  zoning  resolution  to 
permit  in  a  residence  use  district  the  conversion  of  occu¬ 
pancy  of  said  building  to  permit  a  modification  of  the  re¬ 
stricted  uses  previously  granted  by  the  Board ;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  March  10,  1942,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
May  26  1942,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning- 
resolution  show  that  Ryer  avenue,  Grand  concourse,  183rd 
and  184th  streets  are  each  in  a  residence  and  business  use 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  2,  1942  and  amended  April  15,  1942,  reads  as 
follows : 


.  “Supplementing  our  letter  of  April  2nd,  please  be  ad¬ 
vised  that  your  application  for  a  certificate  of  occupancy 
for  the  use  of  above  premises  for  automobile  show 
rooms  and  stores,  including  permission  to  sell  food  stuff, 
etc.,  is  hereby  denied  as  the  proposed  occupancy  is  con¬ 
trary  to  the  Board  of  Standards  and  Appeals  resolution, 
Cal.  No.  524-31-BZ,  amended  July  10,  1936,  which 
specifies  that  the  uses  of  stores  shall  be  confined  to 
mercantile  stores  or  shops  or  executive  offices,  prohibit¬ 
ing  fish  or  meat  markets  and  delicatessen  shops.  There 
shall  be  no  signs  or  advertising  of  any  nature  or  descrip¬ 
tion,  except  on  plate  glass  windows  of  store  fronts  on 
the  Grand  concourse  portion  of  structure.  There  shall 
be  no  merchandise  stored  or  displayed  outside  of  the 
building  line  (plans  to  be  approved).” 

and 

\\  hereas,  the  existing  building  is  of  Class  3  construction, 
one  story  in  height,  with  a  frontage  of  150  ft.  on  Grand 
concourse,  91  ft.  on  Field  place  and  1515  ft.  on  Ryer  avenue. 
It  is  proposed  to  convert  the  occupancy  of  the  existing  build¬ 
ing  which  was  previously  granted  by  the  Board  for  use  as 
mercantile  stores  or  shops  or  executive  offices,  prohibiting 
fish  or  meat  markets  and  delicatessen  shops,  prohibiting  signs 
or  advertising  of  any  nature  or  description  except  on  plate 
glass  show  windows  of  the  store  fronts  of  the  Grand  con¬ 
course  portion  of  the  structure,  that  no  merchandise  shall 
be  stored  or  displayed  outside  the  building  line,  for  use  as 
automobile  showrooms  and  stores  including  permission  to 
sell  food  stuff,  etc. ;  and 

Whereas,  the  premises  and  surrounding  areas  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
amend  the  previous  resolution  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved '  that  the  decision  of  the  borough  superintendent 
dated  April  2,  1942  as  amended  April  15,  1942  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied.  "" 


MINUTES 


1307-39-BZ. 

APPLICANT — Herman  Kron,  for  Peter  Schmuck,  owner 
(87  Columbia  Garage,  Incorporated,  lessee). 
SUBJECT — Application  reopened  November  25,  1941  (re 
decision  of  the  borough  superintendent)  under  sec¬ 
tions  7e,  7h  and  21  of  the  building  zone  resolution, 
to  permit  in  a  residential  use  district,  and  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  (there  are  buildings  on  the  plot  in 
question). 

PREMISES  AFFECTED— 332-344  West  44th  street,  south 
side,  250  ft.  east  of  Ninth  avenue  (Block  No. 
1034,  Lot  Nos.  48  to  53,  inclusive),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Bernard  F.  Stern  and  William  J. 
O’Leary. 

For  Opposition :  Kate  Detroy,  H.  Glantz,  Arthur 
Glantz,  and  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE.  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

THE  RESOLUTION  (1307-39-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning- 
resolution,  to  permit  in  a  residence  use  B  area  district  the 
erection  and  maintenance  of  a  building  to  be  used  for 
stores,  film  exchange,  factory  and  offices,  and  also  to  permit 
the  omission  of  the  required  rear  yard;  premises  332-346 
West  44th  street,  south  side,  225  ft.  east  of  9th  avenue 
(Block  No.  1034,  Lot  Nos.  48,  49,  53  and  54),  Borough  of 
Manhattan,  was  granted  by  the  Board  March  19,  1940,  on 
certain  condition;  and 

Whereas,  Herman  Kron,  for  Peter  Schmuck,  owner  (8/ 
Columbia  Garage,  Inc.,  lessee)  requested  reopening  of  the 
application  under  sections  7e,  7h  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district  for  a  temporary 
period  of  not  more  than  two  (2)  years  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (there  are 
buildings  on  the  plot)  ;  premises  332-344  West  44th  street, 
south  side,  250  ft.  east  of  9th  avenue  (Block  No.  1034, 
Lot  Nos.  48  to  53,  inclusive),  Borough  of  Manhatan ;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  December  2,  1941,  subject  to  usual  procedure ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  26,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  44th  street  is  in  resi¬ 
dence  and  retail  use  districts;  West  43rd  street  is  in  a 
retail  use  district;  Eighth  avenue  and  Ninth  avenue  are 
in  a  retail  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  30,  1941,  reads: 

“With  reference  to  your  application  dated  October 
16th,  1941,  for  a  certificate  of  occupancy  for  use  of 
above  premises  for  parking  and  storage  for  more  than 
'five  cars,  we  wish  to  advise  you  that  the  buildings  on 
these  premises  must  be  demolished. 

You  are  further  advised  that  the  occupancy  of  the 
lots  when  buildings  are  demolished  could  not  be  occu¬ 
pied  as  a  parking  and  storage  space  for  more  than  five 
motor  vehicles  as  this  occupancy  is  prohibited  by  Article 
2,  Section  3  of  the  Zone  Resolution,  premises  being 
located  in  a  residence  district.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  172  ft.  and  a  depth  of  100  ft.  Upon  the 
plot  there  are  located  a  4-storv  brick  building,  a  3-story 


frame  building,  a  2  and  3-story  brick  building  and  a  4-story 
brick  building.  It  is  proposed  to  demolish  these  buildings, 
and  to  use  the  plot  for  a  temporary  period  of  not  more 
than  two  (2)  years,  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 

Whereas,  the  applicant  requested  consideration  for  a 
portion  of  the  plot  with  a  frontage  of  fifty  feet  inasmuch 
as  this  is  only  portion  where  building  has  been  removed ; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari¬ 
ance  under  sections  7e  and  7h  of  the  zoning  resolution  for 
the  use  now  proposed  and  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  was, 
therefore,  not  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  October  30,  1941,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


58-41-BZ. 

APPLICANT — Morris  Perlstein,  for  Gootzeit  Realty  and 
Construction  Company,  Incorporated,  owper. 
SUBJECT — Application  reopened  March  24,  1942  (re  de¬ 
cision  of  the  borough  superintendent)  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  garage  for  ten  (10)  motor  vehicles. 
PREMISES  AFFECTED— 67-12  to  67-18  73rd  place,  west 
side,  107  ft.  4)4  in.  south  of  Metropolitan  avenue 
(Block  No.  3667,  Lot  No.  362),  Middle  Village, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morris  Perlstein,  William  Morris 
and  I.  Gootzeit. 

For  Opposition :  Oscar  A.  Perlstein,  Oscar  A. 

Meyerson  and  Philip  Bindler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT—  | 

Affirmative:  . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (58-41-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  the  alteration,  extension  and  conversion  of  occu¬ 
pancy  of  an  existing  auto  laundry  to  a  motor  vehicle  repair 
shop,  premises  67-12  to  67-18  73rd  place,  west  side,  107  ft. 
4)4  in.  south  of  Metropolitan  avenue  (Block  No.  3667,  Lot 
No.  362),  Middle  Village,  Borough  of  Queens,  was  granted 
by  the  Board  July  15,  1941  on  certain  conditions,  under  sec¬ 
tion  7c  of  the  zoning  resolution ;  and 
Whereas,  Morris  Perlstein,  for  Goodzeit  Realty  and 
Construction  Company,  owner,  requested  reopening  of  the 
application,  under  section  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district  the  erection  and  maintenance 
of  a  garage  for  ten  (10)  motor  vehicles;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  March  24,  1942,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  May  26,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  if  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  73rd  place  and  Metropolitan  ave¬ 
nue  are  each  in  business  and  residence  use  districts;  67th 
road  is  in  residence  and  business  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  10,  1942,  re  N.  B.  Application  No.  283-1942, 
reads : 
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"1.  The  erection  of  a  garage  for  more  than  5  motor 
vehicles  within  a  business  district  is  contrary  to  Article 
2,  section  4  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  92  ft.  7  in.  and  a  depth  of  75  ft.  Upon  the 
front  of  the  plot  there  is  located  a  one-story  building,  92  ft. 
7  in.  by  27  ft.  in  area,  used  as  garages  for  seven  (7)  motor 
vehicles.  It  is  proposed  to  erect  upon  the  rear  of  the  plot 
a  building  92  ft.  7  in.  by  20  ft.  irregular  in  area,  to  be  used 
as  garages  for  ten  (10)  motor  vehicles.  The  exit  and 
entrance  to  this  group  of  garages  is  through  a  right  of  way 
leading  to  73rd  place;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  was, 
therefore,  not  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Appl.  No.  283-42,  Objection  No.  1,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is 
denied. 


■  805-41-BZ. 

APPLICANT — Max  Horn,  for  Joseph  Maas,  owner  (Louis 
Friedman,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit,  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles 
on  an  existing  gasoline  service  station. 

PREMISES  AFFECTED— 201  Beach  66th  street  and 
66-02  to  66-10  Rockaway  Beach  boulevard,  north¬ 
west  corner  (Block  No.  396,  Lot  No.  107), 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition  :  None. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Bilim  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (805-41-BZ) 

Whereas,  Max  Horn,  for  Joseph  Maas,  owner,  filed 
September  19,  1941,  an  application  under  section  7-c  of  the 
zoning  resolution  to  permit  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
in  an  existing  gasoline  service  station ;  premises  201  Beach 
-  66th  street  and  66-02  to  66-10  Rockaway  Beach  boulevard, 
northwest  corner  (Block  No.  396,  Lot  No.  107),  Arverne, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  26,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Rockaway  Beach  boulevard  is  in  a 
business  use  district ;  Larkm  avenue,  Beach  66th  and  Beach 
67th  streets  are  each  in  residence  and  business  use  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  17,  1941  and  as  amended  April  13,  1942, 
re  Misc.  Applic.  No.  6478-41,  reads: 

“1.  The  storage  and  parking  of  more  than  five 
motor  vehicles  on  the  same  plot  with  an  existing  gaso¬ 
line  service  station  in  a  business  use  district  is  con¬ 
trary  to  Art.  II,  Sec.  4  of  the  Building  Zone  Resolu¬ 
tion*” 


and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  110  ft.  on  Rockaway 
Beach  boulevard  and  93  ft.  on  Beach  66th  street,  occupied 
as  a  gasoline  service  station.  It  is  proposed  to  use  the 
vacant  portion  of  the  plot  (as  shown  upon  filed  plans)  for 
a  term  of  2  years  for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7,  subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7-c 
thereof,  to  permit  the  additional  non-conforming  use  of 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
on  that  portion  of  the  lot  not  occupied  for  the  selling  of 
gasoline  and  as  a  driveway  to  the  adjoining  garage  under 
the  same  control ;  that  that  portion  of  the  premises  where 
the  storage  and  parking  is  herein  permitted  shall  be  leveled 
substantially  to  the  grade  of  Rockaway  Beach  boulevard  and 
Beach  66th  street  and  shall  be  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material  properly  rolled  and 
treated  with  an  asphalt  binder  so  as  to  render  a  reasonably 
impervious  surface,  and  graded  so  as  to  provide  surface 
drainage ;  that  on  the  street  building  lines  there  shall  be 
erected  a  substantial  fence  not  less  than  5  feet  in  height ; 
that  such  fence  may  be  of  frame  work  with  woven  metal 
fabric  or  with  wood  pickets  with  no  opening  therein  except 
the  existing  openings  used  as  an  entrance  to  the  gas  station 
and  garage  from  Rockaway  Beach  boulevard ;  that  during 
the  term  of  this  permit  this  portion  of  the  premises  shall 
be  occupied  for  no  other  use ;  that  the  gasoline  station  shall 
not  be  extended  and  no  signs  shall  be  erected  on  the 
premises  other  than  those  now  existing,  except  there  may 
be  a  sign  attached  to  the  fence,  advertising  the  parking  and 
storage  use  and  the  rates  charged,  provided  the  sign  does 
not  extend  beyond  the  building  line,  does  not  exceed  15 
sq.  ft.  in  area  and  is  not  illuminated ;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct ;  that  adequate  aisles  shall  be  main¬ 
tained  at  all  times  to  permit  easy  entrance  and  egress ;  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  two  (2)  months  from  the  date  of  this  reso¬ 
lution. 


829-41-BZ. 

APPLICANT — Max  Horn,  for  Estate  of  Melvin  G.  Palli- 
ser,  deceased,  and  Long  Island  Railroad  Company, 
owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 223  Beach  102nd  street,  238 
Beach  103rd  street  and  102-02  to  102-24  St.  Marks 
avenue,  north  side,  and  south  side  of  Long  Island 
Railroad,  from  Beach  102nd  to  Beach  103rd  streets 
(Seaside  avenue)  ;  (Block  No.  587,  Lot  Nos.  1,  5, 
71  and  76),  Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative:  .  0 
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THE  RESOLUTION  (829-41-BZ) 

Whereas,  Max  Horn,  for  Estate  of  Melvin  G.  Palliser, 
deceased  and  Long  Island  Railroad  Company,  owners,  filed 
September  26,  1941,  an  application  under  section  7h  of  the 
zoning  resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  223  Beach 
102nd  street,  238  Beach  103rd  street  and  102-02  to  102-04 
St.  Marks  avenue,  north  side,  and  south  side  of  Long  Island 
Railroad,  from  Beach  102nd  to  Beach  103rd  streets  (Seaside 
avenue)  ;  (Block  No.  587,  Lot  Nos.  1,  5,  71  and  76),  Rock- 
away  Beach,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  May  26,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  102nd  street  is  in  residence  and 
business  use  districts ;  Seaside  avenue  is  in  business  and 
residence  use  districts ;  Rockaway  Beach  boulevard  is  in  a 
business  use  district ;  St.  Marks  avenue  is  in  residence  and 
business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  25,  1941,  and  as  amended  March  20,  1942, 
re  Misc.  Applic.  No.  6141-42,  reads : 

“1 — The  storage  and  parking  of  more  than  five  motor 
vehicles  in  a  residence  district  extending  into  a  busi¬ 
ness  district  is  contrary  to  Art.  II,  Sec.  3  and  4  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  which  are  part  of  a  larger  parcel 
of  ground  consist  of  an  irregularly  shaped  plot  having  a 
frontage  of  80  ft.  along  Seaside  avenue,  190  ft.  on  Beach 
102nd  street  and  95  ft.  on  St.  Marks  avenue.  The  westerly 
part  of  the  plot  is  in  the  business  use  district,  while  the 
easterly  part  is  in  the  residence  use  district.  It  is  proposed 
to  use  the  plot  for  a  term  of  two  (2)  years  for  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7,  subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7, 
subdivision  h  thereof,  for  a  term  of  two  (2)  years  from 
the  date  of  this  resolution,  to  permit  the  premises  to  be 
occupied  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles,  on  condition  that  only  motor  vehicles 
of  the  pleasure-car  type  and  those  capable  of  operation 
shall  be  so  parked  or  stored ;  that  on  the  interior  lot  lines 
and  street  building  lines  there  shall  be  maintained  substan¬ 
tial  fences  not  less  than  five  (5)  feet  in  height;  that  en¬ 
trance  shall  be  restricted  to  one  from  Beach  102nd  street, 
one  from  Seaside  avenue,  with  curb  cuts  opposite  not 
exceeding  15  ft.  in  width ;  that  the  premises  shall  be  leveled 
substantially  to  the  grade  of  the  surrounding  streets ;  that 
during  the  term  of  this  permit  the  premises  shall  be  occu¬ 
pied  for  no  other  use  than  that  herein  permitted  and  no 
buildings  shall  be  erected  thereon,  except  there  may  be 
erected  a  building  not  over  one  story  in  height,  which  may 
be  of  frame,  to  be  occupied  solely  as  an  office  and  shelter 
for  the  attendant ;  that  such  portable  fire-fighting  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  no  signs  shall  be  erected  on  tbe  premises, 
except  there  may  be  a  sign  attached  to  the  fence  both 
on  Beach  102nd  street  and  Seaside  avenue,  advertising  the 
parking  and  storage  use  and  the  rates  charged ;  provided 
such  sign  does  not  exceed  15  sq.  ft.  in  area,  does  not  extend 
beyond  the  building  line  and  is  not  illuminated ;  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  two  (2)  months  from  the  date  of  this  resolution. 


830-41-BZ. 

APPLICANT — Max  Horn,  for  Edgemere-Britain  Com¬ 
pany,  Incorporated,  owner  (Samuel  Benerofe, 
lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 138  Beach  30th  street,  east 
side,  65  ft.  south  of  Lewmay  road  (Block  No. 
301,  part  of  Lot  No.  22),  Edgemere,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn  and  Philip  Simp¬ 
son. 

F"or  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (830-41-BZ) 

Whereas,  Max  Horn,  for  Edgemere-Britain  Co.,  Inc. 
(Samuel  Benerofe,  lessee)  filed  September  26,  1941  an  ap¬ 
plication  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  138  Beach  30th  street,  east  side,  65  ft. 
south  of  Lewmay  road  (Block  No.  301,  part  of  Lot  No. 
22),  Edgemere,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  26,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  30th  street,  Beach  29th  street 
and  Lewmay  road  are  each  in  residence  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  6891-41,  dated  August  6,  1940,  reads: 

“1.  The  use  of  the  above  located  premises  within  a 
residence  district  for  the  storage  and  parking  of  more 
than  3  motor  vehicles  is  contrary  to  article  2,  section 
3  of  the  Building  Zone  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  140  ft.  on  Beach  30th  street  and  103  ft. 
on  Lewmay  road.  Upon  the  north  part  of  the  plot  there 
is  a  3  story  frame  hotel  and  also  a  2-car  garage.  It  is 
proposed  to  use  the  remainder  of  the  plot  as  shown  upon 
filed  plans  for  a  term  of  two  (2)  years,  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7h 
thereof  for  a  term  of  two  (2)  years,  to  permit  the  prem¬ 
ises  to  be  occupied  for  the  storage  and  parking  of  more 
than  five  (5)  motor  vehicles,  on  condition  that  only  those 
of  the  pleasure-car  type  and  those  capable  of  operation  shall 
be  so  parked;  that  the  plot  for  a  frontage  of  75  feet  on 
Beach  30th  street  shall  be  leveled  substantially  to  the 
grade  of  said  street ;  that  adequate  fences  shall  be  main¬ 
tained  on  the  interior  and  street  building  lines ;  that  en¬ 
trance  shall  be  from  Beach  30th  street  only;  that  during 
the  term  of  this  permit  this  portion  of  lot  22  herein  shall 
be  occupied  for  no  other  use,  except  the  existing  two-car 


602 


MINUTES 


garage;  that  the  curb  cut  entrance  to  this  plot  shall  not 
exceed  15  feet ;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  two  (2)  months  from  the 
date  of  this  resolution. 


836-41-BZ. 

APPLICANT — Max  Horn,  for  Zimergast  Realty  Cojn- 
pany,  Incorporated,  owner  (Paul  J.  Paul,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 98-01  Rockaway  Beach  boule¬ 
vard  and  185  Beach  98th  street,  southwest  corner 
(Block  No.  637,  Lot  No.  39),  Rockaway  Beach, 
Borough  of  Queens.  « 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . . .  0 

THE  RESOLUTION  (836-41-BZ) 

Whereas,  Max  Horn,  for  Zimergast  Realty  Co.,  Inc., 
owner  (Paul  J.  Paul,  lessee),  filed  September  26,  1941,  an 
application  under  section  7h  of  the  zoning  resolution,  to 
;  permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  98-01  Rockaway  Beach  boulevard  and  185 
Beach  98th  street,  southwest  corner  (Block  No.  637,  Lot  No. 
39),  Rockaway  Beach,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  at  its  regular  meeting,  May  26,  1942,  after  due 
notice  by  publication  in  the  Bulletin  of  the  Board  of  Stand¬ 
ards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Rockaway  Beach  boulevard,  Beach  98th 
street  and  Beach  99th  street  are  in  business  use  districts ; 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  17,  1941,  re  Misc.  Applic.  No.  7101-41, 
reads : 

“1.  The  storage  or  parking  of  more  than  5  motor 
vehicles  in  a  business  district  is  contrary  to  Art.  II,  Sec. 
4  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Rockaway  Beach  boulevard  and 
140  ft.  on  Beach  98th  street.  Upon  the  Beach  98th  street 
front  of  the  plot  there  is  a  one-story  frame  restaurant.  It 
is  proposed  to  occupy  the  remainder  of  the  plot  (as  shown 
upon  filed  plans)  for  a  term  of  two  (2)  years,  for  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7.  subdivision  h.  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  tinder  section  7,  subdivi¬ 
sion  h  thereof,  to  permit  that  portion  of  the  plot  with  a 
frontage  of  approximately  40  feet  toward  the  west,  to  be 
occupied  for  the  storage  and  parking  of  more  than  five  (5) 
motor  vehicles,  on  condition  that  only  motor  vehicles  of  the 
pleasure-car  type  and  those  capable  of  operation  shall  be  so 
parked ;  that  the  existing  planting  shall  be  maintained ;  that 
adequate  fences  shall  be  maintained  on  the  interior  lot 


lines,  separating  this  portion  of  the  plot  from  adjoining 
plots ;  that  the  entrance  from  Rockaway  Beach  boulevard 
shall  not  exceed  15  feet;  that  no  buildings  shall  be  erected 
on  this  portion  of  the  premises,  except  the  existing  buildings 
shall  be  continued ;  that  such  fire-fighting  appliances  shall  be 
installed  as  the  fire  commissioner  shall  direct ;  that  no  sign 
shall  be  erected  except  there  may  be  one  sign  attached  to 
the  front  of  the  premises  facing  Rockaway  Beach  boulevard, 
advertising  the  storage  and  parking  use  and  the  rates 
charged,  provided  such  sign  does  not  exceed  15  sq.  ft.  in 
area,  does  not  extend  beyond  the  building  line  and  is  not 
illuminated ;  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  two  (2)  months  from  the  date  of 
this  resolution. 

841-41-BZ. 

APPLICANT — Max  Horn,  for  Belle  Goldstein,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AF'FECTED — 33-03  Sprayview  avenue,  south¬ 
west  corner  of  Beach  33rd  street  (Block  No.  305, 
Lot  No.  6),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION  (841-41-BZ) 

Whereas,  Max  Horn,  for  Belle  Goldstein,  owner,  filed 
on  September  30,  1941,  an  application  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  33-03  Sprayview  ave¬ 
nue,  southwest  corner  of  Beach  33rd  street  (Block  No.  305, 
Lot  No.  6),  Edgemere,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  26,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Sprayview  avenue  is  in  a  residence  use 
district ;  Boardwalk  is  in  a  business  use  district ;  Beach  33rd 
and  34th  streets  are  each  in  residence  and  business  use  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Misc.  Applic.  No.  7035-41,  dated  September  24,  1941,  reads : 

“1.  The  storage  or  parking  of  motor  vehicles  in  a 
residence  district  is  contrary  to  Article  II,  Sec.  3  of  the 
zoning  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  120  ft.  on  Beach  33rd  street  and  100  ft.  on 
Sprayview  avenue.  It  is  proposed  to  use  the  plot  for  a  term 
of  two  (2)  years  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7-h  thereof, 
for  a  term  of  two  (2)  years,  to  permit  the  plot  with  a 
frontage  of  100  ft.  on  Sprayview  avenue  and  a  depth  of  120 
feet  on  Beach  33d  street  to  be  occupied  for  storage  and 
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parking  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  only  motor  vehicles  of  the  passenger  car  type  and  those 
capable  of  operation  shall  be  so  parked ;  that  the  plot  shall 
be  adequately  fenced  on  the  interior  and  street  building  lines ; 
that  entrance  thereto  shall  be  restricted  to  Sprayview  ave¬ 
nue  with  a  curb  cut  not  over  15  feet  in  width;  that  the  plot 
shall  be  leveled  substantially  to  the  grade  of  the  adjoining 
streets ;  that  during  the  term  of  this  permit  the  premises 
shall  be  occupied  for  no  other  use  than  that  herein  permitted 
and  no  building  shall  be  erected  thereon,  except  there  may 
be  erected  a  small  building  to  be  used  solely  as  a  shelter  and 
office  for  the  attendant;  that  such  portable  fire  fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  no  signs  shall  be  erected,  except  there  may  be 
one  sign  attached  to  the  fence,  advertising  the  storage  and 
parking  use  and  the  rates  charged,  provided  the  sign  does 
not  exceed  15  sq.  ft.  in  area,  does  not  extend  beyond  the 
building  line  and  is  not  illuminated ;  that  the  existing  tempo¬ 
rary  structure  supporting  this  sign  shall  be  removed ;  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  two  months  from  the  date  of  this  resolution. 


843-41-BZ. 

APPLICANT — Max  Horn,  for  Roche’s  Beach,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 212  Beach  17th  street,  north¬ 
east  corner  of  Seagirt  avenue  (Block  No.  130,  Lot 
No.  1),  Far  Rockawav,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (843-41-BZ) 

Whereas,  Max  Horn,  for  Roche’s  Beach,  Inc.,  owner, 
filed  September  30,  1941,  an  application  under  section  7h 
of  the  zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  212  Beach 
17th  street,  northeast  corner  of  Seagirt  avenue  (Block  No. 
130,  Lot  No.  1),  Far  Rockaway,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  by  the  Board  at  its 
regular  meeting,  May  26,  1942,  after  due  notice  by  publica¬ 
tion  in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Seagirt  avenue  and  Beach  17th  street 
are  each  in  residence  and  business  use  districts ;  Heyson 
avenue  is  in  a  residence  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  25,  1941,  on  Misc.  Applic.  No.  6892-41, 
reads : 

“1.  The  use  of  these  premises  for  the  parking  of 
motor  vehicles  in  a  residence  district  is  contrary  to 
Art.  3  of  the  Zone  Resolution.  Not  further  considered.” 

and 

Whereas,  the  premises'  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  150  ft.  on  Beach  17th  street  and  150  ft. 
on  Seagirt  avenue.  It  is  proposed  to  use  the  premises  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 


Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  6892-41,  Objection  No.  1,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


844-41-BZ. 

APPLICANT — Max  Horn,  for  O’Donohue  Holding  Cor¬ 
poration,  owner  (Joseph  A.  Cascardi,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
,  (5)  motor  vehicles. 

PREMISES  AFFECTED — 9-09  Seagirt  avenue  and  149 
Beach  9th  street,  southwest  corner  (Block  No. 
145,  part  of  Lot  No.  1),  Far  Rockaway  Beach, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant  :  Mrs.  Max  Horn. 

For  Opposition:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

N egative  :  . . . .  . .  .  0 

THE  RESOLUTION  (844-41-BZ) 

Whereas,  Max  Horn,  for  O’Donohue  Holding  Corpora¬ 
tion  (Joseph  A.  Cascardi,  lessee),  filed  September  30,  1941 
an  application  under  section  7h  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
9-09  Seagirt  avenue  and  149  Beach  9th  street,  southwest 
corner  (Block  No.  145,  part  of  Lot  No.  1),  Far  Rockaway, 
Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  26,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  9th  street  and  Beach  11th  street 
are  each  in  residence  and  business  use  districts ;  Seagirt 
avenue  is  in  a  residence  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Misc.  Applic.  No.  7036-41,  dated  September  30,  1941,  reads: 
“1.  The  storage  or  parking  of  more  than  five  motor 
vehicles  in  a  business  district  extending  into  resi¬ 
dence  district  is  contrary  to  Article  II,  sections  3  it  -I 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  which  are  part  of  a  larger  parcel 
of  ground,  consist  of  a  plot  of  ground  having  a  frontage 
of  275  ft.  on  Beach  9th  street,  200  ft.  on  Seagirt  Avenue 
and  a  distance  of  200  ft.  along  the  south  lot  line.  t  The 
Seagirt  avenue  frontage  of  the  plot  is  in  the  residence  use 
district,  while  the  remainder  is  in  the  business  use  district. 
It  is  proposed  to  use  the  plot,  for  a  term  of  not  more  than 
two  (2)  years,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  tin's  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7b 
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thereof,  for  a  term  of  two  (2)  years,  to  permit  the  prem¬ 
ises  to  be  occupied  for  the  storage  and  parking  of  more 
than  five  (5)  motor  vehicles,  on  condition  that  only  those 
ot  the  pleasure  car  type  and  those  capable  of  operation 
shall  be  so  parked;  that  the  plot  shall  be  leveled  substan¬ 
tially  to  the  grade  of  the  surrounding  streets  and  ade¬ 
quately  fenced  on  all  street  and  interior  lot  lines,  except 
for  one  entrance  from  Beach  9th  street;  that  during  the 
term  of  this  permit  the  premises  shall  be  occupied  for  no 
other  use  than  the  use  herein  permitted  and  no  building 
shall  be  erected  on  the  premises  except  the  existing  build¬ 
ings;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  no 
sign  shall  be  erected  except  there  may  be  a  sign  attached 
to  the  fence  at  the  entrance  to  Beach  9th  street,  adver¬ 
tising  the  storage  and  parking  use  and  the  rates  charged, 
provided  such  sign  does  not  exceed  15  sq.  ft.  in  area,  does 
not  extend  beyond  the  building  line  and  is  not  illuminated ; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  two  (2)  months  from  the  date  of  this 
resolution. 


1026-41-BZ. 

APPLICANT — Max  Horn,  for  Abraham  M.  Davis,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for 
a  temporary  term  of  not  more  than  two  (2) 
years,  the  parking  of  more  than  five  (5)  motor 
vehicles  and,  also,  the  maintenance  of  a  two  (2) 
car  garage  not  accessory  to  a  dwelling  on  the  same 
lot. 

PREMISES  AFFECTED — 151  Beach  66th  street,  west 
side,  275  ft.  south  of  Larkin  avenue  (Block  No. 
359,  Lot  No.  64),  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks, 
Leon  Propis  and  Ida  Propis. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (1026-41-BZ) 

Whereas,  Max  Horn,  for  Abraham  M.  Davis,  owner, 
filed  November  27,  1941,  an  application  under  sections  7h 
and  21  of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  for  a  temporary  term  of  not  more  than  two  (2) 
years,  the  parking  of  more  than  five  (5)  motor  vehicles,  and 
also  the  maintenance  of  a  2-car  garage  not  accessory  to  a 
dwelling  on  the  same  lot;  premises  151  Beach  66th  street, 
west  side,  275  ft.  south  of  Larkin  avenue  (Block  No.  359, 
Lot  No.  64),  Arverne,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  at  its  regular  meeting,  May  26,  1942,  after  due 
notice  by  publication  in  the  Bulletin  of  the  Board  of  Stand¬ 
ards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  66th  street  and  Beach  67th 
street  are  each  in  residence  and  business  use  districts ;  Rock- 
away  Beach  boulevard  is  in  a  business  use  district;  Larkin 
avenue  is  in  business  and  residence  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  18,  1941  and  as  amended  April  20,  1942, 
re  Misc.  Applic.  No.  10647-42  reads: 

“1.  The  use  of  a  lot  for  parking  of  motor  vehicles 
in  a  residence  district  is  contrary  to  Art.  2,  sec.  3  of 
the  Zone  Resolution. 

2.  The  use  of  a  two  car  garage  not  accessory  to  a 
dwelling  on  the  same  premises  in  a  residence  district 
is  contrary  to  Art.  2,  Sec.  3  of  the  Zone  Resolution. 
Not  further  considered.” 


and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  45  ft.  and  a  depth  of  110  feet.  Upon  the 
rear  of  the  plot  there  is  a  frame  2-car  garage.  It  is 
proposed  to  maintain  this  (non-accessory)  2-car  garage  and 
to  use  the  remainder  of  the  plot  for  a  term  of  two  (2) 
years,  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Appl.  No.  10647-42,  Objection  Nos.  1  and  2,  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


1028-41  -BZ. 

APPLICANT — -Max  Horn,  for  Remuda  Realty  Corporation 
and  Charles  McManamy,  owners  (Sophie  Ader, 
lessee). 

SUBJ  ECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 29-07  Seagirt  avenue,  south 
side,  60  ft.  west  of  Beach  29th  street  and  29-14 
to  30-02  Lewmay  road,  north  side,  60  ft.  west  of 
Beach  29th  street  (Block  No.  300,  Lot  Nos.  16  and 
53),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn  and  Sophie  Ader. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  q 

THE  RESOLUTION  (1028-41-BZ) 

Whereas,  Max  Horn,  for  Remuda  Realty  Holding  Cor¬ 
poration  and  Charles  McManamy,  owners  (Sophie  Ader, 
lessee)  _filed_  on  November  27,  1941,  an  application  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises  29- 
07  Seagirt  avenue,  south  side,  60  ft.  west  of  Beach  29th 
street  and  29-14  to  30-02  Lewmay  road,  north  side  60  ft 
west  of  Beach  29th  street  (Block  No.  300,  Lot  Nos.’ 16  and 
53),  Edgemere,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  26,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board 'of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Seagirt  avenue,  Lewmay  road,  Beach 
29th  street  and  Beach  30th  street  are  in  residence  use 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  9942-41,  dated  October  31,  1941,  reads: 

“1.  The  parking  of  more  than  5  cars  on  a  plot 
located  in  a  residence  zone  is  contrary  to  article  2, 
section  3  of  the  Zoning  Law.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  269  ft.  on  Seagirt  avenue,  269  ft.  on 
Lewmay  road  and  a  distance  of  200  ft.  along  the  west  lot 
line.  Upon  the  east  part  of  the  plot  there  is  a  3-story 
frame  hotel.  It  is  proposed  to  use  the  remainder  of  the 
plot,  for  a  term  of  two  (2)  years,  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7h  thereof, 
for  a  term  of  two  (2)  years,  to  permit  the  storage  and 
parking  of  more  than  five  (5)  motor  vehicles  on  that  por¬ 
tion  of  the  plot  with  a  frontage  of  approximately  175  ft. 
along  Seagirt  avenue  and  approximately  175  ft.  along  Lew- 
may  road  from  the  interior  lot  line  to  the  west,  on  condition 
that  the  plot  shall  be  leveled  substantially  to  the  grade  of 
surrounding  streets  and  shall  be  kept  adequately  fenced ; 
that  entrance  and  exits  thereto  may  be  from  Lewmay  road 
and  Seagirt  avenue  and  from  the  cross  driveway  serving 
the  hotel  on  the  plot;  that  during  the  term  of  the  permit 
the  premises  herein  permitted  -shall  be  occupied  for  no 
other  use  and  no  buildings  shall  be  erected  thereon ;  that 
no  sign  shall  be  erected,  except  there  may  be  a  sign  attached 
to  the  fence  on  Lewmay  road  and  Seagirt  avenue,  adver¬ 
tising  the  storage  and  parking  use  and  the  rates  charged, 
provided  such  sign  does  not  exceed  15  sq.  ft.  in  area,  does 
not  extend  beyond  the  building  line  and  is  not  illuminated ; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  two  months  from  the  date  of  this  resolu¬ 
tion. 


1033-41-BZ. 

APPLICANT — Max  Horn,  for  Long  Island  Railroad  Com¬ 
pany,  owner  (Anthony  Luerssen,  lessee). 
SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  parti}7 
in  an  unrestricted  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 268  Beach  116th  street,  east 
side,  250  ft.  south  of  Beach  Channel  drive  (Block 
No.  598,  Lot  No.  100),  Rockaway  Beach,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn  and  Anthony 
Luerssen. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (1033-41-BZ) 

Whereas,  Max  Horn,  for  Long  Island  Railroad,  owner 
(Anthony  Luerssen,  lessee),  filed  on  November  27,  1941,  an 
application  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  business  use  and  partly  in  an  unrestricted  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
268  Beach  116th  street,  east  side,  250  ft.  south  of  Beach 
Channel  drive  (Block  No.  598,  Lot  No.  100),  Rockaway 
Beach,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  26,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Channel  drive  is  in  unrestricted 
business  and  residence  use  districts;  Beach  116th  street  and 
Rockaway  Beach  boulevard  are  in  business  use  districts ; 
and 


Whereas,  the  decision  of  the  borough  superintendent,  on 
Misc.  Applic.  No.  11064-41,  dated  November  25,  1941,  reads: 

“1.  The  use  of  that  portion  of  lot  extending  into  a 
business  district  for  the  parking  of  more  than  five 
motor  vehicles  is  contrary  to  Art.  2,  Section  4a,  sub¬ 
division  15  of  the  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  200  ft.  on  Channel 
drive,  20  ft.  on  Beach  116th  street  and  a  distance  of  390 
ft.  along  the  east  lot  line.  The  northerly  part  of  the  plot, 
for  a  distance  of  100  ft.,  is  in  the  business  use  district, 
while  the  remainder  is  in  the  unrestricted  use  district.  It 
is  proposed  to  use  the  plot  for  a  term  of  two  (2)  years, 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7,  subdivision 
c  thereof,  for  a  term  of  five  (5)  years  from  the  date  of 
this  resolution,  to  permit  the  portion  of  the  lot  100  ft.  in  the 
business  use  area  with  a  frontage  of  20  ft.  and  a  depth  of 
100  ft.  to  be  occupied  in  connection  with  the  unrestricted 
area  in  the  rear  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  on  condition  that  this  portion  of  the 
premises  shall  be  used  for  entrance  only ;  that  this  entrance 
shall  be  maintained  properly  graded  for  the  full  20  feet  of 
its  width  and  an  adequate  railing  or  protection  shall  be  main¬ 
tained  to  protect  the  occupants  of  the  adjoining  building  to 
the  south ;  that  proper  fencing  shall  be  maintained  on  the 
interior  lot  lines;  that  a  curb  cut  to  Beach  116th  street  shall 
not  exceed  15  feet;  that  any  signs  erected  on  the  premises, 
advertising  the  parking  and  storage  use  shall  be  restricted 
to  a  sign  not  over  15  sq.  ft.  in  area  and  not  extending  beyond 
the  building  line;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  two  months  from  the  date 
of  this  resolution. 


Adjourned:  12:20  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MAY  26,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  CASES. 

1261-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Gulf  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  (re  decision  of  the  borough 
superintendent)  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  partly  in  a  residence  use  and  partlv 
in  a  business  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (previously 
withdrawn). 

PREMISES  AFFECTED — 2701-2711  Fort  Hamilton  park¬ 
way  and  1358-1368  Prospect  avenue,  northwest  cor¬ 
ner  (Block  No.  5284,  Lot  No.  64),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 
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THE 


VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


991-40-BZ. 

APPL1CAN1 — Fenichel,  Dusenbury,  Minogue  and  Frie- 
man,  for  Unexcelled  Manufacturing  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  decision  of  the  acting 
borough  superintendent — re  Application,  previously 
granted  on  condition,  under  section  7a  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
the  erection  of  three  (3)  business  buildings  to  be 
used  in  conjunction  with  an  existing  plan  for  the 
manufacture  of  pyrotechnics. 

PREMISES  AFFECTED — 1144  and  1208  Richmond  ave¬ 
nue,  west  side,  400  ft.  south  of  Lisk  avenue  (Build¬ 
ings  A,  B  and  C)  ;  (Block  No.  1660,  Lot  No.  1), 
Graniteville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Irving  M.  F'enichel,  Wm.  J.  Min¬ 
ogue  and  Wm.  Buckley. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
N  egative :  .  0 


525-29-BZ. 

APPLICANT — Jacob  Lubroth,  for  Dorothea  Moore,  John 
V.  Moore  and  William  C.  Moore,  owmers. 

SUBJECT — Application  reopened  April  21,  1942  (re  deci¬ 
sion  of  the  borough  superintendent)  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  change  of  occupancy  of  the  rear 
portion  from  stores  to  a  garage  for  not  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 973-975  DeKalb  avenue  and 
112-116  Lewis  avenpe,  northwest  corner  (Block 
No.  1597,  Lot*  No.  41),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn,  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  . .  0 


396-41-BZ. 

APPLICANT — Irving  M.  Fenichel,  for  Sophie  Emmer, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  the  alteration  and  conver¬ 
sion  of  occupancy  of  an  existing  building  to  a  dry 
cleaning  establishment. 

PREMISES  AFFECTED— 135-11  (unofficial)  Linden 

boulevard,  south  side,  40  ft.  west  of  88th  street 
(Block  No.  11397,  Lot  Nos.  50,  54  and  56),  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn,  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


840-28-BZ. 


AI I  LI  CANT — Osbruck  Realty  Company,  Incorporated, 
owner. 

SUBJECI — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  21  of  the  building  zone 
resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFEC I  ED — 1040  Cypress  Hills  road  (Kos¬ 
suth  place),  southeast  corner  of  Pansy  street  and 
Central  avenue  (Block  No.  2634,  Lot  Nos.  1,  4  and 
5),  Glendale,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant :  Robt.  F.  Bruman. 

AC  1  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  (j 


THE  RESOLUTION  (840-28-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  station,  premises  1040 
Cypress  Hills  road  (Kossuth  place),  southeast  corner  of 
Pansy  street  and  Central  avenue,  Glendale,  Borough  of 
Queens,  was  granted  by  the  Board  October  8,  1929,  on 
certain  conditions,  and  owner  requested  an  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  8,  1929,  so 
that  as  amended  the  resolution  shall  read: 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  ot  the 
use  district  regulations  of  the  zoning  resolution,  and 
that  the  application  be  and  it  hereby  is  granted  on  con¬ 
dition  that  there  shall  be  constructed  along  the  building 
line  on  the  three  street  fronts  of  the  plot  a  12-inch 
concrete  curbing  not  less  than  12  in.  above  grade;  that 
the  vehicular  entrances  and  exits  shall  be  limited  to  two 
in  number  on  both  the  64th  street  and  Cypress  Hills 
road  fronts,  these  vehicular  entrances  not  to  exceed 
10  H.  in  width  in  each  instance  and  that  no  vehicular 
entrance  shall  be  constructed  within  10  ft.  of  the 
Central  avenue  building  line;  that  there  shall  be  con¬ 
structed  directly  in  front  of  vehicular  openings'  curb 
cuts  not  exceeding  12  ft.  in  width;  that  the  one-story 
building  proposed  shall  be  erected  at  the  extreme  rear 
of  the  plot  on  the  southerly  property  line  and  shall  be 
used  as  office  and  for  accessories  of  the  operators  and 
patrons  of  the  premises ;  that  any  additional  structure 
lor  mechanical  operation  and  use  incidental  to  the  con¬ 
duct  of  the  business  operated  on  the  premises  shall  be 
designed  on  the  front  with  open  archways ;  that  the 
office  and  accessory  structure  shall  be  finished  on  the 
exterior  with  light-colored  face  brick  or  enamel  brick 
with  two-tone  brick  trimmings  or  architectural  terra 
cotta  or  natural  stone  trimmings ;  that  no  portable  gaso¬ 
line  tanks  shall  be  maintained  or  operated  on  the  prem¬ 
ises;  that  no  gasoline  pump  shall  be  placed  within  10 
ft.  of  the  building  line  on  Cypress  HilJs  road  or  on 
64th  street  front,  or  if  so  that  there  shall  be  erected 
on  the  building  line  an  ornamental  iron  railing  not 
less  than  6  ft.  6  in.  in  height ;  that  a  return  of  drawings 
shall  be  made  to  this  Board  for  approval  in  accordance 
with  foregoing  conditions  before  submission  to  the  de¬ 
partment  having  jurisdiction,  and  that  all  permits  shall 
be  obtained  within  six  months  and  any  work  involved 
shall  be  completed  within  one  year  from  the  date  of 
this  action. 

Resolved  further,  that  the  12  in.  curbing  hereinbefore 
required  may  be  omitted  provided  there  is  erected  at 
the  intersection  of  Cypress  Hills  road  ( Kossuth  place) 
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and  Central  avenue  and  also  at  Central  avenue  and 
64 th  street  ( Pansy  street)  a  solid  block  of  concrete 
extending  for  a  distance  of  3  ft.  from  the  intersection 
along  each  street  and  not  less  than  12  in.  in  height; 
that  this  block  may  be  triangular  in  shape  with  the 
inner  side  made  with  segmental  curbing  between  such 
blocks  of  concrete;  that  along  Central  avenue  there 
shall  be  a  continuous  curbing  of  similar  height  and  not 
less  than  12  in.  in  width ;  that  the  space  between  such 
blocks  of  concrete  shall  be  planted  and  with  protective 
curbing;  that  in  all  other  respects,  the  resolution  and 
approved  plans  shall  be  complied  with.” 


115-36-BZ. 

APPLICANT — Milton  B.  Weissman,  for  George  Beaudry, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7e  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the  use 
of  a  plot  of  ground  for  the  parking  of  more  than 
five  (5)  motor  vehicles  and,  also,  automobile 
wrecking  for  a  term  of  two  (2)  years. 
PREMISES  AFFECTED— 5283-5291  Kings  highway,  east 
side,  60  ft.  9  in.  north  of  Preston  court  (Block  No. 
7949,  Lot  No.  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  J.  W.  Sheiman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 

THE  RESOLUTION  (115-36-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  use  of 
a  plot  of  ground  for  parking  more  than  five  (5)  motor 
vehicles,  and  also  automobile  wrecking,  premises  5283-5291 
Kings  highway,  east  side,  60  ft.  9  in.  north  of  Preston  court 
(Block  No.  7949,  Lot  No.  20),  Borough  of  Brooklyn,  was 
granted  by  the  Board  October  20,  1936,  on  certain  condi¬ 
tions,  permit  extended  May  20,  1941,  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  20,  1936, 
so  that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and 
.  that  the  application  be  and  it  hereby  is  granted,  permit¬ 
ting  the  premises  under  appeal  to  be  used  as  a  yard 
for  the  dismantling  of  automobiles  and  the  storage  of 
used  parts,  on  condition  that  the  premises  shall  be 
arranged  as  indicated  on  plans  filed  with  this  appeal ; 
that  substantial,  woven  wire  fences  shall  be  installed 
on  lot  lines ;  that  the  only  entrances  to  the  plot  shall 
be  the  two  (2)  indicated  from  Kings  highway;  that 
premises  shall  be  kept  in  orderly  condition ;  that  parts 
shall  be  stored  on  racks,  located  as  indicated ;  that  no 
further  building  shall  be  erected  on  the  premises  other 
than  these  racks  and  existing  office  and  lunch  room ; 
that  the  dismantling  and  wrecking  of  automobiles  shall 
be  done  by  hand  tools  only;  that  other  than  the  motor 
vehicles  being  wrecked,  not  more  than  five  (5)  motor 
vehicles,  in  condition  to  be  operated,  shall  be  stored, 
parked  or  offered  for  sale  on  the  premises. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  reduce  the  size  of  the  plot  to  the  area  as  indicated 
on  revised  plan  marked  ‘Received  May  9,  1942’  with  a 
frontage  of  60  ft.  9)4  in.  and  a  depth  of  approximately 
100  ft.,  the  use  herein  permitted  may  be  permitted  for 


such  reduced  plot  provided  the  balance  of  the  plot  is 
not  used  in  connection  therewith;  that  the  requirements 
of  this  resolution  shall  be  complied  with  in  all  other 
respects;  that  a  fence  on  the  new  interior  lot  line  shall 
be  constructed  in  accordance ■  with  the  requirements  of 
the  Administrative  Code  therefor  for  the  use  herein 
permitted;  that  such  use  may  continue  under  section 
7,  subdivision  e,  for  a  term  of  tzvo  (2)  years  from  the 
date  of  this  amended  resolution.” 


166-37-BZ. 

APPLICANT— Mary  B.  Roberts,  lessee,  for  Lawida  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 

extension  of  permit — re  Application  (decision  of  >  • 
the  borough  superintendent)  under  section  7h  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  use  of  a  plot  of  ground  for  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  and  also,  for  used  car  sales. 

PREMISES  AFFECTED— 4485-4519  Broadway,  north¬ 
west  corner  of  West  192nd  street  (Block  No.  2180, 

Lot  Nos.  633,  635  and  part  of  Lot  No.  646),  Bor 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Mary  B.  Roberts. 

For  Opposition  :  Harold  Klorfein,  Dep’t  of  Parks. 
ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (166-37-BZ) 

Whereas,  this  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a  temporary- 
period  of  not  more  than  two  (2)  years,  the  use  of  a  plot 
of  ground  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  and,  also,  for  used  car  sales;  premises 
4485-4519  Broadway,  northwest  corner  of  West  192nd  street 
(Block  No.  2180,  Lot  Nos.  633,  635*  and  part  of  Lot  No. 
646),  Borough  of  Manhattan,  was  granted  by  the  Board 
March  1,  1938,  on  certain  conditions,  permit  extended  June 
11,  1940,  and  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  1,  1938  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read  : 
“granted  under  section  7b  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


619-37-BZ. 

APPLICANT — Joseph  J.  Dusenbury,  for  Joseph  Havender, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (re  decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  period  of  two  (2)  years,  the  transient 
parking  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFbEClED — 3664-3696  Jerome  avenue  and 
3653-3663  Bainbridge  avenue,  west  side,  74  ft.  south 
of  Jerome  avenue  (Block  No.  3329,  Lot  No.  100), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  J.  Dusenbury. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . * .  0 

THE  RESOLUTION  (619-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  tlie  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  premises 
3664-3696  Jerome  avenue  and  3653-3663  Bainbridge  avenue, 
west  side,  74  ft.  south  of  Jerome  avenue  (Block  No.  3329, 
Lot  No.  100),  Borough  of  The  Bronx,  was  granted  by  the 
Board  June  1,  1938,  on  certain  conditions,  permit  extended 
May  7,  1940,  and  applicant  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  1,  1938  only 
so  far  as  it  has  reference  to  the  term  of  the  permit  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

“*  *  *  for  a  temporary  term  of  two  (2)  years 

from  the  date  of  this  amended  resolution  *  *  *” 


51-38-BZ. 

APPLICANT — Bernhardt  T.  Berman,  for  Dimbashe  Cor¬ 
poration  and  Estate  of  Adam  Schepp,  owners. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
period  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED  11-54  Suffolk  street,  east  side, 
100  ft.  north  of  Grand  street  (Block  No.  346,  Lot 
Nos.  3,  7  and  8),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant  :  Bernhardt  T.  Berman. 

ACTION  OP'  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION  (51-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  tl\e  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  44-54  Suffolk  street,  east  side,  100  ft.  north  of 
Grand  street  (Block  No.  346,  Lot  Nos.  3,  7  and  8),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  June  7, 
1938,  on  certain  conditions,  permit  extended  May  28,  1940, 
and  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  7,  1938  only 
in  so  far  as  it  has  reference  to  the  term  of  the  permit  so 
that  as  amended  this  portion  of  the  resolution  shall  read  : 
“granted  for  a  term  of  two  (2)  years  from  the  date  of 
this  amended  resolution.” 


219-41-BZ. 

APPLICANT — Henry  C.  Brucker,  for  City  Bank  Farmers 
Trust  Company  (as  trustee),  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  building  zone 
resolution,  permitting  partly  in  an  unrestricted  use 
and  partly  in  a  business  use  district,  the  alteration 
and  conversion  of  occupancy  of  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  (5)  motor 
vehicles. 


PREMISES  AFFECTED — 676  St.  Nicholas  avenue  and 
1590-1612  Gates  avenue,  southwest  corner  (Block 
No.  3444,  Lot  No.  1),  Ridgewood,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Robt.  L.  Brucker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION  (219-41-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  district  and 
partly  in  an  unrestricted  use  district,  the  alteration  and 
conversion  of  occupancy  of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles,  premises  676  St. 
Nicholas  avenue  and  1590-1612  Gates  avenue,  southwest 
corner  (Block  No.  3444,  Lot  No.  1),  Ridgewood,  Borough 
of  Queens,  was  granted  by  the  Board  February  10,  1942, 
on  certain  conditions,  resolution  amended  March  31,  1942; 
and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  10,  1942 
as  amended  March  31,  1942  so  that  as  amended  the  reso¬ 
lution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7c  thereof,  to  permit  the  extension  of 
the  existing  garage  for  more  than  five  (5)  cars  in  the 
unrestricted  district  to  the  balance  of  the  building  to 
a  total  depth  along  Gates  avenue  of  275  ft.  for  the 
garage  portion  and  with  a  total  depth  of  287  ft.  6  in., 
including  the  boiler-room  section  to  the  south,  on  con¬ 
dition  that  fire-proof  self-closing  doors  shall  be  con¬ 
structed  and  maintained  on  the  existing  brick  subdivid¬ 
ing  walls ;  that  such  walls  shall  extend  to  the  roof ; 
that  the  ceilings  throughout  where  not  now  fireproof 
shall  be  retarded  by  applying  y2  in.  plaster  boards  with 
joints  pointed;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  no  additional  gaso¬ 
line  storage  system  shall  be  installed  in  the  building; 
that  any  signs  attached  to  the  building  shall  be  of  the 
permanent  type  attached  to  the  cornice  over  the  entrance 
and  not  extending  over  the  building  line;  that  no  open¬ 
ings  in  the  building  to  the  adjoining  building  shall  be 
constructed;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date 
of  this  resolution. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  remove  the  cross-wall  located  approximately  150  feet 
southerly  from  St.  Nicholas  avenue,  that  such  wall  may 
be  removed,  provided  in  all  other  respects  the  require¬ 
ments  of  this  resolution  are  complied  with  and  the 
wall  approximately  100  feet  from  St.  Nicholas  avenue 
is  maintained  with  lawfully  constructed  fireproof  doors 
in  any  opening  therein.” 


81-41-BZ. 

APPLICANT — Central  Service  Station  (lessee),  for  Paul 
Costallot  and  Lillian  Costallot,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  for  a  temporary  term  of  six  (6) 
months,  the  parking  and  storage  of  more  than  five 
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(5)  motor  vehicles  and  the  sale  of  used  cars,  on 
a  plot  occupied  as  a  gas  station  and  garages  for 
ten  (10)  cars. 

PREMISES  AFFECTED— 1968-1978  (1966-1972  dis¬ 

played)  Coney  Island  avenue,  west  side,  220  ft. 
south,  of  Avenue  P  (Block  No.  6642,  Lot  No.  18), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jerome  Wollman. 

ACTION  OF  BOARD — Application  reopened,  permit  ex¬ 
tended  and  time  extended. 

THE  VOTE  TO  REOPEN,  EXTEND  PERMIT  AND 
EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION  (81-41-BZ) 

Whereas,  this  application,  to  permit  for  a  temporary 
period  of  not  more  than  two  (2)  years,  on  a  plot  occupied 
as  a  gas  station  and  garages  for  ten  (10)  cars,  the  outdoor 
display  and  sale  of  used  cars,  and  also  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  premises  1968- 
1978  (1966-1972  displayed)  Coney  Island  avenue,  west  side, 
220  ft.  south  of  Avenue  P  (Block  No.  6642,  Lot  No.  18), 
Borough  of  Brooklyn,  was  granted  by  the  Board  July  15, 
1941,  on  certain  conditions,  permit  extended  November  12, 
1941,  and  applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution,  adopted  on  July  15,  1941  only 
so  far  as  it  has  reference  to  the  term  of  the  permit  and 
also  to  time  to  obtain  permits  and  complete  work  so  that 
as  amended  these  portions  of  the  resolution  shall  read : 

“Granted  under  section  7c  thereof  for  a  temporary 
term  of  six  (6)  months  from  the  date  of  this  amended 
resolution  to  permit  the  premises  to  be  occupied  *  *  *” 
“and  that  all  permits  shall  be  obtained  and  all  work 
completed  within  such  period  of  six  (6)  months.” 


664-41-BZ. 

APPLICANT — Milton  M.  Eisenberg,  for  General  Linen 
Supply  and  Laundry  Company,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7g  of  the  zoning  reso¬ 
lution,  permitting  in  an  unrestricted  use  district 
and  also  on  tne  same  street  and  between  the  same 
two  (2)  intersecting  streets  upon  which  there  is 
an  exit  or  an  entrance  to  a  public  school,  the  con¬ 
version  of  occupancy  of  a  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 157-171  Sanford  street,  east 
side,  75  ft.  north  of  Willoughby  avenue  (Block 
No.  1753,  Lot  Nos.  4  to  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Bertram  H.  Mock. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION  (664-41-BZ) 

Whereas,  this  application  under  section  7 g  of  the  zoning 
resolution,  to  permit  in  an  unrestricted  use  district,  and 
also  on  the  same  street  and  between  the  same  two  inter¬ 
secting  streets  upon  which  there  is  an  exit  or  an  entrance 
to  a  public  school,  the  conversion  of  occupancy  of  a  build¬ 
ing  to  a  garage  for  more  than  five  (5)  motor  vehicles, 
premises  157-171  Sanford  street,  east  side,  75  ft.  north  of 


Willoughby  avenue  (Block  No.  1753,  Lot  Nos.  4  to  10), 
Borough  of  Brooklyn,  was  granted  by  the  Board  December 
9,  1941,  on  certain  conditions,  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  9,  1941,  so  that 
as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7g  thereof,  to  permit  the  premises  con¬ 
sisting  of  one,  two  and  three  story  buildings  as  indi¬ 
cated  on  plans  filed  with  this  application  marked  ‘Re¬ 
ceived  October  27,  1941’  to  be  occupied  primarily  on 
all  floors  as  a  garage  for  more  than  five  (5)  motor 
vehicles  restricted  to  motor  vehicles  in  the  ownership 
and  control  of  the  occupants  engaged  in  the  laundry 
and  linen  supply  business  and  also  for  incidental  repairs 
to  their  own  trucks,  including  painting  and  spraying 
to  include  also  the  spraying  and  painting  of  metal  re¬ 
ceptacles  used  in  the  business  on  condition  that  the 
sprinkler  system  shall  be  maintained  throughout  to  the 
satisfaction  of  the  fire  commissioner;  that  the  buildings 
shall  not  be  increased  in  height  or  area;  that  the 
cellar  shall  be  used  ony  for  the  heating  equipment  and 
the  storage  of  incombustible  materials;  that  the  cellar 
shall  be  separated  from  the  building  with  either  fire¬ 
proof  construction  or  with  floors  protected  on  the  cellar 
ceiling  side  with  approved  fire-retarded  material;  that 
the  cellar  shall  be  enterable  only  from  the  exterior 
except  that  any  existing  interior  stairway  may  be  con¬ 
tinued  provided  the  opening  to  the  heater  room  is  cut 
off  with  an  approved  fireproof  self-closing  door;  that 
the  rear  yard  shall  not  be  built  upon  and  all  rubbish 
now  therein  shall  be  completely  removed  and  the  rear 
yard  shall  be  kept  clear  of  rubbish  and  other  material 
at  all  times;  that  the  third  story  on  Building  No.  2 
shall  be  used  only  for  the  storage  of  merchandise  and 
similar  material  and  not  for  garage  purposes;  that  the 
sliding  fireproof  self-closing  tin  clad  doors  in  the  open¬ 
ings  where  shown  in  fire  walls  shall  be  kept  in  oper¬ 
ating  condition  and  without  obstructions  at  all  times ; 
that  the  gasoline  installation  shall  be  solely  for  the 
use  of  the  motor  vehicles  stored  in  the  building  and  not 
for  sale  of  gasoline  to  passing  vehicles ;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto 
other  than  as  modified  by  the  Board  under  Cal.  No. 
665-41-A;  that  all  existing  certificates  of  occupancy 
shall  be  cancelled  and  new  certificate  of  occupancy 
issued  for  the  premises  in  compliance  with  the  terms 
of  this  resolution;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  three  (3)  months  from 
the  date  of  this  amended  resolution.” 


DISMISSALS. 

The  following  applications  were  filed  by  the  respective 
applicants  for  variance  of  the  Zoning  Law;  and 

Whereas,  the  applicants  were  duly  notified  either  to 
complete  the  papers  in  the  subject  cases  or  have  the  appli¬ 
cations  submitted  to  the  Board  for  dismissal  for  lack  of 
prosecution ;  and 

Whereas,  the  applicants  failed  to  complete  the  papers  in 
the  subject  cases  and  at  the  hearing  there  were  no  appear¬ 
ances  made  on  behalf  of  the  applicants. 

665-28-BZ. 

APPLICANT — Corner,  Bell,  Russell  and  McNulty,  for 
George  Hochschwender,  owner. 

SUBJECT — Application  reopened  June  21,  1938  re  amend¬ 
ment  of  resolution  (decision  of  the  superintendent 
of  buildings)  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  the 
occupancy  of  stores  for  uses  contrary  to  the  reso- 
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lution  adopted  by  the  Board  in  a  building  previ¬ 
ously  granted  by  the  Board. 

PREMISES  AFFECTED— 2022-2034  Bedford  avenue  and 
99-103  Clarkson  avenue,  northwest  corner  (Block 
No.  5055,  Lot  No.  59),  Borough  of  Brooklyn. 
DATE  FILED — Reopened  June  21,  1938. 


680-38-BZ. 

APPLICANT — Harry  D.  Turner,  for  Brooklyn  and 
Queens  Transit  Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2802-2876  West  12th  street, 
west  side,  660  ft.  north  of  Surf  avenue  (Block 
No.  7266,  Lot  No.  9),  Borough  of  Brooklyn. 

DATE  FILED— July  29,  1938. 


431-41-BZ. 

APPLICANT — Morris  Whinston,  for  Joseph  Pitman, 
owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7g  of  the  zoning 
resolution,  to  permit  in  an  unrestricted  use  district, 
for  a  term  of  years,  the  conversion  of  occupancy 
of  a  building,  located  within  200  ft.  of  a  hospital, 
to  a  garage  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 29  Frorit  street,  south  side,  76 
ft.  3  in.  east  of  Broad  street  (Block  No.  5,  Lot  No. 
11),  Borough  of  Manhattan. 

DATE  FILED— May  12,  1941. 


853-41-BZ. 

APPLICANT — Joseph  S.  Recine  (lessee),  for  House  of 
Rest  at  Sprain  Ridge,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED — 842  East  167th  street,  south¬ 
east  corner  of  Stebbins  avenue  (Block  No.  2691, 
Lot  No.  78),  Borough  of  The  Bronx. 

DATE  FILED— October  3,  1941. 


THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION— 

Resolved,  that  the  foregoing  applications  be  and  they 
hereby  are  dismissed  for  lack  of  prosecution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

1134-39-A. 

APPLICANT — Jack  Z.  Cohen,  for  Lea  Shiffman,  owner. 

SUBJECT — Appeal  reopened  April  17,  1942  re  Appeal 
from  a  decision  of  the  borough  superintendent 
(previously  denied). 

PREMISES  AFFECTED — 6914-6918  Fifth  avenue,  west 
side,  102  ft.  8^  in.  south  of  Bay  Ridge  avenue 
(Block  No.  5873,  Lot  Nos.  48  and  49),  Borough 
of  Brooklvn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  Tune  2.  1942  at  2 
P.  M.  for  further  consideration  by  the  Board. 


173-42-A. 

APPLICANT — Forged  Carbides,  Incorporated,  for  Ponok 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 40-40  23rd  street,  west  side, 
100  ft.  north  of  41st  street  (Block  No.  409,  Lot 
No.  38),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  W.  Frederick. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1942  at  2 
P.  M.  for  further  consideration  by  the  Board. 
Applicant  to  file  further  detailed  plan. 


311-42-A. 

APPLICANT- — Kamel  D.  Mahfouz,  et  al.,  adjoining  prop¬ 
erty  owners. 

OWNER  OF  PREMISES :  No.  97  Realty  Corporation 
(Thrift  Auto  Parking,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Certificate  of  Occu¬ 
pancy  No.  104904-42. 

PREMISES  AFFECTED — 5501-5523  Sixth  avenue,  east 
side,  block  front  between  55th  and  56th  streets 
(Block  No.  833,  Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Robt.  A.  Dickinson,  George  P. 
Mahfouz,  Kamel  D.  Mahfouz,  Rose  Steed, 
Helen  Peterson,  E.  V.  Kane,  Mrs.  John  Larkin 
and  Philip  Mahfouz. 

For  Opposition:  Jack  J.  Clareman  and  M.  Torno- 
pol. 

For  Administration :  Morris  Hannes,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  Tune  16,  1942  at  2 
P.  M.  for  further  consideration  by  the  Board. 


318-42-A. 

APPLICANT — Arthur  Jovis,  for  Adolph  Calmann,  owner. 

SUBJECT- — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1986  Madison  avenue,  west 
side,  59  ft.  11  in.  south  of  East  127th  street  (Block 
No.  1751,  Lot  No.  56)4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  Jovis. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1942  at  2 
P.  M.  for  further  consideration'  by  the  Board,  and 
for  decision  by  the  Board,  without  further  argu¬ 
ment. 


1100-41-A. 

APPLICANT — Louis  Lieberman,  for  Isaac  Levy,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 154  Beach  73rd  street,  east 
side,  441  ft.  south  of  Rockaway  Beach  boulevard 
(Block  No.  608,  Lot  No.  79),  Arverne,  Borough 
of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street). 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 
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THE  RESOLUTION  (1100-41-A) 

Whereas,  Louis  Lieberman,  for  Isaac  Levy,  owner,  filed 
on  December  23,  1941  an  application  pursuant  to  section  35 
of  the  General  City  Law  to  permit  the  encroachment  of  an 
existing  building  into  the  bed  of  a  mapped  street  (Beach 
72nd  street),  premises  154  Beach  73rd  street,  east  side,  441 
ft.  south  of  Rockaway  Beach  boulevard  (Block  No.  608, 
Lot  No.  79),  Arverne,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  December  9,  1941  on  Misc.  Applic.  No.  10938-41  reads : 

“1.  The  encroachment  of  present  building  into  the 
bed  of  proposed  street  is  contrary  to  Art.  3,  Sec.  35, 
General  City  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (25  ft.)  in  height;  24  ft.  by  36  ft.  in  area;  of  class 
3  construction,  erected  in  1941,  located  in  a  residence  use 
D  area  district;  and  occupied:  cellar,  ordinary  use;  1st 
floor,  1  family ;  2nd  floor,  1  family ;  for  which  Certificate 
of  Occupancy  No.  Q17540  was  issued  February  20,  1941 
upon  the  completion  of  New  Building  Applic.  359-40;  and 
Whereas,  the  applicant  contends  that  the  building  was 
erected  under  N.  B.  Applic.  No.  359-40  and  a  certificate  of 
occupancy  issued ;  that  at  the  time  the  plans  were  filed  no 
mention  was  made  by  any  city  department  of  the  proposed 
street  widening;  that  the  question  arises  at  this  time  since 
the  owner  has  attempted  to  place  a  mortgage  on  the  prem¬ 
ises  and  was  informed  by  the  Title  Company  that  the 
building  encroaches  on  the  bed  of  a  proposed  street;  that 
the  owner  in  good  faith  engaged  the  services  of  an  archi¬ 
tect  for  filing  the  N.  B.  Application;  that  no  mention  was 
made  by  the  Topographical  Bureau  of  any  proposed  street 
widening;  that  the  plans  were  approved  by  the  Department 
of  Housing  and  Buildings  without  any  objections  relating 
to  the  proposed  street  widening ;  that  a  permit  was  ob¬ 
tained  for  the  construction  and  a  certificate  of  occupancy 
issued ;  that  the  owner  faces  a  severe  financial  hardship 
involving  the  loss  of  the  property  since  a  mortgage  cannot 
be  placed  on  the  property  with  this  matter  pending;  and 
Whereas,  the  Board  has  been  advised  by  the  Acting 
President  of  the  Borough  of  Queens  that  Beach  72nd 
street  for  a  width  of  50  ft.  was  placed  upon  the  final  map 
adopted  by  the  Board  of  Estimate  on  May'll,  1923;  that 
the  street  was  never  acquired  by  the  City  by  condemnation 
or  cession  nor  has  the  Corporation  Counsel  been  requested 
to  advise  concerning  its  dedication  for  public  use ;  that  it 
is  believed  that  a  favorable  opinion  of  dedication  could  be 
obtained  for  a  width  of  40  ft.  but  in  order  to  acquire  title 
to  the  full  mapped  width  of  50  ft.  it  would  be  necessary 
to  institute  condemnation  proceedings  for  the  acquisition  of 
the  5  ft.  marginal  strips  on  either  side  of  the  highway ; 
that  it  appears  from  an  inspection  of  the  Insurance  Atlas 
that  4  other  buildings  encroach  upon  the  street  within  the 
proposed  50  ft.  lines;  and 

Whereas,  the  applicant  has  filed  a  communication  from 
the  engineer  in  charge  of  the  Topographical  Bureau  of 
Queens  stating  that  the  street  has  not  been  acquired  by  the 
City  nor  has  an  opinion  been  requested  of  the  Corporation 
Counsel  concerning  its  dedication  to  public  use ;  that  the 
street  is  indicated  for  a  width  of  50  ft.  upon  the  final  map 
with  a  proposed  widening  of  5  ft.  upon  both  sides ;  and 
Whereas,  the  Board  has  received  a  communication  from 
the  City  Planning  Commission  advising  that  Beach  72nd 
street  is  mapped  at  a  width  of  50  ft.  and  in  use  for  a 
width  of  40  ft. ;  that  the  ultimate  widening  will  be  5  ft.  on 
each  side;  that  there  is  no  proceeding  for  the  acquisition 
of  the  additional  property  necessary  to  meet  the  require¬ 
ment  of  50  ft. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  10938-41,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  under  the  powers  granted  the  Board  under  Sec¬ 
tion  35  of  the  General  Cit\^  Law,  on  condition  that,  in  the 
event  the  portion  of  the  premises  required  for  the  pro¬ 
posed  five  foot  street  widening  is  taken,  no  claim  shall  be 


made  for  damages  due  to  such  taking  for  the  removal  and 
repair  of  such  parts  of  the  building  as  may  be  within  the 
five  (5)  ft.  strip,  except  a  sum  equal  to  the  cost  of  such 
removal  and  alteration  less  10  per  cent,  for  each  year  after 
the  date  of  this  resolution  and  prior  to  such  taking. 


1113-41-A. 

APPLICANT — Louis  Lieberman,  for  Isaac  Lev}-,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 153-155  Beach  72nd  street, 
west  side,  420  ft.  south  of  Rockaway  Beach  boule¬ 
vard  (Block  No.  608,  Lot  No.  77),  Arverne,  Bor¬ 
ough  of  Queens  (under  section  35,  General  City 
Law  re  bed  of  mapped  street). 
APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (1113-41-A) 

Whereas,  Louis  Lieberman,  for  Isaac  Levy,  owner,  filed 
on  December  23,  1941  an  application  pursuant  to  section  35 
of  the  General  City  Law  for  permission  to  allow  the  en¬ 
croachment  of  an  existing  building  into  the  bed  of  a 
mapped  street;  premises  153-155  Beach  72nd  street,  west 
side,  420  ft.  south  of  Rockaway  Beach  boulevard  (Block 
No.  608,  Lot  No.  77),  Arverne,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  9,  1941  on  Misc.  Applic.  No.  10937-41  reads: 

“1.  The  encroachment  of  present  building  into  the 
bed  of  proposed  street  is  contrary  to  Art.  3,  Sec.  35, 
General  City  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (25  ft.)  in  height;  32  ft.  by  78  ft.  in  area;  of  class 
\  construction ;  located  in  a  residence  use  D  area  district  ; 
erected  in  1938;  and  occupied:  1st  floor,  4  families;  2nd 
floor,  4  families;  and 

Whereas,  the  applicant  contends  that  the  building  was 
moved  to  its  present  location  from  its  prior  site  under  Alt. 
Applic.  No.  4568-38  and  a  certificate  of  occupancy  issued 
January  23,  1939  after  a  variation  was  granted  by  the 
Board  of  Standards  and  Appeals  under  Cal.  No.  538-38-A 
permitting  the  removal  of  the  building;  that  at  the  time 
plans  were  filed  with  the  borough  superintendent,  no  men¬ 
tion  was  made  by  any  city  departments  of  any  proposed 
street  widening ;  that  the  question  now  arises  since  the 
owner  had  attempted  to  place  a  mortgage  on  the  premises 
and  was  informed  by  the  Title  Co.  that  the  building  en¬ 
croaches  on  the  bed  of  a  proposed  street;  that  the  owner 
in  good  faith  engaged  the  services  of  an  architect  for  filing 
the  alteration  plans,  said  plans  were  approved  and  all  work 
performed  in  accordance  with  the  plans  and  a  certificate 
of  occupancy  issued ;  that  the  owner  faces  a  severe  financial 
hardship  involving  the  loss  of  the  property  since  a  mort¬ 
gage  cannot  be  placed  on  the  property  with  this  matter 
pending;  and 

Whereas,  the  Board  was  informed  by  the  Acting  Bor¬ 
ough  President  of  Queens  that  Beach  72nd  street  is  indi¬ 
cated  at  a  width  of  50  ft.  upon  the  final  map  as  adopted 

by  the  Board  of  Estimate  May  11,  1923;  that  the  street 

was  never  acquired  by  the  City  by  condemnation  or  cession 
nor  has  the  Corporation  Counsel  ever  been  requested  to 
advise  as  to  its  dedication  to  public  use;  that  it  is  believed 
that  a  favorable  opinion  of  dedication  could  be  obtained  for 
a  width  of  40  ft.  but  in  order  to  acquire  title  to  the  full 

mapped  width  of  50  ft.  it  would  be  necessary  to  institute 

condemnation  proceedings  for  the  acquisition  of  the  5  ft. 
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marginal  strips  on  either  side  of  the  street ;  that  an  in¬ 
spection  of  the  Insurance  Atlas  indicates  that  about  4  other 
buildings  encroach  upon  the  highway  within  the  proposed 
50  ft.  street  lines;  and 

Whereas,  the  applicant  has  filed  a  communication  from 
the  engineer  in  charge  of  the  Topographical  Bureau  advis¬ 
ing  that  the  street  in  question  is  indicated  as  a  proposed 
highway  upon  the  Final  City  Map;  that  the  city  has  no 
!  title  to  the  street  by  dedication  or  cession  nor  has  the 
Corporation  Counsel  been  requested  to  advise  concerning 
its  dedication ;  and 

Whereas,  the  Board  has  received  a  communication  from 
the  City  Planning  Commission  advising  that  Beach  72nd 
street  is  mapped  at  a  width  of  50  ft.  and  in  use  for  a 
width  of  40  ft. ;  that  the  ultimate  widening  will  be  5  ft.  on 
each  side;  that  there  is  no  proceeding  for  the  acquisition 
of  the  additional  property  necessary  to  meet  the  require¬ 
ment  of  50  ft. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  10937-41,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  herebv  is 
granted  under  the  powers  granted  the  Board  under  Sec¬ 
tion  35  of  the  General  City  Law,  on  condition  that,  in  the 
event  the  portion  of  the  premises  required  for  the  proposed 
five  foot  street  widening  is  taken,  no  claim  shall  be  made 
for  damages  due  to  such  taking  for  the  removal  and  repair 
of  such  parts  of  the  building  as  may  be  within  the  five  (5) 
ft.  strip,  except  a  sum  equal  to  the  cost  of  such  removal 
and  alteration  less  10  per  cent,  for  each  year  after  the 
date  of  this  resolution  and  prior  to  such  taking. 


302-42-A. 

APPLICANT — Treitel-Gratz  Company,  Incorporated  (les¬ 
see),  for  Adelaide  Steeger  Smither  and  Henry 
Steeger,  owners. 

SUBJECT---Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 142-154  East  32nd  street,  south 
side,  95  ft.  east  of  Lexington  avenue  (3rd  floor)  ; 
(Block  No.  887,  Lot  No.  64),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Harold  A.  Treitel. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (302-42-A) 

Whereas,  Treitel-Gratz  Co.,  Inc.  (lessee),  for  Adelaide 
Steeger  Smither  and  Henry  Steeger,  owners,  filed  on  April 
10,  1942  an  appeal  from  an  order  of  the  "fire  commissioner ; 
premises  142-154  East  32nd  street,  south  side,  95  ft.  east 
of  Lexington  avenue  (3rd  floor)  ;  (Block  No.  887,  Lot  No. 
64),  Borough  of  Manhattan;  ami 
Whereas,  Order  No.  30141 LC,  issued  by  the  fire  com¬ 
missioner  March  11,  1942;  reads: 

“Before  a  permit  may  be  issued  for  the  storage  and 
use  of  lacquers,  thinners,  etc.  the  following  must  be 
done : 

1.  Provide  spray  booth  or  room  as  per  Spray  Rules. 

2.  Discontinue  welding  in  same  room  where  snravins 

is  done.”  ' 

and 

Whereas,  the  applicant  states  that  the  building  is  6  stories 
(77  ft.  6  in.)  in  height;  108  ft.  y/2  in.  by  98  ft.  9  in.  in 
area ;  of  Class  1  construction ;  located  in  a  business  use 
district;  erected  in  1910;  and  occupied:  cellar,  boiler-room, 
1  person;  1st  floor,  store,  3  persons;  2nd  floor,  manufac¬ 
turing  of  furniture  and  printing,  16  persons;  3rd  floor,  manu¬ 
facturing  of  furniture,  printing  and  metal  work,  23  persons ; 
4th  floor,  manufacturing  of  furniture,  hats  and  draperies, 
24  persons;  5th  floor,  manufacturing  of  air  conditioning 
equipment  and  furniture,  24  persons;  6th  floor,  manufac¬ 


turing  of  furniture  and  machine  shop,  29  persons.  No 
change  in  use  or  occupancy  is  proposed ;  and 

Vvhekeas,  the  applicant  contends  as  to  Item  1  of  the 
fire  commissioner’s  order  that  only  about  three  hours  of 
spiaying  is  done  a  week;  that  the  present  equipment  con¬ 
sists  of  a  portable  booth  and  portable  spray;  that  originally 
only  the  portable  spray  was  used  but  in  order  to  prevent  the 
spread  of  fumes  a  portable  booth  was  installed;  that  the 
welding  table  is  separated  from  the  spray  booth  by  a  dis¬ 
tance  of  from  30  to  40  ft.;  that  in  addition  the  spray  booth 
is  completely  separated  from  the  balance  of  the  shop  by  a 
wall  from  floor  to  ceiling  as  indicated  on  plans  filed  with 
this  appeal ;  that  this  condition  has  existed  for  about  10 
years  ;  that  the  spray  work  done  on  the  premises  is  neces¬ 
sary  in  connection  with  the  performance  of  contracts  for 
the  U.  S.  Navy;  that  there  is  no  available  space  in  which  to 
construct  a  separate  room  for  spraying,  and  that  in  addition 
thereto  the  metal  work  necessary  to  comply  with  the  order 
would  require  high  priority  ratings ;  and 
Whereas,  the  applicant  contends  as  to  Item  No.  2  of  the 
fire  commissioner’s  order  that  the  welding  should  be  per¬ 
mitted  to  continue  as  the  entire  production  of  the  plant 
hinges  on  the  welding  process. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  30141 -LC,  Objection  No.  1  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  booth  shall  be  made  to  comply  with  the  Paint 
Spraying  Rules  of  the  Board  of  Standards  and  Appeals  in 
all  other  respects,  except  that  the  wood  booth  may  be  per¬ 
mitted  for  a  term  of  two  (2)  years,  provided  that  the  spray 
booth  and  the  enclosing  partitions  shown  shall  be  lined  oil 
the  inside  with  transite  or  similar  material  to  the  satisfaction 
of  the  fire  commissioner;  that  such  material  shall  not  be 
less  than  %  in.  in  thickness;  that  the  sprinkler  protection 
for  booth  may  be  taken  from  the  house  water  line;  as  to 
Objection  No.  2,  that  no  welding  shall  be  carried  on  the 
same  floor  on  which  the  spraying  is  done  unless  such  weld¬ 
ing  is  at  least  40  ft.  from  the  spray  booth ;  that  in  all  other 
respects  the  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  all  other  items  of 
the  Order  of  the  Fire  Commissioner,  No.  30141-LC  shall 
be  complied  with ;  that  such  additional  portable  fire  fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  the  door  opening  from  the  shop  into  space 
marked  show  room  shall  be  self-closing;  and  that  all  doors 
opening  into  the  hallway  passage  leading  to  stairs  shall  be 
fireproof  and  self-closing  complying  with  the  requirements 
of  the  resolution  adopted  by  the  Board  under  Cal.  No. 
634-28- S. 


320-42-A. 

APPLICANT — Arthur  Jovis,  for  Estate  of  J.  L.  Mott, 
owner. 

SL1BTECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 283  Morris  avenue,  west  side, 
52.69  ft.  north  of  East  139th  street  (Block  No. 
2333,  Lot  No.  68),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Arthur  Jovis. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (320-42-A) 

Whereas,  Arthur  Jovis,  for  Estate  of  J.  L.  Mott,  owner, 
filed  on  April  16,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  282  Morris  ave¬ 
nue,  west  side,  52.69  ft.  north  of  East  139th  street  (Block 
No.  2333,  Lot  No.  68),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  March  17,  1942  on  Alt.  Applic.  No.  137-42  reads : 
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“2.  Change  of  occupancy  from  metal  junk  shop  to 
automobile  repair  shop  in  a  frame  building  is  unlawful. 
2. 1.3.5  and  4.2.1.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (30  ft.)  in  height;  37  ft.  by  36  ft.  in  area;  of  Class 

4  construction;  erected  about  1887;  located  in  an  unre¬ 
stricted  use  A  area  district;  and  occupied:  cellar,  storage, 
no  persons;  1st  floor,  junk  shop,  metals  only,  5  persons; 
2nd  floor,  vacant;  3rd  floor,  vacant.  It  is  proposed  to  be 
occupied:  cellar,  storage;  1st  floor,  automobile  repair  shop, 

5  persons;  2nd  floor,  vacant;  3rd  floor,  vacant;  and 

Whereas,  Certificate  of  Occupancy  No.  84-37  permits  the 

use  of  the  building  on  the  1st  floor  as  a  junk  shop,  storage 
of  metals  only  with  a  live  load  of  120  pounds  and  the  2nd 
and  3rd  floors  vacant;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1887  and  has  been  occupied  for  some  time  as  a 
blacksmith  shop  although  the  Certificate  of  Occupancy 
issued  in  1937  was  for  the  use  of  the  ground  floor  as  a 
junk  shop  for  metals  only;  that  the  two  upper  stories 
have  not  been  occupied  for  many  years  due  to  the  fact  that 
the  existing  accommodations  on  these  floors  have  become 
obsolete;  that  the  only  rentable  part  of  the  building  is  the 
ground  floor  and  the  only  likely  tenants  for  such  floor  are 
automobile  repair  shops  or  allied  types  of  business;  that 
plans  filed  with  the  borough  superintendent  provide  for  the 
fire-retarding  of  the  interior  portion  of  the  walls,  floor  and 
ceiling  of  the  ground  floor ;  that  in  view  of  the  vacancy  of 
the  upper  floors,  the  proposed  fire-retarding  of  the  ground 
floor,  it  is  contended  that  for  all  practical  purposes,  the 
premises  will  comply  with  the  Building  Code  by  being  in 
effect  a  one  story  brick  building  and  the  Board  is  therefore 
requested  to  vary  section  2.1.3.5  and  section  4.2.1  so  as  to 
permit  the  occupancy  of  the  building  as  an  automobile  repair 
shop ;  and 

Whereas,  examination  of  plan  filed  with  the  borough 
superintendent  under  Alt.  Applic.  No.  137-42  on  March  9, 
1942,  Sheet  No.  1,  indicates  new  brick  fill  between  existing 
2  in.  by  4  in.  studs  and  in-  Portland  cement  plaster  on  side 
walls  and  ceiling  and  2\ J4  in.  of  concrete  on  floor  of  1st  story 
reinforced  with  25%  wire  mesh  over  existing  %  in.  wood 
flooring;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Appl.  No.  137-42,  Adjustment  No.  2,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


347-42-A. 

APPLICANT — Jacob  W.  Sherman,  for  South  Brooklyn 
Savings  Bank,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2355  65th  street,  north  side,  225 
ft.  west  of  24th  avenue  (Block  No.  6559,  Lot  No. 
55),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jacob  W.  Sherman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  . . .  0 

THE  RESOLUTION  (347-42-A) 

Whereas,  Jacob  W.  Sherman,  for  South  Brooklyn  Sav-  . 
ings  Bank,  owner,  filed  on  April  27,  1942,  an  appeal  from 
a  decision  of  the  borough  superintendent ;  premises  2355 
65th  street,  north  side,  225  ft.  west  of  24th  avenue  (Block 
No.  6559,  Lot  No.  55),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  16,  1942,  redenied  April  25,  1942,  on  Alt.  Applic. 
No.  1090-42  reads: 


“1.  Comply  with  7.3.2. 3.  of  Code  as  to  floor  loads. 

2.  Fire  retard  cellar  ceiling  in  accordance  with 
(10.11)b  of  Code. 

3.  Enclose  cellar  stairs  with  f.  p.  block  partition  and 
f.  p.  s.  c.  door  at  bottom.  (Dept.  Rule) 

4.  Fire  retard  partitions  enclosing  stairs  on  1st  fl.  in 
accordance  with  6.1.2.2.5  of  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (26  ft.  4  in.)  in  height;  20  ft.  4  in.  by  65  ft.  in 
area ;  of  Class  3  construction ;  erected  in  1925 ;  located  in 
a  business  use  district ;  on  a  lot  25  ft.  4  in.  by  100  ft.  2  in. 
in  area ;  and  occupied :  cellar,  boiler-room  and  storage, 
no  persons;  1st  floor,  dwelling,  1  family;  2nd  floor,  dwell¬ 
ing,  1  family.  It  is  proposed  to  be  occupied :  cellar,  same ; 
1st  floor,  dwelling,  1  family  and  store,  total  6  persons; 
2nd  floor,  dwelling,  1  family;  and 

Whereas,  the  applicant  contends  as  to  Objection  No.  1 
of  the  borough  superintendent’s  decision  that  in  view  of  the 
fact  that  the  portion  of  the  apartment  to  be  used  for 
business  is  part  of  the  residential  apartment  and  the  busi¬ 
ness  use  is  to  be  conducted  by  the  occupants  of  such  apart¬ 
ment  ;  that  heavy  fixtures,  large  stock  or  many  persons 
cannot  be  accommodated  in  such  a  small  area;  that  it  is 
requested  that  the  existing  40  lb.  live  load  be  accepted ;  and 

Whereas,  the  applicant  contends  as  to  Objection  No.  2 
that  the  cellar  directly  under  the  business  portion  now  has  a 
ceiling  covered  with  plaster  board  and  plaster,  and  the  bal¬ 
ance  of  the  cellar  ceiling  is  covered  with  plaster  boards;  and 

Whereas,  the  applicant  contends  as  to  Objection  No.  3 
that  enclosing  the  cellar  stairs  with  fireproof  partitions  and 
door  is  not  required  by  the  Building  Code  but  is  only  re¬ 
quired  by  a  departmental  ruling  and  such  ruling  is  unrea¬ 
sonable;  that  the  cellar  stairs  is  not  adjacent  to  rooms  used 
for  business ;  and 

Whereas,  the  applicant  contends  as  to  Objection  No.  4 
that  there  is  a  second  means  of  egress  from  each  floor 
which  is  permitted  in  lieu  of  fire-retarded  stair  partitions 
under  section  6.1.2.2.5  b;  and 

Whereas,  Alt.  Applic.  No.  1090-42  was  filed  April  13, 
1942  with  the  borough  superintendent  and  it  was  therein 
stated  that  it  was  proposed  to  occupy  2  rooms  at  the  front 
of  1st  floor  apartment  for  apparel  retail  store  conducted  by 
occupants  of  apartment  who  will  employ  no  outside  help ; 
that  the  Alteration  Plan  filed  April  13,  1942  with  such 
application  indicated  that  existing  show  window  was  in¬ 
stalled  under  approved  B.  N.  Applic.  7149-39  and  that  no 
structural  or  plumbing  changes  were  proposed;  that  the  plan 
indicates  the  proposed  use  of  the  front  room  on  the  1st 
story,  which  is  apparently  designed  as  a  sun  porch,  now 
to  be  used  as  store  and  the  room  immediately  to  the  north 
of  such  porch  shown  to  be  used  as  “home  business” ;  that 
these  two  rooms  are  separated  from  the  balance  of  the  1st 
story  by  partitions  which  are  not  described,  equipped  with 
casement  doors  leading  to  living  room  through  which  second 
means  of  egress  is  provided  by  way  of  existing  dining 
alcove  and  kitchen,  thence  to  stairway  leading  to  driveway 
on  the  westerly  side  of  building  which  is  open  to  the  street ; 
that  there  is  an  existing  2  car  garage  at  the  rear  of  the 
plot  which  is  not  mentioned  in  the*  Certificate  of  Occupancy 
No.  35854,  issued  October  15,  1925  on  N.  B.  Permit  9615-24. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic  No.  1090-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  floor  load  of  the  portion  to  be 
occupied  for  business  purposes  shall  be  reinforced  so  as  to 
be  not  less  than  75  lbs.  per  sq.  ft.  on  condition  that  the 
occupancy  of  the  floor,  including  equipment  and  fittings  shall 
at  no  time  exceed  such  75  lbs.  per  superficial  foot;  as  to 
Objection  No.  2,  that  the  existing  fire  retarding  on  the  cellar 
ceiling  may  be  accepted  provided  it  is  made  satisfactory  to 
the  borough  superintendent;  as  to  Objection  No.  3,  that  this 
objection  may  be  waived  as  there  is  no  Code  requirement  for 
such  enclosure;  as  to  Objection  No.  4,  that  the  one  stairway 
to  the  cellar  adjacent  to  the  business  occupancy  and  leading 
directly  to  the  street  shall  be  fire-retarded  in  accordance 
with  the  requirements  of  the  Code;  that  in  all  other  respects 
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the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


396-42-A. 

APPLICANT — E.  J.  Holthausem,  for  Lockwood  Greene 
Engineers,  for  Defense  Plant  Corporation,  owner 
(Mergenthaler  Linotype  Company,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 315-329  Park  "avenue,  47-57 
Ryerson  street,  northeast  corner  and  32-52  Grand 
avenue,  northwest  corner  of  Park  avenue  (Block 
No.  1877,  Lot  Nos.  60,  57,  44  and  part  of  Lot  No. 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Edw’d  J.  Holthausem,  Geo.  L. 

Hawkins  and  E.  G.  Mertz,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

At  J  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (396-42-A) 

Whereas,  E.  J.  Holthausem,  for  Lockwood  Greene  Engi¬ 
neers,  for  Defense  Plant  Corporation,  owner,  (Mergenthaler 
Linotype  Co.,  lessee),  filed  on  May  14,  1942  an  appeal  from 
a  decision  of  the  borough  superintendent;  premises  315-329 
Park  avenue,  47-57  Ryerson  street,  northeast  corner,  32-52 
Grand  avenue,  northwest  corner  Park  avenue  (Block  No. 
1877,  Lot  Nos.  60,  57,  44  and  part  of  Lot  No.  1),  Borough 
of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  9,  1942  on  N.  B.  Applic.  No.  154-42  reads: 

“18.  Eliminating  of  access  panels  from  glass  block 
walls  on  front  of  bldg,  on  all  floors  is  contrary  to  sec. 
8.8.6/d  of  Bldg.  Code.” 

.and  * 

Whereas,  the  applicant  states  that  the  building  will  be 
9  stories  (112  ft.)  in  height;  200  ft.  by  116.9  and  173.38  ft. 
in  area ;  of  class  1  construction ;  equipped  with  a  sprinkler 
and  standpipe  system ;  located  in  an  unrestricted  use  district ; 
iand  occupied:  cellar,  factory,  150  persons;  1st  floor,  factory 
;,and  shipping,  150  persons;  2nd  to  9th  floors,  factory,  150 
1  persons  each  floor ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
use  long  runs  of  continuous  glass  block  windows  on  all  three 
street  fronts  of  the  building  and  in  the  interior  court  in  the 
interest  of  obtaining  uniform  lighting  conditions  and  also  to 
reduce  the  number  of  steel  sash  which  are  now  on  the  Gov¬ 
ernment  restricted  list;  that  section  8-8-6/D  (C26-550.1), 
requires  access  panels  through  the  glass  blocks  at  approxi¬ 
mately  50  ft.  centers  in  all  stories  above  the  1st  floor;  that 
the  use  of  steel  for  making  windows  has  been  restricted  by 
governmental  orders ;  that  these  orders  have  been  interpreted 
to  include  the  material  that  would  be  required  for  construc¬ 
tion  of  the  access  panels  and  it  is  therefore  requested  that 
the  Board  permit  the  omission  of  the  access  panels  and  of 
constructing  the  windows  with  continuous  runs  of  glass  block 
both  on  the  street  fronts  and  in  the  court  yard  as  indicated 
on  plans  filed  in  Bklvn.  Bldg.  Dept,  under  N.  B.  154-42. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  154-42,  Objection  No.  18,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  access  panels  shall  comply  with 
the  requirements  of  C26-550-1  except  that  the  panels  and 
supporting  uprights  for  same  may  be  of  wood;  that  the 
access  panels  may  be  glazed  with  two  thicknesses  of  glass- 
that  the  panels  shall  be  arranged  to  be  hinged  and  fitted  with 
a  latch  so  they  can  be  readily  openable  both  from  the  inside 
and  outside  of  the  building;  that  the  variance  is  for  a  term 
of  five  (5)  years. 


278-42-A. 

APPLICANT — Roy  Clinton  Morris,  for  Maud  Dennis, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  with¬ 
drawn)  . 

PREMISES  AFFECTED — 424  West  42nd  street,  south¬ 
east  corner  of  Dyer  avenue  (Block  No.  1051,  Lot 
No.  45),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Roy  Clinton  Morris. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal¬ 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  o 


THE  RESOLUTION  (278-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  424  West  42nd  street, 
southeast  corner  Dyer  avenue  (Block  1051,  Lot  45),  Bor¬ 
ough  of  Manhattan,  was  withdrawn  April  17,  1942;  and 

Whereas,  on  April  28,  1942,  the  applicant  requested 
restoration  to  the  calendar  and  stated  that  exits  have  now 
been  accepted  by  the  borough  superintendent;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  27,  1942  on  Alt.  Applic.  No.  437-42,  reads : 

“1.  Proposed  change  of  occupancy  of  three  story 
non-fireproof  building  for  school  purposes  is  contrary 
to  provisions  of  Section  4.2.1  of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (36  ft.)  in  height;  25  ft.  by  98  ft.  9  in.  in  area 
at  first  floor  and  25  ft.  by  88  ft.  9  in.  in  area  at  typical 
floor;  of  Class  3  construction;  erected  in  1888;  located  in 
a  retail  use  district;  and  occupied:  cellar,  storage;  first 
floor,  store,  14  persons ;  second  floor,  offices,  showrooms,  15 
persons;  third  floor,  factory,  15  persons.  It  is  proposed  to 
be  occupied :  cellar,  storage ;  first  floor,  technical  school,  100 
persons;  second  floor,  technical  school,  100  persons;  third 
floor,  technical  school,  100  persons ;  and 

Whereas,  the  applicant  contends  that  the  prohibition  of 
non-fireproof  schools  over  two  stories  in  height  was  in¬ 
tended  for  schools  for  the  training  of  youths  and  children ; 
that  the  proposed  school  will  be  used  to  teach  manufacture 
of  dies,  tools,  etc.  for  war  production  work  to  adults;  that 
the  use  proposed  could  be  more  fully  described  as  manufac¬ 
turing  rather  than  school ;  that  the  building  has  been 
approved  and  a  certificate  of  occupancy  issued  for  manufac¬ 
turing  purposes ;  that  the  building  is  equipped  with  fire- 
retarded  exits  and  fire-retarded  ceilings;  that  all  required 
exits  will  be  provided ;  that  the  present  emergency  calls  for 
immediate  training  of  men  for  production  work  and  the 
building  is  ready  for  immediate  use  if  this  appeal  is  granted ; 
and 

Whereas,  examination  of  Building  Department  records 
(Alt.  437/42)  indicates  that  exits  as  shown  on  amended  plan 
filed  April  25,  1942,  are  acceptable  to  the  Department. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  437-42,  Objection  No.  1,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on_  condition  that  the  building  shall  not  be  increased  in 
height  or  area;  that  the  additional  exits  as  shown  on 
amended  plan  filed  with  the  borough  superintendent  under 
this  application  on  April  25,  1942  and  acceptable  to  the 
department  shall  be  constructed  and  maintained  and  granted 
only  so  long  as  the  use  is  maintained  as  proposed;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 
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318-40-S. 

APPLICANT — W.  Schier,  for  Charmouth  Realty  Corpo¬ 
ration,  owner. 

SUB JECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  term  of  partitions — 
re  Variation  of  the  labor  law  as  cited  in  an  order 
and  decisions  of  the  fire  commissioner. 

PREMISES  AFFECTED — 42-49  to  42-61  24th  street  and 
24-01  to  24-15  43rd  avenue,  northeast  corner  (Block 
No.  429,  Lot  No.  3),  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  W.  Schier. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  TIME  EXTENDED— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . .  0 


THE  RESOLUTION  (318-40-S) 

Whereas,  this  application  for  a  variation  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  premises 
42-49  to  42-61  24th  street  and  24-01  to  14-15  43rd  avenue, 
northeast  corner  (Block  No.  429,  Lot  No.  3),  Long  Island 
City,  Borough  of  Queens,  were  granted  by  the  Board  April 
16,  1940,  on  certain  conditions,  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  16,  1940  only 
in  so  far  as  it  has  reference  to  the  time  within  which  the 
combustible  partitions  are  to  be  replaced  by  legal  partitions 
so  that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
labor  law,  and  that  the  application  be  and  it  hereby  is 
granted,  modifying  the  order  of  the  fire  commissioner, 
No.  1718-LF,  on  condition  that  tjje  existing  wood  parti¬ 
tions,  other  than  the  partitions  surrounding  the  storage 
and  mixing  room  on  the  first  floor,  may  be  continued 
provided  they  are  replaced  with  legally  constructed  par¬ 
titions  within  two  (2)  years  from  the  date  of  this 
amended  resolution;  that  the  partition  on  the  first  floor, 
enclosing  the  mixing  room  shall  be  removed  or  replaced 
with  a  partition  constructed  of  incombustible  material ; 
that  any  doors  thereto  shall  be  fireproof,  self-closing; 
that  the  room  in  which  the  heater  and  oil  burner  is  in¬ 
stalled  shall  be  separated  from  this  room  and  not  entered 
from  the  mixing  room ;  that  the  sprinkler  system  shall 
be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto.” 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

400-32-SA. 

APPLICANT — Perfection  Stove  Company,  owner. 

SUBJECT — Application  reopened  January  16,  1942,  re 
Superfex  Oil  Burner,  re  amendment  of  resolution 
adopted  July  12,  1938  re  inclusion  of  additional 
models  90,  93,  101A,  101AE,  100A,  100AE,  200A, 
200AE,  300A  and  300AE,  approval  of. 

APPEARANCES— 

For  Applicant :  Win.  R.  Wright. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION  (400-32-SA) 

Whereas,  Arnold  M.  Goldstein,  for  Superfex  Stove  Com¬ 
pany,  owner,  filed  on  July  15,  1932,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  known  as  the  Superfex  Oil  Burner  for  Warm-Air  Fur¬ 
naces  ;  and 

Whereas,  this  appliance  was  approved  by  the  Board 
January  20,  1933;  the  resolution  amended  April  17,  1934  and 
July  12,  1938  approving  Models  101,  101 E,  100,  100 E,  200, 
200E,  300  and.  300E ;  and 

Whereas,  the  applicant  requested  reopening  of  the  appli¬ 
cation  and  amendment  of  the  resolution  to  include  approval 
of  Models  90,  93,  100A,  100AE,  101A,  101AE,  200A,  200AE, 
300A  and  300AE ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  and  referred  to  the  Committee  on  Tests  of  the  Board 
for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

May  25,  1942. 

Re:  Cal.  No.  400-32-SA. 

Subject:  Amendment  to  resolution  adopted  on  January 
20,  1933,  as  amended  April  17,  1934  and  July  12, 
1938,  approving  the  Superfex  Oil  Burner  for  Warm 
Air  Furnaces,  Models,  100,  100E,  101,  101E,  200, 
200E,  300  and  300E  to  include  approval  of  models 
00,  93,  100 A,  100AE,  101A,  101AE,  200A,  200AE, 
30OA  and  300AE. 

The  Board  of  Standards  and  Appeals  under  the  reso¬ 
lution  of  January  20,  1933,  as  amended  April  17,  1934 
and  July  8,  1938,  approved  models  100,  100E,  101,  101E, 
200,  200E,  300  and  300E  of  the  Superfex  Oil  Burner  for 
Warm  Air  Furnaces.  Request  was  made  for  an  amend-  : 
ment  of  the  resolution  to  include  the  approval  of  addi¬ 
tional  models  and  this  application  was  reopened  January 
16,  1940. 

These  are  warm  air  furnaces  equipped  with  the  Super¬ 
fex  Oil  Burner.  The  oil  burning  equipment  used  in 
these  models  is  identical  with  the  equipment  already- 
approved,  except  that  the  oil  metering  mechanism  has 
been  simplified  and  improved  by  changing  from  a  vertical 
warp  bar  effect  to  a  horizontal  lift. 

The  difference  in  these  models  is  one  of  capacity  and 
exterior  finish,  the  letter  E  signifying  enamel  finish. 
#90  and  93  are  the  same  and  have  a  capacity  of  70,000 
B.T.U’s  at  Bonnet,  100A  and  100AE  capacity  95,000 
B.T.U’s  is  same  as  100,  except  improvement  in  metering- 
mechanism.  101A  and  AE  have  95,000  B.T.U’s,  200A 
and  AE  have  130,000  B.T.U’s  and  300A  and  AE  165,000 
B.T.U’s,  same  as  101,  200  and  300  except  as  to  improve¬ 
ment.  The  controls  on  the  #100,  #200  and  #300 
models  are  a  Superfex  3-stage  thermostat;  Bonnet 
Limit  Control ;  3  stage  oil  valve  and  high  and  low  blower 
control.  Electric  control  panel  with  Summer-winter  ji 
switches.  The  #101  model  has  a  Superfex  2-stage 
thermostat,  bonnet  limit  control  and  2-stage  oil  valve 
and  blower  control.  The  #90  has  a  Superfex  Thermo¬ 
stat  synchronized  with  time-delay  blower  control,  aux- 
iliary  Bonnet  recycling  blower  control.  Wind  limit 
control  and  electric  oil  valve.  The  CO2  flue  gas  content 
is  maintained  at  10%. 

These  models  have  been  approved  by  the  Underwriters 
Laboratories,  Inc.  Certificate  Guide  #300-10.4  File 
MP  756. 

Inspection  and  test  of  model  100 A  was  made  at  1698 
Boston  Road,  the  Bronx,  on  Wednesday,  May  10,  1942. 
Present  at  the  test  were  representatives  of  the  Commit¬ 
tee  on  Tests,  the  Division  of  Combustibles  of  the  Fire 
Department  and  the  manufacturer.  The  burner  and  im¬ 
proved  metering  mechanism  functioned  properly. 

On  the  basis  of  this  inspection  and  test  it  is  recom¬ 
mended  that  the  resolution  adopted  by  the  Board  Janu¬ 
ary  20,  1933  as  amended  April  17,  1934  and  Tulv  12. 
1938,  be  further  amended,  under  the  provisions  of  09.57 
Administrative  Code  and  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals  to  include  approval  of 
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models  90,  93,  100 A,  100AE,  101A,  101AE,  200A,  200AE, 
300A  and  300AE  under  the  conditions  as  set  forth  in  the 
resolution  of  the  Board  adopted  July  12,  1938. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  that  the  resolution 
adopted  by  the  Board  on  January  20,  1933,  as  amended  April 
17,  1934,  and  July  12,  1938  be  amended  so  as  to  include 
approval  of  these  additional  models. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  20,  1933, 
as  amended  April  17,  1934,  and  July  12,  1938,  in  accordance 
with  above  report. 

MATERIALS  SUBMITTED  FOR  APPROVAL. 

355-41-SM. 

APPLICANT — E.  A.  Swenson,  for  The  Flintkote  Com¬ 
pany,  owner. 

SUBJECT- — Flintkote  Insulation  Board  Products,  as  fol¬ 
lows  :  Flintkote  Building  Board,  Flintkote  Insulat¬ 
ing  Lath,  Flintkote  Roof  Insulation,  Flintkote  In¬ 
sulating  Board  Tile,  Flintkote  Insulating  Plank, 
Flintkote  Sheathing  Board,  Flintkote  Accessories, 
battens,  etc.,  approval  of. 

APPEARANCES— 

For  Applicant :  E.  A.  Swenson. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (355-41-SM) 

Whereas,  The  Flintkote  Company,  owner,  filed  on  April 
22,  1941,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Flintkote 
Insulation  Board  Products  as  follows :  Flintkote  Building 
Board,  Flintkote  Insulating  Lath,  Flintkote  Insulating 
Board  Tile,  Flintkote  Insulating  Plank,  Flintkote  Roof  In¬ 
sulation,  Flintkote  Sheathing  Board,  Flintkote  Accessories, 
Battens,  etc. ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

May  8,  1942. 

Cal.  No.  355-41-SM. 

Subject:  Flintkote  Insulation  Board  Products  as  fol¬ 
lows  :  Flintkote  Building  Board,  Flintkote  Insulat¬ 
ing  Lath,  Flintkote  Insulating  Board  Tile,  Flint¬ 
kote  Insulating  Plank,  Flintkote  Roof  Insulation, 
Flintkote  Sheathing  Board,  Flintkote  Accessories, 
battens,  etc.,  approval  of. 

The  Flintkote  Company  of  New  York  City  filed  on 
April  22,  1941  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  the  approval  of  Flintkote  Insulation 
Rules  of  the  Board  of  Standards  and  Appeals. 

Flintkote  wood  fiber  structural  insulation  board  is 
manufactured  by  The  Flintkote  Company  at  their 
plant  located  at  Meridian,  Mississippi.  This  board  is 
manufactured  from  selected  Southern  pine,  purchased 
under  specifications  with  reference  to  the  specie,  density 
and  age  requirements.  The  logs,  as  they  are  received 
at  the  mill,  are  stored  according  to  the  age  of  the 
wood  from  the  time  cut.  Wood  of  a  predetermined 


seasoning  time  is  backed  clean  of  its  exterior  bark  and 
is  conveyed  into  the  mill  where  it  is  reduced  to  pulp 
by  two  processes. 

The  process  involves  the  production  of  a  ground 
wood  pulp,  containing  stock  having  controlled  fiber 
lengths  ranging  from  intermediate  to  fines,  by  subject¬ 
ing  the  sticks  of  wood  to  mechanical  attrition  against 
a  rotating  carborundum  stone.  A  predetermined  treat¬ 
ment  of  the  surface  of  this  stone  results  in  the  produc¬ 
tion  of  a  controlled  fiber  length.  The  other  pulping- 
process  involves  the  production  of  pulp  by  chipping  the 
logs  and  passing  them  through  a  defibrating  machine 
which  softens  the  chips  in  a  steam  chamber  and  re¬ 
duces  the  chips  to  a  long,  pliable  fiber  by  attrition 
between  plates  revolving  in  a  steam  pressure  chamber. 
These  long,  pliable  fibers  constituting  the  tie  fibers 
which  impart  resiliency  and  high  deflective  qualities  to 
the  board  are  stored  in  an  agitated  stock  tank  from 
which  they  are  proportioned  and  blended  with  the 
strong,  shorter  filler  fiber  manufactured  on  the  grind¬ 
ers  to  produce  a  controlled  blend  of  fiber  required  for 
the  production  of  this  fiber  board.  The  blended  fiber 
is  subjected  to  two  separate  screening  operations  for 
the  purpose  of  removing  foreign  materials,  and  the 
accepted  stock  is  then  treated  with  rosin  and  alum 
for  imparting  water  resistance  to  the  finished  product 
manufactured  from  the  pulp.  The  stock  is  passed 
through  automatic  consistency  regulators  to  insure  uni¬ 
form  consistencies  on  the  forming  machine. 

A  Fourdrinier  Machine  is  used  to  produce  a  wet  mat 
12  feet  wide  and  lengths  up  to  20  feet.  The  automati¬ 
cally  controlled  consistency  insures  a  uniform  density 
of  formation  across  the  width  of  the  sheet  as  it  is 
formed  and  pressed  on  the  Fourdrinier  Machine.  The 
mat  is  dried  in  an  eight-deck,  hot  air,  direct  heated 
oven  having  four  accurately  controlled  drying  zones. 
The  zones  in  the  dryer  are  so  controlled  that  prede¬ 
termined  temperatures  enable  the  hardening  of  the 
waterproofing  agents  at  an  optimum  point  in  the  dryer 
to  secure  the  best  water  resistance.  The  dried  board 
passes  through  a  tempering  zone  at  the  end  of  the 
dryer  where  atmospheric  moisture  enters  the  board  to 
stabilize  its  moisture  content. 

Two  types  of  surfaces  are  formed  on  the  board  man¬ 
ufacturing  operation.  On  certain  products,  a  decora¬ 
tive  coating  is  applied  prior  to  drying,  and  by  reason 
of  applying  this  coating  while  the  mat  is  in  a  formative 
state,  the  coating  is  made  integral  with  the  board. 
Other  commodities  are  manufactured  without  a  wet 
end  coating  application  where  such  products  are  re¬ 
quired  either  for  structural  purposes  or  for  those  com¬ 
modities  which  are  decorated  after  the  board  is  dried. 
The  dried  board  is  inspected  as  it  leaves  the  dryer  and 
is  diverted  to  various  machines  according  to  the  prod¬ 
ucts  to  be  manufactured. 

Manufacturing  Control  and  Control  Tests 

(A)  Pulpwood  Control. 

(1)  Species  received  checked  for  acceptability. 

(2)  Wood  accepted  on  basis  of  diameter  limits. 

(3)  Wood  seasoned  by  rotating  wood  storage. 

(B)  Control  of  Pulp  Manufactured. 

(1)  Regulation  of  pressure  on  grinders. 

(2)  Regulation  of  temperature  in  grinder  pits. 

(3)  Measurement  of  freeness  (rate  of  water 
drainage)  and  consistency  (percentage  of 
fiber  in  water  and  fiber  mixture). 

(C)  Regulation  of  Fiber  Blending. 

(1)  Measurement  of  water  acidity. 

(2)  Measurement  of  solids  in  sizing  emulsion. 
(E)  Control  of  Formation. 

(1)  Consistency  of  stock  on  machine. 

(2)  Freeness. 

(3)  Depth  of  stock  on  wire. 

(4)  Thickness  of  pressed  mat. 

(5)  Percent  of  dry  fiber  content. 

(6)  Color. 
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(F)  Control  of  Process  Water. 

(1)  Temperature. 

(2)  Acidity. 

(3)  Suspended  fibers. 

(4)  Dissolved  solids. 

Physical  Tests  and  Grading  of  Finished 
Products 

Control  tests  are  made  at  regular  intervals  to  main¬ 
tain  the  physical  properties  of  the  pulp,  water,  mat  and 
finished  board  within  the  limitations  of  the  specifications 
established  by  the  manufacturer.  These  control  tests 
include  (1)  weight,  (2)  caliper,  (3)  density,  (4) 
strength,  (5)  water  absorption,  (6)  moisture  content, 
(7)  color.  Above  tests  made  hourly.  Thermal  conduc¬ 
tivity  tests  are  made  three  times  daily.  Linear  Expan¬ 
sion  tests  are  made  weekly. 

Inspection  of  the  finished  product  is  made  by  a  sepa¬ 
rate  Quality  Department  to  insure  that  the  manufactur¬ 
ing  control  specifications  are  met  before  the  material  is 
permitted  to  be  wrapped.  The  Board  is  not  allowed  to 
enter  into  the  warehouse  until  it  has  been  accepted  by 
the  Quality  Department. 

This  material  is  manufactured  for  uses,  sizes,  thick¬ 
nesses  and  joints  as  follows: 

Building  Board — Square  Edges  : 

Width :  4  feet,  0  inches 

Length :  7  feet,  8  feet,  9  feet,  10  feet  and  12  feet 

Thickness :  )4  inch 
Wallboard : 

Width :  4  feet,  0  inches 

Length :  7  Jeet,  8  feet,  9  feet,  10  feet  and  12  feet 

Thickness :  inch  (approx.) 

Sheathing  Board — T  &  G  Joint  on  long  side,  square  on 
short  side — asphalt  coated: 

Width :  2  feet,  0  inches 
Length :  8  feet,  0  inches 
Thickness :  25/32  inch 

Sheathing  Board— Edges  square  and  asphalt  coated : 
Width :  4  feet,  0  inches 

Length :  8  feet,  8)4  feet,  9  feet,  9)4  feet,  10  feet 
and  12  feet 

Thickness:  25/32  inch 

Plaster  Base  Lath — “V”  joint  on  long  side,  square  edge 
with  bevel  on  short  side,  manufactured  with  and  with¬ 
out  asphalt  coating  on  back  side : 

Width :  18  inches 
Length :  48  inches 
Thickness :  $4  inch 

Tile — Special  Tongue  and  Groove  joint  with  beveled 
edges  on  4  sides  : 

Sizes  :  12"  x  12"  ;  12"  x  24"  ;  16"  x'l6"  ;  16"  x  32" 
Thickness :  )4" 

Plank — Special  Tongue  and  Groove  joint  with  beveled 
edges  on  long  sides,  square  edges  on  short  sides : 
Width  :  8  inches,  10  inches,  12  inches,  16  inches 
Length :  8  feet,  10  feet  and  12  feet 
Thickness :  )4  inch 

Roof  Insulation — Edges  square  and  shiplapped: 

Width :  23  inches 
Length :  47  inches 

Thickness:  )4  inch,  1  inch,  1)4  inches  and  2  inches 
(Note)  :  Shiplapped  Roof  Insulation  has  overall 
dimension  of  24  inches  x  48  inches. 
Building  Board  and  Y%"  wallboard  is  manufactured 
with  a  decorative  coating  on  one  side  and  a  fine  screened 
impression  on  the  reverse  side.  The  decorative  coating 
is  a  textured  ivory  white  coating. 

Plaster  Base  and  Roof  Insulation  have  no  decorative 
coating  and  arc  a  natural  pinewood  color. 

The  Sheathing  Board  is  laminated  two  plies  with  an 
asphalt  coating  on  both  surfaces  and  all  edges. 

Tile  and  Plank  are  finished  in  five  colors.  Two  kinds 
of  white  color  are  available  in  these  products.  One  is 
a  wet  end  application  white  having  a  texture  finish, 
and  the  other  is  a  dry  board  application  color  having  a 
smooth,  tough,  white  finish.  Two  solid  decorative  colors 


in  buff  and  green  are  available  in  these  commodities. 
A  combination  of  rose  and  tan  in  four  shades  is  also 
available  in  these  commodities. 

Tests  of  materials  were  made  at  the  plant  of  the 
Flintkote  Company  and  at  Columbia  University  for 
conformation  with  the  requirements  of  Rule  1  of  the 
Board  Rules  on  Uses  of  Insulating  Fiber  Board,  with 
results  as  follows : 


J4"  Building  Board — Ivory  Coated 

Specification 

Requirements 


Thermal  Conductivity — BTU  per  hour 
per  sq.  ft.  per  degree  F.  per  inch 
thickness  .  0.36  max. 

Thermal  Conductivity — BTU  per  hour 

per  sq.  ft.  per  degree  F . ;  0.72 

Transverse  Strength — pounds — lengthwise  14  min. 

Transverse  Strength — pounds — crosswise.  12  min. 

Minimum  deflection  at  ultimate  load — 

inches  .  0.25  min. 

Maximum  deflection  at  ultimate  load — 

inches  .  0.85  max. 

Tensile  Strength — pounds  per  sq.  inch.  .  175  min. 

Water  Absorption — percent  .  5  max. 

Linear  Expansion — percent .  0.50  max. 

Nail  Holding  Strength  #  .  60 


Test 

Results 


.350 

.687 

18.7 

19.5 

.551 

.575 

204.3 

4.06 

.257 

96.3 


25/32"  Sheathing  Board 


Thermal  Conductivity — BTU  per  hour 
per  sq.  ft.  per  degree  F.  per  inch 

thickness  . . 

Thermal  Conductivity — BTU  per  hour 
per  sq.  ft.  per  degree  F.  irrespective  of 

thickness  . 

Transverse  Strength — pounds — -lengthwise 
T ransverse  Strength- — pounds — crosswise . 
Minimum  deflection  at  ultimate  load — 

inches  . 

Maximum  deflection  at  ultimate  load- 

inches  . 

Tensile  Strength — pounds  per  sq.  in.  ... 

Water  Absorption  . 

Linear  Expansion — percent  . 

Nail  Holding  Strength  #  . 

Racking  Tests  . 


0.36  max.  .369 


0.72  max.  .489 

21.75  min.  34.4 

18.75  min.  33.4 

0.25  min.  .528 

0.85  max.  .573 

175  min.  317.5 

5  max.  1.4 

0.50  max.  .1655 

100#  140.3 

(See  Columbia  Report  #2516) 


)4"  Plaster  Base 


Thermal  Conductivity — BTU  per  hour 
per  sq.  ft.  per  degree  F.  per  inch 

thickness  . 

Thermal  Conductivity — -BTU  per  hour 
per  sq.  ft.  per  degree  F.  irrespective 

of  thickness  . 

Transverse  Strength — pounds— lengthwise 
Transverse  Strength — pounds — crosswise . 
Minimum  deflection  at  ultimate  load — 

inches  . . . 

Maximum  deflection  at  ultimate  load — 

inches  . 

Tensile  Strength — pounds  per  sq.  in . 

Water  Absorption — percent  . 

Linear  Expansion — percent . 

Nail  Holding  Strength  #  . 

Bond  Strength  #  p.  s.  f.  of  Bonded  Sur¬ 
face  . 


-  0.36 

max. 

.354 

0.72 

max. 

.716 

14 

min. 

17.1 

12 

min. 

18.1 

0.25 

min. 

.568 

0.85 

max. 

.579 

175 

min. 

212.2 

5 

max. 

3.73 

0.50 

. 

.259 

70# 

83.7 

700 

O.  K. 

(See  Columbia  Report  item 
70482-6) 


y2"  Roof  Insulation 


Thermal  Conductivity — BTU  per  hour 
per  sq.  ft.  per  degree  F.  per  inch 

thickness  . 

Thermal  Conductivity — BTU  per  hour 
per  sq.  ft.  per  degree  F.  irrespective  of 

thickness  . 

Transverse  Strength — pounds — lengthwise 
T ransverse  Strength — pounds — crosswise . 
Minimum  deflection  at  ultimate  load  — 

inches  . . . 

Maximum  deflection  at  ultimate  load — 

inches  . _ . 

Tensile  Strength — pounds  per  sq.  in . 

Water  Absorption — percent  . 

Linear  Expansion — percent  . 

Nail  Holding  Strength  # . . 


0.36 

max. 

.3453 

0.72 

.691 

7 

min. 

11.87 

7 

min. 

13.5 

\ 

0.25 

min. 

.534 

1.25 

max. 

.617 

100 

min. 

163. 

10 

max. 

3.6 

... 

.2556 

60# 

81 

The  Committee  investigated  the  methods  of  manufac¬ 
ture,  analysis,  control  and  the  check  tests  as  practiced 
by  the  applicant  and  was  satisfied  that  the  products 
manufactured  were  maintained  uniform  and  suitable  to 
the  purpose. 
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RECOMMENDATIONS 

On  the  basis  of  the  foregoing  tests  meeting  the  re¬ 
quirements  of  Rule  1,  the  committee  recommends  the 
approval  of  Flintkote  Insulating  Lath,  Flintkote  Build¬ 
ing  Board,  Flintkote  Wall  Board,  Flintkote  Insulating 
Board  Tile,  Flintkote  Insulating  Plank,  Flintkote  Roof 
Insulation,  Flintkote  Sheathing  Board,  Flintkote  Acces¬ 
sories,  battens,  etc.  in  sizes  and  thicknesses  as  specified 
herein  for  use  in  accordance  with  the  requirements  of 
Rule  2  of  the  Insulating  Fibre  Board  Rules  of  the  Board 
of  Standards  and  Appeals  when  installed  in  accordance 
with  the  requirements  thereof  and  such  additional  re¬ 
quirements  as  the  manufacturer  may  recommend  and 
that  the  use  of  each  class  of  board  shall  be  limited  to 
the  uses  prescribed  herein.  When  used  for  sheathing, 
full  length  and  width  boards  shall  be  used ;  over  door¬ 
ways  and  over  and  under  windows  vertical  and  horizon¬ 
tal  2  in.  x  4  ins.  shall  be  provided  so  as  to  afford  nailing 
bases  along  all  edges  of  the  board  so  used.  This  mate¬ 
rial  is  shipped  in  packages  and  cartons  and  it  is  recom¬ 
mended  that  each  container  be  marked,  tagged  or 
labelled  as  follows,  with  the  use  of  each  type  of  board 
indicated  and  in  addition  shall  bear  the  following  inscrip¬ 
tion  “Approved  for  use  in  New  York  City  by  the 
Board  of  Standards  and  Appeals  under  Cal.  No.  355-41- 
SM  when  installed  under  requirements  of  the  Insulating 
Fibre  Board  Rules  of  the  Board  of  Standards  and 
Appeals.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Flintkote  Insulation 
Board  Products  as  follows :  Flintkote  Building  Board,  Flint¬ 
kote  Insulating  Lath,  Flintkote  Insulating  Board  Tile,  Flint¬ 
kote  Insulating  Plank,  Flintkote  Roof  Insulation,  Flintkote 
Sheathing  Board,  Flintkote  Accessories,  Battens,  etc.,  on 
condition  that  the  material  be  manufactured,  installed  and 
labelled,  stamped  or  tagged  in  accordance  with  above  report. 


780-41-SM. 

APPLICANT — Certain-Teed  Products  Corporation,  owner. 

SLTBTECT  —  Certain-Teed  Gypsteel  Senior  and  Junior 
Plank  for  Floor  and  Roof  Slabs,  approval  of. 
APPEARANCES— 

For  Applicant:  John  B.  Williamson. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE- TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  0 


THE  RESOLUTION  (780-41-SM) 

Whereas,  Certain-Teed  Products  Corporation,  owner, 
filed  on  July  31,  1941,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Certain-Teed  Gypsteel  Senior  and  Junior  Plank  for 
Floor  and  Roof  Slabs ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

May  15,  1942. 

Cal.  No.  780-41-SM 

Subject:  Certain-Teed  Gypsteel  Senior  and  Junior 

Plank  for  Floor  and  Roof  Slabs,  approval 
.  of. 

The  Certain-Teed  Products  Corporation  of  New 
York  filed  on  July  31,  1941  an  application  with  the 
Board  of  Standards  and  Appeals  for  the  approval  of 
their  material  known  as  Certain-Teed  Gypsteel  Senior 
and  Junior  Plank  for  Floor  and  Roof  Slabs  under  the 
provisions  of  C26.178.0,b  and  the  load  test  as  provided 
for  under  C26-626.0,  Administrative  Building  Code. 
(These  plank  were  formerly  approved  by  the  Board 
under  Cal.  No.  191-38-SM  for  the  Structural  Gypsum 
Company,  a  subsidiary  of  the  American  Cyanamid 
Corporation,  who  have  since  transferred  all  rights  to 
these  plank  to  the  applicant.) 

These  plank  are  made  of  gypsum  conforming  with 
the .  requirements  of  A.S.T.M.  C.26-33  and  meet  the 
requirements  of  C26-312.0,d.  To  this  gypsum  is  inti¬ 
mately  .  mixed  not  more  than  3%  by  dry  weight  of 
wood  planer  shavings  meeting  the  requirements  of  C26- 
310.0.  The  plank  are  reinforced  with  No.  16  gauge 
galvanized  welded  wire  mesh  consisting  of  4  longi¬ 
tudinal  wires  spaced  5  in.,  4  in.  and  5  in.  o.c.  respect¬ 
ively  with  cross  wires  spaced  4  in.  o.c.  Each  unit  is 
bound  on  sides  and  ends  with  channel  shaped  galvan¬ 
ized  steel  with  matched  tongues  and  grooves  on  oppos¬ 
ing  sides  and  ends.  The  binding  is  joined  at  the 
corners  so  as  to  make  a  one  piece  frame.  In  the 
Senior  Plank  the  binding  material  is  of  No.  22  gauge 
while  for  the  Junior  PTank  the  gauge  is  28.  The 
Senior  Plank  is  manufactured  in  thickness  of  2  in., 
width  15  in.  and  length  10  ft.  The  Junior  Plank  is 
manufactured  in  thickness  of  2  in.,  width  of  15  in.  and 
length  of  6  ft.  In  this  metal  frame  the  reinforcement 
is  first  placed, '  over  which  a  mixture  of  calcined  gyp¬ 
sum  and  wood  shavings  is  poured,  after  which  it  is 
troweled  to  a  level  surface.  After  the  composition 
has  taken  its  set  the  plank  is  placed  in  a  kiln  where 
it  is  dried,  after  which  it  is  ready  for  shipment. 

Manufacture  of  the  foregoing  planks  were  witnessed 
by  a  representative  of  the  Department  of  Buildings, 
Buffalo,  New  York,  who  selected  and  identified  each 
plank  used.  The  tests  were  made  at  the  applicant’s 
plant  under  the  supervision  of  the  Pittsburgh  Testing 
Laboratories  with  results  as  follows : 

DESCRIPTION  OF- PANELS  AND  TEST 
RESULTS 

Pittsburgh  Testing  Laboratory  Report  No.  9489.12 
Test  Procedure 

All  Gypsteel  Planks  used  in  the  test  were  selected 
and  labeled  by  Mr.  G.  R.  White,  Engineer  of  the  Buffalo 
Building  Department.  In  each  test  the  plank  was  laid 
over  three  spans  of  a  supporting  frame  to  form  a  plat¬ 
form  of  seven  full  width  planks,  plus  a  3  in.  strip  on 
each  side,  making  a  width  of  9  ft.  3  in.  overall.  In 
placing  the  planks  on  a  panel  the  ends  were  placed  in 
pre-determined  locations,  in  some  cases,  near  the  sup¬ 
port  and  in  other  cases,  along  the  middle  third  of  the 
span  so  as  to  develop  the  integrity  of  the  tongue  and 
groove  connection.  In  order  to  simulate  continuity  the 
test  panel  was  arranged  so  that  the  center  span  would  be 
loaded  in  ratio  of  four  to  one  for  each  of  the  end 
spans.  The  loading  placed  on  all  spans  was  in  accord¬ 
ance  with  the  requirements  of  C26-626.0  (10.3.8).  Third 
point  loading  containers  were  placed  over  the  third 
point  supports  in  each  span  and  loading  was  accom¬ 
plished  by  means  of  cast  iron  pins.  Such  loading  on 
each  span  was  in  accordance  with  the  pre-determined 
ratio  of  final  loads.  Under  the  action  of  the  loads 
applied  in  this  matter  a  negative  moment  of  1/12  WL 
was  developed  over  the  intermediate  supports  and  a 
positive  moment  of  1/12  WL  throughout  the  middle 


619 


MINUTES 


third  of  the  center  span.  The  loading  in  the  center  span 
was  applied  in  the  ratio  of  four  to  one  in  the  end  spans. 

The  Gypsteel  Planks  were  secured  to  the  12  in.  I- 
beam  supports  by  means  of  sheet  steel  clips  on  each 
edge  of  the  panel,  placed  at  alternate  sides  of  the  12  in. 
I-beams.  These  clips  were  nailed  to  the  plank.  Details 
of  these  clips  and  sections  of  the  plank  are  as  shown 
in  Figure  1.  After  the  planks  were  clipped  in  position, 
the  whole  panel  was  clamped  together  with  angle 
spreaders  and  wedges.  These  spreaders  were  placed  6" 
on  each  side  of  the  supporting  12"  standard  I-beams 
and  one  in  the  center  of  each  span.  There  was  no  evi¬ 
dence  of  uneven  bearing  of  the  planks  as  the  slab  could 
be  walked  upon  without  any  noticeable  give  or  rocking. 
4"  I-beams  were  then  placed  at  the  third  points  of  the 
center  or  test  span  and  standard  ASCE  rails  were 
placed  at  the  third  points  on  each  of  the  two  outer 
spans.  These  rails  and  beams  were  used  to  support  the 
boxes  carrying  the  load.  A  YT'  thick  strip  of  fibre 
board,  4"  wide  was  placed  under  the  rails  and  4" 
I-beams  to  keep  them  from  cutting  into  the  Gypsteel 
Plank  and  also  to  give  a  more  equal  bearing  on  the 
plank. 

The  weights  of  all  spreaders,  rails,  4"  I-beams  and 
boxes  were  all  predetermined.  This  weight  being  in¬ 
cluded  in  the  panel  loading. 

Before  any  loads  were  applied,  a  mirror  scale  was 
attached  to  each  side  at  rear  of  the  mid-span  of  the 
test  panel  and  a  fine  wire  attached  to  the  frame  carrying 
the  panel.  As  the  load  was  applied,  the  deflections  were 
taken  as  the  mirror  scale  passed  the  wire.  Every  effort 
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was  made  to  keep  the  loads  evenly  distributed  longi¬ 
tudinally  and  transversely.  Loads  were  applied  to  center 
span  in  increments  of  approximately  2,000  pounds  and 
a  deflection  was  taken  at  each  2,000  pound  reading. 
Also,  the  panels  were  examined  after  each  loading  to 
determine  when  cracks  occurred.  Before  any  loads  were 
applied,  an  initial  reading  was  made  on  the  mirror  scales. 
This  scale  was  read  to  1/100  of  an  inch. 


Load  Test  of  Gypsteel  Senior  Plank, 

4'  0"  Span 

Total  Load 

Unit  Load 

Average 

Pounds 

Pounds  Per  Sq.  Ft. 

Deflection 

Center  Span 

Center  Span 

Inches 

504# 

13. 

•  0.00" 

3058 

81. 

0.015" 

5838 

157. 

0.07" 

7860 

212. 

0.095" 

9907 

259. 

0.115" 

11943 

323. 

0.145" 

13934 

377. 

0.175" 

15955 

432. 

0.205" 

17949 

486. 

0.250" 

19950 

539. 

0.290" 

21953 

592. 

0.335" 

23936 

645. 

0.405" 

25946 

702. 

0.485" 

27909 

755. 

0.615" 

29931 

810. 

0.935" 

31096 

839. 

Failure  occurred  when  the  metal  binding  on  the  longi¬ 
tudinal  joints  yielded  and  was  torn  over  the  edge  of 
right  I-beam  support.  Prior  thereto  hairline  cracks  oc¬ 
curred  over  the  supports  and  on  the  bottom  of  the 
plank.  Such  cracks  continued  to  increase  until  failure 
occurred.  Final  failure  was  in  tension  in  the  metal 
edgings.  The  gauge  of  the  edging  was  found  to  be 
.033  including^  galvanizing,  and  wire  reinforcing  was 
found  to  be  .056"  in  diameter,  spaced  as  shown  in  Fig¬ 
ure  1. 


Load  Test  of  Gypsteel  Junior  Plank  4'  0"  Span 


Total  Load 

Unit  Load 

Average 

Pounds  ’ 

Pounds  Per  Sq.  Ft. 

Deflection 

Center  Span 

Center  Span 

Inches 

504# 

13. 

0.00" 

4032 

109. 

0.105" 

6038 

163. 

0.19" 

8072 

218. 

0.28" 

10117 

274. 

0.39" 

12092 

327. 

0.59" 

14193 

383. 

14532 

394. 

_ 

Failure  occurred  by  tension  in  the  metal  binding  on 
the  planks  yielding  at  longitudinal  joints  and  torn  com¬ 
pletely  over  the  edges  of  the  I-beam  supports.  Cracks 
occurred  at  about  the  middle  of  the  test  over  the  sup¬ 
ports  and  on  the  bottom  of  the  plank  and  continued 
progressively  until  failure  occurred.  The  thickness  of 
the  metal  edging  was  found  to  be  .018"  including  gal¬ 
vanizing  and  the  wire  reinforcing  was  .055"  in  diam¬ 
eter,  spaced  as  shown  in  Figure  1. 


Load  Test  of  Gypsteel  Senior  Plank,  6'  8"  Span 


Total  Load 

Unit  Load 

Average 

Pounds 

Pounds  Per  Sq.  Ft. 

Deflection 

Center  Span 

Center  Span 

Inches 

504# 

8.0 

0.00" 

1991 

32. 

0.135" 

4069 

66. 

0.28" 

5981 

97. 

0.415" 

8052 

130. 

0.55" 

9983 

161. 

0.695" 

11900 

192. 

0.87" 

13932 

226. 

1.175" 

15964 

259. 

1.765" 

18642 

302. 

620 
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Hairline  cracks  developed  about  the  mid-point  of  the 
test  on  the  bottom  at  1/3  points  and  continued  pro¬ 
gressively  until  failure  occurred  by  a  yielding  of  the 
longitudinal  joints  over  the  supports.  Such  joints  were 
slightly  torn  and  elongated  over  the  edges  of  the  beam 
on  one  side  of  the  span.  The  metal  failure  was  by 
tension  in  the  metal  edgings  which  were  found  to  be 
.033"  in  thickness  :  including  galvanizing,  reinforced  with 
wire  in  the  plank,  which  was  found  to  be  .056  in  diam¬ 
eter,  spaced  as  shown  in  Figure  1. 


Load  Test  of  Gypsteel  Junior  Plank,  3'  0"  Span 


Total  Load 

Unit  Load 

Average 

Pounds 

Pounds  Per  Sq.  Ft. 

Deflection 

Center  Span 

Center  Span 

Inches 

504# 

18. 

0.00" 

2040 

73. 

0.045" 

4036 

145. 

0.055" 

6082 

219. 

0.07" 

8112 

292. 

0.085" 

10032 

362. 

0.115" 

12041 

435. 

0.15" 

13986 

502. 

0.195" 

15967 

575. 

0.25" 

17912 

646. 

0.36" 

19800 

714. 

0.57" 

21637 

782. 

— 

Here  again 

at  about  the  middle  of 

the  test  hairline 

cracks  appeared  over  the  beam  supports  and  on  the 
bottom  of  1/3  points,  which  continued  progressively 
until  failure  occurred.  Failure  was  due  to  tension  in 
the  metal  edgings  which  was  found  to  be  .018"  in  thick¬ 
ness,  including  _  galvanizing,  and  reinforcement  was 
found  to  be  .056"  in  diameter,  spaced  as  shown  in 
Figure  1.  Failure  occurred  at  the  final  load  when  the 
metal  edgings  were  completely  sheared  across  the  edges 
of  the  I-beam  supports  and  the  load  dropped  to  rest 
upon  the  supports. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  tests,  the  Committee 
recommends  that  the  Gypsteel  Senior  Plank  and  the 
Gypsteel  Junior  Plank  be  approved  under  C26-626.0 
(10.3.8)  for  spans  as  follows: 

For  roofs  of  Class  1  and  Class  2  construction  where 
the  fire-protective  covering  is  omitted  from  roof 
trusses  as  provided  in  C26-618.0  (10.2.8)  for  live  load 
of  40  pounds  per  s.  ft.  For  Gypsteel  Junior  Plank  the 
maximum  span  shall  be  4  ft.  c-c  and  for  Gypsteel 
Senior  Plank  the  maximum  shall  be  6  ft.  8  in.  c-c. 
Where  the  span  is  6  ft.  8  in.  c-c  on  flat  roofs  the 
weather  surfacing  shall  not  exceed  8  pounds  per  sq. 

As  a  floor  assembly  in  Class  2  construction  as  a  2 
inch  reinforced  gypsum  flooring  when  the  supporting 
steel  joints  or  beams  are  protected  with  %  inch  gypsum 
or  cement  plaster  on  metal  lath  under  C26-620.0c 
(10.3.2.3,  sub.  2).  The  span  on  Gypsteel  Junior  Plank 
shall  be  not  more  than  3  ft.  c-c  and  that  for  Gypsteel 
Senior  Plank  shall  be  not  more  than  5  ft.  c-c  with 
live  loads  of  40  pounds  per  ,sq.  ft.  uniformly  dis¬ 
tributed. 

As  a  floor  assembly  in  Class  3  construction  under 
C26-241.0  (3.2.3)  where  no  fire-resistive  rating  is  re¬ 
quired  except  for  permitted  ceiling  protection  as  pro¬ 
vided  in  C26-669.0  (10.11)  and  for  live  uniformly  dis¬ 
tributed  loads  as  follows : 

Residences  and  sleeping  quarters  40  pounds  per  sq. 
ft.  C26-344.0a  (7.32.2.1). 

Office  Space  50  pounds  per  sq.  ft.  C26-344.0b 
(7.3.2.2.2). 

Public  assembly  places  other  than  theatres  60  pounds 
per  sq.  ft.  C26-344.0  (7.3.2.2.3).  When  so  used  the 
Gypsteel  Junior  Plank  shall  be  limited  to  a  maximum 
span  of  3  ft.  c-c  and  the  Gypsteel  Senior  Plank  shall 
be  limited  to  a  maximum  span  of  5  ft.  c-c. 


Whenever  Certain-Teed  Gypsteel  Senior  and  Junior 
Plank  are  used,  precautions  shall  be  taken  to  align  the 
top  flange  surface  of  all  beams  in  the  same  plane  and 
each  beam  shall  be  placed  to  provide  at  least  2  in. 
level  bearing  at  all  supports.  No  Certain-Teed  Gyp¬ 
steel  plank  shall  be  used  as  a  floor  unless  it  is  sur¬ 
faced  with  a  cinder  concrete  topping  or  other  equiv¬ 
alent  material  so  as  to  protect  against  punching  shear. 
Planks  wherever  used  shall  be  so  placed  as  to  provide 
a  minimum  of  two  bearing  points  for  each  plank. 
Holes  as  required  may  be  provided,  but  in  cutting  such 
holes  care  shall  be  exercised  so  that  the  metal  edging 
or  wire  reinforcement  is  not  cut  in  any  way. 

It  is  further  recommended  that  each  plank  be  tagged, 
labeled  or  marked  “Certain-Teed  Gypsteel  Junior  Plank 
or  Certain-Teed  Gypsteel  Senior  Plank  approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  780-41-SM. 

This  approval  supersedes  the  approval  granted  under 
Cal.  No.  191-38-SM. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Certain-Teed  Gyp¬ 
steel,  Senior  and  Junior  Plank  for  Floor  and  Roof  Slabs, 
on  condition  that  the  material  be  manufactured,  installed 
and  labelled,  stamped  or  tagged  in  accordance  with  above 
report. 


232-42-SM. 

APPLICANT — St.  Louis  Fire  Door  Company,  owner. 
SUBJECT— St.  Louis  Fire  Door  Company  “Ti-Co-Dor” 
Metal  Clad,  Counterbalanced  Freight  Elevator  Door, 
approval  of. 

APPEARANCES— 

For  Applicant :  None. 

AC  1  TON  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  o 

Note:  The  resolution  relating  to  the  approval  of  the 
foregoing  material  will  be  printed  in  a  subsequent  issue  of 
the  Bulletin  upon  receipt  of  a  drawing  from  the  applicant 
for  the  purpose  of  reproduction  as  Fig.  1  referred  to  in 
report  of  the  Committee  on  Tests. 


WITHDRAWALS 

Whereas,  the  following  applicants  filed  applications  with 
the  Board  for  approval  of  their  respective  materials ;  and 
.Whereas,  the  applicants  advised  the  Board  that  they 
wished  to  withdraw  their  applications,  as  follows : 

803-39-SM. 

APPLICANT — Metropolitan  Roofing  Supplies  Co.,  owner. 
SUBJECT— Durex  Beskote  (Roof  Coating),  approval  of. 

1156-39-SM. 

APPLICANT — C.  N.  Forrest,  for  Barber  Asphalt  Corpora¬ 
tion,  owner. 

SUBJECT — Barber  Genasco  Asphalt  Waterproofing,  ap¬ 
proval  of. 
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1157-39-SM. 

APPLICANT — C.  N.  Forrest,  for  Barber  Asphalt  Corpora¬ 
tion,  owner. 

SUBJECT— Barber  Genasco  Asphalt  Flooring,  approval  of. 


1373-39-SM. 

APPLICANT — George  E.  Strehan,  American  Bar  Lock 
Company,  Incorporated,  owner. 

SUBJECT — Alglas  Sidewalk  Lights,  approval  of. 

-  # 

1497-39-SM. 

APPLICANT — Pioneer  Fireproof  Door  Corporation,  owner. 
SUBJECT — Pioneer  One  and  One-half  Hour  Test  Kalamein 
Door,  approval  of. 


838-40-SM. 

APPLICANT — George  E.  Strehan,  for  Porete  Manufac¬ 
turing  Co.,  owner. 

SUBJECT — Pottsco  T  &  G  Concrete  Plank,  approval  of. 


1063-40-SM. 

APPLICANT — Copperweld  Steel  Company,  owner. 
SUBJECT— “Copperweld”  204-30  Non-Rusting  Wall  Ties, 
approval  of. 


1304- 39-SM 

1305- 39-SM 

1377-39-SM 

1484-39-SM 


148S-39-SM 

1S22-39-SM 

126-40-SM 

168-40-SM 


Applicant 

Westchester  Asbestos  Cor¬ 
poration,  owner. 

Rolf  Sahlberg,  owner. 

Rolf  Sahlberg,  owner. 

Johns-Manville  Sales  Corp., 
owner. 

The  Champion  Rivet  Com¬ 
pany,  owner. 


Cal.  No.  Applicant  Subject 

1264-39-SM  Westchester  Asbestos  Cor-  Hummer  System  (for  ap¬ 
plying  substitutes  for 
plaster). 

“RS”  Floor  Construction. 
Florcrete  “RS”  Floor  Con¬ 
struction. 

Steeltex  for  Brick  or  Stone 
Veneer. 

Champion  Gray  Devil  Weld¬ 
ing  Electrodes. 

Champion  Blue  Devil  Weld¬ 
ing  Electrodes. 

Champion  Black  Devil 
Welding  Electrodes. 
Tybrick  (clay  building 
block) . 

Waylite-Superock  (course 
and  fine  aggregate). 
Fyreplaster  (Hythermlag  or 
Lagboard) . 

Craftsweld  No.  1  Hy-Ten- 
sile  Acetylene  Gas  Weld¬ 
ing  Rod. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

Resolved,  that  the  foregoing  applications  be  and  they  here¬ 
by  are  dismissed  for  lack  of  prosecution. 


Tybrick  Corporation,  owner. 

Waylite-Superock  Company, 
owner. 

John  M.  Knote,  owner. 

Craftsweld  Equipment  Cor¬ 
poration,  owner. 


1 140-39-SM. 

APPLICANT — C.  N.  Forrest,  for  Barber  Asphalt  Corpora¬ 
tion,  owner. 

SUBJECT — Barber  Genasco  Brick  Like  Siding  Strips  and 
Barber  Genasco  4  Point  Siding  Strips,  approval  of. 

THE  VOTE  TO  WITHDRAW—’ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

Resolved,  that  the  foregoing  applications  be  and  they  here¬ 
by  are  withdrawn. 


DISMISSALS. 


Adjourned,  5  :20  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


THE  RESOLUTION  (438-41-SM) 

Whereas,  Monsanto  Chemical  Company,  owner,  filed  on 
May  14,  1941,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Mono 
Ammonium  Phosphate  as  a  Flameproofing  Compound;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


The  chairman  called  attention  to  the  fact  where  the  fol¬ 
lowing  applicants  had  filed  applications  with  the  Board  for 
approval  of  their  respective  appliances  and  materials ;  and 
Whereas,  the  applicants  were  duly  advised  by  the  Board 
to  prosecute  their  applications  for  approval';  and 
Whereas,  the  applicants  failed  to  complete  the  papers  in 
the  subject  cases  or  failed  to  prosecute  the  applications  for 
approval,  as  follows : 


Cal.  No.  Applicant 

79-38-SA  Superseal  Corporation. 


422- 38-SA  Crane  Co.,  owner. 

423- 38-SA  Crane  Co.,  owner. 


S93-38-SA  Sutherland  Paper  Co., 
owner.  Gordon  Dilni,  agent. 
7S6-38-SA  Ludwig  Werner,  owner. 


833-38-SM  Insulated  Interlocking  Brick 
and  Tile  Corporation, 
owner. 

920-39-SM  Greenpoint  Metal  Covered 
Door  Company,  owner. 


944-38-SA  G.  Walton  Busch  &  Sons, 
Inc.,  owner. 


1044-39-SM  Northeastern  Chemical  Com¬ 
pany,  for  Emma  Stein, 
owner. 

1103-39-SM  Fireproof  Floor  Inc.,  owner. 

1130-39-SM  Certain-teed  Products  Cor¬ 
poration,  owner. 


1141-39-SM  Multiplex  Concrete  Co., 
Inc.,  owner. 

Edmund  H.  Brooke,  agent. 

1249-39-SA  U.  S.  Air  Compressor 
Company,  owner. 


Subject 

Superseal  Flare  Fittings  for 
Water  and  Oil,  Approval 
of. 

Newera  Drinking  Fountain 
Bubbler,  Approval  of. 

Purflo  Drinking  Fountain 
Bubbler,  Approval  of. 

Sutherland  Paper  Oil  Con¬ 
tainer,  Approval  of. 

Ludwig  Werner  Hot  Water 
Boiler,  Approval  of. 

Munlock  Interlocking  Tile, 
Approval  of. 

“Blaz-Gard”  One  and  One- 
Half  Hour  Kalamein 
Door,  Approval  of. 

Busch  Street  Control  Box 
for  Sprinkler  and  Stand¬ 
pipe  Connection,  Approv¬ 
al  of. 

Northeastern  Chemical  Com¬ 
pany  Damp-proofing  Paint, 
Formula  #65,  Approval  of. 

Fireco  Floor  System,  Ap¬ 
proval  of. 

C-S-I — Certain-teed  Struc¬ 
tural  Insulation,  Approval 
of. 

Multiplex,  Straub  and  Nail- 
crete  Cinder  and  Con¬ 
crete  Building  Units,  Ap¬ 
proval  of. 

U.  S.  Air  Compressor  Co., 
Hydraulic  Automobile 
Lift,  Approval  of. 


REPORT  OF  COMMITTEE  ON  TESTS. 


May  7,  1942. 


Cal.  No.  438-41-SM 

Subject:  Mono  Ammonium  Phosphate  as  a  Flameproof¬ 
ing  Compound,  approval  of. 

Monsanto  Chemical  Company,  30  Rockefeller  Plaza, 
N.  Y.  filed  on  May  14,  1941  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  its 
material  known  as  Mono  Ammonium  Phosphate  for  use 
as  a  flameproofing  compound  under  the  Board’s  “Rules 
for  Tests  of  Fire  Resistive,  Flameproofed  Materials. 
Etc.”  adopted  under  Cal.  No.  294-40-SR. 

Mono  Ammonium  Phosphate  as  sold  by  the  applicant 
is  of  the  following  composition: 


'%  Moisture  (loss  at  405°) . 12 

%  Fe  and  A1P04 .  0.02 

Fluorine — ppm  .  5.0 

Pb  —ppm . 5 

As203  — ppm  .  .1 

'%  P2O5  .  61.4 

'%  NH3  .  14.8 


1 


Samples  of  fabrics  submitted  for  test  purposes  were 
treated  at  the  Legrand  Cleaners,  Brooklyn,  N.  Y.  in  the 
presence  of  a  representative  of  the  Board.  One  and 
one-half  pounds  of  Mono  Ammonium  Phosphate,  to¬ 
gether  with  one-half  ounce  of  a  penetrant  (wetting 
agent)  labelled  “Santomerse  #1”  were  dissolved  in  one- 
half  gallon  of  water  at  approximately  100  degrees 
Fahrenheit.  Santomerse  #1  is  a  Monsanto  product  and 
is  the  sodium  salt  of  alkylated  aryl  sulfonate.  The 
fabrics  were  immersed  in  the  solution  for  15  minutes, 
excess  moisture  was  then  removed  by  centrifuging  and 
the  fabrics  dried  at  normal  temperatures. 
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MINUTES 


Tests  on  the  fabrics  were  conducted  at  the  Columbia 
University  Research  Laboratories  in  accordance  witli 
the  Rules  of  the  Board  for  Tests,  etc.  with  the  follow¬ 
ing  results:  (Report  dated  April  27,  1942) 

Duration  of 

Material  Flaming  Glow-seconds 


Rayon,  silk  and  wool 


drape  treated  . 

None 

0 

Rayon,  silk  and  wool 
drape  treated  . 

U 

0 

Rayon,  silk  and  wool 
drape  treated . 

it 

0 

Rayon,  silk  and  wool 
drape  untreated  .... 

38  seconds 

100%  consumed 

Velvet  treated . 

None 

0 

Velvet  treated . 

U 

18 

Velvet  treated  . 

a 

23 

V elvet  untreated  . 

50  seconds 

— 

100%  consumed 

Cotton  rep.  treated  . . . 

None 

1 

Cotton  rep.  treated  . . . 
Cotton  rep.  treated  . . . 

(( 

2 

(( 

0 

Cotton  rep  untreated. . 

36  seconds 

— 

100%  consumed 

Wool  and  cotton  cre¬ 
tonne  treated  . 

None 

1 

Wool  and  cotton  cre¬ 
tonne  treated  . 

it 

0 

Wool  and  cotton  cre¬ 
tonne  treated  . 

u 

0 

Wool  and  cotton  cre¬ 
tonne  untreated  . . . .  , 

. 34  seconds 

100%  consumed 

Silk  and  rayon  damask 
treated  . 

None 

0 

Silk  and  rayon  damask 
treated  . 

ii 

0 

Silk  and  rayon  damask 
treated  . 

il 

0 

Silk  and  rayon  damask 
untreated  . 

30  seconds 

100%  consumed 

Cotton  net  treated  .... 

None 

0 

Cotton  net  treated  .... 

<< 

0 

Cotton  net  treated  . . . 

U 

0 

Cotton  net  untreated  . . 

6  seconds 

— 

100%  consumed 

The  Rules  permit  up  to  3  seconds  of  flaming  and  20 
seconds  of  glowing  after  a  12  second  application  of 
flame  from  a  Bunsen  Burner. 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  Monsanto  Mono 
Ammonium  Phosphate  as  a  flameproofing  compound  f 01- 
use  on  the  materials  herein  listed,  when  applied  as 
herein  set  forth.  Tests  for  each  specific  installation  of 
originally  treated  combustible  materials,  or  any  retests 
thereof,  shall  be  made  by  the  Fire  Commissioner,  or  in 
a  laboratory  approved  by  him,  in  accordance  with  the 
requirements  of  the  Rules  for  Tests  of  Fire  Resistive, 
Flameproofed  Materials,  etc.  adopted  by  the  Board 
under  Cal.  No.  294-40-SR. 

The  Committee  further  recommends  that  each  con¬ 
tainer  in  which  this  material  is  marketed  as  a  flame¬ 
proofing  compound  shall  be  marked  or  labelled  “Ap¬ 
proved  by  the  Board  of  Standards  &  Appeals  for  use 
in  New  York  City  under  Cal.  No.  438-41  -SM.”  The 
label  shall  also  set  forth  the  method  of  application 
and  a  list  of  the  materials  found  to  have  been  success¬ 
fully  flameproofed  by  test  in  accordance  with  the  Rules. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM,. 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Whereas,  this  report  recommended  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  d%es 
hereby  approve  the  material  known  as  Mono  Ammonium 
Phosphate  as  a  Flameproofing  Compound,  on  condition  that 
the  material  be  manufactured,  installed  and  labelled,  stamped 
or  tagged  in  accordance  with  above  report. 


THE  RESOLUTION  (978-41-SM) 

Whereas,  The  Trageser  Copper  Works,  owner,  filed  on 
November  13,  1941,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as  the 
Trageser  275  Gallon  Basement  Obround  Fuel  Oil  Tank;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

February  18,  1942. 

Cal.  No.  978-41-SM. 

Subject:  Trageser  275  Gallon  Basement  Obround  Fuel 
Oil  Tank,  approval  of. 

The  Trageser  Copper  Works,  Inc.  of  5000  Grand  ave¬ 
nue,  Maspeth,  New  York,  filed  on  November  13,  1941, 
an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  Trageser  275  Gallon  Base¬ 
ment  Obround  Fuel  Oil  Tank  for  use  under  the  provi¬ 
sion  of  the  Oil  Burner  Rules  of  the  Board  of  Standards 
and  Appeals. 

Trageser  Obround  275  Gallon  Tanks  are  made  with 
long  diameter  either  vertical  or  horizontal,  in  sizes  64  x 
42  x  26  in.  and  72  x  44  x  22  in.,  of  commercial  grade 
hot  rolled  sheet  steel  #10  U.  S.  gauge;  dished  heads 
formed  with  cylindrical  extension  rims  2  in.  wide  to 
provide  a  welding  surface;  flanges,  seams  and  pipe  con¬ 
nections  are  hand-electric  arc  welded.  The  tanks  are 
provided  with  standard  pressed  steel  pipe  support  lugs 
and  weigh  395  lbs.  each  with  all  fittings  and  legs. 

A  sample  tank  was  tested  at  the  applicant’s  plant  in 
the  presence  of  Commissioner  C.  M.  Blum  and  Engineer 
J.  F.  Fitzsimons  representing  the  Board,  and  success¬ 
fully  met  the  requirements  of  Rule  10.3.1  of  the  Oil 
Burner  Rules. 

Tt  is  recommended  that  the  Trageser  275  Gallon 
Obround  Fuel  Oil  Tank  be  approved  for  use  in  fuel 
oil  installation  in  New  York  City  when  constructed  in 
accordance  with  the  report  and  with  the  drawings  filed 
with  the  application,  but  nothing  herein  shall  be  deemed 
to  waive  any  requirement  of  the  Oil.  Burner  Rules  of 
the  Board  as  amended  July  1,  1941.  It  is  further  rec¬ 
ommended  that  the  permanently  fixed  plate  as  required 
by  Rule  5.3.2  of  the  Oil  Burner  Rules  shall  have  in 
addition  to  the  wording  therein  required  the  following 
additional  wording  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  under  Cal.  No.  978-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Trageser  275 
Gallon  Basement  Obround  Fuel  Oil  Tank,  on  condition  that 
the  material  be  manufactured,  installed  and  labelled,  stamped 
or  tagged  in  accordance  with  above  report. 


and 


PUBLIC  HEARING 

PROPOSED  AMENDMENT  TO  RULES  ON  USES  OF  INSULATING  FIBRE  BOARD 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  5,  1939.  EFFECTIVE, 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 

CHARTER,  MAY  29,  1939. 


(170-39-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday,  June  16,  1942,  at  2  P.M.,  .Room  1013,  Municipal 
Building,  Manhattan,  on  Proposed  Amendment  to  Rules  on 
Uses  of  Insulating  Fibre  Board. 

NOTE — New  matter  in  italics;  old  matter  in  brackets  [  ] 
to  be  omitted. 


Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  and 
m  full  lengths  where  possible ,  may  be  used  instead 
of  wood  sheathing  when  bearing  on  4  studs  and 
fastened  to  each  bearing  with  1J4"  wire  nails,  6"  or 
less  c-c,  with  Yi"  head,  and  for  Ya"  or  1"  board, 
■  the  nails  shall  be  2"  long.  See  C-26-538.0,  sub.  b. 


When  using  fibre  board  in  widths  of  2  ft.  in  addi¬ 
tion  to  the  requirement  for  using  full  lengths, 
supplemental  bracing  of  the  framework  of  the 
tvood  frame  structure  shall  be  provided  by  means 
of  let-in  diagonal  braces  of  1"  x  4"’s  sound  and  free 
from  knots  at  all  external  corners  in  the  outside 
face  of  the  studs  at  approximately  45°  and  crossing 
at  least  three  studs,  or  supplemental  bracing  may  be 
by  a  series  of  2"  by  4"  struts  diagonally  cut  and 
placed  between  the  studs  at  an  angle  of  45°  with 
the  horizontal  and  extending  from  sill  to  plate 
wherever  possible.  All  braces  shall  be  securely  nailed 
to  each  stud  and  to  sill  and  plate.  Where  openings 
occur  near  the  comers,  1"  x  4"’s  let-in  knee  braces 
in  the  face  of  the  studs  shall  be  installed  above  and 
below  the  openings  at  approximately  45°,  extending 
across  not  less  than  3  studs.  When  used  over  door¬ 
ways  and  under  windows,  vertical  and  horizontal  2" 
x  4"’s  shall  be  provided  to  afford  nailing  bases  along 
all  edges.  Equivalent  bracing  of  steel  may  be  sub¬ 
stituted  for  the  required  wood  bracing.  The  use 
of  fibre  board  as  roof  sheathing  is  not  permitted 
except  as  insulation  over  [suitable]  permitted  sheath¬ 
ing  material. 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation.  . 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


FACTORIES 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  .tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  budding  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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NOTICE 

n1^ePUty1C°mmiSnio^er  Gillr°y  has  forwarded  the  following 
May'  25°  1942 -t0  3  B°rOUgh  Superintendents,  under  date  of 

advices  l^ath^“rd°Ck  °f  the  Board  of  Standards  and  Appeals 
refuse  to  Jth  1  man,y  ca,s?s  examiners  in  this  Department 
Board  iintfl  s.°  V  appeaIs  whlch  have  been  determined  by  the 
the  Board1  Lf  Sth  tl,me.as  a  certified  copy  of  the  resolution  of 
Kindi  -  1  Standards  and  Appeals  is  in  our  hands, 
wlm  l,  Str!lC-t  the  engineers  and  plan  examiners  and  others 

Sri  It  wdl  inT  k°  d°  With  Plan  examinations  that  in  till 
mture  it  will  not  be  necessary  to  await  the  receiot  of  the 

resoiution^OP^Tlf*  *  n  resolutions  of  the  Board  to  act  on  such 
TutTon  of  the  R  Dfpartment,  ,win  accept  as  the  official  reso- 

ten^oSe^Sd  5*S&  theBfS 

rnCefeUsslJedday.”lminate  mUCh  ann°yanCe  to  the  public  and 
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CERTIORARI  ORDER  SERVED  ON  THE  BOARD 
OF  STANDARDS  AND  APPEALS 


Marie  RLLnf»w  .  ,  em{.  attorneys  for  Hans  Riesenfeld, 

lane  Kiesenfeld,  et  al„  objectors,  served  on  the  Board  a 

on  May  5^1  °f  Cef.tiorari  re.  %  decision  of  the  Board 

5’  1942,  m  panting-  a  variation  of  the  building  zone 
lesolution  so  as  to  permit  in  a  residence  use  district  the  usl 
of  ,a  .P|?t  of  ground  as  a  recreational  area  for  the  tenants  of 

m-ernAe,snR56n3Q  m uLlnfh SamC  Iot  w!th  the  ProP°sed  use; 
Place!  Woodside,  Borough  of  Queens?’  CT  No  *1 


COURT  DECISION 

Ma<ter  of  J-  Arthur  Kennedy  &  Son.  Inc.  v.  Walsh: _ Th 

premises  are  located  at  60-64  Commerce  street  and  3  3  37 

Tht  *s»«  TZX2& 

Brfge  ,„d  s,„®r«e-°of0„eSr"ri„f"i|  “C"P“d  “  “ 

On  February  23,  1938,  the  Board  (Cal.  No  82-38-A)  mod 

7T3s\lei.reqU,rementS  0f  the  Building  Code  (ApplicaHo 
,781-38)  by  permitting  installation  of  a  one-source  St 
system  in  heu  of  Code  requirements  due  to  size  |f  buifdin 

system  'The  Boai-TlTT"8  C?de  j'equirements  for  a  standpir 
.  ystem.  ine  Hoard  later  refused  to  review  its  decision  hnb 

mg  that  there  was  no  ground  therefor  because  of  an  order  c 

the  Fire  Commissioner  (4097-LF)  calling  for  the  Installado 

of  the  sprinkler  system  as  per  Board’s  resolution  Later  th 

Sf,fc  ,  p4e™itenVn  !i“;  T«2imr«t  fo„r,  ’gfsr  ga“,in 

Applicant  sought  by  mandamus  to  restrain  the  Fire  Coni  mb 
sioner  from  such  order.  In  Supreme  Court  SnecJ-,1 
Mr.  Justice  Dodd,  denied  the  motion,  stating:  “If  netitione 
JRfrneJed  *e  determination  of  the  Board  of  Standard 
and  Appeals,  which  refused  to  modify  a  previous  order  rento 
mg  the  installation  of  a  ‘one-source  sprinkler  system’  nnm?  th 
Premises  m  question,  it  should  have  moved  to  procTireTludi 
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DOCKET. 

New  Cases  Filed  up  to  June  2,  1942. 

Cal.  No.  Dept.  Premises  Affected 

430- 42-A — F.  D. — 183rd  street  and  Liberty  avenue  (Hol- 
ban  Freight  Yards)  ;  (Block  No.  10329,  Lot  No.  1,  and 
Block  No.  10353,  Lot  No.  201),  Hollis,  Borough  of  Queens, 
91145-L.  C. 

“  « 

431- 42-A — F.D. — Foot  of  49th  street,  533  ft.  west  of  First 
avenue,  Pier  No.  2,  East  River  (Block  No.  725,  Lot  No.  1), 
Borough  of  Brooklyn  (Bush  Terminal),  8674-L.  F. 


432-42-A — H.B.R. — 263  Bay  street  and  16  Hannah  street, 
southeast  corner  (Block  No.  487,  Lot  No.  42),  Iompkins- 
ville,  Borough  of  Richmond,  Misc.  830-41. 


433-42-S — H.B.Q. — 42-16  West  street,  west  side,  200  ft. 
south  of  Jackson  avenue  (Block  No.  264,  Lot  No.  1),  Long 
Island  City,  Borough  of  Queens,  Misc.  1445-42. 


434-42-A — H.B.B. — 2271  Ocean  avenue,  east  side,  30  ft. 
south  of  Avenue  R  (Block  No.  6826,  Lot  No.  87),  Borough 
of  Brooklyn,  Alt.  1508-42. 


435-42-SA — “British  Type  ARP  Stirrup  Pump”,  for  ex¬ 
tinguishing  Incendiary  Bombs,  Appliance. 


436-42-A — F.D. — 103  Lafayette  street  and  99-101  Walker 
street,  southeast  corner  (Block  No.  197,  Lot  No.  7),  Bor¬ 
ough  of  Manhattan,  Decision,  re  29918-L.  C. 


442-42-BZ — H.B.B. — 2001-2011  Cropsey  avenue  and  8799- 
8815  20th  avenue,  northeast  corner  (Block  No.  6442,  Lot 
No.  5),  Borough  of  Brooklyn,  N.  B.  49-42. 


443-42-S — F.D. — 139-149  Hudson  street,  northwest  corner 
of  Beach  and  Hubert  streets  (3rd  and  4th  floors)  ;  (Block 
No.  214,  Lot  No.  18),  Borough  of  Manhattan,  Decision. 


444-42-A — F.D. — Blocks  bounded  by  Rutland  road,  north, 
Albany  avenue,  east,  Winthrop  street,  south  and  Kingston 
avenue,  west  (Block  No.  4812,  Lot  No.  1  and  Block  No. 
4817,  Lot  No.  1,  Borough  of  Brooklyn  (Kingston  Avenue 
Hospital),  Decision. 


445-42-A — F.D. — 208-210  West  56th  street,  south  side,  122 
ft.  7  in.  east  of  Broadway  (Block  No.  1027,  Lot  No.  40), 
Borough  of  Manhattan,  13884-L.  F.  and  Decision. 


446- 42- A — F.D. — 115-117  West  45th  street,  north  side, 
180  ft.  west  of  Sixth  avenue  (Block  No.  998,  Lot  No.  24), 
Borough  of  Manhattan,  30786-L.  C. 

447- 42-A — H.B.B. — 510  Dahill  road,  west  side,  60  ft. 
south  of  40th  street  (Block  No.  5382,  Lot  No.  26),  Borough 
of  Brooklyn,  Applic.  73-42. 


448-42-S — H.B.M. — 73-93  Varick  street,  431-475  Canal 
street,  northwest  corner  and  93-99  Watts .  street  (Block 
No.  226,  Lot  Nos.  1-20,  inclusive,  27-45,  inclusive  and  part 
of  Lot  No.  21),  Borough  of  Manhattan  (7th  floor),  Deci¬ 
sion. 


437-42-A — PI.B.B. — 486  Seventh  avenue,  west  side,  254  ft. 
6  in.  south  of  16th  street  (Block  No.  1056,  Lot  No.  41), 
Borough  of  Brooklyn,  Alt.  1487-42. 


438-42-A — F.D. — 372-380  Carlton  avenue,  313-321  Cum¬ 
berland  street  and  21-23  Greene  avenue,  north  side,  between 
Carlton  avenue  and  Cumberland  street  (Block  No.  2119,  Lot 
Nos.  1  to  5  inclusive  and  44),  Borough  of  Brooklyn, 
8175-L.  F.  and  Decision. 


439_42-A — H.B.M. — 15  West  84th  street,  north  side,  220 
ft.  west  of  Central  Park  West  (Block  No.  1198,  Lot  No. 
23);  (1st  floor  west — front  room),  Borough  of  Manhattan, 
Decision  re  Zoning  Violation  100-41. 


440-42-A— H.B.B.— 2462-2470  (2432-2442  displayed)  Crop¬ 
sey  avenue,  west  side,  between  Bay  37th  street  and  Bay 
38th  street  (Block  No.  6928,  Lot  No.  1,  Block  No.  6942, 
Lot  No.  93  and  Block  No.  6946,  Lot  No.  377),  Borough  of 
Brooklyn,  Revocation  of  Certificate  of  Occupancy  No. 
81089-37,  N.  B.  5620-34,  N.  B.  7436-36  and  Permit  No. 
6544-34. 


441_42-S— F.D. — 36-20  to  36-46  33rd  street  and  32-50  37th 
avenue,  southwest  corner  (Block  No.  601,  Lot  No.  1),  Long 
Island  City,  Borough  of  Queens,  Decision. 


Restored  to  Calendar 

385-42-A— F.D. — H.B.M. — 1560  Broadway,  east  side,  40 
ft.  north  of  West  46th  street  and  165  West  46th  street 
(Block  No.  999,  Lot  No.  3),  Borough  of  Manhattan,  30768- 
L.  C.  and  Misc.  1244-42. 


1530-39-BZ — H.B.Q. — 89-38  70th  drive,  southeast  corner 
of  Sybilla  street  (Block  No.  3899,  Lot  No.  32),  Forest 
Hills,  Borough  of  Queens,  Alt.  1412-39. 

1121-39-BZ — H.B.B — 6001-6015  Church  avenue,  538-562 
Remsen  avenue,  northwest  corner  and  865-887  Ralph  avenue 
(Block  No.  4686,  Lot  Nos.  1,  5  and  6),  Borough  of  Brook¬ 
lyn,  Alt.  1399-42. 


250-40-SM— National  Carbide  Floodlight,  Models  NC- 
100,  NC-200,  Handy  Light  NC-199  and  Police  Emergency 
NC-299,  Appliance. 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Buildings; 

H.B.B _ Department  of  Housing  and  Buildings,  Brooklyn;  Hai.M.— 

Department  of  Housing  and  Buildings,  Manhattan;  H.B.O — De- 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.  Department 
of  Housing  and  Buildings,  Richmond;  II.B.Bx.  Department  of 
Housing  and  Buildings,  Bronx;  H.D — Health  Department,  and 
E.D.  — Fire  Department. 
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RULES 

~  „  ,  ,  _  .  La»t  Publication  In  Ilulletin 

Mended  Cements,  Rules  for  Testing 

and  Use  of  . Feb. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Mar. 

Certificates  of  Occupancy,  approved 

form  . Nov. 

Concrete  Flat  Slabs,  Rules . july 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  lune 

Concrete  Rules  (Hydrated  Lime)  .  . .  Aug. 

Flevator  Rules  . Mar. 

Kxit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  . Dec. 

Fire  Alarm  Rules  (Interior) . Apr. 

Fjre  Drill  Rules  . May 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Apr. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  May 

Gas  Sliut-Off  Rules  . Apr. 

Hatchway  Protection  . lune 

Insulating  Fibre  Board  Rules . Mar. 

Oil  Burner  Rules  . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . .'..Nov.  25,  1941 — Vol.  26,  No.  47A 

Platform  Trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .Nov.  25,  1941 — Vol.  26,  No.  47A 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — Vol.  26,  No.  34 

Smoking  in  Factories,  Rules  for....  June 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules  . June 

Structural  Alterations,  Reporting. ..  [une 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . . .  Apr. 


17, 

1942- 

-Vol. 

27, 

No. 

7 

10, 

1942- 

-Vol. 

27, 

No. 

10 

25, 

1941- 

-Vol. 

26, 

No. 

47 

13, 

1937- 

-Vol. 

22, 

No. 

28 

24, 

1941- 

-Vol. 

26, 

No. 

25 

3, 

1937- 

-Vol. 

22, 

No. 

31 

3, 

1936- 

-Vol. 

21, 

No. 

9 

15, 

1937- 

-Vol. 

22, 

No. 

24 

2, 

1941- 

-Vol. 

26, 

No. 

48 

7, 

1942- 

-Vol. 

27, 

No. 

14 

5, 

1942- 

-Vol. 

27, 

No. 

18 

28, 

1942- 

-Vol. 

27, 

No. 

17 

16, 

1941- 

-Vol. 

26, 

No. 

50 

13, 

1937- 

-Vol. 

22, 

No. 

15 

21, 

1919- 

-Vol. 

4, 

No. 

3 

20, 

1941- 

-Vol. 

26, 

No. 

20 

7, 

1925- 

-Vol. 

10, 

No. 

14 

5, 

1928- 

-Vol. 

13, 

No. 

23 

31, 

1942- 

-Vol. 

27, 

No. 

13 

13, 

1942- 

-Vol. 

27, 

No. 

2 

6, 

1942- 

-Vol. 

27, 

No. 

1 

9,  1942— Vol.  27,  No.  23 

29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 

7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 

24,  1936— Vol.  21,  No.  47 


10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  .  ..Nov.  25,  1941— Vol.  26,  No.  47A 

Fireline  Hose  Valves  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941 — Vol.  26,  No.  47A 

buel  Oil  Pipe  Terminals  . Nov.  25,  1941— Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Industrial  Use.  Nov.  25,  1941 — Vol.  26,  No  47A 

Fuel  Oil  Pumps . Nov.  25,  1941— Vol.  26,  No.  47A 

Gas  Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Equipment  . Nov.  25,  1941— Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Vol.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941— Vol.  26,  No.  47A 


JUNE  9,  1942,  10  A.  M. 

Zon  ing  A  p plica  tions. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  June  9,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters  : 

135-41-BZ — Application  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  Fanny  Leon,  owner  (Joe’s  Automotive  Elec¬ 
tric  Service,  lessee),  reopened  May  12,  1942,  for  considera¬ 
tion  as  to  extension  of  permit — re  Application,  previously 
granted  on  condition,  under  section  7e  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  conversion 
of  occupancy  of  the  1st  story  of  an  existing  building  to  a 
motor  vehicle  repair  shop  for  a  term  of  one  (1)  year; 
premises  436  West  57th  street,  south  side,  425  ft.  west  of 
Ninth  avenue  (Block  No.  1066,  Lot  No.  50),  Borough  of 
Manhattan. 

413-39-BZ — Application  of  Henry  C.  Brockman,  appli¬ 
cant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  reopened 
and  restored  to  calendar  June  17,  1941,  under  section  7c  of 
the  building  zone  resolution,  to  permit  partly  in  a  residence 
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use  and  partly  in  a  business  use  district,  the  erection  of  a 
new  building  to  be  used  as  office,  car  washing  and  lubritory, 
all  accessory  to  an  existing  gasoline  service  station  (previ- 
ously  withdrawn)  ;  premises  15  Ocean  avenue,  south  side, 

t  at  °t!  Flatbush  avenue  (Block  No.  5024,  part  of 
Lot  No.  28),  Borough  of  Brooklyn. 

|8"42-BZ  Application,  January  14,  1942,  under  section 
'  *  the  zoning  resolution,  of  Henry  Nordheim,  applicant, 
on  behalf  of  Lillian  Koff,  owner,  to  permit  in  a  business 
use  district,  for  a  term  of  years,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  440  Sound 
View  a)(enue  and  445  Underhill  avenue,  northwest  corner 
(Block  No.  3498,  Lot  No.  51),  Borough  of  The  Bronx. 


h5-L41-BZ  Application  of  Max  Horn,  applicant  on  be- 
hali  of  Della  Estates,  owner,  reopened  October  15,  1941, 
under  section  7h  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  term  of  not  more  than 
two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles  (pieviously  acted  upon  by  the  Board)  ;  premises 
224  Beach  99th  street,  east  side,  120  ft.  north  of  Rockaway 
Beach  boulevard  and  225  Beach  98th  street  (Block  No.  583, 
Lot  No.  1  and  part  of  Lot  No.  23),  Rockaway  Beach  Bor¬ 
ough  of  Queens. 


972-41-BZ— Application,  November  13,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Frank  C.  Keller,  appli¬ 
cant,  on  behalf  of  Edward  Sherman  Supply  Company,  owner, 
to  permit  the  extension,  from  a  business  use  district  into  a 
residence  use  district,  of  a  business  use  and,  also,  the  use 
of  a  poition  of  a  rear  yard  located  partly  in  a  residence  use 
district  as  ingress  and  egress  to  (part  of)  the  said  pro¬ 
posed  business  uses;  premises  116-01  to  116-13  Merrick 
boulevard  (road),  southeast  corner  of  116th  avenue  (Block 
No.  3108,  Lot  No.  1),  St.  Albans,  Borough  of  Queens. 

67-42-BZ  Application,  January  20,  1942,  under  section 
21  of  the  zoning  resolution,  of  Canton  and  Nordheim,  ap¬ 
plicants,  on  behalf  of  Lauer  Realty  Corporation,  owner,  to 
permit  in  a  business  use  district,  the  maintenance  of  a  build¬ 
ing  used  for  the  storage,  sale  and  engraving  of  stone  monu¬ 
ments;  premises  2020  Jerome  avenue,  east  side,  100  ft.  north 
of  East  179th  street  (Block  No.  2854,  Lot  No.  34),  Borough 
of  The  Bronx. 


848-41-BZ — Application,  September  30,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Michael  Cook,  owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  building  to  be 
used  for  stores  and  open  air  movie  theatre;  premises  38-01 
to  38-05  Boardwalk,  northwest  corner  of  Beach  38th  street 
(Block  No.  320,  Lot  No.  1),  Edgemere,  Borough  of  Queens. 

559-37-BZ — -Application  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Fellman  Realty  Corporation,  owner,  re¬ 
opened  April  28,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  3996  Tenth  avenue  and  501 
West  213th  street,  northwest  corner  (Block  No.  2231,  part 
of  Lot  No.  17),  Borough  of  Manhattan. 

812-41-BZ — Application,  September  19,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  C.  J.  Neumann  Realty 
Corporation,  owner,  to  permit  partly  in  a  business  use  and 
partly  _  in  a-  residence  use  district,  the  reconstruction  and 
extension  of  a  gasoline  service  station;  premises  1916-192 2 
Flatbush  avenue  and  3822-3832  Avenue  L,  southwest  corner 
(Block  No.  7815,  Lot  Nos.  32  and  35),  Borough  of  Brooklyn. 

1106-17-BZ — Application  of  William  F.  Regan,  applicant, 
on  behalf  of  Helen  I.  Doyle,  owner  (Ola  Jones,  lessee), 
reopened  March  3,  1942,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  conver¬ 
sion  of  occupancy  of  part  of  an  existing  building  to  a  motor 
vehicle  repair  shop  (this  building  was  previously  acted  upon 
by  the  Board)  ;  premises  137  Jefferson  avenue,  north  side, 
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450  ft.  west  of  Nostrand  avenue  (Block  No.  1827,  Lot  No. 
82),  Borough  of  Brooklyn. 

344-38-BZ— Application  of  Herman  Kron,  applicant,  on 
behalf  of  The  Borden  Company,  owner  (Morris  Mistretta, 
lessee),  reopened  February  24,  1942,  under  sections  7h  and 
21  of  the  zoning  resolution,  to  permit  upon  a  plot  located 
partly  in  a  business  use  and  partly  in  an  unrestricted  use 
district,  the  maintenance  of  a  gasoline  service  station  and, 
also,  the  use  of  the  plot,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (this  plot  was  previously 
acted  upon  by  the  Board)  ;  premises  942-958  De  Kalb  avenue 
and  122-126  Lewis  avenue,  southwest  corner  (Block  No. 
1601,  part  of  Lot  No.  24),  Borough  of  Brooklyn. 

220-42-BZ— Application,  March  19,  1942,  under  section 
7c  of  the  zoning  resolution,  of  John  M.  Baker,  applicant,  on 
behalf  of  Hafner  Associates,  Incorporated,  owner  (General 
Steel  Products  Corporation,  lessee),  to  permit  in  a  residence 
use  district,  the  extension  of  an  existing  factory  building  by 
the  erection  of  a  loading  platform;  premises  19-19  24th 
avenue,  northwest  corner  of  21st  street  (Block  No.  890,  Lot 
No.  1),  Long  Island  City,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

1088-41-A — 15  Ocean  avenue,  south  side,  100  ft.  west  of 
Flatbush  avenue  (Block  No.  5024,  part  of  Lot  No.  28), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  9,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

318-42-A — 1986  Madison  avenue,  west  side,  59  ft.  11  in. 
south  of  East  127th  street  (Block  No.  1751,  Lot  No.  56J4), 
Borough  of  Manhattan. 

1134-39-A — 6914-6918  Fifth  avenue,  west  side,  102  ft. 
8^4  in-  south  of  Bay  Ridge  avenue  (Block  No.  5873,  Lot 
Nos.  48  and  49),  Borough  of  Brooklyn  (reopened  April 
17,  1942;  previously  denied). 

410-42-A — 2933-2955  Bedford  avenue  and  southeast  side 
of  Avenue  H,  138J4  ft.  north  of  Bedford  avenue  (Block  No. 
7571,  Lot  No.  33  and  Block  No.  7572,  Lot  No.  33),  Borough 
of  Brooklyn. 

323-42-A— 162  Chambers  street,  south  side,  100  ft.  east 
of  Greenwich  street  (Block  No.  137,  Lot  No.  25),  Borough 
of  Manhattan. 

381-42-A— 48-50  Division  place,  south  side,  50  ft.  west 
of  Morgan  avenue  (Block  No.  2850,  Lot  No.  14),  Borough 
of  Brooklyn. 

326-42-S— 361  Herzl  street,  east  side,  180.275  ft.  south  of 
Livonia  avenue  (Block  No.  3585,  Lot  No.  16),  Borough  of 
Brooklyn. 

288-42- A— 2561-2567  Broadway,  northwest  corner  of 
West  96th  street  (Block  No.  1868,  Lot  No.  13),  Borough  of 
Manhattan. 

394-42-A — 343  Carlton  avenue  and  142  Lafayette  avenue, 
southeast  corner  (Block  No.  2120,  Lot  Nos.  17  and  18), 
Borough  of  Brooklyn. 


JUNE  16,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

of  the  zoning  resolution,  Tuesday  morning,  June  16,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters: 


638-40-BZ— -Application  of  Nathaniel  T.  Helman,  appli¬ 
cant,  on  behalf  of  Cortland  Realty  Company  of  New  York, 
owner  (Jules  Ullman,  lessee),  reopened  and  restored  to 
calendar  April  7,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  for  a  term  of 
not  more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles  (previously  withdrawn)  ;  premises 
41-48  80th  street,  west  side,  125.39  ft.  north  of  Broadway 
(Block  No.  1499,  part  of  Lot  No.  1),  Jackson  Heights, 
Borough  of  Queens. 

132-42-BZ — Application,  February  17,  1942,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  N.  T.  Helman,  appli¬ 
cant,  on  behalf  of  Queensboro  Investing  Company,  owner 
(Jules  Ullman,  lessee),  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  37-36  83rd 
street,  west  side,  240  ft.  south  of  37th  avenue  (Block  No. 
1470,  Lot  No.  24),  Jackson  Heights,  Borough  of  Queens. 

479-41-BZ — Application,  May  27,  1941,  under  section  7f 
of  the  zoning  resolution,  of  Harry  Schnoll,  applicant  and 
lessee,  on  behalf  of  William  Eckenfelder,  owner,  to  permit 
in  a  business  use  district,  for  a  temporary  term  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  to  be  operated  in  conjunction  with 
the  gas  station  on  the  adjoining  lot;  premises  2450  White 
Plains  road,  east  side,  24.45  ft.  and  76  ft.  south  of  Mace 
avenue  (Block  No.  4430,  Lot  Nos.  19  and  21),  Borough  of 
The  Bronx. 

1027-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Evelyn  Syrkin  Cherry,  owner  (Louis  Schrad- 
nick,  lessee),  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  170  Beach  42nd 
street,  east  side,  97  ft.  north  of  Boardwalk  (Block  No.  324, 

Lot  No.  13),  Edgemere,  Borough  of  Queens. 

842-41-BZ — Application,  September  30,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Gussie  Schradnick,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  on  the  same 
premises  with  a  multiple  dwelling,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  167  Beach  41st  street,  wTest 
side,  271.19  ft.  south  of  Edgemere  avenue  (Block  No.  325, 

Lot  No.  51),  Edgemere,  Borough  of  Queens. 

' 

1021- 41-BZ — Application,  November  27,  1941,  under  sec¬ 

tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Henry  H.  Ruttenberg,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles;  premises  22-23  Edge- 
mere  avenue,  267  Fernside  place,  southwest  corner  and  266 
Watjean  court  (Block  No.  271,  Lot  Nos.  1,  38,  46  and  48),  | 

Edgemere,  Borough  of  Queens. 

1022- 41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Dorothy  Jacobs  and  Hortense  Margolis,  owners 
(Dorothy  Jacobs,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  on  the  same  premises 
with  a  multiple  dwelling,  the  parking  of  more  than  five  (5) 
motor  vehicles;  premises  124-128  Beach  63rd  street,  east 
side,  355  ft.  south  of  Larkin  avenue  (Block  No.  355,  Lot  No. 

24  and  part  of  Lot  No.  19),  Arverne,  Borough  of  Queens. 

1031- 41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Mollie  Horn,  owner,  to  permit  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  133 
Beach  72nd  street,  west  side,  660  ft.  south  of  Rockaway 
Beach  boulevard  (Block  No.  608,  Lot  No.  89),  Arverne, 
Borough  of  Queens. 

1032- 41-BZ — Application,  November  27,  1941,  under  sec¬ 
tions  7h  and  21  of  the  zoning  resolution,  of  Max  Horn, 
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applicant,  on  behalf  of  Jacob  Liebowitz,  owner,  to  permit  in 
a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
and  the  maintenance  of  a  one  (1)  car  (non-accessory) 
garage;  premises  175  Beach  72nd  street,  west  side,  259  ft. 
south  of  Rockaway  Beach  boulevard  (Block  No.  608,  Lot 
'  No.  69),  Arverne,  Borough  of  Queens. 

737-38-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  Mary  L.  Walker,  owner,  reopened  May  12, 
1942,  under  sections  7f  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied)  ;  premises  1171-1185  River  ave¬ 
nue,  west  side,  100  ft.  south  of  East  167th  street  (Block  No. 
2496,  Lot  No.  64),  Borough  of  The  Bronx. 

57-42-BZ — Application,  January  16,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Hyman  Ashkinazy,  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles;  prem¬ 
ises  446-456  Riverdale  avenue  and  512-522  Snediker  avenue, 

•  southwest  corner  (Block  No.  3833,  Lot  No.  26),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  16,  1942,  2  P.  M. 

Rules. 

170-39-SR — Rules  on  Uses  of  Insulating  Fibre  Board, 
Proposed  Amendment  to  Rule  2.2,  Fibre  Board  Sheathing. 

Appeals  from  Administrative  Decisions. 

384-42-A — 40  Hopkins  street,  south  side,  400  ft.  west  of 
Marcy  avenue  (Block  No.  1724,  Lot  No.  25),  Borough  of 
1  Brooklyn. 

311-42-A — 5501-5523  Sixth  avenue,  east  side,  block  front, 
i  between  55th  and  56th  streets  (Block  No.  833,  Lot  No.  1), 

!  Borough  of  Brooklyn. 

:  354-42- A — 48  Greenleaf  avenue,  west  side,  95  ft.  5  in. 
north  of  Marion  avenue  (Block  No.  236,  Lot  No.  69),  West 
1  Brighton,  Borough  of  Richmond. 

Appliance  and  Materials  for  Approval. 
'700-40-SA — Westinghouse  Type  O.M.  Oil  Buffer. 

68-42-SM — U.S.G.  and  Sampson  Debsboard  (treated 
hardwood),  Structoboard  (treated  hardwood)  and  Hard- 
board  Tile. 

!  195-42-SM — Lumiplast  (Luminous  pigment  to  be  used 
|  on  Exit  Signs). 


JUNE  23,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  June  23,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

1004-41-BZ — Application,  November  21,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  A.  A.  Forman, 
3rd,  applicant,  on  behalf  of  Dougland  Homes  Corporation, 
owner  (Frederick  Cornelius,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  reconstruction  and  extension  of  a 
gasoline  service  station;  premises  175-42  137th  avenue  and 
137-04  Farmers  boulevard,  southwest  corner  (Block  No. 
3237,  part  of  Lot  No.  24),  Springfield  Gardens,  Borough  of 
Queens. 


190-42-BZ  Application,  March  10,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Lama  and  Pros¬ 
kauer,  applicants,  on  behalf  of  Ten  Security  Corporation, 
owner,  to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  7602-7622  New  Utrecht  ave¬ 
nue  and  1638-1644  76th  street,  southwest  corner  (Block  No. 
6236,  Lot  No.  23),  Borough  of  Brooklyn. 

168-42-BZ  Application,  February  27,  1942,  under  section 
7h  of  the  zoning  resolution,  of  William  A.  Eckert,  applicant, 
on  behalf  of  Agnes  F.  Murray,  owner  (William  Nunley, 
lessee),  to  permit  upon  a  plot  located  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  168-03  to  168-11  Hillside  avenue 
and  87-49  to  87-59  168th  street,  northeast  corner  (Block  No. 
9840,  Lot  No.  1),  Jamaica,  Borough  of  Queens. 

200-42-BZ — Application,  March  13,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Joseph  M.  Lonergan,  appli¬ 
cant,  on  behalf  of  Maxal  Realty  Company,  Incorporated, 
owner  (Barney  Gunshor,  lessee),  to  permit  in  a  retail  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  253-255 
Seventh  avenue,  east  side,  86  ft.  11  in.  north  of  West  24th 
street  (Block  No.  800,  Lot  Nos.  5  and  80),  Borough  of 
Manhattan. 

327-42-BZ — Application,  April  21,  1942,  under  section  7a 
of  the  zoning  resolution,  of  Koch  and  Wagner,  applicants, 
on  behalf  of  John  F.  Trommer,  Incorporated,  owner,  to 
permit  partly  in  a  business  use  and  partly  in  an  unrestricted 
use  district,  the  extension  in  height  of  a  building  used  as 
part  of  a  brewery;  premises  1630-1654  Bushwick  avenue 
and  66-98  Conway  street,  southeast  corner  (Block  No.  3476, 
part  of  Lot  No.  16),  Borough  of  Brooklyn. 

1101-41-BZ — Application,  December  23,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewetter, 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  per¬ 
mit  partly  in  a  business  use  and  partly  in  an  unrestricted 
use  district,  the  reconstruction  of  an  existing  gasoline  ser¬ 
vice  station;  premises  451-457  Flushing  avenue  and  713-721 
Bedford  avenue,  northeast  corner  (Block  No.  2263,  Lof  No. 
1),  Borough  of  Brooklyn. 

351-42-BZ — Application,  April  24,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Alexander  Eisenberg,  owner  (Max  Wasserman, 
lessee),  to  permit  in  a  business  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to  the  baling  of  rags 
and  also  the  joint  occupancy  and  use  of  this  building  with 
an  existing  building  abutting  to  the  west;  permission  to  use 
the  westerly  building  for  baling  of  rags  was  granted  by  the 
Board;  premises  1050-1054  Myrtle  avenue,  south  side,  296 
ft.  7  in.  west  of  Lewis  avenue  (Block  No.  1585,  Lot  No.  25 
and  part  of  Lot  No.  21),  Borough  of  Brooklyn. 

375-42-BZ — -Application,  May  7,  1942,  under  section  21 
of  the  zoning  resolution,  of  Ernst  Pfeiffer,  applicant,  on 
behalf  of  Risap  Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance  of  an  elec¬ 
tric  sign  on  a  proposed  marquise  to  be  attached  to  a  Class 
B  multiple  dwelling  (hotel)  ;  premises  752-758  West  End 
avenue  and  260  West  97th  street,  southeast  corner  (Block- 
No.  1868,  Lot  No.  61),  Borough  of  Manhattan. 

331-42-BZ — Application,  April  22,  1942,  under  sections  7i 
and  21  of  the  zoning  resolution,  of  H.  I.  Feldman,  appli¬ 
cant,  on  behalf  of  Fifty-Five  Wadsworth  Terrace  Corpo¬ 
ration,  owner,  to  permit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  the  basement  story  of  an  existing 
building  to  a  motor  vehicle  repair  shop;  premises  145-155 
Fort  George  avenue  and  1662-1670  St.  Nicholas  avenue, 
northerly  intersection  (Block  No.  2149,  Lot  No.  276),  Bor¬ 
ough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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JUNE  23,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

398-42-A — 3237  Richmond  terrace,  northwest  corner  of 
South  avenue  (Block  No.  1208,  Lot  No.  13),  ^Mariners 
Harbor,  Borough  of  Richmond  (under  section  35,  General 
City  Law — re  bed  of  mapped  street). 


JULY  7,  1942,  10  A.  M. 

Zoning  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  July  7,  1942,  at 


10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matter  : 

1029-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  to 
permit  in  a  business  use  district,  the  extension  and  recon¬ 
struction  of  an  existing  gasoline  service  station ;  premises 
263  Bay  street  and  16  Hannah  street,  southeast  corner 
(Block  No.  487,  Lot  No.  42),  Tompkinsville,  Borough  of 
Richmond. 

Appeal  from  Administrative  Decision. 

432-42-A — 263  Bay  street  and  16  Hannah  street,  south-  • 
east  corner  (Block  No.  487,  Lot  No.  42),  Tompkinsville, 
Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  2,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  May  26,  1942  and  Tuesday  afternoon, 
May  26  1942,  were  approved  as  printed  in  Bulletin  No.  22, 
Vol.  27. 


ZONING  CASES. 

1004-41-BZ. 

APPLICANT— A.  A.  Forman,  3rd,  for  Dougland  Homes 
Corporation,  owner  (Frederick  Cornelius,  lessee). 
SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
reconstruction  and  extension  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 175-42  137th  avenue  and  137- 
04  Farmers  boulevard,  southwest  corner  (Block  No. 
3237,  part  of  Lot  No.  24),  Springfield  Gardens, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  A.  A.  Forman,  3rd,  and  S.  L.  Mal- 
kind. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  23,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board  and 
for  applicant  to  file  complete  plans. 


1029-41-BZ. 

APPLICANT— Henry  C.  Brockman,  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUB ]ECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  extension 
and  reconstruction  of  an  existing  gasoline  service 
station. 

PREMISES  AFFECTED— 263  Bay  street  and  16  Hannah 
street,  southeast  corner  (Block  No.  487,  Lot  No. 
42),  Tompkinsville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD— Laid  over  to  July  7,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board,  and 
for  applicant  to  file  plans  showing  new  rearrange¬ 
ment. 


662-26-BZ. 

APPLICANT — Charles  Richel,  for  Sarah  Richel,  owner. 
SUBJECT — Application  reopened  November  5,  1941  (re  de¬ 
cision  of  the  acting  borough  superintendent)  under 
section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  stated  term  of  years, 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 3504-3510  Boston  Post  road 

and  3410  Eastchester  road,  southeast  corner  (Block  i 
No.  4723,  Lot  No.  66),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  M.  D.  Eile  and  George  H.  Cohn. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative:  Commissioner  Savage  . . ....  1  . 

Negative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn  .  3 

THE  RESOLUTION  (662-26-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  selling  station,  premises  3504- 
3510  Boston  Post  road  and  3410  Eastchester  road,  northeast 
corner  (Block  No.  4723,  Lot  No.  66),  Borough  of  The 
Bronx,  was  denied  by  the  Board  December  21,  1926;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  January  25,  1927,  under  section  7g  of  the  zoning 
resolution  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  said  gasoline  selling  station;  the  appli-  < 
cation  granted  on  condition  March  15,  1927,  on  certain 
conditions,  for  a  temporary  period  of  two  (2)  years;  the 
term  of  the  permit  extended  April  9,  1929  for  a  similar 
period ;  and 

Whereas,  the  application  was  subsequently  reopened  by 
vote  of  the  Board  on  July  3,  1934,  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  selling  station,  due 
to  the  term  of  the  former  permit  having  expired  by  limita¬ 
tion;  and 
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Whereas,  the  application  was  subsequently  granted  on 
January  IS,  1935,  on  certain  conditions,  for  a  period  of  two 
(2)  years,  under  section  7,  subdivision  g;  and 

Whereas,  this  application  was  again  reopened  on  Feb¬ 
ruary  2,  1937,  under  section  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district  the  maintenance  of  a  gaso¬ 
line  service  station  for  a  temporary  period,  due  to  the  expi¬ 
ration  of  the  former  permit,  and  denied  on  December  14, 
1937 ;  and 

Whereas,  the  action  of  the  Board  of  December  14,  1937, 
was  subject'  to  court  review  resulting  in  the  sustaining  of 
i  the  action  of  that  date ;  and 

Whereas,  George  H.  Cohn,  for  Sarah  Richel,  owner, 
i  filed  on  November  5,  1941,  an  application  under  section  7f, 
of  the  zoning  resolution,  to  permit  in  a  business  use  district 

■  for  a  stated  term  of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station,  affecting  the  foregoing  prem¬ 
ises;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  November  5,  1941,  subject  to  usual  procedure; 

and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  2,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Boston  road  is  in  a  business  use  dis¬ 
trict;  Eastchester  road  is  in  business  and  residence  use 
districts;  Mickle  avenue  and  Tillotson  avenue  are  each  in 
residence  and  business  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  3,  1942,  on  N.  B.  Applic.  No.  575-41,  reads: 

“1.  The  erection  of  a  building  to  be  used  as  an 
office,  rest  rooms,  lubritorium,  auto  laundry  and  gaso¬ 
line  station,  is  a  prohibited  use  in  a  business  district,  as 
per  Art.  2,  Sec.  4,  Subd.  15  of  the  zoning  resolution  of 
the  City  of  New  York.” 

nand 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav- 
ing  a  frontage  of  97  ft.  8  in.  on  Boston  road  and  77  ft.  8  in. 
on  Eastchester  road.  It  is  proposed  to  erect  upon  the  plot 
ia  one-story  building  85  ft.  by  26  ft.  6  in.  in  area  to  be  used 

■  as  an  office,  auto  laundry  and  lubritorium,  to  install  the 
.necessary  tanks  and  pumps  and  to  use  the  site  as  a  gasoline 
service  station  for  a  term  of  five  (5)  years;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari- 
mce  under  section  7,  subdivision  f,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
l0e  and  it  hereby  is  affirmed  and  that  the  application  be  and 
t  hereby  is  denied. 


379-38-BZ. 

APPL1CAN I  John  M.  Baker,  for  Rocco  Tricarico, 
owner. 

SUBJECT — Application  reopened  March  24,  1942  (re  deci¬ 
sion  of  borough  superintendent)  under  section  7h 
of  the  zoning  resolution,  to  permit  in  a  business  use 
district,  for  a  term  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles 
PREMISES  AFFECTED— 31-53  and  31-73  31st  street 
east  side,  178.14  ft.  north  of  Broadway  (Block  No! 
613,  Lot  Nos.  13  and  19),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

\PPEARANCES — 

For  Applicant:  John  M.  Baker  and  Rocco  Tri¬ 
carico. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

I  A<  TION  OF  BOARD — Resolution  amended. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 

THE  RESOLUTION  (879-38-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  the  maintenance  of  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  on  a  plot  occupied  in  part  by 
a  building  used  for  body  and  fender  repairs  and  brake  and 
ignition  service,  premises  31-73  31st  street,  east  side,  176 
ft.  north  of  Broadway  (Block’ No.  617,  Lot  No.  13),  Long 
Island  City,  Borough  of  Queens,  was  granted  by  the  Board 
November  13,  1940  under  section  7 h  of  the  zoning  resol u- 
tion,  for  a  term  of  two  (2)  years ;  and 

Whereas,  John  M.  Baker,  for  Rocco  Tricarico,  owner, 
requested  reopening  of  the  application  under  section  7h  of 
the  zoning  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  31-53  to  31-73  31st  street,  east  side, 
178.14  ft.  north  of  Broadway  (Block  No.  613,  Lot  Nos.  13 
and  19),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  March  24,  1942,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  2,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  31st  street  and  Broadway  are  in  busi¬ 
ness  use  _  districts ;  32nd  street  is  in  residence  and  business 
use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  19,  1942,  on  Misc.  Applic.  No.  348-42,  reads : 

“1.  The  proposed  parking  and  storage  of  more  than 
(5)  five  motor  vehicles  in  a  business  district  is  prohibited 
by  sec.  4  (15)  of  the  Zone  Law.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  300  ft.  and  a  depth  of  80  ft.  To  in.  The 
southerly  portion  of  the  plot  having  a  frontage  of  150  ft. 
is  occupied  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles,  permission  for  which  use  was  granted 
by  the  Board  for  a  temporary  period  of  two  (2)  years  from 
November  13,  1940.  It  is  proposed  to  use  the  entire  prem¬ 
ises,  for  a  term  of  two  (2)  years,  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  30,  1940, 
by  adding  thereto : 

“that  in  the  event  the  owner  desires  to  include  the  ad¬ 
joining  lot,  No.  19,  for  similar  purposes  as  herein  per¬ 
mitted,  with  a  total  frontage  approximately  300  feet 
along  31  st  street,  such  extension  of  use  may  be  per¬ 
mitted  for  such  use  for  the  entire  plot  for  a  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
on  condition  that  the  requirements  of  this  resolution 
shall  be  complied  with  and  similar  requirements  shall 
be  complied  with  as  to  Lot  No.  19;  that  the  subdividing 
fence  between  Lot  No.  13  and  Lot  No.  19  may  be  re¬ 
moved  but  no  additional  curb  cuts  or  openings  shall 
be  constructed  to  31  st  street;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  resolution.” 


5-42-BZ. 

APPLICANT — Bernard  Trencher,  for  Henry  Felsenstein, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c.  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  extension 
of  an  existing  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  gasoline  service  station  and,  also, 
the  inclusion  of  a  motor  vehicle  repair  shop  use 
in  the  garage  building. 
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PREMISES  AFFECTED— 2042-2050  Ocean  avenue,  west 
side,  470  ft.  south  of  Avenue  O  and  300  feet  north 
of  Avenue  P  (Block  No.  6766,  Lot  Nos.  36  and  38), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Bernard  Trencher  and  Henry  Fel- 
senstein. 

For  Opposition:  Rose  Blumenfeld,  B.  V.  Loll,  A.  C. 
Morton,  Helen  E.  Hannon,  Eva  Rand,  J.  Gins¬ 
berg,  Morris  Rand,  Michael  E.' Pellegrino,  and 
Joe  W.  Levy. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative :  . . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

THE  RESOLUTION  (5-42-BZ) 

Whereas,  Bernard  Trencher,  for  Henry  Felsenstein, 

>  owner,  filed  January  2,  1942,  an  application  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  extension  of  an  existing  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  gasoline  service  station, 
and  the  inclusion  of  a  motor  vehicle  repair  shop  use  in  the 
garage  building ;  premises  2042-2050  Ocean  avenue,  west 
side,  470  ft.  south  of  Avenue  O  and  300  ft.  north  of  Avenue 
P  (Block  No.  6766,  Lot  Nos.  36  and  38),  Borough  of 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  2,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and-Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Ocean  avenue,  East  19th 
street  and  Avenue  P  are  each  in  residence  and  business  use 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  9,  1942  and  as  amended  April  13,  1942,  re 
Alt.  Application  No.  5430-1941,  reads : 

“Proposed  alteration  and  extension  of  existing  public 
garage  and  gasoline  station  and  the  inclusion  of  auto 
repair  shop  in  a  residential  use  district  is  contrary  to 
Art.  II,  Sect.  3  of  the  Zoning  Resolution.” 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  80  ft.  and  a  depth  of  151  ft.  6  in.  Upon 
the  northerly  front  of  the  plot  there  is  a  Class  3  building 
one  and  two  stories  in  height  and  40  ft.  by  80  ft.  in  area, 
occupied  as  a  garage;  at  the  front  of  the  building  there  is 
a  gasoline  service  station,  40  ft.  by  18  ft.  6  in.  in  area.  At 
the  rear  of  the  plot  there  are  two  greasing  pits  for  2 
cars.  It  is  proposed  to  remove  the  building  on  the  plot, 
to  erect  thereon  a  one-story,  Class  3  building,  55  ft.  by  101 
ft.  6  in.  in  area,  to  be  used  as  a  public  garage  and  motor 
vehicle  repair  shop,  and  to  erect  a  gasoline  service  station 
80  ft.  by  40  ft.  in  area  across  the  front  of  the  plot ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  records  under  Calendar  Numbers  1081- 
27-BZ,  622-37-A  and  362-38-BZ  are  to  be  deemed  a  part 
of  the  record  in  this  application ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


20-42-BZ. 

APPLICANT — Milton  B.  Weissmati,  for  Pauline  Kaufman, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7i  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  conversion 


of  occupancy  of  part  of  the  first  story  of  an  exist¬ 
ing  building  to  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED— 178-186  Putnam  avenue  and 
1186-1188  Bedford  avenue,  southwest  corner  (Block- 
No.  1996,  Lot  No.  27),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman  and  George  Pat¬ 
rick. 

For  Opposition:  G.  Goldman,  Dep’t  of  Education, 
and  John  B.  Horne. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (20-42-BZ) 

Whereas,  Milton  B.  Weissman,  for  Pauline  Kaufman, 
owner,  filed  January  7,  1942,  an  application  under  section 
7i  of  the  zoning  resolution,  to  permit  in  a  business  use 
district,  the  conversion  of  occupancy  of  part  of  the  first 
story  of  an  existing  building  to  a  motor  vehicle  repair 
shop;  premises  178-186  Putnam  avenue  and  1186-1188  Bed¬ 
ford  avenue,  southwest  corner  (Block  No.  1996,  Lot  No. 
27),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  2,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Bedford  avenue  is  in  a  business  use 
district ;  Putnam  and  Jefferson  avenues  are  each  in  resi¬ 
dence  and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  30,  1941,  re  Alt.  Applic.  No.  5054-41,  reads:  i 
“1.  Proposed  auto  repair  shop  in  Business  Dist.  is 
contrary  to  Art.  IT,  Sec.  4a,  Para.  29,  Zone  Resolution. 
Application  Denied.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construe-  i 
tion,  one,  two  and  three  stories  in  height,  with  a  frontage 
of  40  ft.  on  Bedford  avenue  and  90  ft.  on  Putnam  avenue. 

It  is  proposed  to  use  the  westerly  portion  of  the  1st  story  ; 
of  the  existing  building  as  a  motor  vehicle  repair  shop; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper 
case  in  which  to  exercise  its  discretion  to  grant  under  sec¬ 
tion  7i  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does  | 
hereby  make  a  variation  in  the  application  of  the  use  dis-  j 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  he  and  it  hereby  is  granted  under  section  7i 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  prem¬ 
ises  as  existing  in  the  rear  to  be  occupied  as  a  motor  I 
vehicle  repair  shop,  on  eondition  that  the  work  done  shall 
be  with  hand  tools  and  that  no  motor  driven  equipment 
shall  be  employed  having  a  horse  power  greater  than  three- 
quarter  horse;  that  no  collision  work  shall  be  done;  that 
if  painting  is  carried  on  it  shall  be  subject  to  the  required 
permit;  that  no  signs  shall  be  erected  on  this  portion  of 
the  premises,  except  that  there  may  be  a  sign  on  the 
front  of  such  portion  of  the  building,  advertising  the  repair 
work,  provided  it  does  not  exceed  15  sq.  ft.  in  area;  that 
no  acetylene  torch  shall  be  used  on  the  premises  and  there 
shall  be  no  storage  of  gasoline  on  the  premises  except  in 
the  tanks  of  the  cars  being  repaired;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com-  j 
missioner  shall  direct;  that  the  openings  between  the  prem¬ 
ises  indicated  as  tool  room  and  the  adjoining  store  on 
the  front  portion  of  the  building,  shall  be  blocked  up  with 
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approved  masonry ;  that  the  fire  doors  at  the  opening  be¬ 
tween  the  two  front  buildings  shall  be  made  to  comply 
with  the  requirements  therefor  or  in  the  event  these  doors 
are  not  legally  installed,  the  building  shall  be  made  to 
comply  with  the  requirements  of  the  Multiple  Dwelling 
Law;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  all  existing  certificates  of  occupancy  now  out¬ 
standing  shall  be  surrendered  and  a  new  certificate  of  occu¬ 
pancy  issued  setting  forth  the  present  use  of  the  entire 
building;  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  three  (3)  months  from  the  date 
of  this  resolution. 


328-42-BZ. 

APPLICANT — Koch  and  Wagner,  for  Bond  and  Mort¬ 
gage  Company,  owner  (The  Roberts  Numbering 
Machine  Company,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 744-752  Jamaica  avenue  and 
2-14  Chestnut  street,  southwest  corner  (Block  No. 
4103,  Lot  No.  29),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Charles  C.  Wagner. 

For  Opposition:  J.  Louis  Mushin  and  Benj.  C. 
Hollingsworth,  -Sr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . .  0 

THE  RESOLUTION  (328-42-BZ) 

Whereas,  Koch  and  Wagner,  for  Bond  and  Mortgage 
Company,  owner  (Roberts  Numbering  Machine  Company, 
lessee),  filed  on  April  21,  1942,  an  application  under  sec¬ 
tion  7f  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  744-752 
Jamaica  avenue  and  2-14  Chestnut  street,  southwest  corner 
(Block  No.  4103,  Lot  No.  29),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  2,  1942,  after  due-  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Jamaica  avenue  is  in  business  and 
residence  use  districts ;  Chestnut  and  Richmond  streets  are 
each  in  residence  and  business  use  districts ;  and 
Whereas,  the  decisiofi  of  the  borough  superintendent, 
dated  April  14,  1942,  on  B.  N.  Applic.  No.  836-42,  reads : 
“1.  Proposed  parking  of  more  than  five  (5)  auto¬ 
mobiles  in  a  business  use  district  is  contrary  to  Art.  II, 
Sec.  4(a)  15  of  the  zoning  resolution. 

Parking  space  in  a  business  use  district  provided  for 
employees  of  a  building  must  adjoin  the  building.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  102  ft.  on  Jamaica 
avenue  and  107  ft.  on  Chestnut  street.  It  is  proposed  to 
use  the  plot,  for  a  term  of  two  (2)  years,  for  the  parking 
of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  at  the  hearing  the  applicant  amended  his  appli¬ 
cation  to  substitute  section  7h  of  the  zoning  resolution  in 
place  of  section  7f  therefor;  and 


Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7h  thereof, 
for  a  term  of  two  (2)  years,  to  permit  the  premises  to 
be  occupied  for  the  transient  parking  of  more  than  five 
(5)  motor  vehicles,  on  condition  that  only  motor  vehicles 
of  the  pleasure-car  type  and  those  capable  of  operation 
shall  be  so  parked;  that  all  cars  so  parked  shall  be  those 
ot  the  employees  of  the  Roberts  Numbering  Machine  Com¬ 
pany  located  at  710  Jamaica  avenue;  that  no  fee  shall  be 
charged  for  such  parking;  that  the  premises  shall  be  leveled 
substantially  to  the  grade  of  Jamaica  avenue  and  shall  be 
surfaced  with  clean  gravel,  steam  cinders  or  other  suitable 
material,  properly  rolled  and  treated  with  an  asphalt  binder; 
that  all  existing  structures,  including  billboards  and  signs, 
shall  be  removed  from  the  premises;  that  there  shall  be 
erected  on  the  interior  and  street  building  lines  a  sub¬ 
stantial  fence  which  may  be  constructed  of  wood  pickets, 
to  a  height  not  less  than  5  ft.  6  inches;  that  the  southerly 
portion  of  the  lot  for  a  depth  of  not  less  than  25  feet 
shall  not  be  used,  and  adequate  barricades  shall  be  erected 
across  the  lot  at  this  point  to  preclude  such  use ;  that 
entrance  shall  be  solely  from  Jamaica  avenue,  not  over  15 
ft.  in  width  with  curb  cut  opposite  of  similar  width;  that 
a  gate  may  be  constructed  across  the  entrance  to  be  closed 
during  factory  working  hours  and  at  night;  that  the  de¬ 
sign  for  the  fence  shall  be  submitted  for  approval  by  the 
Chairman  in  behalf  of  the  Board  before  submission  to  the 
borough  superintendent;  that  during  the  term  of  this  per¬ 
mit  the  premises  shall  be  occupied  for  no  other  use  than 
the  restricted  parking  herein  permitted;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  require;  that  such  appliances  may  be  housed 
in  a  building,  provided  such  building  does  not  exceed  100 
sq.  ft.  in  area  and  one  story  in  height ;  that  such  building 
may  be  of  frame;  that  such  building  otherwise  be  used  as 
a  shelter  for  the  attendant;  that  this  lot  shall  at  all  times 
be  under  the  supervision  of  some  person  in  the  employ  of 
the  company;  that  proper  aisles  shall  be  maintained  for 
easy  entrance  and  egress;  that  no  signs  shall  be  erected  on 
the  premises,  except  there  may  be  a  sign  attached  to  the 
fence,  stating  that  this  parking  space  is  solely  for  the 
employees  of  the  Roberts  Numbering  Machine  Company; 
that  all  permits  required  shall  be  obtained  and  all  work- 
completed  within  three  (3)  months  from  the  date  of  this 
resolution. 

353-42-BZ. 

APPLICATION — Charles  M.  Lobejager,  for  Bulova 
Watch  Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  7c  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  building  to  be  occupied  for  fac¬ 
tory  use  in  excess,  of  the  area  permitted  by  the 
zoning  resolution. 

PREMISES  AFFECTED — 40-05  61st  street,  40-06  62nd 
street,  the  south  side  of  Woodside  avenue,  from 
61st  to  62nd  streets  (Block  No.  1336,  Lot  Nos.  38, 
41,  44  and  47),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Charles  M.  Lobejager  and  Benja¬ 
min  Horwitz. 

For  Opposition :  Eugene  J.  Reilly,  Michael  Mill- 
man  and  Stephen  Kolleda. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 
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THE  RESOLUTION  (353-42-BZ) 

Whereas,  Charles  M.  Lobejager,  for  Bulova  Watch 
Company,  owner,  filed  on  April  28,  1942,  an  application 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  occupied  for  factory  use  in  excess  of  the 
area  permitted  by  the  zoning  resolution ;  premises  40-05 
61st  street,  40-06  62nd  street,  and  the  south  side  of  Wood- 
side  avenue  from  61st  to  62nd  streets  (Block  No.  1336, 
Lot  Nos.  38,  41,  44  and  47),  Woodside,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 

by  the  Board  of  Standards  and  Appeals,  at  its  regular 

meeting,  June  2,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning- 
resolution  show  that  Woodside  avenue  is-  in  a  business 
use  district;  61st  and  62nd  streets  are  each  in  residence 
and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  21,  1942,  on  N.  B.  Applic.  No.  579-42,  reads : 

“1.  The  proposed  use  of  more  than  25%  of  the 

area  of  building  or  more  than  100%  of  the  area  of  the 
lot  for  factory  use  in  a  business  use  district  is  contrary 
to  Section  4C,  Art  2  of  the  zoning  resolution.” 

and 

Whereas,  the  proposed  building  will  be  of  fireproof  con¬ 
struction,  and  have  a  frontage  of  242  ft.  on  Woodside 
avenue,  a  depth  of  63  ft.  and  be  two  stories  and  basement 
in  height.  It  is  proposed  to  use  the  building  for  the  manu¬ 
facture  of  aviation  precision  instruments  for  National  De¬ 
fense.  The  allowable  area  in  a  business  use  district  for 
factory  work  (according  to  the  zone  resolution)  is  20,790 
sq.  ft.  It  is  proposed  to  use  41,600  sq.  ft.  of  the  floor  area 
for  factory  use;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section 
7,  subdivision  c,  of  the  zoning  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  extension  of  use  within  the  proposed 
building  as  proposed ;  on  condition  that  such  variance  shall 
continue  only  during  the  term  of  the  present  emergency; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable; 
that  the  building  shall  be  constructed  and  maintained,  in¬ 
cluding  the  planting  along  Woodside  avenue,  substantially 
as  proposed;  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  six  (6)  months  from  the  date 
of  this  resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

432-42-A. 

APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 263  Bay  street  and  16  Hannar 
street,  southeast  corner  (Block  No.  487,  Lot  No. 
42),  Tompkinsville,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  7,  1942  at  10 
A.  M.  in  connection  with  Cal.  No.  1029-41-BZ. 


Adjourned:  11:45  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  2,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  CASES. 

1121-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Annie  Herzfeld, 
Lillian  Klinghoffer  and  Clifford  W.  Wentz,  owners.  ' 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  21  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 6001-6015  Church  avenue,  538- 
562  Remsen  avenue,  northwest  corner  and  865-887 
Ralph  avenue  (Block  No.  4686,  Lot  Nos.  1,  5  and 
6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum. and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


1530-39-BZ. 

APPLICANT — Morris  Perlstein,  for  Providence  Marino,  |i 
owner  (Harold  Holzhauser,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolu¬ 
tion,  permitting  in  a  retail  use  district,  the  conver¬ 
sion  of  occupancy  of  a  frame  building  containing 
a  cow  stable  and  hay  loft  to  riding  academy  and 
stable  for  more  than  five  (5)  horses  and  hay  loft 
for  a  temporary  period  of  one  (1)  year  (expired 
November  19,  1941). 

PREMISES  AFFECTED — 89-38  70th  drive,  southeast  cor¬ 
ner  of  Svbilla  street  (Block  No.  3899,  Lot  No.  32), 
Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant.:  Morris  Perlstein,  Providence 
Marino  and  Harold  Holzhauser. 

For  Opposition:  Victor  D.  Borst,  Jr. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


477-28-BZ. 

APPLICANT — Paramar  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  Commissioner  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the 
building  zone  resolution,  permitting  partly  in  a 
business  use  and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  business  build¬ 
ing  (stores). 

PREMISES  AFFECTED — 2029  Grand  concourse,  south¬ 
west  corner  of  Burnside  avenue  (Block  No.  2808, 
Lot  No.  82),  Borough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant :  Arthur  L.  Stoll. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 


467-41-BZ. 

APPLICANT — Hyman  and  Segall,  for  Nathan  Feingokl 
and  Evelyn  Feingold,  owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  and  also  G  area 
district,  the  omission  of  the  side  yards  required 
by  the  zoning  resolution. 

PREMISES  AFFECTED— 186-05  Henley  road,  north 
side,  36  ft.  east  of  Barrington  court  (Block  No. 
9963,  Lot  No.  55),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn,  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  < .  0 


240-28-BZ. 

APPLICANT— George  H.  Cohn,  for  Louise  B.  De  Mott, 
owner  (Cities  Service  Oil  Company,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  superintendent  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 35-02  Far  Rockaway  boule¬ 
vard,  301  Beach  35th  street  and  35-01  Amstel 
boulevard  (Block  No.  312,  Lot  No.  7),  Edgemere, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Martin  Eile. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (240-28-BZ) 

Whereas,  this  application,  under  the  zoning  resolution,  to 
permit  in  a  business  district  the  erection  and  maintenance  of 
a  gasoline  service  station,  premises  3502  Far  Rockaway 
boulevard,  301  Beach  35th  street  and  3501  Amstel  boulevard, 
Edgemere,  Borough  of  Queens,  was  granted  by  the  Board 
October  23,  1928,  on  certain  conditions ;  the  resolution 
amended  January  14,  1930;  and 

Whereas,  George  H.  Cohn,  for  Louise  B.  De  Mott,  owner 
(Cities  Service  Oil  Company,  lessee),  requested  a  further 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  23,  1928,  as 
amended  January  14,  1930,  so  that  as  amended  the  resolution 
shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  there  shall  be  constructed  at  a  point  not 
less  than  20  ft.  from  the  westerly  property  line  a  wall  of 


approved  masonry,  finished  on  the  inside  or  exposed 
surface  with  white  enamel  brick,  trimmed  with  dark- 
colored  enamel  brick  laid  out  in  panel  design,  coped  with 
architectural  terra  cotta  or  natural  stone  coping ;  that 
there  shall  be  erected  along  the  building  line  on  the 
three  street  fronts  a  concrete  curbing,  not  less  than  12 
in.  in  height,  with  not  more  than  two  driveways  from 
Amstel  boulevard  and  Far  Rockaway  boulevard;  that 
the  building  proposed  for  the  shelter  and  use  of  the 
patrons  and  operators  shall  not  exceed  in  height  one 
story  above  grade  and  shall  be  of  octagonal  or  rect¬ 
angular  plan,  finished  on  the  exterior  with  white  enamel 
face  brick,  with  dark-colored  enamel  brick  trimming, 
roofed  with  Spanish  tile,  all  substantially  in  accordance 
with  the  design  presented  on  this  appeal ;  that  any  adver¬ 
tising  display  on  the  premises  shall  be  restricted  to  a 
panel  frieze  on  the  front  of  the  building  and  along  the 
wall  at  the  westerly  property  line  and  to  the  glass  globes 
of  the  gasoline  pumps ;  that  the  operation  and  service  of 
these  pumps  shall  be  restricted  to  and  conducted  wholly 
within  the  property  line ;  that  any  mechanical  or  oper¬ 
ative  use  located  on  these  premises  incidental  to  and  in 
conjunction  with  the  business  conducted  on  the  premises 
shall  be  housed  in  a  structure  of  approved  masonry  of 
the  same  design  and  finish  as  the  one-story  shelter  and 
office  structure. 

Resolved  further,  that  the  curbs  hereinbefore  required 
to  be  constructed  along  the  building  line  may  be  omitted, 
provided  such  curbs  are  not  omitted  along  that  portion 
of  the  street  building  line  along  Beach  35th  street  with 
returns  along  Far  Rockaway  boulevard  and  Amstel 
boulevard  of  not  less  than  approximately  5  ft.;  that  the 
two  (2)  driveways  hereinbefore  permitted  to  Amstel 
boulevard  and  the  two  (2)  driveways  hereinbefore  per¬ 
mitted  to  Far  Rockaway  boulevard  may  be  constructed, 
provided  each  curb  cut  does  not  exceed  25  ft.  in  width; 
that  all  other  curb  cuts  not  herein  authorized  shall  have 
the  curbs  replaced;  that  no  part  of  any  curb  cuts  shall 
be  nearer  than  5  ft.  to  the  building  line  of  Beach  33rd 
street  as  extended;  that  all  permits  for  work  involved 
wider  this  amendment  shall  be  obtained  within  six  (6) 
months  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  amended  resolution;  that  where 
curbs  have  not  yet  been  erected,  a  permit  for  carriage¬ 
way  across  the  sidewalk  shall  be  obtained  until  such 
time  as  the  curbs  are  constructed.” 


107-37-BZ. 

APPLICANT — William  A.  Eckert  of  firm  of  Renander 
and  Miller,  for  Grace  Church  Corporation,  owner. 
SUBJECT — -Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
period  of  two  (2)  years,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 89-13  to  89-17  164th  street, 
east  side,  and  89-14  to  89-18  165th  street,  west  side, 
112.50  ft.  south  of  89th  (Shelton)  avenue  (Block 
No.  866,  Lot  No.  52),  Tamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Wm.  A.  Eckert. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (107-37-BZ). 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  parking  of 
more  than  five  (5)  motor  vehicles,  premises  89-13  to  89-17 
164th  street,  east  side,  89-14  to  89-18  165th  street,  west  side, 
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112.50  ft.  south  of  89th  avenue  (Shelton  avenue)  ;  (Block 
No.  866,  Lot  No.  52),  Jamaica,  Borough  of  Queens,  was 
granted  by  the  Board  September  14,  1937,  on  certain  con¬ 
ditions,  permit  extended  April  23,  1940,  and  applicant  re¬ 
quested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  14,  1937 
as  amended  April  23,  1940,  only  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  under  section  7h  for  a  period  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 
and  as  to  the  last  paragraph,  so  that  it  shall  read : 

“Resolved  further,  that  the  parking  use  herein  per¬ 
mitted  may  be  in  conjunction  with  a  similar  use  of  the 
adjoining  lot  to  the  south,  namely  Lot  No.  48,  Block 
No.  866,  as  permitted  by  the  Board  under  Cal.  No. 
44-1938-BZ,  the  termination  of  which  permit  expires  on 
the  same  date  as  the  expiration  date  of  this  application, 
namely,  June  2,  1944.”- 


388-37-BZ. 

APPLICANT — Samuel  Rosenblum,  for  W.  P.  A.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
temporary  period  of  two  (2)  years,  the  extension 
of  a  parking  and  storage  lot  (previously  granted 
by  the  Board  for  a  temporary  period). 
PREMISES  AFFECTED — 3159  White  Plains  avenue, 
west  side,  250  ft.  south  of  Pelham  parkway  south 
(Block  No.  4317,  part  of  Lot  No.  60),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (388-37-BZ) 

Whereas,  this  application  to  permit  in  a  business  use 
district  under  section  7h  of  the  zoning  resolution,  the  park¬ 
ing  of  more  than  five  (5)  motor  vehicles,  premises  2159 
White  Plains  avenue,  west  side,  400  ft.  south  of  Pelham 
parkway  south  (Block  No.  4317,  Lot  No.  56),  Borough  of 
The  Bronx,  was  granted  by  the  Board  January  4,  1938,  on 
certain  conditions,  resolution  amended  February  4,  1941,  and 
applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  4,  1938,  as 
amended  February  4,  1941,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“granted  under  section  7h  for  a  temporary  term  of  two 
(2)  years  from  the  date  of  this  amended  resolu¬ 
tion.  *  *  *” 


44-38-BZ. 

APPLICANT — Arthur  W.  Renander,  for  Gertrude  C. 
Vandewater,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
temporary  period  of  two  (2)  years,  the  transient 
parking  of  more  than  five  (5)  motor  vehicles. 


PREMISES  AFFECTED— 89-22  to  89-26  165th  street, 
west  side,  200.15  ft.  south  of  89th  (Shelton)  ave¬ 
nue  (Block  No.  866,  Lot  No.  48),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Wm.  A.  Eckert. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE. VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION  (44-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  premises  89-2 2 
to  89-26  165th  street,  west  side,  200.15  ft.  south  of  89th 
(Shelton)  avenue  (Block  No.  866,  Lot  No.  48),  Jamaica,  > 
Borough  of  Queens,  was  granted  by  the  Board  November 
9,  1938,  on  certain  conditions,  permit  extended  October  1, 
1940,  and  the  applicant  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  1,  1940  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
amended  this  portion  of  the  resolution  shall  read : 

“for  a  term  expiring  June  2,  1944,  coincidentally  with 
the  permit  granted  for  the  adjoining  lot  with  which  this 
lot  is  operated  under  Cal.  No.  107-37-BZ.” 


489-38-BZ. 

APPLICANT — Samuel  M.  Rapps,  for  Sam  Schwartz  and 
Joseph  Schwartz,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09  Springfield 
boulevard,  northeast  corner  (Block  No.  3820,  Lot 
No.  4),  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Cornelius  G.  De  Luca  and  Samuel 
M.  Rapps. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Gunn  .  3 

Negative :  Chairman  Murdock  .  1 


THE  RESOLUTION  (489-38-BZ) 

Whereas,  this  application,  to  permit  in  a  residence  use 
district,  under  section  21  of  the  building  zone  resolution, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
premises  219-01  North  Conduit  boulevard  and  144-01  to  144- 
09  Springfield  boulevard,  northeast  corner  (Block  No.  3820, 
Lot  No.  4),  Springfield  Gardens,  Borough  of  Queens,  was 
granted  by  the  Board  December  3,  1940,  on  certain  condi¬ 
tions;  and 

Whereas,  Samuel  M.  Rapps,  for  Sam  Sclnvarfz  and 
Joseph  Schwartz,  owners,  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  3,  1940, 
only  so  far  as  it  has  reference  to  the  time  within  which 
permits  are  to  be  obtained  and  work  completed,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  in  view  of  the  approval  of  plans  by  the  Board  as 
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required  by  the  resolution,  all  permits  required  shall  be 
obtained  and  all  work  completed  within  one  ( 1 )  year 
from  the  date  of  this  amended  resolution.” 


92-41-BZ. 

APPLICANT — Henry  Nordheim,  for  Nathan  Straus, 
owner. 

SUBJECT — Application  for  consideration — reopening, 

amendment  of  resolution  and  extension  of  time — 
re  Application  (decision  of  the  acting  borough 
superintendent)  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  permit¬ 
ting  parti}'  in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 3375-3399  Boston  road,  3425 
Wilson  avenue,  northwest  corner,  1195  East  213th 
street  and  1198  East  214th  street  (Block  No.  4708, 
Lot  No.  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

ACTION  OF  BOARD — Application  reopened,  time  ex¬ 
tended  and  resolution  amended. 

THE  VOTE  TO  REOPEN,  EXTEND  TIME  AND 
AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (92-41-BZ) 

Whereas,  this  application,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  premises 
3375-3399  Boston  road,  3425  Wilson  avenue,  northwest  cor¬ 
ner,  1195  East  213th  street  and  1198  East  214th  street  (Block 
No.  4708,  Lot  No.  1),  Borough  of  The  Bronx,  was  granted 
by  the  Board  June  10,  1941,  on  certain  conditions,  under 
section  7h  of  the  zoning  resolution,  time  to  obtain  permits 
and  complete  work  extended  December  2,  1941  and  applicant 
requested  a  further  extension  of  time  to  obtain  permits  and 
complete  wrork,  and  also  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  10,  1941,  only 
so  far  as  it  has  reference  to  the  obtaining  of  permits  and 
the  completion  of  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within,  six  (6)  months  from  the  date  of  this 
amended  resolution.” 

and  does  hereby  amend  by  adding  thereto : 

“that  in  the  event  the  owner  desires  to  construct  a 
zuooden  picket  fence  and  maintain  planting  along  such 
fence  as  indicated  on  revised  plan  marked  ‘Received 
May  22,  1942’  such  fence  and  planting  may  he  constructed 
in  lieu  of  the  woven  wire  fence  hereinbefore  required, 
provided  that  in  all  other  respects  the  resolution  adopted 
by  the  Board  on  June  10,  1941  shall  be  complied  with.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

1134-39- A. 

APPLICANT — Jack  Z.  Cohen,  for  Lea  Shiftman,  owner. 

SUBJECT — Appeal  reopened  April  17,  1942  re  Appeal 
from  a  decision  of  the  borough  superintendent 
(previously  denied). 

PREMISES  AFFECTED- — 6914-6918  Fifth  avenue,  west 
side,  102  ft.  834  in.  south  of  Bay  Ridge  avenue 
(Block  No.  5873,  Lot  Nos.  48  and  49),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 


For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  Oh  BOARD — Laid  over  to  June  9,  1942  at  2 
P.  M.  on  request  of  applicant. 


323-42-A. 

APPLICANT — Herbst  Brothers,  lessee,  for  South  Trad¬ 
ing  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 162  Chambers  street,  south 
side,  100  ft.  east  of  Greenwich  street  (Block  No. 
137,  Lot  No.  25),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Fred  P.  Herbst. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  June  9,  1942  at  2 
P.  M.  for  inspection  by  a  committee  of  the  Board, 
and  for  further  consideration  by  the  Board. 


354-42-A. 

APPLICANT— Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 48  Greenleaf  avenue,  west  side, 
95  ft.  5  in.  north  of  Marion  avenue  (Block  No. 
236,  Lot  No.  69),  West  Brighton,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant :  Irving  M.  Fenichel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1942  at  2 
P.  M.  for  further  consideration  by  the  Board. 


410-42-A. 

APPLICANT — Brooklyn  College,  lessee,  for  Board  of 
Higher  Education,  City  of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 2933-2955  Bedford  avenue  and 
southeast  side  of  Avenue  H,  138 '*/  ft.  north  of 
Bedford  avenue  (Block  No.  7571,  Lot  No.  33  and 
Block  No.  7572,  Lot  No.  33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Martin  Meyer. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1942  at  2 
P.  M.  for  further  consideration  by  the  Board. 


51-42-A. 

APPLIC  ANT — Frank  S.  Parker,  for  Demco  Incorporated, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 49-17  Maspeth  avenue,  north 
side,  705  ft.  east  of  U.  S.  Bulkhead  line  of  New¬ 
ton  Creek  (Block  No.  2587,  Lot  No.  1),  Maspeth, 
Borough  of  Oueens. 

APPEARANCES—  " 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrawn,  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 


52-42-A. 

APPLICANT — Frank  S.  Parker,  for  Demco  Incorporated, 
owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 50-30  55th  avenue,  south  side, 
100  ft.  east  of  50th  street  (Block  No.  2567,  Lot 
No.  1,  Block  No.  2570,  Lot  No.  160,  Block  No. 
2571,  Lot  No.  12),  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn,  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 


332-42-A. 

APPLICANT — Margaret  M.  Cooney,  for  Thomas  Cuite 
and  Sons,  owner  (Gus’  Soda  and  Luncheonette, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 133-135  Park  avenue  and  49-55 
Cumberland  street,  northeast  corner  (Block  No. 
2030,  Lot  No.  56),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Edwin  H.  Snackenberg. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— 

THE  VOTE  TO  GRANT— 

Affirmative  :  . . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (332-42-A) 

Whereas,  Margaret  M.  Cooney,  for  Thomas  Cuite  and 
Sons,  owner,  filed  on  April  22,  1942,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  premises  133-135  Park 
avenue  and  49-55  Cumberland  street,  northeast  corner  (Block 
No.  2030,  Lot  No.  56),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  31,  1942,  re  E.  S.  Applic.  No.  160-42,  reads: 

“Proposed  sign  located  within  a  Local  Retail  District 
and  above  the  ceiling  of  the  1st  fl.  is  contrary  to  Art.  2, 
Sect.  4c  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (40  ft.)  in  height,  25  ft.  by  75  ft.  in  area  at  1st 
floor  and  25  ft.  by  57  ft.  in  area  at  typical  floor  level ;  of 
Class  3  construction ;  erected  in  1870 ;  located  in  a  local 
retail  district;  and  occupied:  cellar,  ordinary  use;  1st  floor, 
store,  4  persons ;  2nd  floor,  3  families ;  3rd  floor,  same ;  4th 
floor,  4  families  ;  and 

Whereas,  the  applicant  contends  that  an  interpretation  of 
Article  2,  Section  4c  of  the  zoning  resolution  concerning 
that  portion  which  relates  to  permissible  use  is  requested ; 
that  it  is  requested  that  the  Board  decide  whether  the  ver¬ 
tical  sign  is  permitted  to  extend  above  the  level  of  the  1st 
story  ceiling,  as  allowed  in  a  business  use  district;  that  the 
proposed  sign  is  12  ft.  high,  1  ft.  6  in.  projection  beyond  • 
the  building  line  and  located  10  ft.  above  grade  and  will 
extend  11  ft.  above  the  ceiling  of  the  1st  story;  and 

Whereas,  an  examination  of  E.  S.  Application  160-42  filed 
with  the  borough  superintendent  indicates  that  the  sign  will 
be  a  non-flashing,  illuminated,  right-angle  business  sign ;  and 
Whereas,  in  the  opinion  of  the  Board  the  proposed  sign 
constitutes  an  unlawful  extension  of  the  business  use  in  a 
local  retail  district. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  E.  S.  Appl.  No.  160-42  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


364-42-A. 

APPLICANT — William  C.  Winters,  for  Congregational 
Church,  owner. 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 170-46  150th  road,  south  side, 
175  ft.  west  of  175th  street  (Block  No.  4559,  Lot 
No.  86),  Synth  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  C.  Winters,  Robert  C. 

Howen  and  Samuel  Ralin. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (364-42-A) 

Whereas,  William  C.  Winters,  for  Congregational  Church, 
owner,  filed  on  May  5,  1942,  an  appeal  from  a  decision  of 
the  borough  superintendent;  premises  170-46  150th  road, 
south  side,  175  ft.  west  of  175th  street  (Block  No.  4559,  Lot 
No.  86),  South  Jamaica,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  22,  1942  on  Alt.  Applic.  No.  689-42  reads: 

“1.  The  erection  of  frame  church  in  excess  of  600 
sq.  ft.  is  contrary  to  4.2.1  of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (17  ft.  8  in.)  in  height;  18  ft.  by  45  ft.  4  in.  in  area; 
of  class  4  construction ;  proposed  to  be  located  in  a  residence 
I)  area  district ;  and  occupied :  cellar,  boiler-room  and  audi¬ 
torium,  2  persons ;  1st  floor,  church,  number  of  persons  not 
stated ;  and 

Whereas,  the  applicant  contends  that  the  building  is  exist¬ 
ing  on  a  portion  of  the  site  condemned  for  Idlewild  Aviation 
Field  and  is  being  moved  to  the  site  in  question  by  the  con¬ 
gregation  for  its  own  use;  that  the  award  in  condemnation 
was  not  sufficient  to  obtain  new  property  and  to  erect  a  new 
church ;  that  the  congregation  purchased  the  land  in  question 
without  considering  the  legal  obstacles  involved  in  compli¬ 
ance  with  the  Code  ;  that  the  congregation  cannot  raise  addi¬ 
tional  funds  to  comply  with  the  requirements;  that  the  build¬ 
ing  is  18  ft.  by  45  ft.  in  area  or  a  total  of  810  sq.  ft. ; 
that  it  is  proposed  to  enlarge  the  existing  building  to  include 
toilet  accommodations  and  a  kitchen  and  to  relocate  the 
boiler;  that  this  enlargement  will  consist  of  an  extension  8 
ft.  4  in.  by  18  ft.  8  in.  in  area  and  the  building  when  com¬ 
pleted  will  have  a  total  area  of  994  sq.  ft.  which  will  exceed 
the  requirements  of  the  Building  Code  by  394  sq.  ft. ;  that 
the  proposed  new  lobby  as  shown  on  plans  filed  with  the 
borough  superintendent  will  replace  the  existing  lobby  which 
will  be  demolished  in  moving  the  building. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  689-42,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  further  increased 
in  height  or  area;  that  the  exit  shall  be  maintained  as  shown 
both  from  the  first  floor  auditorium  and  the  cellar ;  that  the 
boiler  room  and  kitchen  shall  be  enclosed  with  fire-retarded 
partitions;  that  such  partitions  may  be  constructed  of  wood 
studs  with  approved  perforated  plaster  board  and  plaster  or 
wire  lath  and  plaster,  and  including  the  ceilings  of  same; 
that  the  doors  to  such  spaces  shall  be  fireproof  and  self- 
closing;  that  there  shall  be  installed  in  the  kitchen  at  least 
two  sprinkler  heads  which  may  be  connected  from  the 
domestic  water  supply;  and  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


374-42-S. 

APPLICANT — Philharmonic  Radio  Corporation,  lessee, 
for  Delparke  Realty  Corporation,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire  commissioner. 
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PREMISES  AFFECTED — 214-218  William  street,  east 
side,  225  ft.  north  of  Rose  street  and  18-20  Rose 
street  (Block  No.  120,  Lot  No.  13),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Stanley  Bogart. 

For  Administration :  Insp.  Maher,  Fire  Uep’t. 

AC 'I  ION  Oh  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (374-42-S) 

\Y  hkreas,  Philharmonic  Radio  Corporation,  lessee,  for 
Delparke  Realty  Corporation,  owner,  filed  on  May  8,  1942  an 
application  for  a  variation  from  the  requirements  of  the 
labor  law ;  premises  214-218  William  street,  east  side,  225  ft. 
north  of  Rose  street  and  18-20  Rose  street  (Block  No.  120, 
Lot  No.  13),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  fire  corqmissioner  dated 
April  29,  1942  reads : 

“In  reply  to  your  communication  of  April  29,  1942, 
relative  to  the  locking  of  doors  on  a  factory  floor,  you 
are  advised  that  according  to  the  State  Labor  Law  all 
doors  leading  into  or  out  of  a  factory  shall  be  kept 
unlocked,  unbolted  and  unfastened,  during  working 
hours.” 

and 

Whereas,  the  applicant  states  that  the  building  is  15  stories 
(206  ft.)  in  height;  51  ft.  by  205  ft.  irregular  in  area;  of 
Class  1  construction ;  located  in  an  unrestricted  use  district ; 
date  of  erection  unknown ;  and  occupied :  1st  floor,  paper 
jobber,  12  persons ;  2nd  floor,  printing,  23  persons ;  3rd  floor, 
paper  ruling,  14  persons ;  4th  floor,  printing,  30  persons ;  5th 
floor,  printing,  15  persons;  6th  floor,  printing,  30  persons; 
7th  floor,  printing,  23  persons;  8th  floor,  machine  shop,  85 
persons;  9th  floor,  electroplating,  30  persons;  10th  floor,  shoe 
manufacturer,  20  persons;  lltli  floor,  watch  strap  manufac¬ 
turer,  75  persons;  12th  floor,  manufacturing  radio  and  elec¬ 
tronic  equipment,  20  persons;  13th  floor,  printing,  33  persons; 
14th  floor,  printing,  23  persons;  15th  floor,  office,  10  persons. 
The  building  is  equipped  with  a  sprinkler  system,  standpipe 
system,  interior  fire  alarm  system,  and  also  fire  drills  are 
maintained.  There  are  two  4  ft.  stairways  leading  from 
roof  to  street  of  steel  and  slate  construction  enclosed  with 
brick  and  open  grill  work  with  no  doors  and  one  sub¬ 
standard  fire  escape  leading  from  14th  story  level  to  3rd 
story  level  by  60°  stairs  with  drop  ladder  to  Brooklyn 
Bridge  level ;  and 

Whereas,  it  is  proposed  to  install  two  panic  bolts  on  exits 
of  the  12th  floor  of  the  building  as  shown  on  plans  filed 
with  this  application  marked  “Received  May  23,  1942” ;  and 

Whereas,  the  applicant  contends  that  it  is  about  to  com¬ 
mence  work  on  0.  S.  Navy  contracts  in  the  “classified” 
category  and  it  is  desired  to  install  the  panic  bolts  in  order 
to  maintain  secrecy  and  prevent  strangers  from  entering 
the  plant;  that  free  access  to  and  from  the  plant  will  be 
provided  through  the  office ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  the  recom¬ 
mendation  of  the  U.  S.  Navy,  Office  of  Inspector  of  Naval 
Material  recommending  the  installation  of  the  panic  bolts  in 
question. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
April  29,  1942,  and  that  the  application  be  and  it  hereby  is 
granted  permitting,  during  the  term  of  the  present  emer¬ 
gency,  the  installation  of  approved  panic  bolts  on  the  main 
double  doors  leading  to  the  stairway  to  the  east  and  on  the 
main  double  doors  leading  to  the  stairway  to  the  west,  on  con¬ 
dition  that  the  single  door  leading  from  the  westerly  stair¬ 
way  to  the  office  space  shall  be  openable  at  all  times ;  that 
such  door  leading  from  the  westerly  stairway  enclosure  to 
the  office  lobby  space  shall  have  a  sign  marked  “entrance” 
painted  thereon ;  that  any  door  in  private  corridor  leading 


from  the  office  space  to  the  main  loft  may  be  locked  pro¬ 
vided  the  door  is  glazed  with  a  thin  glass  panel ;  that  the 
substandard  fire  escape  shall  be  continued;  that  the  second 
pair  of  doors  leading  to  the  enclosure  at  the  easterly  end 
tnay  be  discontinued  or  barred  and  marked  on  stairway  side 
“No  Entrance" ;  that  this  variance  shall  apply  only  to  the 
12th  floor ;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  other  than  as  modified  by  the  Board  under 
Cal.  No.  399-22-A. 


385-42-A. 

APPLICANT — 165  West  46th  Street  Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
restoration  to  calendar — re  Appeal  from  an  order 
of  the  fire  commissioner  (previously  withdrawn). 

PREMISES  AFFECTED — 165  West  46th  street  and  1560 
Broadway,  east  side,  40  ft.  north  of  West  46th 
street  (Block  No.  999,  Lot  No.  3),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  J.  O’Keefe. 

ACTION  OF  BOARD — Appeal  reopened  and  granted  on 
condition. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 


ENDAR— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative :  .  0 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative:  .  0 


THE  RESOLUTION  (385-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  165  West  46th  street  and  1560 
Broadway,  east  side,  40  ft.  north  of  West  46th  street  (Block 
No.  999,  Lot  No.  3),  Borough  of  Manhattan,  was  with¬ 
drawn  May  19,  1942 ;  and 

Whereas,  the  applicant  requested  reopening  of  the  ap¬ 
peal  and  consideration  by  the  Board  on  the  basis  of  a  new 
decision  of  the  borough  superintendent;  and 

Whereas,  this  appeal  was  reopened  and  restored  to  the 
calendar  by  vote  of  the  Board ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  20,  1942  on  Misc.  Appl.  No.  1244-42,  reads: 

“1.  Bldg,  shows  residence  occupancy  hence  use  of 
part  for  handling  inflammable  motion  picture  film  con¬ 
trary  to  C19-1 17.0  subd.  a-2. 

2.  Bldg,  not  equipped  with  approved  system  of  auto¬ 
matic  sprinklers — contrary  to  09- 11 7.0  subd.  a-5  Adm. 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  16 
stories  (195  ft.)  in  height;  100  ft.  front  on  West  46th 
street  and  60  ft.  front  on  Broadway;  of  Class  1  construc¬ 
tion;  erected  in  1925;  located  in  a  business  use  district;  and 
occupied :  cellar,  boiler-room  and  restaurant,  300  persons ; 
1st  floor,  moving  picture  theatre  and  stores,  700  persons ;  2nd 
and  mezzanine  floors,  vacant;  3rd  to  16th  floors,  offices, 
120  persons  on  each  floor;  penthouse,  dwelling,  8  persons. 
No  change  in  use  or  occupancy  is  proposed  except  for  the 
6th  floor  which  will  be  occupied  as  offices  and  screening 
room,  100  persons ;  and 

Whereas,  the  applicant  contends  that  the  lessees  of  the 
6th  floor,  Sound  Masters,  Inc.,  are  creating  promotional 
and  educational  film  for  the  U.  S.  Navy;  that  to  separate 
the  screening  of  this  film  from  the  administrative  direction 
of  the  business  would  entail  costly  delays  and  interfere 
with  the  efficiency;  that  the  penthouse  apartments  are  occu¬ 
pied  by  the  owner  and  superintendent  of  the  building ; 
that  the  projection  booth  will  be  of  an  approved  type  with 
automatic  self-closing  shutters  and  doors  and  of  fire-pro- 
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tective  materials;  that  the  booth  and  the  entire  screening 
area  as  indicated  on  floor  plan  filed  with  this  appeal  will 
be  constructed  of  4  in.  plaster  block  double  walls  with 
8  in.  air  space  between  blocks;  that  the  seats  of  the  screen¬ 
ing  room  will  be  ordinary  moveable  chairs  and  the  entire 
installation  and  construction  will  comply  with  all  require¬ 
ments  therefor;  that  the  only  place  that  35  mm.  film  is  to 
be  used  will  be  in  the  projection  booth  and  in  the  approved 
type  film  storage  cabinet  which  it  is  proposed  to  use  for  the 
storage  of  a  maximum  of  25  1000  ft.  reels. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1244-42,  Obj.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  residence  occupancy  shall  not  be  increased 
and  shall  consist  only  of  2  penthouses  occupied  by  the 
superintendent  and  the  owners;  and  as  to  Obj.  No.  2,  that 
there  shall  be  installed  within  the  projection  room  and  booth 
a  one  source  wet  sprinkler  system,  the  water  for  which 
may  be  taken  from  the  4  in.  down  fed  line  from  the  house 
tank ;  that  the  spacing  and  pipe  sizes  of  such  sprinkler 
system  shall  comply  with  the  requirements  of  the  Building 
Code  therefor ;  that  no  Siamese  or  waterflow  alarm  need 
be  installed  in  connection  therewith  and  on  condition  that 
the  house  supply  tank  now  erected  on  the  roof  shall  have 
a  capacity  of  not  less  than  10,000  gallons;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rides  and  regulations  applicable  thereto  and  that  such 
portable  fire-fighting  appliances  shall  also  be  installed  in 
the  projection  room  as  the  fire  commissioner  shall  direct. 


412-42-S. 

APPLICANT — Metallizing  Engineering  Co.,  Inc.,  for  Elec¬ 
tric  Auto-Light  Corporation,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  de¬ 
cision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 21-07  41st  avenue,  north  side, 
120  ft.  west  of  22nd  street  (5th  floor)  ;  (Block 
No.  210,  Lot  No.  46),  Long  Island  Citj',  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  H.  S.  Ingraham. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dept. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (412-42-S) 

Whereas,  Metallizing  Engineering  Company,  Inc.,  for 
Electric  Auto-Light  Corporation,  owner,  filed  on  May  21, 
1942  an  application  for  a  variation  of  the  requirements  of 
the  Labor  Law,  as  cited  in  a  decision  of  the  fire  commis¬ 
sioner;  premises  21-07  41st  avenue,  north  side,  120  ft.  west 
of  22nd  street  (fifth  floor),  (Block  No.  410,  Lot  No.  46), 
Long  Island  City,  Borough  of  Queens ;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
May  19,  1942,  reads : 

“In  response  to  your  letter  of  May  15,  1942,  request¬ 
ing  permission  to  install  panic  bolts  on  exit  doors  in 
above  premises,  please  be  advised  that  Section  272,  Sub¬ 
division  3  of  the  Labor  Law  is  a  mandatory  require¬ 
ment  and  the  -Fire  Commissioner  is  without  authority 
to  waive  or  modify  any  of  the  provisions  thereof. 

However,  if  you  consider  conditions  existing  at  above 
premises  warrants  granting  any  further  consideration 
you  have  the  alternative  of  filing  an  appeal  with  the 
Board  of  Standards  and  Appeals,  Municipal  Building, 
New  York.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5  stories 
and  basement  (66  ft.  2  in.)  in  height;  187  ft.  by  98  ft. 
6  in.  in  area;  of  Class  1  construction;  located  in  an  unre¬ 


stricted  use  district;  erected  in  1916;  and  occupied  since 
1939  as  follows:  basement,  storage  of  cartons,  4  persons; 
1st  floor  manufacturing  of  paper  containers,  30  persons; 
2nd  floor,  manufacturing  of  metal  parts,  60  persons ;  3rd 
floor,  manufacturing  of  metal  parts,  65  persons;  4th  floor, 
manufacturing  of  metal  parts,  70  persons ;  5th  floor,  manu¬ 
facturing  of  metal  parts  and  metallizing  equipment,  50 
persons.  The  building  is  equipped  with  a  sprinkler  system, 
4  interior  fireproof  stairs,  3  of  which  extend  to  roof  and 
2  direct  to  street.  Certificate  of  Occupancy  No.  22766, 
issued  June  25,  1926,  permits  the  use  of  the  building  as  a 
loft  building  with  no  limitation  on  the  number  of  occu¬ 
pants  ;  and 

Whereas,  the  applicant  contends  that  the  tenant  of  the 
fifth  floor  is  engaged  in  war  work  and  has  been  requested 
by  the  War  Department  to  lock  the  3  entrance  doors  leading 
to  the  plant ;  that  the  entrance  doors  have  been  kept  locked 
from  the  outside;  that  a  summons  was  served  returnable  in 
Magistrates’  Court  and  adjourned  pending  the  disposition 
of  this  application  and  application  to  the  Fire  Department 
for  the  installation  of  panic  bolts  on  the  doors  in  question, 
as  shown  on  plan  of  fifth  floor  filed  with  the  Board  May  21, 
1942;  and 

Whereas,  the  applicant  has  filed  a  copy  of  the  recom¬ 
mendation  of  the  War  Department  recommending  the  in¬ 
stallation  of  approved  panic  bolts  on  the  doors  in  question. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
May  19,  1942,  and  that  the  application  be  and  it  hereby 
is  granted  permitting  for  the  term  of  the  present  emer¬ 
gency  the  installation  on  the  doors  leading  to  the  two 
southerly  stairway  approved  panic  bolts,  and  also  approved 
panic  bolts  on  the  two  doors  shown  in  the  interior  partition, 
provided  such  doors  are  glazed  with  thin  glass  panels;  that 
this  variation  shall  apply  to  the  fifth  floor  only  occupied 
by  the  applicant ;  that  a  revised  certificate  of  occupancy 
shall  be  obtained  showing  the  permitted  legal  occupancy 
in  the  building  and  until  such  certificate  of  occupancy  is 
obtained  the  occupancy  shall  not  exceed  that  permitted 
under  the  Labor  Law  for  the  exits  with  due  allowance  for 
the  sprinkler  system;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  other  than  as  modified  by  the  Board 
under  Cal.  No.  1488-21-A  and  479-27-S. 


418-42-S. 

APPLICANT — Samuel  Rosenblum,  for  Welsh  Brothers 
Realty  Company,  owner  (Charles  Bruning  Co.,  Inc., 

lessee). 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 42-31  to  42-33  9th  street,  east 
side,  90  ft.  north  of  43rd  avenue  (Block  No.  461, 
Lot  Nos.  9  and  11),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  O.  Olsen. 
For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (418-42-S) 

Whereas,  Samuel  Rosenblum,  for  Welsh  Bros.  Realty 
Co.,  owner,  filed  on  May  21,  1942  an  application  for  a 
variation  of  the  requirements  of  the  Labor  Law,  as  cited 
in  an  order  and  a  decision  of  the  fire  commissioner; 
premises  42-31  to  42-33  9th  street,  east  side  90  ft.  north 
of  43rd  avenue  (Block  No.  461,  Lot  Nos.  9  and  11),  Long 
Island  City,  Borough  of  Queens;  and 
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Whereas,  Order  No.  8134LF,  issued  by  the  fire  com¬ 
missioner  February  21,  1942,  reads: 

“6.  Arrange  exit  doors  to  be  open  from  both  sides 
during  working  hours.  Section  272  of  Labor  Law.” 
and 

Whereas,  the  subsequent  decision  of  the  fire  commis¬ 
sioner,  dated  May  13,  1942,  reads: 

‘‘In  response  to  your  letter  of  May  4,  1942,  wherein 
you  request  permission  to  arrange  doors  on  the  above 
mentioned  premises  so  that  they  may  be  opened  from 
the  inside  only,  you  will  please  be  advised  that  your 
application  must  be  denied  for  the  reason  that  the 
provisions  of  the  labor  law  are  mandatory  and  require 
that  all  doors  leading  into  or  out  of  any  factory  must 
be  maintained  unbolted,  unfastened  and  unlocked  during 
business  hours.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
(16  ft.  and  32  ft.)  in  height;  75  ft.  by  100  ft.  in  area;  of 
Class  1  and  Class  3  construction ;  erected  in  1936  and  1939 ; 
located  in  an  unrestricted  use  district;  and  used  for  coating 
tracing  cloths  and  blueprints,  10  persons,  for  which  Certifi¬ 
cate  of  Occupancy  No.  51384  was  issued  September  24, 
1936  permitting  the  use  of  the  building  as  factory  with 
no  limitation  on  the  number  of  persons ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
divided  into  2  sections  by  a  fireproof  wall  with  opening 
therein  protected  by  fire  doors;  that  the  entire  premises 
are  used  by  one  tenant  engaged  in  Avork  for  the  War  De¬ 
partment  and  the  plant  is  operating  day  and  night ;  that 
in  order  to  prevent  sabotage  and  unauthorized  entrance  to 
the  plant  the  District  Plant  Protection  Officer  of  the  Engi¬ 
neer  Procurement  District  of  the  U.  S.  Army  has  requested 
the  installation  of  the  panic  bolts  in  question;  that  a  signal 
bell  was  installed  which  can  be  operated  from  the  outside 
to  indicate  if  anyone  is  desirous  of  entering  the  plant;  that 
the  number  of  occupants  is  small;  that  the  building  is  only 
1  story  in  height  and  all  due  precautions  have  been  taken 
for  the  egress  of  the  occupants ;  that  in  view  of  these 
conditions  it  is  requested  that  the  Board  grant  a  variation 
so  as  to  permit  the  installation  of  the  panic  bolts. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law.  as  cited  in  an  order  of  the  fire  commissioner,  Order 
No.  8134-LF,  and  that  the  application  be  and  it  hereby  is 
granted  to  permit  the  two  hinged  doors  as  shown  to  be 
made  to  swing  outwardly  and  equipped  with  approved  panic 
bolts ;  that  such  doors  shall  be  glazed  with  glass  panel ; 
that  this  variance  shall  be  continued  only  during  the  term 
of  the  emergency ;  that  the  vertical  siding  doors  shall  re¬ 
main  during  working  hours  so  as  to  be  openable  from 
the  exterior  or  interior;  that  the  door  to  the  boi'er  room 
shall  be  of  an  approved  type,  fireproof  and  self-closing; 
that  the  windows  opening  above  the  roof  from  the  high 
story  in  the  rear  shall  be  maintained  to  permit  exit  there¬ 
from  to  the  main  roof;  that  in  the  event  there  are  more 
than  three  people  at  work  for  a  factory  in  the  northerly 
non-fireproof  section,  additional  openings  shall  be  constructed 
in  the  fire  wall  protected,  with  approved  fireproof  sliding 
doors  on  each  side;  that  such  opening  shall  be  toward  the 
rear  of  such  space ;  and  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


Lot  Nos.  1,  50,  51,  52,  47  and  48),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Howard  Chapman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  q 

THE  RESOLUTION  (444-40-A) 

Whereas,  this  appeal  from  decisions  of  the  borough 
superintendent,  premises  149  Congress  street,  north  side,  90 
ft.  east  of  Henry  street  (Block  No.  296,  Lot  No.  246), 
359-363  Henry  street,  east  side,  50  ft.  south  of  Amity  street 
(Block  No.  296,  -Lot  Nos.  4,  5  and  6),  120-122  Amity 
street,  south  side,  90  ft.  east  of  Henry  street  (Block  No. 
296,  Lot  Nos.  10  and  11),  115-121  Amity  street,  northeast 
corner  of  Henry  street  (Block  No.  291,  Lot  Nos.  1,  50,  51 
and  52),  125-127  Amity  street,  north  side,  82  ft.  10  in.  east 
of  Henry  street  (Block  No.  291,  Lot  Nos.  47  and  48), 
Borough  of  Brooklyn,  was  granted  by  the  board  July  2, 
1940,  on  certain  conditions,  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  2,  1940,  only 
so  far  as  it  has  reference  to  the  requirements  that  an 
interior  alarm  system  shall  be  maintained,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  the  interior  fire  alarm  system  shall  be  continued 
and  extended  to  cover  all  buildings  except  in  the  case 
of  any  of  the  buildings  having  an  occupancy  of  15  or 
less  persons  each  above  the  ground  or  entrance  story ; 
that  in  any  such  building  there  shall  he  installed  a 
gong  centrally  located  and  not  less  than  6  in.  in  diameter 
with  a  push  button  to  ring  same  from  each  floor  in¬ 
cluding  the  basement  and  that  at  each  such  push 
button  there  shall  be  a  sign  posted,  reading  ‘Push  but¬ 
ton  in  case  of  fire’.” 


180-41-S. 


API  LICANT  William  J.  Minogue,  for  Griffin  Manufac¬ 
turing  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Variation  of  the  labor 
law  as  cited  in  an  order  of  the  fire  commissioner 

PREMISES  AFFECTED— 410-424  Willoughby  avenue, 
south  side,  from  Sanford  street  to  Walworth  street 
178-182  Sanford  street  and  179-183  Walworth 
street  (Block  No.  1764,  Lot  No.  29),  Borough  of 
Brooklvn. 

APPEARANCES— 

For  Applicant:  Wm.  J.  Minogue. 

ACTION  Oh  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  p 


444-40-A. 

APPLICANT — Howard  Chapman,  for  Long  Island  College 
Hospital,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Apjieal  from  decisions 
of  the  borough  superintendent. 

PREMISES  AFFECTED — 149  Congress  street,  359-363 
Henry  street.  120-122  Amity  street,  115-121  Amity 
street  and  125-127  Amity  street  (Block  No.  296, 
Lot  Nos.  46,  4,  5,  6,  10  and  11  and  Block  No.  291 ' 


THE  RESOLUTION  (180-41-S) 

Whereas,  this  application  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  premises  410-424  Willougbbv  avenue,  south 
side,  from  Sanford  street  to  Walworth  street.  178-182  San¬ 
ford  street  and  179-183  Walworth  street  (Block  No.  1764, 
Lot  No.  29),  Borough  of  Brooklyn,  was  granted  bv  the 
Board  March  18.  1941.  on  certain  conditions  the  resolution 
amended  May  20,  1941  and  applicant  requested  a  further 
amendment  of  the  resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  18,  1941, 
as  amended  May  20,  1941,  so  that  as  amended  the  resolution 
shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
Labor  Law  as  cited  in  order  of  the  fire  commissioner, 
No.  5861-LF,  and  that  the  application  be  and  it  hereby 
is  granted  as  to  Objection  No.  1,  on  condition  that  an 
approved  panic  bolt  shall  be  attached  to  such  door  so 
as  to  be  readily  openable  at  all  times  in  the  direction 
of  exit;  as  to  Objection  No.  2,  that  there  shall  be  in¬ 
stalled  where  shown  on  plans  marked  ‘Received  March 
18,  1941/  a  steel  and  wireglass  partition  separating  the 
space  where  coffee  urns  are  maintained  from  the  stair¬ 
way;  that  any  door  opening  in  such  partition  shall  be 

equipped  with  a  fusible  link  so  that  the  door  in  such 

opening  will  close  in  the  event  of  fire ;  that  if  any  other 
opening  is  maintained  it  shall  be  protected  by  a  sliding 
cover  closing  by  gravity  and  held  in  the  open  position 
by  a  fusible  link;  as  to  Objection  No.  3,  that  the 

existing  wire  mesh  screens  on  windows  may  be  re¬ 

tained,  provided  they  are  held  closed  by  a  copper  wire, 
not  heavier  than  No.  20  gauge,  so  as  at  all  times  to 
be  readily  removable;  and  that  such  screens  shall  have 
wood  frames  and  light  wire  mesh  as  at  present ;  and,  as 
to  Item  No.  4  that  on  the  screen  doors  leading  to 
interior  stairways,  approved  panic  bolts  shall  be  in¬ 
stalled  ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  and  that  the  sprinkler  system 
shall  be  maintained  to  the  satisfaction  of  the  fire  com¬ 
missioner. 

Resolved  further,  that  the  wire  screen  door  and  door 
enclosure  shozm  at  the  foot  of  the  stairway  at  the 
easterly  end  of  the  building  as  indicated  on  revised  plan 
marked  ‘Received  May  16,  1942’  may  be  continued  and 
such  door  fitted  with  approved  panic  bolt.” 


173-42-A. 

APPLICANT — Forged  Carbides,  Incorporated,  for  Ponok 
Realty  Corporation,  owner. 

SL1BJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 40-30  23rd  street,  west  side,  100 
ft.  north  of  41st  street  (Block  No.  409,  Lot  No. 
38),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration  :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (173-42-A) 

Whereas,  Forged  Carbides,  Inc.,  for  Ponok  Realty  Cor¬ 
poration,  owner,  filed  on  March  3,  1942  an  appeal  from 
an  order  and  decision  of  the  fire  commissioner  affecting 
premises  40-30  23rd  street,  west  side,  100  ft.  north  of  41st 
street  (Block  No.  409,  Lot  No.  38),  Long  Island  City, 
Borough  of  Queens ;  and 

Whereas,  the  applicant  failed  to  file  a  plan  as  requested 
bv  the  Board  and  at  the  hearing  there  was  no  appearance 
made  on  behalf  of  the  applicant. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

250-40-SM. 

APPLICANT — National  Carbide  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 


amendment  of  rfesolution  re  National  Carbide  V-G 
Light  re  approval  of  additional  Models  NC-100, 
NC-200,  Handy  Light  NC-199  and  Police  Emer¬ 
gency  NC-299. 

APPEARANCES— 

For  Applicant :  J.  D.  McNamara. 

ACTION  OF  BOARD— Application  reopened  and  referred 
to  Committee  on  Tests  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


1046-38-SA. 

APPLICANT — M.  Parcaro,  for  Penn  Electric  Switch 
Company,  owner. 

SUBTECT — Penn  Overload  Switch,  Type  LC,  Models 
LCT,  LCP,  LSCT  and  LSCP,  approval  of. 
APPEARANCES— 

For  Applicant :  M.  Parcaro. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative: .  0 

THE  RESOLUTION  (1046-38-SA) 

Whereas,  M.  Parcaro,  for  Penn  Electric  Switch  Com¬ 
pany,  owner,  filed  on  November  21,  1938,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Penn  Overload  Switch,  Type  LC, 
Models  LCT,  LCP,  LSCT  and  LSCP ;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

June  3,  1942. 

Cal.  No.  1046-38-SA. 

Subject:  Penn  Overload  Switch,  Type  LC,  Models 
LCT,  LCP,  LSCT,  LSCP,  approval  of. 

The  Penn  Electric  Switch  Company  filed  November 
21,  1938  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Penn  Overload  Switch, 
Type  LC,  Models  LCT,  LCP,  LSCT  and  LSCP  under 
the  provisions  of  Section  09.100.1, b  Administrative 
Code. 

All  type  LC  switches  are  identical  in  appearance  ex¬ 
cept  that  Model  LCT  is  a  pressure  controller  with 
thermal  overload  protection,  Model  LCP  is  a  pressure 
controller  with  thermal  overload  protection,  Model 
LSCP  is  a  pressure  controller  with  a  high  pressure 
limiting  device  and  with  thermal  overload  protection, 
and  Model  LSCT  is  a  temperature  controller  with  a 
high  pressure  limiting  device  and  a  thermal  overload 
protection.  All  of  these  models  are  made  in  sizes  of 
1  h.p.  110  V,  single  phase,  1J4  h.p.  220  V  single  phase 
and  1/3  h.p.  115-230  V  single  phase. 

The  enclosure  of  these  switches  is  made  of  #16 
U.  S.  G.  sheet  steel  and  is  approximately  2%"  deep,  4" 
wide  and  4"  high.  The  rear  cover  is  attached  by  two 
ears  and  a  spring  snap.  The  front  cover  is  held  by 
two  ears  and  a  screw.  A  diameter  bolt  is  provided 
in  one  end  of  the  enclosure  for  conduit  connection.  The 
interior  and  exterior  of  the  enclosure  is  coated  with 
enamel. 

In  the  switching  mechanism  the  fixed  contacts  and 
magnet  are  mounted  on  a  phenolic-composition  block 
which  extends  across  the  enclosure.  Where  barriers 
are  employed  they  are  attached  by  screws  threaded  into 
the  block.  The  heads  of  these  screws  are  countersunk 
and  covered  with  a  sealing  compound.  The  switch  in 
Models  LPC,  LTC,  LSTC  and  LSCP  is  operated  by 
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a  bellows  with  thermal  overload  release  and  through 
the  control  knob.  The  switching  mechanism  is  of  such 
design  that  it  functions  freely  when  the  handle  is 
operated. 

The  thermal  overload  mechanism  comprises  a  flat 
heating  element,  a  bi-metallic  warp  strip,  and  a  hold-out 
post  attached  to  the  switch  mechanism.  The  thermal 
elements  are  provided  with  a  brass  attachment  lug  at 
each  end  and  are  secured  to  two  mounting  brackets  by  a 
screw  through  each  lug.  Thermal  elements  varying 
from  6.7  amps,  to  15.4  amps,  are  furnished  in  the  proper 
capacity  as  required.  A  spacing  of  through  air  and 
Vi”  across  insulating  surfaces  is  maintained  between  the 
current-carrying  and  grounded  metal  parts  within  the 
enclosure.  A  spacing  of  y2"  is  maintained  between 
current  carrying  parts  and  the  enclosure.  In  lieu  of 
these  spacings  a  1/32"  thick  phenolic  liner,  1 Y"  wide 
is  attached  to  the  portion  of  the  housing  surrounding 
the  switch  mechanism. 

All  the  models  as  given  herein  have  been  inspected, 
tested  and  approved  by  the  Underwriters  Laboratories, 
Safety  Appliance  #516,  Application  #36063  and 
36C411. 

On  the  basis  of  the  Underwriters  test  and  inspection 
of  the  device  by  the  Committee  on  Tests  of  the  Board, 
it  is  recommended  that  the  Penn  Overload  Switch  Type 
LC,  Models  LCT,  LCP,  LSCT  and  LSCP  be  approved 
for  use  as  a  refrigerator  control  under  the  provisions 
of  Section  C19-100.0,b,  Administrative  Code,  provided 
the  device  has  a  decalcomania  affixed  reading  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals,  for 
Use  in  New  York  City,  under  Cal.  No.  1046-38-SA,” 
and  that  the  device  conform  to  the  requirements  of 
Chapter  30,  Section  B-30-2.0-2,  Administration  Code. 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Penn  Overload 
Switch,  Type  LC,  Models  LCT,  LCP,  LSCT  and  LSCP, 
on  condition  that  the  appliance  be  manufactured,  installed, 
and  labelled,  stamped  or  tagged  in  accordance  with  above 
report. 


556-41-SA. 

APPLICANT — Marnis  Oil  Company,  Incorporated,  owner. 
SUBJECT — Marnis  Domestic  Oil  Burner,  Models  50  and 
60,  both  in  sizes  1,  2,  3  and  4,  approval  of. 
APPEARANCES— 

For  Applicant:  Robt.  E.  McGannon. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative: .  0 

THE  RESOLUTION  (556-41-SA) 

Whereas,  Marnis  Oil  Company,  Tnc.,  owner,  filed  on  Tune 
20,  1941,  an  application  .with  the  Board  of  Standards’  and 
Appeals  for  approval  of  the  appliance  known  as  the  Marnis 
Domestic  Oil  Burner,  Models  50  and  60,  both  in  sizes  1  2 
3  and  4 ;  and 


Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS. 


Cal.  No.  556-41-SA. 


May  20,  1942. 


Subject:  Marnis  Domestic  Oil  Burner,  Models  50  and 
60,  both  in  sizes  1,  2,  3  and  4,  approval  of. 

The  Marnis  Oil  Company,  Inc.  of  New  York  City, 
filed  June  20,  1941  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Marnis 
Domestic  Oil  Burner,  Models  50  and  60,  .sizes  1,  2,  3 
and  4,  under  the  provisions  of  Section  09-57.0,  Adminis¬ 
trative  Code  and  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals. 

These  burners  are  of  mechanical  draft  horizontal 
rotary  type  designed  to  burn  U.  S.  Department  of  Com¬ 
merce  Standards  #5  oil  cold  and  #6  oil  heated.  Model 
#50  is  without  preheater  and  for  use  with  #5  oil; 
Model  #60  is  with  preheater  for  use  with  #6  oil. 
Size  1  has  a  capacity  of  15  gals,  per  hour;  size  2,  20 
gals,  per  hour ;  size  3,  40  gals,  per  hour ;  and  size  4, 
70  gals,  per  hour.  The  assembly  of  the  burner  consists 
of  a  Y  to  \y2  H.  P.  Lewis  Allis  motor,  a  centrifugal  fan 
and  an  oil  atomizing  cup.  A  conversion  shaft  is  used  for 
fan  motor  and  atomizing  cup.  The  shaft  is  hollow  and 
the  oil  flows  through  the  shaft  and  atomizing  cup.  The 
oil  supply  is  regulated  by  an  Asco  oil  valve  which  regu¬ 
lates  the  pressure  of  the  oil.  The  pump  used  is  any 
standard  set  of  approved  type.  The  ignition  is  gas  and 
electric.  A  Webster  transformer  is  used  to  furnish 
spark  to  light  the  gas  pilot.  The  gas  line  is  equipped 
with  a  Minneapolis-Honeywell  magnetic  safety  valve. 
When  heavy  oils  are  used  an  electric  preheater  is  fur¬ 
nished  which  heats  the  oil  to  140°— 180°  F.  A  Mercoid 
heat  control  is  provided  with  the  preheater  which  per¬ 
mits  the  starting  of  the  burner  until  the  oil  has  been 
properly  preheated  and  upon  the  oil  reaching  proper 
temperature  shuts  off  the  preheater.  The  controls  are 
Minneapolis-Honeywell  Stack  Switch  and  Minneapolis- 
Honeywell  Pressure  Control. 


Model  60,  size  #2  of  this  burner  was  inspected  and 
tested  at  141  West  110th  Street,  New  York  City.  The 
preheater  used  was  an  unapproved  Marnis  with  a  Gen¬ 
eral  Electric  Heater  Element.  Present  at  the  test  were 
representatives  of  the  manufacturer,  of  the  Board  of 
Standards  and  Appeals  and  of  the  Division  of  Com¬ 
bustibles  of  the  Fire  Department. 

The  burner  was  operated  with  the  oil  supply  shut  off 
and  the  stack  control  shut  down  the  burner  in  30 
seconds.  The  controls  on  the  pilot  were  tested  and 
found  to  function  as  designed.  The  CO2  in  the  flue  gas 
was  maintained  at  10%. 

An  examination  of  the  details  of  the  assembly  indi¬ 
cates  that  replacement  parts  are  interchangeable  and  the 
burners  function  properly  throughout  their  operating 
range.  The  applicant’s  attention  is  called  to  Section  4.1 
requiring  that  these  burners  have  an  assembly  of 
approved  parts  and  the  manufacturers  thereof  shall 
apply  to  the  Board  for  approval. 

The  burner  has  been  approved  bv  the  Underwriters’ 
Laboratories,  Inc.,  Misc.  Petroleum  1281,  Applic  No 
39C1210B.  11 

On  the  basis  of  this  inspection  and  test  it  is  recom¬ 
mended  that  the  Marnis  Domestic  Oil  Burner,  Models 
50  and  60  in  sizes  1,  2,  3,  and  4  be  approved  for  domes¬ 
tic,  commercial  and  industrial  installations  with  fuel  oil 
not  heavier  than  #5  U.  S.  Department  of  Commerce 
Standards  when  cold  and  #6  when  preheated  under  the 
provisions  of  C19-57.0,  Administrative  Code,  when  used 
with  an  approved  preheater,  and  the  Oil  Burner  Rules 
of  the  Board  of  Standards  and  Appeals  when  installed 
in  accordance  with  the  report  and  with  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals,  provided 
the  burner  has  a  label  or  decalcomania  permanently 
affixed  reading:  “Approved  by  the  Board  of  Standards 
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and  Appeals  for  use  in  New  York  City  under  Cal.  No. 
556-41-SA.” 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Marnis  Domestic 
Oil  Burner,  Models  50  and  60,  both  in  sizes  1,  2,  3  and  4, 
on  condition  that  the  appliance  be  manufactured,  installed, 
and  labelled,  stamped  or  tagged  in  accordance  with  above 
report. 

859-41-SA. 

APPLICANT — George  B.  Pettit,  for  Armor  Clad  Indus¬ 
tries,  Incorporated,  owner. 

SUBTECT — Armor  Clad  Safety  Oil  Preheater,  approval  of. 
APPEARANCES— 

For  Applicant :  George  B.  Pettit. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  . . .  0 

THE  RESOLUTION  (859-41-SA) 

Whereas,  George  B.  Pettit,  for  Armor  Clad  Industries, 
Inc.,  owner,  filed  on  October  6,  1941,  an  application  with 


the  Board  of  Standards  and  Appeals  for  Approval  ot  uu. 
appliance  known  as  the  Armor  Clad  Safety  Oil  Preheater; 
and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

May  19,  1942. 

Cal.  No.  859-41-SA. 

Subject:  Armor  Clad  Safety  Oil  Preheater,  approval 

of. 

The  Armor  Clad  Industries,  Inc.  of  Brooklyn,  N.  Y. 
filed  October  6,  1941,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Armor  Clad 
Safety  Oil  Preheater  under  the  provisions  of  C26-178.0f 
Adm.  Code,  C19.57.0  of  the  Admin.  Code  and  the  pro¬ 
visions  of  Rule  7.2.2  of  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals. 

The  preheater,  Fig.  1,  is  designed  to  prevent  any  oil 
entering  the  heating  system  should  an  oil  tube  fracture 
or  collapse.  The  device  consists  of  an  inner  and  outer 
jacket,  the  inner  jacket  containing  the  oil  tubes  and  the 
outer  jacket  the  heat  source.  These  jackets  are  of 
cast  iron,  56  to  54  inches  in  thickness,  cast  as  one  piece. 
The  -)4  in.  is  used  for  low  pressure  boilers  and  the  J4 
inch  for  high  pressure. 

The  appliance  operates  as  follows :  City  water  is 
supplied  to  the  inner  jacket  where  the  water  level  is 
maintained  at  a  given  height  shown  on  the  expansion 
air  chamber  gauge  glass.  Water  from  the  boiler  is 
supplied  to  the  outer  chamber,  the  heat  being  trans¬ 
ferred  by  convection  to  the  water  in  the  inner  chamber 
and  to  the  oil,  there  being  no  connection  between  the 
two  chambers.  Should  the  oil  tubes  fracture,  the  pres¬ 
sure  within  the  jacket  will  increase  to  the  oil  pressure. 
This  pressure  will  act  on  the  pressuretrol  and  will  set 
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off  an  alarm  if  used.  In  addition,  the  relief  valve  will 
open  at  IS  lbs.,  discharging  the  contents  to  tank.  The 
inner  chamber  is  provided  with  a  relief  valve  set  at 
15  lbs.,  a  flush  out,  an  expansion  air  chamber,  a  cold 
oil  inlet  or  a  hot  oil  outlet  and  a  feed  water  line  with 
check  valve,  shut  off  valve  and  pressure  relief  valve. 
The  outer  chamber  is  provided  with  a  hot  water  supply 
line,  arrangement  for  an  aquastat  and  exterior  arrange¬ 
ment  for  supporting  a  hot  water  return  line  to  the 
boiler. 

This  preheater  was  inspected  and  tested  by  the  Com¬ 
mittee  on  Tests  at  99-34  67th  Road,  Queens.  Present 
at  the  test  were  representatives  of  the  Committee  on 
Tests,  the  Division  of  Combustibles  of  the  Fire  De¬ 
partment  and  of  the  manufacturer.  The  preheater 
functioned  as  designed  and  is  in  compliance  with  the 
requirements  of  Rule  7.2.2  of  the  Oil  Burner  Rules  of 
the  Board  of  Standards  and  Appeals.  The  oil  was 
at  a  temperature  ranging  from  165°  to  212°  F. 

On  the  basis  of  this  inspection  and  test  it  is  recom¬ 
mended  that  the  Armor  Clad  Safety  Oil  Preheater 
(Fig.  1)  be  approved  under  the  provisions  of  C19.57 
of  the  Admin.  Code  and  Rule  7.2.2  of  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals  for  use 
in  oil  burning  installations,  when  installed  in  accordance 
with  the  requirements  of  this  report  and  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals,  provided 
the  appliance  bears  a  label  permanently  affixed,  reading 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  # 859-41  -S A”. 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

i  and 

Whereas,  this  report  recommended  approval  of  this 
appliancet 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Armor  Clad 
Safety  Oil  Preheater,  on  condition  that  the  appliance  be 
manufactured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


203-42-SA. 

APPLICANT— Seaberg  Elevator  Company,  Incorporated, 
owner. 

SUBJECT— Seaberg  Type  G.  S.  Elevator  Car  Door  or 
Gate  Switch,  approval  of. 

APPEARANCES— 

For  Applicant :  M.  Wesley. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative: .  0 

THE  RESOLUTION  (203-42-SA) 

Whereas,  Seaberg  Elevator  Company,  Inc.,  owner,  filed 

on  March  14,  1942,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 

the  Seaberg  Type  G.  S.  Elevator  Car  Door  or  Gate  Switch ; 

and 


Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

May  18,  1942. 

Re :  Cal.  No.  203-42-SA. 

Subject:  Seaberg  Type  G.  S.  Elevator  Car  Door  or 
Gate  Switch,  approval  of. 

The  Seaberg  Elevator  Company,  Inc.  of  Brooklyn, 
New  York,  filed  on  March  14,  1942,  with  the  Board  of 
Standards  and  Appeals  an  application  for  approval  of 
its  appliance  known  as  the  Seaberg  Type  G.  S.  Elevator 
Car  Door  or  Gate  Switch  under  the  requirements  of 
Section  C26-178.0,b  and  Article  14  of  the  Administrative 
Code. 

The  Seaberg  Type  G.  S.  Contact  (Fig.  1)  is  intended 
for  use  on  automatically  manually-operated  horizontally 
sliding  elevator  car  gates  or  doors  and  may  be  applied 
to  right  or  left  hand  installation.  The  assembly  includes 
a  switch  comprising  a  set  of  contacts,  practically  iden¬ 
tical  in  design  with  those  of  the  interlock  switch,  in¬ 
closed  within  a  housing ;  a  contact  operating  cam  and  a 
roller  arm  secured  to  the  door  or  gate  which  actuates 
the  cam  to  open  or  close  the  contacts.  The  operating 
cam  is  formed  with  an  incline  at  one  end  and  is  so 
hinged  that,  when  the  door  is  opened,  the  roller  passes 
over  the  inclined  surface  and  moves  the  contacts  to  the 
open  circuit  position  in  a  positive  manner.  The  cam  is 
hinged  and  weighted  to  hold  the  contacts  in  the  open 
circuit  position  by  gravity  when  the  door  is  open. 

Samples  of  the  Seaberg  Type  G.  S.  contact  were  sub¬ 
jected  by  the  Underwriters  Laboratories,  Inc.  (Report 
dated  September  18,  1933)  to  each  of  the  following  tests 
as  prescribed  by  Article  14,  Subarticle  9,  Group  1,  of 
the  Administrative  Code  and  the  Underwriters  reports 
indicate  that  the  appliance  has  successfully  met  the 
requirements  thereof  : 

1.  Endurance  Test.  C26-1 180.0. 

2.  Current  Interrupting  Test.  C26-1 181.0. 

3.  Test  in  Moist  Atmosphere.  C26-1 182.0. 

4.  Test  Without  Lubricant.  C26-1183.0. 

5.  Misalignment  Test.  C26-1 184.0. 

6.  Insulation  Test.  C26-1 185.0. 

The  Underwriter’s  Report  further  indicates  that  the 
device  successfully  functions  within  the  temperature 
range  set  forth  in  Sec.  26-1 179.0, a. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  the  Seaberg  Type 
G.  S.  Elevator  Car  Door  or  Gate  Switch  as  having  the 
requirements  of  Article  14  of  the  Administrative  Code 
for  use  in  New  York  City  when  installed  in  accordance 
with  the  pertinent  provisions  of  the  Administrative  Code. 
All  appliances  manufactured  under  this  approval  shall 
be  marked  with  a  decalcomania  reading :  “Approved  by 
the  Board  of  Standards  and  Appeals  under  Cal.  No. 
203-42-SA.”  This  approval  supersedes  all  other  exist¬ 
ing  approvals. 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Seaberg  Type 
G.  S.  Elevator  Car  Door  or  Gate  Switch,  on  condition  that 
the  appliance  be  manufactured,  installed,  and  labelled, 
stamped  or  tagged  in  accordance  with  above  report. 
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Fig.  1  (Cal.  No.  203-42-SA). 


210-42-SA. 

APPLICANT — Seaberg  Elevator  Company,  Incorporated, 
owner. 

SUBJECT— Seaberg  Type  BL  Bar  Interlock,  approval  of. 
APPEARANCES— 

For  Applicant :  M.  Wesley. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (210-42-SA) 

Whereas,  Seaberg  Elevator  Company,  Inc.,  owner,  filed 
on  March  14,  1942,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
the  Seaberg  Type  BL  Bar  Interlock ;  and 


Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

May  18,  1942. 

Cal.  No.  210-42-SA. 

Subject :  Seaberg  Type  BL  Bar  Interlock,  approval  of.« 

The  Seaberg  Elevator  Co.,  Inc.  of  Brooklyn,  N.  Y. 
filed  on  March  14,  1942  with  the  Board  of  Standards 
and  Appeals  an  application  for  approval  of  its  appliance 
known  as  the  Seaberg  Type  BL  Bar  Interlock  under  the 
requirements  of  Sec.  C26-178.0,b  and  Article  14  of  the 
Administrative  Code. 

The  Seaberg  Type  BL  Bar  Interlock,  Figure  1,  is 
intended  for  use  on  manually-controlled  elevators  with 
swinging  or  horizontally  sliding  hoistway  doors  and  may 
be  applied  to  either  right  or  left  hand  installation.  The 
assembly  includes  an  interlock  switch  comprising  a  mov¬ 
able  contact  bar,  a  set  of  spring  loaded  stationary  con- 
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tacts  and  an  operating  mechanism  enclosed  within  the 
case;  also  a  locking  bar  which  serves  to  lock  the  door 
mechanically.  The  spring-loaded  locking  bar,  which  is 
mounted  on  the  door,  is  provided  with  a  collar  nearer 
the  upper  end  which  engages  a  projection  on  the  end  of 
the  protruding  counterweighted  lever  and  moves  the 
contacts  to  the  open  circuit  position  in  a  positive  manner 
in  the  event  of  binding  of  the  gravity-operating  contact 
arm,  when  the  bar  is  withdrawn. 

Samples  of  the  Seaberg  Type  BL  Bar  Interlock  were 
subjected  by  the  Underwriters’  Laboratories,  Inc.  (Re¬ 
port  dated  September  18,  1933)  to  each  of  the  following 
tests  as  prescribed  by  Article  14,  Sub.  Article  9,  Group  1 
of  the  Administrative  Code  and  the  Underwriters’  tests 
indicate  that  the  interlock  has  successfully  met  the 
requirements  thereof. 

1.  Endurance  Test  C26-1180.0. 

2.  Current  interrupting  test  C26-1 181.0. 

3.  Test  in  moist  atmosphere  C26-1 182.0. 

4.  Test  without  lubricant  C26-1 183.0. 

5.  Misalignment  Test  C26- 1184.0. 

6.  Insulation  Test  C26-1 185.0. 

The  Underwriters’  Report  further  indicates  that  the 
device  successfully  functions  within  the  temperature 
range  set  forth  in  Sec.  C26-1179.0,a. 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  the  Seaberg  Type 
P>L  Bar  Interlock,  as  having  met  the  requirements  of 
Article  14  of  the  Administrative  Code,  for  use  in  New. 


York  City,  when  installed  in  accordance  with  the  per¬ 
tinent  provisions  of  the  Administrative  Code.  All  ap¬ 
pliances  manufactured  under  this  approval  shall  be 
marked  with  a  decalcomania  reading :  ‘  Approved  by  the 
Board  of  Standards  and  Appeals  under  Cal.  No.  210-42- 
SA.”  This  approval  supersedes  all  other  existing 
approvals. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  tyl.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Seaberg  Type 
BL  Bar  Interlock,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  above  report. 


Adjourned,  4:20  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


Fig.  1  (Cal.  No.  210-42-SA). 


PUBLIC  HEARING 


PROPOSED  AMENDMENT  TO  RULES  ON  USES  OF  INSULATING  FIBRE  BOARD 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  5,"l93SL  EFFECTIVE,  , 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  Y ©RK  CITY  ; 

CHARTER,  MAY  29,  1939. 


(170-39-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday,  June  16,  1942,  at  2  P.M.,  Room  1013,  Municipal 
Building,  Manhattan,  on  Proposed  Amendment  to  Rules  on 
Uses  of  Insulating  Fibre  Board. 

NOTE — New  matter  in  italics;  old  matter  in  brackets  [  ] 
to  be  omitted. 


Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  and 
in  full  lengths  where  possible ,  may  be  used  instead 
of  wood  sheathing  when  bearing  on  4  studs  and 
fastened  to  each  bearing  with  1J4"  wire  nails,  6"  or 
less  c-c,  with  J4"  head,  and  for  24"  or  1"  board, 
the  nails  shall  be  2"  long.  See  C-26-538.0,  sub.  b. 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


When  using  fibre  board  in  widths  of  2  ft.  in  addi¬ 
tion  to  the  requirement  for  using  full  lengths, 
supplemental  bracing  of  the  framework  of  the 
wood  frame  structure  shall  be  provided  by  means 
of  let-in  diagonal  braces  of  1"  x  4"’s  sound  and  free 
from  knots  at  all  external  corners  in  the  outside 
face  of  the  studs  at  approximately  45°  and  crossing  ; 
at  least  three  studs,  or  supplemental  bracing  may  be  j 
by  a  series  of  2"  by  4"  struts  diagonally  cut  and  j 
placed  between  the  studs  at  an  angle  of  45°  with  j 
the  horizontal  and  extending  from  sill  to  plate 
wherever  possible.  All  braces  shall  be  securely  nailed  : 
to  each  stud  and  to  sill  and  plate.  Where  openings  { 
occur  near  the  comers,  1"  x  4"’s  let-in  knee  braces 
in  the  face  of  the  studs  shall  be  installed  above  and  ! 
beloiv  the  openings  at  approximately  45° ,  extending 
across  not  less  than  3  studs.  When  used  over  door- 
ways  and  under  windows,  vertical  and  horizontal  2" 
x  4"’s  shall  be  provided  to  afford  nailing  bases  along  ] 
all  edges.  Equivalent  bracing  of  steel  may  be  sub¬ 
stituted  for  the  required  zvood  bracing.  The  use 
of  fibre  board  as  roof  sheathing  is  not  permitted 
except  as  insulation  over  [suitable]  permitted  sheath¬ 
ing  material. 


FACTORIES 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making;  . 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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COURT  DECISIONS 


People  v.  Dry  Dock  Corlears  Corporation: — In  1922,  under 
Cal.  No.  577-22-A,  tlie  Board  modified  an  order  of  the  Fire 
Commissioner,  requiring  the  existing  standpipe  system  to 
comply  with  the  rules.  The  building  at  13-23  Corlears 
street,  Manhattan,  was  then  occupied  by  a  street  railway 
company.  The  Board’s  modification  consisted  of  permitting 
the  existing  standpipe,  then  in  operating  condition,  to  con¬ 
tinue  as  long  as  the  occupancy  remained  unchanged.  In  1940, 
Daniels  Sr  Kennedy,  Incorporated,  as  lessees,  filed  an  appeal 
from  an  order  to  maintain  the  standpipe  in  operating  condi¬ 
tion.  The  occupancy  of  the  building  had  been  changed  to 
storage  of  newsprint  in  rolls.  The  Board  treated  the  new 
appeal  as  a  request  for  amendment  of  the  previous  1922  deci¬ 
sion.  This  resolution  was  modified  by  permitting  wheel- 
mounted  portable  extinguishers  in  lieu  of  restoring  the  par¬ 
tially  dismantled  standpipe.  Thereafter,  in  1941,  the  Fire 
Commissioner,  finding  no  effort  had  been  made  to  comply 
with  his  order  or  the  modified  order  of  the  Board,  obtained  a 
conviction  in  Magistrate’s  Court.  A  fine  of  $100  was 
imposed.  After  unanimous  affirmance  by  the  Court  of  Special 
Sessions,  Appellate  Part,  an  appeal  was  taken  to  the  Court 
of  Appeals,  which  has  affirmed  the  judgment,  stating:  “Per 
Curiam.  Under  New  York  City  Charter  Sec.  488,  subd.  3 
and  Sec.  491,  the  Fire  Commissioner  has  jurisdiction,  when 
an  existing  standpipe  system  no  longer  functions  because  cer¬ 
tain  parts  and  appurtenances  have  been  broken  or  are  missing, 
to  order  the  repair  or  restoration  in  such  parts  or  appur¬ 
tenances  provided  no  reconstruction  of  the  building  itself  be 
required.  The  judgment  should  be  affirmed.” 

*  *  *  *  * 


In  tlie  matter  of  Roerb  Realty,  Inc.  v.  Wilson  j— The  build- 
ing  at  69  St.  Marks  place,  Manhattan,  has  been  occupied  by 
Emergency  Shelter,  Inc.,  as  a  lodging  house  since  1936. 
1  rior  to  that  date  the  building  was  occupied  for  many  years 
by  the  German  Odd  Fellows  Hall  Association  as  meeting 
rooms,  with  an  apartment  for  the  caretaker.  Under  Cal.  No. 
436-37-A,  the  Board  denied  an  appeal  seeking  to  have  the 
occupancy  classified  as  an  asylum  so  as  to  exempt  it  from 
the  provisions  of  the  Multiple  Dwelling  Law,  holding  that 
“the  building  is  being  used  as  a  Class  B  Multiple  Dwelling”. 
The  occupancy  was  thereafter  classified  by  the  Division  of 
Housing  as  a  “heretofore  erected”  Class  B  Multiple  Dwelling. 

In  1940,  upon  an  appeal,  Cal.  No.  981-40- A,  by  the  Roerb 
Realty,  Inc.,  the  Board  refused  to  disturb  the  classification 
of  the  Housing  Division,  stating  that  “such  classification  was 
binding  upon  the  Borough  Superintendent”  and  holding  that 
the  Board  could  not  upset  such  classification  although  ques¬ 
tioning  its  correctness. 

The  decisions  of  the  Board  were  not  appealed. 

A  proceeding,  pursuant  to  Article  78  of  the  Civil  Practice 
Act  was  then  brought  against  William  Wilson  as  Commis¬ 
sioner  to  change  the  classification  of  the  premises  from  a 
“heretofore  existing  Class  B  Lodging  House”  to  a  “Public 
Building”.  Mr.  Justice  Hammer  denied  the  motion  to  direct 
the  change  of  classification,  stating  in  part:  “This  court,  in 
the  absence  of  compelling  reasons,  will  not  interfere  with ’the 
decision  of  Administrative  officials.  Furthermore,  when  the 
classification  of  the  premises  was  made,  petitioner  failed  to 
act  promptly  and  is  barred  by  the  statute  of  limitations” 
(N.  Y.  L.  J.,  page  2 662,  June  13.  1941). 

Upon.  appeal  to  the  Appellate  Division,  First  Department, 
the  decision  in  the  Court  below  was  unanimously  affirmed 
(N.  Y.  L.  J.  May  9,  1942). 

Appellate  Division  denied  motion  for  leave  to  anneal  to  the 
Court  of  Appeals  for  a  reargument.  Order  filed  fN  Y  T.  ( 
June  6,  1942).  * 
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DOCKET. 

New  Cases  Filed  up  to  June  9,  1942. 

Cal.  No.  Dept.  Premises  Affected 

449-42-A — H.B.B. — 654  Powell  street,  west  side,  110  ft.  5 
in.  south  of  New  Lots  avenue  (Block  No.  3862,  Lot  No.  22), 
Borough  of  Brooklyn,  Alt.  4175-42. 


450-42-S — H.B.B. — 654  Powell  street,  west  side,  110  ft. 
5  in.  south  of  New  Lots  avenue  (Block  No.  3862,  Lot  No. 
22),  Borough  of  Brooklyn,  Alt.  4175-42. 


451-42-BZ — H.B.B. — 982-984  Hopkinson  avenue,  west 
side,  100  ft.  north  of  Hegeman  avenue  (Block  No.  3622, 
Lot  Nos.  6,  9  and  56),  Borough  of  Brooklyn,  B.  N.  1055-42. 


452-42-A — H.B.Q. — West  side  of  Beach  20th  street,  650 
ft.  south  of  Plainview  avenue  (Block  No.  266,  Lot  No.  20), 
Far  Rockaway,  Borough  of  Queens  (Green  Cottage,  Wave 
Crest  Convalescent  Home),  M-1695-42. 


453-42-A — H.B.Q. — 19-19  24th  avenue,  northwest  corner 
of  21st  street  (Block  No.  890,  Lot  No.  1),  Long  Island  City, 
Borough  of  Queens,  Alt.  217-42. 


454-42-A — F.D. — 241  Lafayette  street,  east  side,  145  ft. 
4^2  in.  north  of  Spring  street  (Block  No.  495,  Lot  No.  N4), 
Borough  of  Manhattan,  30144-L.  C.  and  Decision. 


455-42-A — H.B.B. — 6,  7  and  8  Court  square,  east  side, 
109  ft.  10  in.  north  of  Livingston  street  (Block  No.  153, 
Lot  Nos.  6-8),  Borough  of  Brooklyn,  Alt.  1298-42. 


456-42-S — H.B.B. — 300-302  Pacific  street,  south  side,  250 
ft.  east  of  Smith  street  (Block  No.  188,  Lot  No.  20),  Bor¬ 
ough  of  Brooklyn,  Alt.  2521-41. 


457-42-BZ — H.B.M. — 103-107  East  77th  street,  north  side, 
100  ft.  east  of  Park  avenue  (Block  No.  1412,  Lot  Nos.  5-7 
inclusive),  Borough  of  Manhattan,  Amendment  to  N.  B. 
251-36. 


458-42-A — H.B.Q. — 74-11  to  74-21  Broadway,  north  side, 
116.7  ft.  east  of  Roosevelt  avenue,  74-12  to  74-20  Roosevelt 
avenue  and  40-02  to  40-14  75th  street  (Block  No.  1485,  Lot 
No.  23),  Jackson  Heights,  Borough  of  Queens,  Misc.  1793- 
42. 


459-42-A — F.D. — 445-455  Blake  avenue  and  318-326 
Junius  street,  northwest  corner  (Block  No.  3763,.  Lot  No. 
46),  Borough  of  Brooklyn,  7925-L.  F.  and  Decision. 


462-42-S— H.B.M.— 251-253  West  19th  street,  north  side, 
221  ft.  east  of  Eighth  avenue  (Block  No.  769,  Lot  No.  10)  ; 
(1st,  3rd,  4th  and  5th  floors),  Borough  of  Manhattan,  Deci¬ 
sion. 


Restored  to  Calendar. 

782-41-S — H.B.B. — 304  Morgan  avenue  and  1027-1037 
Metropolitan  avenue,  northeast  corner  (Block  No.  2914,  Lot 
No.  1  and  Block  No.  2915,  Lot  No.  2),  Borough  of  Brook¬ 
lyn,  Amendment  to  B.  N.  3491-41. 


DESIGNATIONS:  II. B. — Department  of  Housing  and  Buildings; 
ll.It.lt. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.BAI. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.It. — Department 
of  Housing  and  Buildings,  Richmond;  Il.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and  ! 
I'M >.  —  Fire  I lepartinent. 


— 

RULES 


I.ast  Publication  In  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . 

Carbon  Dioxide  Liquefier,  Rules.... I 
Certificates  of  Occupancy,  approved 

form  . 

Concrete  Flat  Slabs,  Rules . 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of 

Concrete  Rules  (Hydrated  Lime)  .  . .( 

Flevator  Rules  . ' 

Cxit  Rules  (Revolving  Doors) . 

Factory  Exit  Rules  . 

Fire  Alarm  Rules  (Interior) . 

Fire  Drill  Rules  . 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of 
Fire  Retarding  Rules  for  Garages, 

etc . 

Fireproof  Wood,  Testing  of . 

Frame  Garages,  Ruling  for.  ....... 

Fusion  Welding  and  Gas  Cutting 
Rules 

Gas  Shut-Off  Rules  . 

Hatchway  Protection  . 

Insulating  Fibre  Board  Rules . 

Oil  Burner  Rules  . 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Platform  Trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 


Feb. 

17, 

1942- 

-Vol. 

27. 

No. 

7 

Mar. 

10, 

1942- 

-Vol. 

27, 

No. 

10 

Nov. 

25, 

1941- 

-Vol. 

26, 

No. 

47 

luly 

13, 

1937- 

-Vol. 

22, 

No. 

28 

lune 

'24, 

1941- 

-Vol. 

26, 

No. 

25 

Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

Mar. 

3, 

1936- 

-Vol. 

21, 

No. 

9 

1  une 

15, 

1937- 

-Vol. 

22, 

No. 

24 

June 

16, 

1942- 

-Vol. 

27, 

No. 

24 

Apr. 

7, 

1942- 

-Vol. 

27, 

No. 

14 

May 

5, 

1942- 

-Vol. 

27, 

No. 

18 

Apr. 

28, 

1942- 

-Vol. 

27, 

No. 

17  | 

Dec. 

16, 

1941- 

-Vol. 

26, 

No. 

50 

Apr. 

13, 

1937- 

-Vol. 

22, 

No. 

15 

Jan. 

21, 

1919- 

-Vol. 

4, 

No. 

3  i 

May 

20, 

1941- 

-Vol. 

26, 

No. 

20 

.Apr. 

7, 

1925- 

-Vol. 

10, 

No. 

14 

June 

5, 

1928- 

-Vol. 

13, 

No. 

23 

Mar. 

31, 

1942- 

-Vol. 

27, 

No. 

13 

13, 

1942- 

-Vol. 

27, 

No. 

2 

.Jan. 

6, 

1942- 

-Vol. 

27, 

No. 

1 

Contamination  of  Water  Supply) 

.  Nov. 

25,  1941— 

Vol.  26,  No.  47A 

Procedure,  Rules  of . 

Sept. 

7, 

1937- 

-Vol. 

22 

No. 

36 

Refrigerating  Systems,  Extract  A.C. 
Smoking  in  Factories,  Rules  for.  . .  . 

Aug. 

26, 

1941- 

-Vol. 

26, 

No. 

34 

lune 

9, 

1942 

— Vol. 

27, 

No. 

23 

Sprinkler  Rules  . 

.  1  une 

29, 

1937- 

—Vol. 

22, 

No. 

26 

Standpipe  Fireline  Rules  . 

.June 

8, 

1937- 

—Vol. 

22, 

No. 

23 

Structural  Alterations,  Reporting.  . 

June 

7, 

1932- 

—Vol. 

17, 

No. 

23 

Tank  Trucks,  Fuel  Oil,  etc . 

.  Nov. 

24, 

1936- 

—Vol. 

21, 

No. 

47 

Tank  Trucks,  Gasoline,  etc . 

.  Nov. 

24, 

1936- 

—Vol. 

21, 

No. 

47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) .  . . 

Apr. 

10, 

1923- 

-Vol. 

8. 

No. 

15 

460-42-A — -H.B.Q.- — 22-50  90th  street,  west  side,  between 
23rd  avenue  and  Grand  Central  parkway  (Block  No.  1064, 
Lot  No.  2),  Corona,  Borough  of  Queens,  M -2470-42. 


461-42-BZ — H.B.B. — 315-329  Park  avenue,  north  side, 
between  Ryerson  street  and  Grand  avenue,  47-57  Ryerson 
street  and  32-52  Grand  avenue  (Block  No.  1877,  Lot  Nos. 
60,  57,  44  and  part  of  Lot  No.  1),  Borough  of  Brooklvn, 
N.  B.  154-42. 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Nov.  25, 

Fireline  Hose  Valves  . Nov.  25, 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25, 

Fuel  Oil  Pipe  Terminals  . Nov.  25, 

Fuel  Oil  Burners  for  Industrial  Use.  Nov.  25, 

Fuel  Oil  Pumps  . Nov.  25, 

Gas  Heaters  . Nov.  25, 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25, 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25, 

Vacuum  Breakers  . Nov.  25, 


1941— Vol.  26,  No.  47A 
1941— Vol.  26,  No.  47A 

1941— Vol.  26,  No.  47A 
1941— Vol.  26,  No.  47A 
1941— Vol.  26,  No.  47A 
1941— Vol.  26,  No.  47A 
1941— Vol.  26,  No.  47A 

1941— Vol.  26,  No.  47 A 

1941— Vol.  26,  No.  47A 
1941— Vol.  26,  No.  47A 
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JUNE  16,  1942,  10  A.  M. 

Zoning  Applications. 

NOT. ICE  IS  HEREBY  GIVEN  by  ihe  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning ,  June  16,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters: 

638-40-BZ — Application  of  Nathaniel  T.  Helman,  appli¬ 
cant,  on  behalf  of  Cortland  Realty  Company  of  New  York, 
owner  (Jules  Ullman,  lessee),  reopened  and  restored  to 
calendar  April  7,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  for  a  term  of 
not  more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles  (previously  withdrawn);  premises 
41-48  80th  street,  west  side,  125.39  ft.  north  of  Broadway 
(Block  No.  1499,  part  of  Lot  No.  1),  Jackson  Heights, 
Borough  of  Queens. 

132-42-BZ — Application,  February  17,  1942,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  N.  T.  Helman,  appli¬ 
cant,  on  behalf  of  Queensboro  Investing  Company,  owner 
(Jules  Ullman,  lessee),  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  37-36  83rd 
street,  west  side,  240  ft.  south  of  37th  avenue  (Block  No 
1470,  Lot  No.  24),  Jackson  Heights,  Borough  of  Queens. 

479-41-BZ — Application,  May  27,  1941,  under  section  7f 
of  the  zoning  resolution,  of  Harry  Schnoll,  applicant  and 
lessee,  on  behalf  of  William  Eckenf elder,  owner,  to  permit 
in  a  business  use  district,  for  a  temporary  term  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  to  be  operated  in  conjunction  with 
the  gas  station  on  the  adjoining  lot;  premises  2450  White 
Plains  road,  east  side,  24.45  ft.  and  76  ft.  south  of  Mace 
avenue  (Block  No.  4430,  Lot  Nos.  19  and  21),  Borough  of 
The  Bronx. 

1027-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Evelyn  Syrkin  Cherry,  owner  (Louis  Schrad- 
nick,  lessee),  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  170  Beach  42nd 
street,  east  side,  97  ft.  north  of  Boardwalk  (Block  No.  324, 
Lot  No.  13),  Edgemere,  Borough  of  Queens. 

842-41-BZ — Application,  September  30,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Gussie  Schradnick,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  on  the  same 
premises  with  a  multiple  dwelling,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  167  Beach  41st  street,  west 
side,  271.19  ft.  south  of  Edgemere  avenue  (Block  No.  325, 
Lot  No.  51),  Edgemere,  Borough  of  Queens.  • 

1021- 41-BZ— -Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Henry  H.  Ruttenberg,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles;  premises  22-23  Edge- 
mere  avenue,  267  Fernside  place,  southwest  corner  and  266 
Watjean  court  (Block  No.  271,  Lot  Nos.  1,  38,  46  and  48), 
Edgemere,  Borough  of  Queens. 

1022- 41-BZ— Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Dorothy  Jacobs  and  Hortense  Margolis,  owners 
(Dorothy  Jacobs,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  on  the  same  premises 
with  a  multiple  dwelling,  the  parking  of  more  than  five  (5) 
motor  vehicles;  premises  124-128  Beach  63rd  street,  east 
side,  355  ft.  south  of  Larkin  avenue  (Block  No.  355,  Lot  No. 
24  and  part  of  Lot  No.  19),  Arverne,  Borough  of  Queens. 

1031-41-BZ— Application,  November  27,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 


behalf  of  Mollie  Horn,  owner,  to  permit  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of^more  than  five  (5)  motor  vehicles;  premises  133 
Beach  72nd  street,  west  side,  660  ft.  south  of  Rockaway 
Beach  boulevard  (Block  No.  608,  Lot  No.  89),  Arverne, 
Borough  of  Queens. 

1032-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tions  7h  and  21  of  the  zoning  resolution,  of  Max  Horn, 
applicant,  on  behalf  of  Jacob  Liebowitz,  owner,  to  permit  in 
a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and.  storage  of  more  than  five  (5)  motor  vehicles 
and  the  maintenance  of  a  one  (1)  car  (non-accessory) 
garage;  premises  175  Beach  72nd  street,  west  side,  259  ft. 
south  of  Rockaway  Beach  boulevard  (Block  No.  608,  Lot 
No.  69),  Arverne,  Borough  of  Queens. 

737-38-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  Mary  L.  Walker,  owner,  reopened  May  12, 
1942,  under  sections  7f  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied)  ;  premises  1171-1185  River  ave¬ 
nue,  west  side,  100  ft.  south  of  East  167th  street  (Block  No. 
2496,  Lot  No.  64),  Borough  of  The  Bronx. 

57-42-BZ — Application,  January  16,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Hyman  Ashkinazy,  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles;  prem¬ 
ises  446-456  Riverdale  avenue  and  512-522  Snediker  avenue, 
southwest  corner  (Block  No.  3833,  Lot  No.  26),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  16,  1942,  2  P.  M. 

Rules. 

170-39-SR — Rules  on  Uses  of  Insulating  Fibre  Board, 
Proposed  Amendment  to  Rule  2.2,  Fibre  Board  Sheathing. 

Appeals  from  Administrative  Decisions. 

384-42-A — 40  Hopkins  street,  south  side,  400  ft.  west  of 
Marcy  avenue  (Block  No.  1724,  Lot  No.  25),  Borough  of 
Brooklyn. 

31 1-42- A — 5501-5523  Sixth  avenue,  east  side,  block  front, 
between  55th  and  56th  streets  (Block  No.  833,  Lot  No.  1), 
Borough  of  Brooklyn. 

354-42-A— 48  Greenleaf  avenue,  west  side,  95  ft.  5  in. 
north  of  Marion  avenue  (Block  No.  236,  Lot  No.  69),  West 
Brighton,  Borough  of  Richmond. 

381-42-A — 48-50  Division  place,  south  side,  50  ft.  west 
of  Morgan  avenue  (Block  No.  2850,  Lot  No.  14),  Borough 
of  Brooklyn. 

393-42-A — 273  Water  street,  southeast  side,  77  ft.  west  of 
Dover  street  (Block  No.  107,  Lot  No.  48),  Borough  of 
Manhattan. 

448-42-S — 73-93  Varick  street,  431-475  Canal  street,  north¬ 
west  corner  and  93-99  Watts  street  (Block  No.  226,  Lot 
Nos.  1  to  20,  inclusive,  27  to  45,  inclusive  and  part  of  Lot 
No.  21),  Borough  of  Manhattan. 

460-42-A — 22-50  90th  street,  west  side,  between  23rd  ave¬ 
nue  and  Grand  Central  parkway  (Block  No.  1064,  Lot 
No.  2),  Corona,  Borough  of  Queens  (Wilbur  Wright  High 
School  of  Aviation  Trades). 


651 


CALENDAR 


Appliance  and  Materials  for  Approval. 

700-40-SA — Westinghouse  Type  O.M.  Oil  Buffer. 

68-42-SM — U.S.G.  and  Sampson  Debsboard  (treated 
hardwood),  Structoboard  (treated  hardwood)  and  Hard- 
board  Tile. 

195-42-SM — Lumiplast  (Luminous  pigment  to  be  used 
on  Exit  Signs). 


JUNE  23,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  June  23,  1.942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

1004-41-BZ— Application,  November  21,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  A.  A.  Forman, 
3rd,  applicant,  on  behalf  of  Dougland  Homes  Corporation, 
owner  (Frederick  Cornelius,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  reconstruction  and  extension  of  a 
gasoline  service  station;  premises  175-42  137th  avenue  and 
137-04  Farmers  boulevard,  southwest  corner  (Block  No. 
3237,  part  of  Lot  No.  24),  Springfield  Gardens,  Borough  of 
Queens. 

135-41-BZ— Application  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  Fanny  Leon,  owner  (Joe’s  Automotive  Elec¬ 
tric  Service,  lessee),  reopened  May  12,  1942,  for  considera¬ 
tion  as  to  extension  of  permit — re  Application,  previously 
granted  on  condition,  under  section  7e  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  conversion 
of  occupancy  of  the  1st  story  of  an  existing  building  to  a 
motor  vehicle  repair  shop  for  a  term  of  one  (1)  year; 
premises  436  West  57th  street,  south  side,  425  ft.  west  of 
Ninth  avenue  (Block  No.  1066,  Lot  No.  50),  Borough  of 
Manhattan. 

655-41-BZ — Application  of  Max  Horn,  applicant  on  be¬ 
half  of  Della  Estates,  owner,  reopened  October  15,  1941, 
under  section  7h  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  term  of  not  more  than 
two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles  (previously  acted  upon  by  the  Board)  ;  premises 
224  Beach  99th  street,  east  side,  120  ft.  north  of  Rockaway 
Beach  boulevard  and  225  Beach  98th  street  (Block  No.  583, 
Lot  No.  1  and  part  of  Lot  No.  23),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

972-41-BZ — Application,  November  13,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Frank  C.  Keller,  appli¬ 
cant,  on  behalf  of  Edward  Sherman  Supply  Company,  owner, 
to  permit  the  extension,  from  a  business  use  district  into  a 
residence  use  district,  of  a  business  use  and,  also,  the  use 
of  a  portion  of  a  rear  yard  located  partly  in  a  residence  use 
district  as  ingress  and  egress  to  (part  of)  the  said  pro¬ 
posed  business  uses;  premises  116-01  to  116-13  Merrick 
boulevard  (road),  southeast  corner  of  116th  avenue  (Block 
No.  3108,  Lot  No.  1),  St.  Albans,  Borough  of  Queens. 

190-42-BZ — Application,  March  10,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants,  on  behalf  of  Ten  Security  Corporation, 
owner,  to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  7602-7622  New  Utrecht  ave¬ 
nue  and  1638-1644  76th  street,  southwest  corner  (Block  No. 
6236,  Lot  No.  23),  Borough  of  Brooklyn. 

168-42-BZ — Application,  February  27,  1942,  under  section 
7h  of  the  zoning  resolution,  of  William  A.  Eckert,  applicant, 
on  behalf  of  Agnes  F.  Murray,  owner  (William  Nunley, 
lessee),  to  permit  upon  a  plot  located  partly  in  a  business 


use  and  partly  in  a  residence  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  168-03  to  168-11  Hillside  avenue 
and  87-49  to  87-59  168th  street,  northeast  corner  (Block  No. 
9840,  Lot  No.  1),  Jamaica,  Borough  of  Queens. 

200-42-BZ— Application,  March  13,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Joseph  M.  Lonergan,  appli¬ 
cant,  on  behalf  of  Maxal  Realty  Company,  Incorporated, 
owner  (Barney  Gunshor,  lessee),  to  permit  in  a  retail  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  253-255 
Seventh  avenue,  east  side,  86  ft.  11  in.  north  of  West  24th 
street  (Block  No.  800,  Lot  Nos.  5  and  80),  Borough  of 
Manhattan. 

327-42-BZ — Application,  April  21,  1942,  under  section  7 a 
of  the  zoning  resolution,  of  Koch  and  Wagner,  applicants, 
on  behalf  of  John  F.  Trommer,  Incorporated,  owner,  to 
permit  partly  in  a  business  use  and  partly  in  an  unrestricted 
use  district,  the  extension  in  height  of  a  building  used  as 
part  of  a  brewery;  premises  1630-1654  Bushwick  avenue 
and  66-98  Conway  street,  southeast  corner  (Block  No.  3476, 
part  of  Lot  No.  16),  Borough  of  Brooklyn. 

1101-41-BZ — Application,  December  23,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewetter, 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  per¬ 
mit  partly  in  a  business  use  and  partly  in  an  unrestricted 
use  district,  the  reconstruction  of  an  existing  gasoline  ser¬ 
vice  station;  premises  451-457  Flushing  avenue  and  713-721 
Bedford  avenue,  northeast  corner  (Block  No.  2263,  Lot  No. 
1),  Borough  of  Brooklyn. 

351-42-BZ — Application,  April  24,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
hehalf  of  Alexander  Eisenberg,  owner  (Max  Wasserman, 
lessee),  to  permit  in  a  business  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to  the  baling  of  rags 
and  also  the  joint  occupancy  and  use  of  this  building  with 
an  existing  building  abutting  to  the  west;  permission  to  use 
the  westerly  building  for  baling  of  rags  was  granted  by  the 
Board  ;  premises  1050-1054  Myrtle  avenue,  south  side,  296 
ft.  7  in.  west  of  Lewis  avenue  (Block  No.  1585,  Lot  No.  25 
and  part  of  Lot  No.  21),  Borough  of  Brooklyn. 

375-42-BZ — Application,  May  7,  1942,  under  section  21 
of  the  zoning  resolution,  of  Ernst  Pfeiffer,  applicant,  on 
behalf  of  Risap  Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance  of  an  elec¬ 
tric  sign  on  a  proposed  marquise  to  be  attached  to  a  Class 
B  multiple  dwelling  (hotel)  ;  premises  752-758  West  End 
avenue  and  260  West  97th  street,  southeast  corner  (Block- 
No.  1868,  Lot  No.  61),  Borough  of  Manhattan. 

331-42-BZ — Application,  April  22,  1942,  under  sections  7i 
and  21  of  the  zoning  resolution,  of  H.  I.  Feldman,  appli¬ 
cant,  on  behalf  of  Fifty-Five  Wadsworth  Terrace  Corpo¬ 
ration,  owner,  to  permit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  the  basement  story  of  an  existing 
building  to  a  motor  vehicle  repair  shop;  premises  145-155 
Fort  George  avenue  and  1662-1670  St.  Nicholas  avenue, 
northerly  intersection  (Block  No.  2149,  Lot  No.  276),  Bor¬ 
ough  of  Manhattan. 

991-40-BZ — Application  of  Fenichel,  Dusenbury,  Min- 
ogue  and  Frieman,  applicants,  on  behalf  of  Unexcelled 
Manufacturing  Company,  Incorporated,  owner,  reopened 
May  26,  1942,  under  section  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  twenty-six  (26)  buildings  for  fireworks;  premises 
1144-1208  Richmond  avenue,  west  side,  400  ft.  south  of  Lisk 
avenue  (Block  No.  1665,  Lot  No.  7  and  Block  No.  1660, 
Lot  No.  1),  Graniteville,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 
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JUNE  23,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

398-42-A — 3237  Richmond  terrace,  northwest  corner  of 
South  avenue  (Block  No.  1208,  Lot  No.  13),  Mariners 
Harbor,  Borough  of  Richmond  (under  section  35,  General 
City  Law — re  bed  of  mapped  street). 

584-41-A— 121  Bay  street,  east  side,  10 W/2  in.  south  of 
Benson  avenue  (Block  No.  6408,  Lot  No.  16),  Borough  of 
Brooklyn  (reopened  and  restored  to  calendar,  October  7, 
1941;  previously  withdrawn). 

Appliances  and  Materials  for  Approval. 

111.1 -41-SA — Alsop  Engineering  Corporation  Mixer  or 
Agitator  (for  mixing  inflammable  oils). 

789-41-SM — Brettler  Steel  Tank  Works,  Incorporated 
275  Gallon  Basement  Fuel  Oil  Storage  Tank. 

39-42-SM — National  Gypsum  Company  Gold  Bond  and 
Gimco  Rock  Wool. 

435-42-SA — E.  B.  Kelly  Company,  Incorporated  “British 
Type  ARP-33  Stirrup  Pump”  for  incendiary  bombs. 


JUNE  30,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  June  30,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

1106-17-BZ — Application  of  William  F.  Regan,  applicant, 
on  behalf  of  Helen  I.  Doyle,  owner  (Ola  Jones,  lessee)! 
reopened  March  3,  1942,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  conver¬ 
sion  of  occupancy  of  part  of  an  existing  building  to  a  motor 
vehicle  repair  shop  (this  building  was  previously  acted  upon 
by  the  Board)  ;  premises  137  Jefferson  avenue,  north  side, 
450  ft.  west  of  Nostrand  avenue  (Block  No.  1827,  Lot  No. 
82),  Borough  of  Brooklyn. 

1052-41-BZ — Application,  December  4,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Frank  Straub,  on  behalf 
of  brederick  Figge  Company,  owner,  to  permit  in  a  business 
use-  district,  the  conversion  of  occupancy  of  an  existing 
building  to  factory  use;  premises  300-302  Pacific  street, 
south  side,  250  ft.  east  of  Smith  street  (Block  No.  188,  Lot 
No.  20),  Borough  of  Brooklyn. 

790-41-BZ — Application,  September  16,  1941,  under  sec¬ 
tions  21  and  7c  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Herman  H.  Behn, 
owner,  to  permit  in  a  business  use  district,  the  conversion  of 
occupancy  of  an  existing  building  to  a  motor  vehicle  repair 
shop;  premises  112-16  to  112-18  101st  avenue,  southwest 
corner  of  113th  street  (Block  No.  9430,  Lot  No.  7),  Rich¬ 
mond  Hill,  Borough  of  Queens. 

796-41-BZ — -Application,  September  17,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Elizabeth  Murphy, 
owner,  to  permit  in  a  business  use  district,  the  extension  of 
an  existing  gasoline  service  station ;  premises  207-07  to 
207-19  Linden  boulevard,  north  side,  197.46  ft.  west  of 
Springfield  boulevard  (Block  No.  11082,  Lot  Nos.  3,  6  and 
8),  Springfield,  Borough  of  Queens. 

110-42-BZ — Application,  February  6,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Gabriel  Nathan,  applicant, 
on  behalf  of  Brooklyn  Trust  Company  (as  trustee),  owner 
(Ideal  Hotel  Corporation,  lessee),  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  for  the  use 
of  the  guests,  only,  of  the  hotel  on  the  premises;  premises 


110  to  120  Beach  30th  street,  east  side,  220  ft.  south  of 
Lewmay  road  (Block  No.  301,  Lot  No.  1),  Edg  emere, 
Borough  of  Queens. 

704-41-BZ — -Application,  July  31,  1941,  under  section  7h 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Edward  W.  Stellges,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles;  premises  137  Beach 
67th  street,  west  side,  161.78  ft.  north  of  Boardwalk  and 
138  Beach  68th  street  (Block  No.  360,  Lot  No.  85  and  part 
of  Lot  No.  12),  Arverne,  Borough  of  Queens. 

707-41-BZ- — Application,  July  31,  1941,  under  section  7h 
ol  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
of  Leo  H.  Rich,  owner  (Nathan  Zucker,  lessee),  to  permit 
in  a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles;  premises 
34-21  Spray  view  avenue,  southeast  corner  of  Beach  35th 
street  (Block  No.  306,  Lot  No.  1),  Edgemere,  Borough  of 
Queens. 

831-41-BZ — Application,  August  26,  1941,  under  section 
71i  ol  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Ocean-Gold  Realty  Corporation,  owner  (Ocean 
Edge  Baths — Hannah  Peck,  lessee),  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  34-01  Spray- 
view  avenue,  southwest  corner  of  Beach  34th  street  (Block- 
No.  306,  Lot  No.  7),  Edgemere,  Borough  of  Queens. 

742-41-BZ — Application,  August  22,  1941,  under  section 
7h  of  the  zoning  resolution,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Simyron  Realty  Company,  owner,  to  permit  in 
a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  115  and  123  Beach  29th  street,  west  side,  140  ft. 
south  of  Lewmay  road  (Block  No.  301,  Lot  Nos.  38  and  42), 
Edgemere,  Borough  of  Queens. 

461-42-BZ— Application,  June  9,  1942,  under  section  21 
of  the  zoning  resolution,  of  Lockwood  Greene  Engineers,  In¬ 
corporated,  applicant,  on  behalf  of  Defense  Plant  Corpora¬ 
tion,  owner  (Mergenthaler  Linotype  Company,  acting  as 
agent  for  owner),  to  permit  in  an  unrestricted  use  and  also 
1)4  times  height  district,  the  erection  and  maintenance  of  a 
factory  building  having  street  walls  exceeding  the  height 
limits  permitted  by  the  zoning  resolution  and,  also,  provid¬ 
ing  loading  space  for  four  (4)  trucks  instead  of  the  required 
space  for  ten  (10)  trucks;  premises  315-329  Park  avenue, 
north  side,  between  Ryerson  street  and  Grand  avenue,  47-57 
Ryerson  street  and  32-52  Grand  avenue  (entire  block)  ; 
(Block  No.  1877,  Lot  Nos.  60,  57,  44  and  part  of  Lot  No. 

1 ) ,  Borough  of  Brooklyn. 

262- 42-BZ  Application,  March  31,  1942,  under  section 
7f  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Welz  and  Zerweck,  owners  (Sebastian  Simone, 
lessee),  to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  maintenance  of  a  frame  building  for  the 
storage  of  six  (6)  motor  vehicles  and,  also,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
159-173  Onderdonk  avenue  and  1851-1859  Troutman  street 
northwest  corner  (Block  No.  3394,  Lot  No.  1),  Maspeth! 
Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

263- 42-A — 159-173  Onderdonk  avenue  and  1851-1859 
Troutman  street,  northwest  corner  (Block  No.  3394,  Lot 
No.  1),  Maspeth,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  7,  1942,  10  A.  M.  ’ 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
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of  the  zoning  resolution,  Tuesday  morning,  July  7,  1942,  at 
10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

812-41-BZ — Application,  September  19,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  C.  J.  Neumann  Realty 
Corporation,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  reconstruction  and 
extension  of  a  gasoline  service  station ;  premises  1916-1922 
Flatbush  avenue  and  3822-3832  Avenue  L,  southwest  corner 
(Block  No.  7815,  Lot  Nos.  32  and  35),  Borough  of  Brooklyn. 

1029-41-BZ — -Application,  November  27,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Henry  C.  Brockman, 


applicant,  on  behalf  of  Gulf  Oil  Corporation,  owner,  to 
permit  in  a  business  use  district,  the  extension  and  recon¬ 
struction  of  an  existing  gasoline  service  station ;  premises 
263  Bay  street  and  16  Hannah  street,  southeast  corner 
(Block  No.  487,  Lot  No.  42),  Tompkinsville,  Borough  of 
Richmond. 

Appeal  from  Administrative  Decision. 

432-42-A— 263  Bay  street  and  16  Hannah  street,  south¬ 
east  corner  (Block  No.  487,  Lot  No.  42),  Tompkinsville, 
Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  9,  1942. 

.  Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  June  2,  1942  and  Tuesday  afternoon,  June 
2,  1942,  were  approved  as  printed  in  Bulletin  No.  23,  Vol.  27. 


ZONING  CASES. 

1106-17-BZ. 

APPLICANT — William  F.  Regan,  for  Helen  I.  Doyle, 
owner  (Ola  Jones,  lessee). 

SUBJECT — Application  reopened  March  3,  1942  (re  deci¬ 
sion  of  the  borough  superintendent)  under  section  21 
of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  part  of  an 
existing  building  to  a  motor  vehicle  repair  shop 
(this  building  was  previously  acted  upon  by  the 
Board). 

PREMISES  AFFECTED — 137  Jefferson  avenue,  north 
side,  450  ft.  west  of  Nostrand  avenue  (Block  No. 
1827,  Lot  No.  82),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle  and  Allen  Jordan. 
For  Opposition :  J.  Cyruli. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  30,  1942  at  10 
A.  M.  for  inspection  by  a  committee  of  the  Board, 
and  decision  by  the  Board,  without  further  argu¬ 
ment. 


413-39-BZ. 

APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
June  17,  1941  (re  decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  building  zone  reso¬ 
lution,  to  permit  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  the  erection  of  a  new 
building  to  be  used  as  office,  car  washing  and  lubri- 
tory,  all  accessory  to  existing  gasoline  service  sta¬ 
tion  (previously  withdrawn). 

PREMISES  AFFECTED— 15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024, 
part  of  Lot  No.  28),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition :  David  Lieberman,  and  Harold 
Klorfein,  Dep’t  of  Parks. 


For  Administration :  Fred  Dahlem,  Dep’l  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  for  decision  by  the 
Board. 


135-41-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Fanny  Leon,  owner 
(Joe’s  Automotive  Electric  Service,  lessee). 

SUBJECT — Application  reopened  May  12,  1942  for  consid¬ 
eration  as  to  extension  of  permit — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
conversion  of  occupancy  of  the  1st  story  of  an  exist¬ 
ing  building  to  a  motor  vehicle  repair  shop  for  a 
term  of  one  (1)  year. 

PREMISES  AFFECTED — 436  West  57th  street,  south  side, 
425  ft.  west  of  Ninth  avenue  (Block  No.  1066,  Lot 
No.  50),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  Martin  Gould. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1942  at  10 
A.  M.  on  request  of  applicant. 


655-41-BZ. 

APPLICANT — Max  Horn  for  Della  Estates,  Incorporated, 
owner. 

SUBJECT — Application  reopened  October  15,  1941  (re  de¬ 
cision  of  the  borough  superintendent)  under  section 
7h  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  term  of  not  more  than 
two  (2)  years,  the  parking  of  more  than  five  (5) 
motor  vehicles  (previously  acted  upon  by  the 
Board) . 

PREMISES  AFFECTED — 224  Beach  99th  street,  east  side, 
120  ft.  north  of  Rockaway  Beach  boulevard  (Block- 
No.  583,  Lot  No.  1  and  part  of  Lot  No.  23),  Rocka- 
wav  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition  :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF' BOARD— Laid  over  to  June  23,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board  and 
for  applicant  to  obtain  information. 


812-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  C.  J.  Neumann 
Realty  Corporation,  owner. 
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SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  reconstruction 
and  extension  of  a  gasoline  service  station. 
PREMISES  AbhECTED — 1916-1922  Flatbush  avenue  and 
3822-3832  Avenue  L,  southwest  corner  (Block  No. 
7815,  Lot  Nos.  32  and  35),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Carl  J.  Neu¬ 
mann. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  7,  1942  at  10 
A.  M.  for  further  consideration  by  tbe  Board  and 
for  applicant  to  file  plans.- 


972-41-BZ. 

APPLICAN  T — Frank  C.  Keller,  for  Edward  Sherman  Sup¬ 
ply  Company,  owner. 

SI  JBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  the  extension,  from  a  business  use  dis- 
■  trict  into  a  residence  use  district,  of  a  business  use 
and,  also,  the  use  of  a  portion  of  a  rear  yard  lo¬ 
cated  partly  in  a  residence  use  district  as  ingress 
and  egress  to  (part  of)  the  said  proposed  business 
uses. 

PREMISES  AFFECTED — 116-01  to  116-13  Merrick  boule¬ 
vard  (road),  southeast  corner  of  116th  avenue 
(Block  No.  3108,  Lot  No.  1),  St.  Albans,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Opposition:  M.  Kiesel,  H.  Short  and  O.  La 
Caguina. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1942  at  10 
A.  M.  for  inspection  by  a  committee  of  tbe  Board 
and  for  decision  by  the  Board,  without  further 
argument. 

_ 

559-37-BZ. 

APPLICANT — Samuels  and  Samuels,  for  Fellman  Realty 
Corporation,  owner. 

SUBJECT — Application  reopened  April  28,  1942  (re  deci¬ 
sion  of  the  borough  superintendent)  under  section 
7h  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 3996  Tenth  avenue  and  501 
West  213th  street,  northwest  corner  (Block  No. 
2231,  part  of  Lot  No.  17),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — -Referred  back  to  engineer. 


973-41-BZ. 

APPLICANT — Frank  C.  Keller,  for  Edward  Sherman  Sup¬ 
ply  Company. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  the  zoning  resolution  to  permit 
partly  in  a  business  use  district  and  partly  in  a  resi¬ 
dence  the  storage  of  plumbing  supplies. 

PREMISES  AFFECTED — 116-13  Merrick  boulevard, 
southeast  corner  of  116th  avenue  (Block  No.  3108. 
Lot  No.  1),  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Frank  C.  Keller. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn,  on  request 
of  applicant. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  Q 


344-38-BZ. 

APPLICAN  I — Herman  Kron,  for  The  Borden  Company, 
owner  (Morris  Mistretta,  lessee). 

SUBJECT— Application  reopened  February  24,  1942  (re  de¬ 
cision  of  the  borough  superintendent)  under  sections 
7h  and  21  of  the  zoning  resolution,  to  permit  upon 
a  plot  located  partly  in  a  business  use  and  partly  in 
an  unrestricted  use  district,  the  maintenance  of  a 
gasoline  service  station  and,  also,  the  use  of  the 
plot,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles.  (This  plot  was  previously 
acted  upon  by  the  Board.) 

PREMISES  AFFECTED — 942-958  DeKalb  avenue  and 
122-126  Lewis  avenue,  southwest  corner  (Block  No. 
1601,  part  of  Lot  No.  24),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Herman  Kron,  W.  E.  Barrow, 
Joseph  Hampson  and  Morris  Mistretta. 

For  Opposition:  Howard  Henig,  Ida  Sirtt,  Samuel 
Stein,  A.  S.  Friedman,  Samuel  Kirschenbaum 
and  Becky  Cohen. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  o 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (344-38-BZ). 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  extending 
from  an  unrestricted  use  district,  for  a  temporary  term  of 
not  more  than  two  (2)  years,  the  parking  and  storage  of 
not  more  than  five  (5)  motor  vehicles,  premises  942-958 
DeKalb  avenue,  southwest  corner  of  Lewis  avenue  (Block- 
No.  1601,  Lot  No.  24),  Borough  of  Brooklyn,  was  granted 
by  the  Board  July  18,  1938,  on  certain  conditions;  upon 
Court  review,  action  of  the  Board  was  sustained;  permit 
extended  June  4,  1940;  and 

Whereas,  Herman  Kron,  for  the  Borden  Company, 
owner  requested  reopening  of  the  application  under  sections 
7h  and  21  of  the  zoning  resolution,  to  permit  upon  such 
plot  located  partly  in  a  business  use  district  and  partly  in  an 
unrestricted  use  district,  the  maintenance  of  a  gasoline 
service  station,  and  also  the  use  of  the  plot  for  a  temporary 
term  of  not  more  than  two  (2)  years  for  the  parking  and 
storage  of  not  more  than  five  (5)  motor  vehicles;  premises 
942-958  DeKalb  avenue  and  122-126  Lewis  avenue,  south¬ 
west  corner  (Block  No.  1601,  Part  of  Lot  No.  24),  Borough 
of  Brooklyn ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  February  24,  1942,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  9,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  DeKalb  avenue  and  Lewis 
avenue  are  in  business  use  districts  ;  Kosciusko  street  is  in 
an  unrestricted  and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  13,  1942,  re  Alt.  Application  No.  87-1942, 
reads : 

“1.  Proposed  extension  of  existing  gas  station,  park¬ 
ing  and  storage  lot  to  adjoining  business  premises  is 
contrary  to  Article  IT,  Section  4a(15)  and  (4b)  of  the 
zoning  resolutions. 
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Note:  Existing  non-conforming  use  was  granted  by 
the  Board  of  Standards  &  Appeals  under  Cal  No.  344- 
37-BZ.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a~  frontage  of  225  ft.  on  DeKalb 
avenue,  150  ft.  on  Lewis  avenue  and  100  ft.  on  Kosciusko 
street.  The  Kosciusko  street  frontage  of  the  plot  and  the 
southerly  50  ft.  of  the  Lewis  avenue  frontage  of  the  plot 
are  in  the  unrestricted  use  district,  while-  the  remainder  of 
the  plot  is  in  the  business  use  district.  On  July  19,  1938  the 
Board  granted  a  variation  permitting  a  25  ft.  wide  portion 
of  the  plot  parallel  to  Kosciusko  street  and  adjoining  the 
unrestricted  district  to  be  used  for  the  parking  and  storage 
for  more  than  five  (5)  cars.  Since  the  original  action  a 
gasoline  service  station  has  been  erected  upon  the  premises 
in  the  unrestricted  area.  It  is  now  proposed  to  use  the 
remainder  of  the  plot  previously  not  permitted  (225  ft.  on 
DeKalb  avenue  and  75  ft.  on  Lewis  avenue)  for  a  term  of 
two  (2)  years,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7-h  of  the  zoning  resolution,  and  that  the 
applicant  had  failed  to  substantiate  a  basis  to  warrant 
exercise  of  discretion  to  grant  under  section  21  of  the 
zoning  resolution  and  was  therefore  not  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


848-41-BZ. 

APPLICANT — Max  Horn,  for  Michael  Cook,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  building  to  be  used  for  stores 
and  open  air  movie  theatre. 

PREMISES  AFFECTED — 38-01  to  38-05  Boardwalk, 
northwest  corner  of  Beach  38th  street  (Block  No. 
320,  Lot  No.  1),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn  and  Michael  Cook. 
For  Opposition  :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  TION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (848-41-BZ) 

Whereas,  Max  Horn,  for  Michael  Cook,  owner,  filed  on 
September  30,  1941  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  for  stores 
and  open  air  movie  theatre ;  premises  38-01  to  38-05  Board¬ 
walk,  northwest  corner  of  Beach  38th  street  (Block  No. 
320,  Lot  No.  1),  Edgemere,  Borough  of  Queens;  and 
Whereas,  a  public  bearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  9,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  ‘that  Beach  38th  street,  Beach  39th  street 
and  Boardwalk  are  in  residence  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  25,  1941  and  as  amended  November  21, 
1941,  on  Alt.  Applic.  No.  996-41,  reads: 


“1.  Proposed  stores  and  open  air  movie  theatre  in  a 
residence  use  district  is  contrary  to  Art.  2,  Sec.  3  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  121  ft.  on  Beach  38th  street  and  110  ft.  on 
the  Boardwalk.  The  present  use  of  the  premises  same  is  a 
platform  and  stores.  It  is  proposed  to  use  the  premises  for 
stores  and  an  open  air  movie  theatre ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and.  that  the  applica¬ 
tion  be  and  it  hereby  Is  granted  under  section  7e  thereof,  to 
permit  the  use  as  proposed  for  a  term  of  two  (2)  years, 
on  condition  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  and  no  additional  use  shall  be  added  or 
substituted;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct;  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  one  (1)  month  from  the  date  of  this  resolution;  and 
that  a  temporary  certificate  of  occupancy  shall  be  obtained 
as  was  required  under  resolution  adopted  by  the  Board  in 
Cal.  No.  489-41-A  on  July  8,  1941. 


38-42-BZ. 

APPLICANT — Henry  Nordheim,  for  Lillian  Koff,  owner. 
SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7f  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a 
term  of  years,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — 440  Sound  View  avenue  and 
445  Underhill  avenue,  northwest  corner  (Block  No. 
3498,  Lot  No.  51),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim  and  W.  Pantell. 
For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

THE  RESOLUTION  (38-42-BZ) 

Whereas,  Henry  Nordheim,  for  Lillian  Koff,  owner,  filed 
on  January  14,  1942,  an  application  under  section  7f  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  for  a 
term  of  years,  the  erection  and  maintenance  of  a  gasoline 
service  station ;  premises  440  Soundview  avenue  and  445 
Underhill  avenue,  northwest  corner  (Block  No.  3498,  Lot 
No.  51),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  9,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Soundview  avenue  is  in  a 
business  use  district ;  Underbill  avenue  is  in  business  and 
residence  use  districts ;  Lacombe  avenue  is  in  residence  and 
business  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  22,  1941,  re  N.  B.  Application  No.  855- 
1941,  reads: 

“1.  Use  of  premises  as  a  gasoline  service  or  oil  sell¬ 
ing  station  is  contrary  to  Sec.  4  of  the  Zoning  Resolu¬ 
tion.” 
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and 

Whereas,  the  premises,  which  arc  part  of  a  larger  parcel 
,  Slound  consist  of  an  irregular  shaped  plot  of  ground 
having  a  frontage  of  126  ft.  on  Sound  View  avenue,  111.5  ft. 
on  Underhill  avenue  and  a  distance  of  approximately  68  ft. 
along  the  north  lot  line.  It  is  proposed  to  erect  upon  the 
noi  th  part  of  the  plot  a  one-story  accessory  building,  60  ft. 
jv  _5  ft.,  irregular  in  area,  and  the  necessary  tanks  and 
pumps  tor  a  gasoline  service  station,  and  to  maintain  the 
use  ol  the  premises  as  a  gasoline  service  station  for  a  term 
ot  years ;  and 

\\  hereas,  the  premises  and  •  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  foi  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  f,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


67-42-BZ. 


It  is  proposed  to  maintain  the  existing  building  for  the 
storage,  sale  and  engraving  of  stone  monuments;  said 
engraving  is  done  in  the  basement  story  of  the  building ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7e  of 
the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  ot  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  two  (2)  years,  to  permit  the  continuation  of  the 
occupancy  as  proposed,  on  condition  that  such  occupancy 
shall  be  restricted  to  the  display  of  monumental  stones  and 
that  no  work  shall  be  done  thereon,  except  the  incising  of 
inscriptions  and  other  data  as  described;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


APPLICANT— Canton  and  Nordheim,  for  Lauer  Realty 
Corporation,  owner. 

^^kJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  maintenance 
ot  a  building  used  for  the  storage,  sale  and  engrav¬ 
ing  of  stone  monuments. 

PREMISES  At FECTED — 2020  Jerome  avenue,  east  side 
100  ft  north  of  East  179th  street  (Block  No.  2854 
.  ot  No-  34),  Borough  of  The  Bronx. 

APPEARANCES— 

tor  Applicant:  Henry  Nordheim,  M.  Canton  and 
Isidor  Lauer. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

OF  BOARD— Application  granted  on  condition. 

1  HE  V OTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


220-42-BZ. 

LICANT  John  M.  Baker,  for  Hafner  Associates,  In¬ 
corporated,  owner  (General  Steel  Products  Corpo¬ 
ration,  lessee). 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
.to  permit  in  a  residence  use  district,  the  extension 
of  an  existing  factory  building  by  the  erection  of  a 
loading  platform. 

I  REMISES  AFFECTED — 19-19  24th  avenue,  northwest 
corner  of  21st  street  (Block  No.  890,  Lot  No  1) 

Appearances-  City’  Borough  o£  Queens- 

Foi  Applicant :  John  M.  Baker  and  Thomas  F. 
Kearns. 

For  Opposition :  Theodore  A.  Bardy,  Annie 
Mooney,  Margerite  M.  Kelcourse,  Stella  Luk- 
asck,  Constance  Pezza  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

BOARD — Application  granted  on  condition. 

1  HE  VOTE — 


THE  RESOLUTION  (67-42-BZ) 

Whereas,  Canton  and  Nordheim,  for  Lauer  Realty  Cor¬ 
poration,  owner,  filed  on  January  20,  1942,  an  application 
under  section  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  maintenance  of  a  building  used  for 
the  storage,  sale  and  engraving  of  stone  monuments ; 
premises  2020  Jerome  avenue,  east  side,  100  ft.  north  of 
East  179th  street  (Block  No.  2854,  Lot  No.  34),  Borough 
of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  9,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  and  East 
Burnside  avenue  _are  in  business  use  districts ;  Walton 
avenue  and  East  179th  street  are  each  residence  and  business 
use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  23,  1941,  re  Alt.  Plan  No.  852-41  reads: 

“We  have  discovered  that  Alteration  Application  852- 
1941  filed  by  your  architect,  Mr.  Henry  Nordheim,  for 
the  alteration  of  premises  2020  Jerome  avenue  has  been 
approved  in  error. 

This  Department  has  a  ruling  that  in  a  business 
district,  the  engraving  of  stone  monuments  is  a  use 
prohibited  by  Section  4a  (39)  of  the  Zoning  Resolu¬ 
tion.  The  approval  of  the  application  issued  to  you  on 
October  16,  1941  is,  therefore  revoked.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construc¬ 
tion,  50  ft.  front  by  60  ft.  in  depth  and  one  story  in  height. 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative :  .  n 


THE  RESOLUTION  (220-42-BZ) 

Whereas,  John  M.  Baker,  for  Hafner  Associates,  Inc. 
owner,  filed  on  March  19,  1942,  an  application  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  extension  of  an  existing  factory  building  by  the 
erection  of  a  loading  platform;  premises  19-19  24th" avenue 
northwest  corner  of  21st  street  (Block  No.  890,  Lot  No.  1)’ 
Long  Island  City,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  9,  J942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  21st  street,  23rd  terrace  and  24th  ave¬ 
nue  are  in  residence  use  districts ;  and 
V  hereas,  the  decision  of  the  borough  superintendent 
dated  February  18,  1942  on  Alt.  Applic.  No.  217-42,  reads: 

“1.  The  extension  of  an  existing  factory  in'  a  resi¬ 
dence  district  is  contrary  to  Art.  II,  Sec  3  of  the 
Building  Zone  Resolution.” 

and 

Whereas,  the  existing  building  is  one  story  (18  ft.)  in 
height,  with  a  frontage  of  207.5  ft.  and  a  depth  of  102  ft , 
and  of  Class  3  construction.  The  factory  building  is  located 
n0  ft.  from  the  21st  street  building  line.  At  the  northerly 
part  of  the  front  of  the  building  there  is  located  a  loading 
platform,  having  a  frontage  of  22  ft.  6  in.,  which  it  is  pro- 
posed  to  extend  to  a  total  frontage  of  95  ft.  6  in.;  and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  during 
the  term  of  the  present  emergency,  to  permit  the  erection 
and  continuation  of  the  proposed  shipping  platform  and  the 
traversing  through  the  driveway  reaching  thereto,  on  condi¬ 
tion  that  at  the  end  of  the  emergency  such  loading  platform 
and  driveway  shall  be  discontinued  and  the  building  restored 
as  to  windows  and  doors  as  it  existed  prior  to  the  construc¬ 
tion  of  such  loading  platform  and  that  the  space  in  front  of 
such  building  facing  21st  street  for  the  full  width  between 
23rd  terrace  and  24th  avenue  and  for  a  depth  of  50  ft.  shall 
be  restored  with  grass  and  landscaping  thereon;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto ;  that  in 
the  event  that  at  a  later  date  an  additional  loading  platform 
is  required  for  the  factory  occupancy  that  may  exist  after 
the  emergency,  such  loading  platform  shall  be  constructed 
elsewhere  on  the  building ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  three  (3)  months  from  the 
date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

1088-41-A. 

APPLICANT— Henry  C.  Brockman,  for  Gulf  Oil  Cor¬ 
poration,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 15  Ocean  avenue,  south  side, 
100  ft.  west  of  Flatbush  avenue  (Block  No.  5024, 
part  of  Lot  No.  28),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  "BOARD— Laid  over  in  connection  with  Cal. 
No.  413-39-BZ. 


453-42-A. 

APPLICANT— John  M.  Baker,  for  Hafner  Associates, 
Incorporated,  owner  (General  Steel  Products  Cor¬ 
poration,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 19-19  24th  avenue,  northwest 
corner  21st  street  (Block  No.  890,  Lot  No.  1),  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  M.  Baker  and  Thomas  F. 
Kearns. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

THE  RESOLUTION  (453-42-A) 

Whereas,  John  M.  Baker,  for  Hafner  Associates,  Inc., 
owner  (General  Steel  Products  Corp.,  lessee)  filed  on  June 
3,  1942  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent;  premises  19-19  24th  avenue,  northwest  corner 
21st  street  (Block  No.  890,  Lot  No.  1),  Long  Island  City, 
Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  18,  1942,  redenied  May  4,  1942  on  Alt. 
Applic.  No.  217-42,  reads : 


“2.  The  extension  of  a  building  which  exceeds  the 
allowable  area  in  non-fireproof  construction  is  contrary 
to  Sec.  4.2.1  of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
(18  ft.)  in  height;  102  ft.  by  207.50  ft.  in  area;  of  class  3 
construction ;  equipped  with  a  sprinkler  system  ;  located  in  a 
residence  use  district;  erected  in  1894;  and  used  as  a  factory 
for  125  persons  ;  and 

Whereas,  it  is  proposed  to  erect  an  extension  73  it.  by 
8  ft.  in  area  to  the  existing  loading  platform  which  is  22  ft. 
0  in.  by  8  ft.  in  area  as  shown  on  diagram  filed  with  this 
appeal  marked  “Received  June  3,  1942”;  and 

Whereas,  the  applicant  contends  .that  the  tenant  is  en¬ 
gaged  in  defense  work ;  that  the  business  has  increased  to 
such  an  extent  that  it  is  impossible  to  handle  the  receiving 
and  shipping  of  materials  on  the  small  loading  platform ; 
that  it  is  proposed  to  extend  the  existing  8  ft.  by  22  ft.  open 
concrete  loading  platform  73  ft.  along  the  building;  that  it 
will  be  impossible  to  place  the  loading  platform  at  any  other 
location  due  to  the  layout  of  machines  in  the  building;  that 
the  platform  is  constructed  with  concrete  foundation  walls, 
concrete  platform  6  in.  thick,  6  in.  by  6  in.  steel  H  columns 
on  which  10  in.  I  spandrel  beams  18  ft.  on  centers  and  6  in. 
channels  for  roof  beams  with  6  in.  channel  purlins  to  sup¬ 
port  corrugated  transite  roof  will  be  placed,  the  ends  and 
front  of  platform  to  have  corrugated  transite  side  in  channel 
and  angle  framing;  that  it  is  proposed  to  install  overhead 
sliding  doors,  two  to  each  18  ft.  section;  that  the  building 
was  erected  in  1894  and  has  an  area  of  21,114  sq.  ft.,  faces 
on  3  street  fronts  and  is  only  one  story  high,  of  class  3 
construction,  and  also  equipped  with  a  sprinkler  system ;  that 
the  proposed  loading  platform  will  increase  the  area  by  only 
589  sq.  ft.;  that  there  are  no  other  buildings  within  80  ft. 
on  24th  avenue  and  150  ft.  on  21st  street;  that  the  small 
loading  platform  will  not  add  any  hazard  to  the  neighbor¬ 
hood  and  it  will  be  a  hardship  to  the  lessee  to  be  compelled 
to  do  without  this  increase  in  area. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  217-42,  Objection  No.  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  requirements  of  the  resolution  adopted 
this  day  by  the  Board  under  Cal.  No.  220-42-BZ  shall  be 
complied  with  and  that  in  all  other  respects  the  structure 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto,  and  granted  only  as  permitted  in 
such  resolution. 


Adjourned:  1:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  9,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  CASES. 

155-39-BZ. 

APPLICANT — Herman  Kron,  for  Tenement  Renovation 
Contracting  Company,  Incorporated  and  Carpenters 
Equity,  Incorporated,  owners  (Salvatore  Lane, 
lessee). 

SUBJECT — Application  reopened  and  restored  to  calendar 
December  10,  1940  (re  decision  of  the  borough 
superintendent)  under  section  7h  of  the  zoning  reso- 
tion,  to  permit  partly  in  a  retail  use  and  partly  in 
a  business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  dismissed  for  lack  of  prosecution). 
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1  REMISES  AFFECTED — 145-157  Cherry  street,  south 
side,  51  ft.  west  of  Market  slip  and  428  Water 
street  (Clock  No.  250,  Lot  Nos.  67  to  73,  inclusive, 

APPEARANCES—  59)’  B°rough  of  Manhattan- 
For  Applicant:  None. 

AC  I  ION  OF  BOARD — Application  withdrawn,  on  written 

request. 

THE  VOTE  TO  WITHDRAW— 

Afhrmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 


253-41-BZ. 

APPLICANT— Herman  Kron,  for  818-820  East  11th  Street 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of 
years,  the  conversion  of  a  stable  and  storage  build¬ 
ing  to  another  non-conforming  use. 

PREMISES  AFFECTED — 818-820  East  11th  street,  south 
side,  200  ft.  east  of  Avenue  D  (Block  No.  367,  Lot 
No.  15),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn,  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 


DISMISSALS. 

The  chairman  called  attention  to  the  fact  where  the  fol¬ 
lowing  applicants  had  filed  applications  with  the  Board  for 
variances  of  the  zoning  resolution;  and 

Whereas,  the  applicants  were  duly  advised  by  the  Board 
to  prosecute  their  applications ;  and 

Whereas,  the  applicants  failed  to  complete  the  papers  in 
the  subject  cases,  and  at  the  hearing  there  were  no  appear¬ 
ances  made  on  behalf  of  the  applicants. 

Resolved,  that  the  following  applications  be  and  they  here¬ 
by  are  dismissed  for  lack  of  prosecution. 

36-41-BZ. 

APPLICANT— Samuel  Weiner  (lessee),  for  Corporation 
of  Trinity  Church,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station;  the  said 
gasoline  service  station  is  located  on  the  same  street 
and  between  the  same  intersecting  streets  as  a 
museum. 

PREMISES  AFFECTED — 3740  Broadway,  northeast  cor¬ 
ner  of  West  155th  street  (Block  No.  2114,  Lot  No. 
1),  Borough  of  Manhattan. 

147-41-BZ. 

APPLICANT — Sam  J.  Glaberson,  for  Gussie  Silberstein, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of 
years,  the  erection  and  maintenance  of  office  and 
show  rooms  for  building  materials  and  lumber  yard. 
PREMISES  AFFECTED — 873-875  Rogers  avenue,  east 
side,  124  ft.  5J4  in-  south  of  Erasmus  street  (Block- 
No.  5108,  Lot  No.  6),  Borough  of  Brooklyn. 

-  4 

218-41-BZ. 

APPLICANT — Jack  Z.  Cohen,  for  Charles  Quattlander  and 
Mildred  Quattlander,  owners  (Babco  Service  Sta¬ 
tions,  Incorporated,  lessee). 


SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7a  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
extension  of  a  gasoline  service  station  and  also  the 
erection  and  maintenance  of  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECT  ED — 85-01  to  85-09  68th  avenue  and 
67-63  and  67-73  Woodhaven  boulevard,  northeast 
corner  (Block  No.  3147,  Lot  No.  1),  Forest  Hills, 
Borough  of  Queens. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  n 


46-33-BZ. 

APPLICANT — Alex  Litman,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  use 
and  maintenance  of  a  plot  of  ground  for  parking 
space  for  more  than  five  (5)  motor  vehicles  for  a 
temporary  period. 

PREMISES  AFFECTED — South  side  of  Edgemere  avenue 
from  Beach  52nd  to  Beach  53rd  streets  (Block  No.’ 

a  pm?  ADAwr0t  N°'  45  ^  Edgemere,  Borough  of  Queens. 

^vi  i  H.AK AJN Leo — 

For  Applicant:  Seymour  Litman. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 
Negative :  .  q 


THE  RESOLUTION  (46-33-BZ) 


Whereas,  this  application  affecting  premises  South 
side  of  Edgemere  avenue,  from  Beach  52nd  street  to  Beach 
stieet  (Block  No.  343,  Lot  No.  45),  Edgemere, 
7n°/?°Ufh  °f  QHeens-  was  .granted  by  the  Board  May  23^ 
1  35,  tor  a  temporary  period  of  two  (2)  years,  resolution 
amended  May  12,  1936,  permit  extended  May  28,  1940  and 
applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  23,  1933  as 
amended  May  12,  1936  only  so  far  as  it  has  reference  to  the 
term  of  the  permit  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
j1 0,n  the  date  of  this  amended  resolution,  on  condition 


1285-39-BZ. 


APPLICANT  Jacob  Fogelson,  for  Sark  Company,  Incor- 
^  porated,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years 
the  transient  parking  of  more  than  five  (5)  motor 
vehicles. 


1  REMISES  AFFECTED — 21-29  44th  drive,  north  side  90 
ft.  east  of  21st  street  (Block  No.  438,  part  of  Lot 

No.  6),  Long  Island  City,  Borough  of  Oueens 
APPEARANCES—  queens. 


For  Applicant:  Jacob  Fogelson. 
ACTION  OF  BOARD — Application  reopened 
tion  amended. 


and  resolu- 
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THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  . 


THE  RESOLUTION  (1285-39-BZ) 

Whereas,  this  application  to  permit  in  a  business  use 
district  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  premises  21-29  44th  drive,  north  side,  90  ft.  east 
of  21st  street  (Block  No.  438,  part  of  Lot  No.  6),  Long 
Island  City,  Borough  of  Queens,  was  granted  by  the  Board 
January  16,  1940,  on  certain  conditions,  under  section  7h 
"of  the  zoning  resolution,  resolution  amended  March  31, 
1942,  and  owner  requested  a  further  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  16,  1940 
as  amended  March  31,  1942,  so  that  as  amended  the  resolu¬ 
tion  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7h  thereof,  for  a  term  of  two  (2)  years 
from  the  date  of  this  resolution  as  amended  March 
31,  1942,  to  permit  the  premises  under  appeal  to  be 
occupied  for  the  transient  parking  of  automobiles, 
on  condition  that  only  those  of  the  pleasure-car 
type  shall  be  so  parked ;  that  the  premises  shall  be 
levelled  substantially  to  the  grade  of  44th  drive  and 
surfaced  with  steam  cinders,  clean  gravel  or  other  suit¬ 
able  material ;  that  on  the  interior  lot  lines  where  walls 
of  existing  buildings  do  not  already  occur,  there  shall 
be  erected  a  substantial  woven  wire  fence  with  steel 
posts  not  less  than  6  feet  in  height ;  that  a  similar  fence 
shall  be  erected  along  the  street  line  of  44th  drive, 
except  for  three  entrances  not  over  15  ft.  in  width 
each,  with  curb  cuts  opposite  of  similar  width ;  that 
during  the  term  of  this  permit  the  premises  shall  be 
used  for  no  other  purpose  than  as  herein  permitted  for 
transient  parking ;  that  no  building  shall  be  erected 
thereon,  except  there  may  be’  erected  near  the  entrance 
a  frame  building  not  over  one  story  in  height  and  100 
sq.  ft.  in  area,  as  an  office  and  shelter  for  the  attendant; 
that  proper  aisles  shall  be  maintained  at  all  times  for 
easy  entrance  and  egress ;  that  such  portable  fire  fight¬ 
ing  appliances  shall  be  installed  as  the  fire  commissioner 
shall  direct;  that  no  signs  shall  be  erected  on  the 
premises,  except  there  may  be  a  sign  erected  at  each 
entrance,  advertising  the  transient  parking  use,  provided 
this  sign  does  not  exceed  15  sq.  ft.  in  area,  and  does 
not  extend  beyond  the  building  line;  that  all  permits 
required  shall  be  obtained  and  all  work  involved  com¬ 
pleted  within  six  months  from  the  date  of  this  resolu¬ 
tion. 

Resolved  further,  that  in  the  event  the  permit  is 
obtained  from  the  borough  superintendent  for  occupancy 
as  a  parking  lot,  the  plot  adjoining  and  extending  to 
44th  road  (part  of  lot  6)  in  the  unrestricted  district 
may  be  occupied  in  connection  with  the  plot  herein  per¬ 
mitted  for  parking;  and  that  the  fence  separating  such 
iots  may  be  eliminated,  provided  a  fence  is  erected 
along  the  building  line  of  44th  road,  except  for  an 
entrance  thereto  not  over  15  feet  in  width. 

Resolved  further,  that  during  the  duration  of  the 
present  emergency  the  existing  fences  on  the  rear  and 
side  lot  lines  may  be  maintained  in  lieu  of  the  woven 
wire  fence  herein  required  provided  such  fences  are 
kept  in  good  structural  condition.’’ 


299-40-BZ. 

APPLICANT — Tenzer,  Greenblat,  Fallon  and  Kaplan,  for 
Young  Men’s  Hebrew  Association,  owner  (Midtown 
Auto  Storage  Corporation,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition^  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  transient  parking  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 35-43  Fourth  avenue  and  371- 
387  Dean  street,  northeast  corner  (Block  No.  928, 
Lot  Nos.  1  and  73  to  77,  inclusive),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Herben  H.  Pensig. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (299-40-BZ) 

Whereas,  this  application,  to  permit-  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than  twro  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  premises  35-43  Fourth  avenue  and  371-387  Dean 
street,  northeast  corner  (Block  No.  928,  Lot  Nos.  1  and  73 
to  77,  inclusive),  Borough  of  Brooklyn,  was  granted  by  the 
Board  June  18,  1940,  on  certain  conditions,  under  section  7h 
of  the  zoning  resolution ;  and 

Whereas,  Tenzer,  Greenblat,  Fallon  and  Kaplan,  for 
Young  Men’s  Hebrew  Association,  owner  (Midtown  Auto 
Storage  Corporation,  lessee),  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  18,  1940  only 
so  far  as  it  has  reference  to  the  term  of  the  permit  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


302-41-BZ. 

APPLICANT — Louis  A.  Kiesewetter,  for  Frieda  Block, 
owner. 

SUBJECT — Application  for  consideration  —  reopening, 

amendment  of  resolution  and  extension  of  time — 
re  Application  (decision  of  the  borough  superin¬ 
tendent)  previously  granted  on  condition,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  permitting  in  a 
business  use  district,  the  erection  of  a  new  acces¬ 
sory  building  on  an  existing  gasoline  service  station. 

PREMISES  AFFECTED — 2505  (2485  displayed)  Victory 
boulevard  and  538  Willowbrook  road,  northeast 
corner  (Block  No.  486,  Lot  No.  8),  Willowbrook, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 


THE  RESOLUTION  (302-41-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use  . 

district  the  erection  of  a  new  accessory  building  on  an 

existing  gasoline  service  station,  premises  2505  Victory 

boulevard  (2485  displayed)  and  538  Willowbrook  road. 

1 
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northeast  corner  (Block  No.  486,  Lot  No.  8),  Willowbrook, 
Borough  of  Richmond,  was  granted  by  the  Board  June  10, 
1041,  on  certain  conditions,  and  owner  requested  an  amend¬ 
ment  of  the  resolution  and  also  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolution  adopted  on  June  10,  1941,  as  to 
the  time  within  which  to  obtain  permits  and  complete  the 
work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  in  view  of  the  approval  of  plans  which  have 
been  submitted  and  approved  as  in  accordance  with  the 
requirements  of  the  resolution  adopted  by  the  Board 
on  June  10,  1941,  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date 
ol  this  amended  resolution” 
and  also  amended  by  adding  thereto : 

“that  the  gasoline  selling  area  hereinbefore  required  to 
be  paved  may,  during  the  present  emergency,  be  sur¬ 
faced  with  crushed  bluestone,  provided  same  is  prop¬ 
erly  rolled  and  bound  with  calcium  chloride  or  some 
other  appropriate  binding  material;  that  the  pumps 
may  be  located  not  less  than  10  feet  from  the  street 
building  line  instead  of  15  feet,  as  shown;  and  that  in 
the  event  the  porcelain  enameled  iron  shozvn  on  ap¬ 
proved  plans  cannot  be  obtained,  such  coping  may  be 
of  brick  masonry  and  stucco  " 


452-41-B  Z. 

APPLICANT — Louis  A.  Kiesewetter,  for  South  Atlantic 
Realty  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  con¬ 
struction  of  a  new  accessory  building  on  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED — 106  Bay  street,  northwest  cor¬ 
ner  of  Clinton  street  (Block  No.  505,  Lot  No.  18), 
Tompkinsville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (452-41-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  _  the  construction  of  a  new  accessory  building  on 
an  existing  gasoline  service  station,  premises  406  Bay  street, 
northwest  corner  of  Clinton  street  (Block  No.  505,  Lot  No! 
18),  Tompkinsville,  Borough  of  Richmond,  was  granted  by 
the  Board  September  16,  1941,  on  certain  conditions,  and 
owner  requested  that  the  resolution  be  amended  in  various 
respects. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  16, 
1941,  so  that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7c  thereof,  to  permit  the  legally  existing 
gasoline  service  station  to  be  reconstructed  and  re¬ 
arranged  substantially  as  indicated  on  plans  and  eleva¬ 
tion  filed  herewith  marked  ‘Received  May  16,  1941’, 
on  condition  that  the  existing  buildings,  pumps  and 
greasing  racks  shall  be  entirely  removed,  and  the  new 
building  erected  substantially  where  indicated ;  that 


such  accessory  building  shall  be  constructed  of  incom¬ 
bustible  materials,  except  that  the  roof  beams,  roof 
boarding,  door  frames  and  doors,  window  frames  and 
sash  may  be  of  wood,  provided  the  ceiling  is  fire- 
retarded  throughout  in  accordance  with  the  rules  of 
the  Board,  and  the  boiler-room  is  separated  from  the 
balance  of  the  building  by  partitions  of  incombustible 
material  and  shall  be  entcrable  only  from  the  exterior; 
that  the  premises  where  not  occupied  by  accessory 
buildings  and  pumps  shall  be  paved  with  concrete, 
Colprovia  or  other  suitable  impervious  material ;  that 
no  pumps  shall  be  erected  nearer  than  10  ft.  to  either 
street  building  line;  that  the  existing  curb  cut  40  ft. 
to  Bay  street  may  be  continued;  that  the  existing  15  ft. 
curb  cut  to  Clinton  street  may  be  continued  and  a  new 
35  ft.  zvide  curb  cut  toward  the  westerly  end  may  be 
constructed,  provided  the  curbs  are  restored  elsewhere 
along  Clinton  street;  that  all  the  surrounding  sidewalks 
shall  be  repaired  and  restored;  that  there  shall  be 
erected  at  the  intersection  within  the  building  lines  a 
block  of  concrete  not  less  than  12  in.  in  height  for  a 
distance  of  not  less  than  5  ft.  along  the  street  building 
line  for  pedestrian  protection ;  that  on  the  rear  lot  line 
and  the  side  lot  line  to  the  west,  a  masonry  base  not 
less  than  1  ft.  in  height  with  a  picket  fence  to  a  total 
height  of  5  ft.  6  in.  shall  be  constructed  from  the 
accessory  building  to  the  westerly  side  lot  line  and 
along  the  westerly  side  lot  line  continuously  to  the 
street;  that  signs  shall  be  restricted  to  permanent  signs 
attached  to  the  accessory  building  and  the  illuminated 
globes  of  the  pumps,  excluding  all  roof  signs  and  tem¬ 
porary  signs,  but  permitting  the  erection  within  the 
building  line  near  the  intersection  of  a  post  standard 
for  supporting  a  sign  which  may  be  illuminated,  adver¬ 
tising  only  the  gasoline  on  sale,  which  sign  may  extend 
beyond  the  building  line  for  a  distance  of  not  more 
than  5  ft. ;  that  no  automobile  repairing  shall  be  car¬ 
ried  on  on  the  premises ;  that  there  shall  be  no  parking 
of  motor  vehicles  other  than  those  being  serviced ;  that 
planting  shall  be  maintained  along  the  westerly  line  to 
the  rear  and  along  the  northerly  line  from  the  acces¬ 
sory  building  to  Bay  street ;  that  such  planting  areas 
shall  be  protected  by  concrete  curbing;  that  all  permits 
required  shall  be  obtained  and  all  work  completed 
within  one  year  from  the  date  of  this  resolution. 

Resolved  further,  that  in  the  event  the  materials 
cannot  be  obtained  for  surfacing  the  gasoline  selling 
area,  as  hereinbefore  required,  such  gasoline  selling 
area  may  be  paved  with  cracked  bluestone,  treated  with 
a  calcium  chloride  binder  or  other  appropriate'  binder, 
only  for  the  term  of  the  present  emergency ;  that  in  the 
event  the  enameled  iron  coping,  shozvn  on  approved 
plans,  cannot  be  obtained,  a  coping  of  brick  masonry, 
stuccoed,  may  be  substituted  ” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

381-42-A. 


APPLICANT — Mayer  Manufacturing  Corporation  (lessee), 
for  Kalmon  Dolgin,  Incorporated,  owner. 
SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


FKEM1SES  AFFECTED — 48-50  Division  place,  south  side, 
50  ft.  west  of  Morgan  avenue  (Block  No.  285o! 
Lot  No.  14),  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant :  Martin  Kapp. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1942  at  2 
P.  M.  for  inspector  from  Division  of  Combustibles 
to  be  present  and  for  a  committee  of  the  Board  to 
inspect  premises. 


394-42-A. 

APPLICANT— Fred  Liese,  for  Long  I  Grotto,  M.  O.  V. 
P.  E.  R.,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 343  Carlton  avenue  and  142 
Lafayette  avenue,  southeast  corner  and  south  side 
of  Lafayette  avenue,  22  ft.  6  in.  east  of  Carlton 
avenue  (Block  No.  2120,  Lot  Nos.  17  and  18),  Bor? 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Fred  Liese. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 


238-42-A. 

APPLICANT — Sylvester  Kerrigan,  for  Andrew  J.  Galla¬ 
gher,  owner. 

SUBJECT — Appeal  reopened,  restored  to  calendar  on  May 
19,  1942  re  Appeal  from  a  decision  of  the  borough 
superintendent  (previously  dismissed  for  lack  of 
prosecution) . 

PREMISES  AFFECTED — 45  Willoughby  street  (45-55 
official),  northeast  corner  of  Jay  street  (Block  No. 
147,  Lot  Nos.  44  and  49),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sylvester  Kerrigan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION  (238-42-A) 

Whereas,  in  the  opinion  of  the  Board,  the  appeal  should 
not  be  granted  but  that  the  applicant  may  file  a  building  zone 
application  for  consideration. 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdrawn. 


1134-39-A. 

APPLICANT — Jack  Z.  Cohen,  for  Lea  Shiftman,  owner. 
SUBJECT — Appeal  reopened  April  17,  1942,  re  Appeal  from 
a  decision  of  the  borough  superintendent  (previ¬ 
ously  denied). 

PREMISES  AFFECTED — 6914-6918  Fifth  avenue,  west 
side,  102  ft.  8 46  in.  south  of  Bay  Ridge  avenue 
(Block  No.  5873,  Lot  Nos.  48  and  49),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 


THE  RESOLUTION  (1134-39-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  6914-6918  Fifth  avenue, 
west  side,  102  ft.  8§4  in.  south  of  Bay  Ridge  avenue  (Block 
No.  5873,  Lot  Nos.  48  and  49),  Borough  of  Brookly  n,  was 
denied  by  the  Board  October  3,  1939;  and 

Whereas,  Jack  Z.  Cohen,  for  Lea  Shiffman,  owner  re¬ 
quested  reopening  of  the  appeal  on  the  basis  of  a  new 
decision  of  the  borough  superintendent;  and 


Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 
April  17,  1942;  and 

Whereas,  the  applicant  has  filed  a  decision  of  the  bor¬ 
ough  superintendent  dated  April  6,  1942  on  Alt.  Applic. 
Nos.  5351  and  5352-41,  which  reads: 

“3.  Both  stairs  to  extend  to  roof  and  direct  to  street 
(Section  6.4.1.11). 

4.  Stair  enclosures  to  comply  with  sections  6.4. 1.8.1 
(c)  and  (d). 

6.  Cellar  ceilings  to  be  fire  retarded  as  per  Section 
10.11.” 

and 

Whereas,  the  applicant  now  contends  that  6914  Fifth 
avenue  is  being  occupied  as  follows:  cellar,  ordinary  use; 
1st  floor,  2  stores;  2nd  floor,  1  family;  3rd  floor,  1  family; 
that  6918  Fifth  avenue  is  being  occupied  as  follows:  cellar, 
storage  of  stock;  1st  floor,  store;  2nd  floor,  storage  of 
light  toys  and  baby  carriages;  3rd  floor,  1  family;  that  it 
is  proposed  to  change  the  occupancy  of  the  2nd  floor  of 
6914  Fifth  avenue  to  display  and  sale  of  light  merchandise 
and  to  change  the  occupancy  of  the  2nd  and  3rd  stories  of 
6918  Fifth  avenue  to  display  and  sale  of  light  merchandise; 
that  in  addition  thereto,  the  1st  story  of  6918  Fifth  avenue 
will  be  used  for  retail  sales  of  light  toys  and  baby  carriages 
by  the  same  occupant,  the  owner  of  both  buildings ;  that 
it  is  proposed  to  reinforce  the  floor  beams  of  the  newly 
created  business  floors;  that  6914  Fifth  avenue  will  have 
the  entire  stair  hall  fire-retarded  and  both  stairways  will 
remain,  each  having  ladder  and  scuttle  to  the  roof  and  the 
buildings  will  be  connected  by  opening  a  party  wall  on  the 
2nd  floor;  that  both  buildings  are  now  provided  with  iron 
fire  escapes;  that  since  both  buildings  will  be  substantially 
used  by  one  occupant,  that  the  total  upper  floor  area  is  only 
2300  sq.  ft.  and  interior  stairway  and  outside  fire  escapes 
and  adequate  exit  facilities  will  be  maintained ;  that  the 
interior  cellar  stairs  will  be  enclosed  in  fireproof  partitions 
with  fireproof  self-closing  doors  and  that  the  cellars  will  be 
protected  with  a  dry  pipe  sprinkler  system ;  that  in  view  of 
these  conditions  it  is  requested  that  the  Board  grant  this 
appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  Nos.  5351  and  5352-41,  Objection  Nos.  3,  4 
and  6,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  cellar  ceiling 
of  No.  6914  shall  be  fire-retarded  by  stamped  metal  attached 
to  the  wood  beams  to  the  satisfaction  of  the  borough  super¬ 
intendent;  that  the  cellar  ceiling  of  No.  6918  shall  be  metal- 
covered  over  plaster  to  the  satisfaction  of  the  borough 
superintendent;  that  throughout  the  cellar,  except  in  the 
heater  room  there  shall  be  installed  a  one-source  wet 
sprinkler  system,  complying  with  the  requirements  of  the 
Building  Code  therefor  and  in  accordance  with  the  order 
of  the  fire  commissioner,  No.  4631  LF ;  that  the  heater  room 
shall  be  enclosed,  in  accordance  with  the  requirements, 
with  incombustible  material  with  a  fireproof  self-closing 
door  thereto  and  with  a  duct  leading  directly  to  outer  air; 
that  any  space  in  the  cellar  assigned  to  another  tenant  in 
the  building  shall  be  separated  from  the  remaining  space 
by  walls  constructed  of  incombustible  materials  with  a  fire¬ 
proof,  self-closing  door  thereto;  that  the  doors  leading  from 
the  cellars  to  the  sidewalk  shall  have  fasteners  so  arranged 
as  to  be  readily  openable  from  the  interior;  that  the  stair¬ 
way  in  No.  6914  shall  be  fire-retarded  from  first  floor  to 
roof  in  accordance  with  the  requirements  of  the  Building 
Code  for  a  one-hour  partition  and  with  a  scuttle  in  the  roof 
with  easy  opening  fastener  and  with  a  double-rung  ladder 
leading  thereto ;  that  there  shall  be  no  residential  occupancy 
in  either  building  6914  or  6918;  that  the  existing  stairs  in 
6918  shall  be  enclosed  throughout  from  the  first  floor  to 
roof  with  a  bulkhead  to  the  roof,  except  that  such  stairs 
may  be  left  unenclosed  from  the  first  floor  Jo  the  second 
floor,  provided  a  soffit  of  the  stair  between’  the  first  and 
second  floor  is  fire-retarded  and  the  cellar  sprinkler  system 
extended  so  that  there  shall  be  not  less  than  two  sprinkler 
heads  to  protect  such  soffit;  that  the  first  floor  throughout 
shall  be  reinforced  where  necessary  so  as  to  meet  the 
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approval  of  the  borough  superintendent  for  a  superficial 
load  of  not  less  than  100  lbs.  per  square  foot;  that  the 
second  and  third  floors  shall  be  reinforced  so  as  to  meet 
(lie  approval  of  the  borough  superintendent  for  a  superficial 
load  of  75  lbs.  per  square  foot;  that  the  adequacy  of  the 
walls  of  the  buildings  shall  be  as  approved  by  the  borough 
superintendent;  that  there  shall  be  an  exit  from  the  rear  of 
each  building  from  each  story  above  the  first  and  from  the 
ground  floor  of  No.  6914,  by  means  of  a  fire  escape  leading 
from  doors  or  windows  at  each  level;  that  such  doors 
shall  be  fitted  with  panic  bolts  so  as  to  be  readily  opcnable 
at  all  times  from  the  interior;  that  a  gooseneck  ladder 
shall  be  constructed  and  maintained  from  the  yard  of 
No.  6914  to  the  first  story  extension  roof  of  No.  6918  and 
another  gooseneck  ladder  from  such  roof  to  the  adjoining 
rear  yard  of  the  building  to  the  south  under  the  same 
ownership  known  as  No.  6920  Fifth  avenue;  that  there 
shall  be  a  gooseneck  ladder  from  the  rear  fire  escape  to  the 
roof ;  that  all  bars  of  all  rear  windows  and  doors  shall  bg 
removed;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  throughout  the  first,  second  and  third  stories 
as  the  fire  commissioner  shall  direct;  that  this  variance 
shall  continue  only  so  long  as  the  buildings  are  occupied 
for  present  store  uses  and  the  permitted  floor  loadings  are 
not  exceeded  and  in  all  other  respects  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  that  before  plans 
are  filed  with  the  borough  superintendent,  complete  plans 
showing  the  requirements  of  this  resolution  shall  be  filed 
with  the  Board  not  later  than  July  10,  1942. 


782-41-S. 

APPLICANT — Friendly  Shirt  Company,  Incorporated 
(lessee),  for  H.  M.  &  F.  Schwartz  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Variation  of  the  labor 
law  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner  and  a  decision  of  the  borough  super¬ 
intendent  (previously  withdrawn). 

I’REAIISES  AFFECTED — 304  Morgan  avenue  and  1027- 
1037  Metropolitan  avenue,  northeast  corner  (Block 
No.  2914,  Lot  No.  1  and  Block  No.  2915,  Lot  No. 
2),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Wm.  J.  Minogue  and  T.  H.  Stein¬ 
berg. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar,  and  granted  on  condition. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn . .  .  3 

Negative :  Commissioner  Savage  .  1 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Not  Voting :  Commissioner  Savage  .  1 


THE  RESOLUTION  (782-41-S) 

Whereas,  this  application  for  a  variation  from  the 
requirements  of  the  Labor  Law  as  cited  in  an  order  and  a 
decision  of  the  fire  commissioner  and  a  decision  of  the 
borough  superintendent,  affecting  premises  304  Morgan 
avenue  and  1027-37  Metropolitan  avenue,  northeast  corner 
(Block  No.  291,  Lot  No.  1),  Borough  of  Brooklyn,  was 
withdrawn  May  5,  1942 ;  and 

Whereas,  the  applicant  requested  reopening  of  the 
application  and  consideration  by  the  Board ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  and  restored  to  the  calendar;  and 


Whereas,  the  applicant  has  submitted  to  the  borough 
superintendent  an  amendment  showing  the  construction  of 
stairhall  enclosures;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  8,  1942  on  amendment  to  B.  N.  3491-41  reads: 

“5.  I  lie  proposed  occupancy  of  the  third  floor  by  250 
persons  is  in  excess  of  that  permitted  by  Sect.  278  of 
the  Labor  Law.  As  the  public  halls  are  not  enclosed  in 
fireproof  partitions  as  required  by  Sect.  270  of  the 
Labor  Law,  their  area  cannot  be  included  in  the  calcu¬ 
lations  for  number  of  occupants.” 

and 

Whereas,  the  former  decision  of  the  borough  super¬ 
intendent  dated  January  26,  1942  on  B.  N.  Applic.  3491-41, 
reads : 

“4.  The  proposed  occupancy  of  the  third  floor  is  in 
excess  of  that  permitted  by  Section  278  of  the  Labor 
Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  (52  ft.)  in  height;  90  ft.  by  158  ft.  9%  in.  in  area; 
of  Class  3  construction;  erected  in  1926;  located  in  an 
unrestricted  use  district;  and  occupied:  first  floor,  manu¬ 
facturing  lighting  fixtures,  75  persons;  second  floor,  same, 
50  persons;  third  floor,  manufacturing  shirts,  247  persons; 
fourth  floor,  machine  shop,  25  persons.  The  building  is 
equipped  with  a  two  source  100%  coverage  sprinkler  system 
installed  under  plan  No.  2475-25,  and  a  standpipe  system. 
There  are  two  interior  stairs  leading  from  roof  bulkhead 
to  street,  each  44  in.  wide  of  fireproof  construction,  and  one 
exterior  stairway  which  leads  from  top  story  to  driveway 
which  in  turn  leads  to  street.  Windows  on  the  course  are 
fireproof.  Certificate  of  Occupancy  No.  37927,  issued  Feb¬ 
ruary  15,  1926,  permits  the  use  of  the  building  as  a  factory 
building;  and 

Whereas,  the  applicant  contends  that  the  occupant  of  the 
third  floor  conducts  a  shirt  factory;  that  it  is  usual  in  a 
shirt  factory  to  have  hot  irons  and  some  chemicals  used, 
but  in  this  instance  the  tenant  has  removed  such  use  of 
irons  and  chemicals  to  other  premises  so  that  the  principal 
work  performed  here  is  the  sewing  and  trimming  of  shirts; 
that  the  occupancy  of  250  persons  on  the  third  floor  would 
not  constitute  a  hazard;  that  this  tenant’s  lease  terminates 
August  1,  1943;  that  if  the  fire  alarm  system  \yas  installed 
the  number  of  persons  permitted  would  still  be  short  of  the 
number  required;  that  while  the  fire  department  makes 
allowances  for  occupancy  of  114  persons  on  the  third  floor, 
it  is  the  applicant’s  contention  that  an  occupancy  of  208 
should  be  permitted  based  on  the  present  stairs;  that 
although  there  is  no  allowance  for  outside  stairs  this  addi¬ 
tional  exit  will  care  for  the  additional  occupancy;  that  sub¬ 
division  3F,  Section  279,  allows  for  the  omission  of  the 
fire  alarm  system  and  fire  drills  in  buildings  in  which  a 
sprinkler  system  is  installed ;  and 

Whereas,  the  Amalgamated  Clothing  Workers  of 
America,  as  intervener,  contends  as  follows :  That  the 
tenants  of  the  third  story  employ  approximately  250  persons, 
all  of  whom  are  members  of  the  intervener;  that  should 
the  order  be  enforced  the  tenant  will  be  compelled  to  dis¬ 
charge  approximately  136  employees  who  have  been  em¬ 
ployed  in  the  shirt  industry  for  a  long  time,  and  due  to 
advanced  age,  and  lack  of  general  experience,  would  be 
unable  to  qualify  for  jobs  in  other  industries;  that  there 
are  no  other  large  shirt  factories  in  New  York  City;  that 
if  limited  to  114  persons  the  tenant  would  be  unable  to 
meet  the  requirements  of  his  business  and  be  required  to 
cease  operations  because  of  inability  to  function  properly 
or  efficiently  and  the  consequence  would  be  that  250  mem¬ 
bers  of  intervener  union  would  become  unemployed  rather 
than  the  136  which  the  order  would  require  the  tenant  to 
discharge;  that  the  continued  employment  of  these  persons 
presents  no  fire  hazard  or  similar  danger,  and  under  all  of 
these  circumstances  the  request  for  variation  of  the  Labor 
Law  is  warranted  and  should  be  granted;  and 
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Whereas,  in  the  opinion  of  the  Board,  the  Board  has 
jurisdiction  under  its  powers  granted  in  the  New  York 
Charter,  Section  666,  and  is  not  debarred  by  the  provision 
of  Section  278  paragraph  10  and  Section  30  which  relate  to 
the  powers  of  the  State  Board  only. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
acting  on  B.  N.  Applic.  No.  349-41  and  the  application  be 
and  it  hereby  is  granted  as  to  Objection  No.  4,  dated 
January  26,  1942  and  Objection  No.  5,  dated  June  8,  1942, 
on  condition  that  a  two  source  sprinkler  system  shall  be 
maintained  throughout  the  building;  that  there  shall  also  be 
maintained  throughout  the  building  an  interior  alarm  system 
complying  with  the  rules  of  the  Board  therefor;  that  fire 
drills  shall  be  maintained  in  accordance  with  the  require¬ 
ments  of  the  Labor  Law;  that  there  shall  be  constructed 
on  the  third  floor  public  halls  as  indicated  on  revised  plan 
marked  “Received  May  4,  1942’’  except  that  such  public 
hall  marked  No.  1  shall  be  10  ft.  in  width ;  that  the  en¬ 
closures  of  such  public  halls  shall  have  fire-retarded  parti¬ 
tions  as  approved  for  one  hour  test  with  the  fireproof  self¬ 
closing  doors  thereto  approved  for  one  hour  and  with  ceil¬ 
ings  below  such  halls  fire  retarded ;  that  if  such  sprinkler 
system,  fire  alarm  system  and  fire  drills  are  maintained, 
and  the  public  halls  as  herein  required  are  constructed  and 
in  all  other  respects,  the  building  and  occupancy  complies 
with  all  laws,  rules  and  regulations  applicable  thereto,  the 
permitted  occupancy  of  the  third  floor  may  be  maintained 
at  250  persons  employed  on  factory  work  provided  also  that 
the  existing  exterior  iron  stairway  with  unimpeded  exit  to 
the  street  shall  be  maintained  at  all  times. 


288-42-A. 

APPLICANT — Arthur  P.  Simon,  for  Broadway  and  96th 
Street  Realty  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 2561-2567  Broadway,  northwest 
corner  of  West  96th  street  (Block  No.  1868,  Lot 
No.  13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Arthur  P.  Simon  and  George  E. 
Strehan. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  TION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION  (288-42-A) 

Whereas,  Arthur  P.  Simon,  for  Broadway  and  96th 
Street  Realty  Company,  owner,  filed  on  April  7,  1942,  an 
appeal  from  a  decision  of  the  borough  superintendent;  prem¬ 
ises  2561-2567  Broadway,  northwest  corner  of  West  96th 
street  (Block  No.  1868,  Lot  No.  13),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Building  Notice  No.  657-42,  dated  March  19,  1942,  reads: 

“With  reference  to  above  Building  Notice,  please  be 
advised  that  this  department  cannot  accept  the  use  of 
combustible  Celotex  for  ceiling  of  the  second  story  with¬ 
out  your  first  providing  a  fire  retarded  ceiling  under 
the  Celotex.  The  omission  of  such  fire  retarding  is 
contrary  to  the  permitted  uses  of  Celotex  as  approved 
by  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (49  ft.)  in  height:  100  ft.  by  50  ft.  in  area;  of  Class 
3  construction;  erected  in  1910;  located  in  a  business  use 
district,  and  used  as  follows:  Cellar,  storage;  first  floor, 
stores,  100  persons;  second  floor,  office,  50  persons;  third 


floor,  offices,  50  persons.  No  change  in  use  or  occupancy  is 
proposed;  and 

Whereas,  the  applicant  states  that  the  work  proposed 
under  Building  Notice  657-42,  consists  of  removing  a  pres¬ 
ent  plaster  partition  as  indicated  on  plans  filed  with  the 
borough  superintendent;  that  the  present  metal  ceiling  is  to 
be  covered  with  16  in.  by  32  in.  by  one-half  inch  combus¬ 
tible  Celotex  tile  on  1  in.  by  4  in.  furring  strips,  16  in.  on 
centers ;  and 

Whereas,  the  applicant  contends  that  the  building  is  non- 
fireproof ;  that  the  celotex  is  placed  over  present  metal  ceil¬ 
ing  on  $4  hi.  wood  furring  strips;  that  the  use  of  com¬ 
bustible  celotex  is  permissible  in  this  type  of  building;  that 
the  celotex  will  be  used  only  on  the  ceiling  of  the  office 
space  on  the  second  floor. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  657-42  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  in  all 
other  respects,  the  work  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


303-42-A. 

APPLICANT — Libby  Solomon,  for  Libby  and  Bernard 
Solomon,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 81  Fourth  street,  northwest 
corner  of  Ross  avenue  (Block  No.  4202,  Lot  No. 
16),  New  Dorp,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Libby  Solomon. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  o 

THE  RESOLUTION  (303-42-A) 

Whereas,  Libby  Solomon,  for  Libby  Solomon  and 
Bernard  Solomon,  owners,  filed  on  March  27,  1942  an 
appeal  from  a  decision  of  the  borough  superintendent, 
premises  81  Fourth  street,  northwest  corner  of  Ross  avenue 
(Block  No.  4202,  Lot  No.  16),  New  Dorp,  Borough  of 
Richmond ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  25,  1942,  on  Alt.  Applic.  No.  29-42  reads : 
“  The  proposed  occupancy  of  this  frame  building  as  a 
nursery  school  and  residence  is  prohibited  due  to  exces¬ 
sive  height  and  area  (C26-254.0) .” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(25  ft.)  in  height;  28.96  ft.  by  31.79  ft.  in  area;  of  Class  4 
construction;  erected  in  1886;  located  on  a  lot  75  ft.  by 
100  ft.  in  area;  in  a  residence  use  D  area  district;  occupied 
as  a  one  family  dwelling;  and  proposed  to  be  occupied  as  a 
one  family  dwelling  with  a  day  nursery  school  for  8  children 
on  part  of  1st  floor;  and 

Whereas,  the  applicant  contends  that  the  building  only 
slightly  exceeds  the  permissible  height  and  area;  that  only 
one  room  on  the  1st  floor  will  be  used  for  a  nursery  school 
and  will  have  a  maximum  occupancy  of  8  children;  that 
the  play  space  on  the  outside  of  the  building  will  be  safely 
enclosed;  that  to  insure  immediate  egress  from  the  play¬ 
room,  which  will  be  used  as  a  nursery  school,  there  are  four 
exits,  one  leading  to  the  main  foyer,  which  in  turn  leads  to 
street,  one  leading  to  the  living  room,  one  leading  to 
kitchen  which  in  turn  leads  to  playground  at  the  rear  of 
dwelling  and  one  leading  to  the  open  porch  which  leads  to 
street;  that  the  room  in  question  has  2  windows;  that  no 
alterations  are  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  29-42  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
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the  building  shall  not  be  increased  in  height  or  area  and 
i  e  S12e  the  lot  shall  not  be  reduced;  that  the  building 
shall  be  maintained  as  proposed  with  only  one  room  occu- 
]>icd  as  pioposed  for  a  nursery  school;  that  the  number  of 
children  shall  not  exceed  ten  (10);  that  the  school  while 
m  session  shall  at  all  times  be  under  the  supervision  of  a 
qualified  instructor;  that  the  cellar  ceiling  shall  be  protected 
with  plaster  or  stamped  metal;  that  the  door  to  the  cellar 
shall  be  made  self-closing;  that  the  exits  from  the  first 
floor  shall  be  maintained  as  shown  on  plans  filed  with  the 
Department  of  Housing  and  Buildings;  that  this  variance 
shall  be  for  a  term  of  two  (2)  years  from  the  date  of  this 
action,  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  the 
cellar  shall  not  be  occupied,  except  for  the  usual  facilities 
including  the  heating  system;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


318-42-A. 

cmdil’ctNI  Arthur  Jovis,  for  Adolph  Calmann,  owner. 
oUBJLCI  Appeal  from  a  decision  of  the  borough  super- 
intendent. 


1  REMISES  AFFECJ  ED — 1986  Madison  avenue,  west  side 
59  ft.  11  in.  south  of  East  127th  street  (Block  No.’ 

APPFARANCES^0  ^orou§'h  Manhattan. 

For  Applicant:  Arthur  Jovis. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 


Negative : 


THE  RESOLUTION  (318-42-A) 

\\  hereas,  Arthur  Jovis,  for  Adolph  Calmann,  owner, 
filed  on  April  16,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent;  premises  1986  Madison  avenue, 
west  side,  59  ft.  11  in.  south  of  East  127th  street  (Block 
1  7^1,  ^°'  ~ Borough  of  Manhattan;  and 

V  hereas,  the  decision  of  the  borough  superintendent 
dated  March  25,  1942  on  B.  N.  Applic.  No.  741-42  reads- 
“Scuttle  unlawful  (Sec.  187  M.  D.  L.).” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stones  and  basement  (52  ft.)  in  height;  20  ft.  by  50  ft.  in 
area;  of  Class  3  construction;  equipped  with  a  sprinkler  sys- 
tem  ,  erected  approximately  1890 ;  located  in  a  business  use 
district,  and  occupied:  cellar,  storage  and  boiler-room,  no 
persons;  basement,  housekeeper’s  apartment,  3  persons;  1st 
floor,  furnished  rooms,  4  persons;  2nd  floor,  furnished 

!i°i°naS’  ^  Persons  J  3rd  floor,  furnished  rooms,  6  persons ; 
4th  floor,  furnished  rooms,  6  persons;  and 

Whereas,  the  following  violations  were  issued  by  the 
Division  of  Housing: 

L  Provide  an  adequate  secondary  means  of  egress 
accessible  to  all  rooms  on  all  stories  or  provide  a  sprin¬ 
kler  system.  Sec.  187. 

2.  Provide  bulkhead  from  top  story  hall  to  roof 
Sec.  188. 

3.  Replace  with  wire  glass  the  transoms,  panels  and 
partition  windows  opening  upon  the  public  hall;  make 
all  doors  self-closing  on  all  stories.  Sec.  189. 

4.  Fire-retard  all  cooking  spaces  with  fire  retarding 
material.  Sec.  33. 

5.  Provide  adequate  ventilation  for  water  closet  com¬ 
partments  at  basement  and  2nd  story.  Sec.  200  ” 

and 

V  hereas,  the  applicant  has  filed  a  copy  of  a  communica¬ 
tion  dated  February  4,  1942  from  the  Division  of  Housin"- 
which  reads  as  follows : 

“In  reply  to  your  letter  of  January  23,  1942,  the  rul¬ 
ing  of  the  Department  in  relation  to  bulkheads’  is  based 


on  subdivision  2  of  Section  4  of  the  Multiple  Dwelling- 
Law.  Under  this  subdivision  we  may  consider  each 
roomer  or  lodger  as  a  separate  family.  The  Depart¬ 
ment  realizes  the  hardship  which  would  be  caused  by 
such  a  ruling  and  instead  has  used  15  rooms  as  the 
determining  factor  for  the  requirement  of  a  bulkhead 
or  scuttle  to  the  roof. 

In  this  case,  there  are  18  rooms  above  the  entrance 
story.  Therefore,  a  bulkhead  is  necessary.’’ 

and 

V  hereas,  the  applicant  contends  that  the  building  is  a 
heretofore  converted  Class  B  multiple  dwelling  occupied 
on  the  basement  story  as  Class  A  multiple  dwelling  for  the 
housekeeper  s  use  and  the  balance  of  the  building  above  the 
basement  is  occupied  as  a  Class  B  dwelling;  that  there  are 
3  rooms  on  the  1st  floor  and  6  rooms  on  each  of  the  2nd, 
3rd  and  4th  floors;  that  the  building  is  not  provided  with’ 
a  bulkhead  but  has  a  scuttle  leading  from  the  top  story  to 
the  roof ,  that  the  installation  of  the  scuttle  complies  with 
the  provisions  of  Section  187,  Subdiv.  1  and  that  a  bulkhead 
need  not  be  provided  under  the  Multiple  Dwelling  Law ;  that 
Sec.  187,  Subdiv.  1  of  the  Multiple  Dwelling  Law  permits 
,  e  a?e  a  scuttle  in  lieu  of  a  bulkhead  in  “any  converted 
dwelling  not  exceeding  4  stories  and  basement  in  height  and 
not  occupied  or  arranged  to  be  occupied  by  more  than  two 
families  on  any  floor  ;  that  a  family  is  defined  under  sec¬ 
tion  4  as  “either  a  person  occupying  a  dwelling  and  main¬ 
taining  a  household  with  not  more  than  four  boarders, 
roomers  or  lodgers,  or  two  or  more  persons  occupying  a 
dwelling  living  together  and  maintaining  a  common  house¬ 
hold  with  not  more  than  four  boarders,  roomers,  or  lodgers”  • 
that  in  accordance  with  the  definition  of  a  family  and  in 
accordance  with  section  187,  a  bulkhead  need  not  be  pro- 
vided  m  a  4  story  and  basement  dwelling  where  2  families 
and  4  roomers  or  lodgers  each  are  living  on  each  floor  of 
such  converted  dwelling;  that  each  floor  above  the  entrance 
boor  of  the  building  in  question  will  be  occupied  by  not 
more  than  6  persons ;  that  since  the  occupancy  of  each  floor 
by  12  persons  is  permissible  without  a  required  bulkhead, 
the  occupancy  by  6  persons  likewise  does  not  require  a  bulk- 
head,  that  an  independent  roomer  cannot  be  considered  a 
family  in  the  sense  of  Sec.  187  as  a  roomer  does  not 
®a'ntfn  a  household;  that  in  the  letter  dated  February  4 
1442  from  the  Division  of  Housing,  it  is  stated  that  ‘  the 
Uepartment  may  colSsider  each  roomer  or  lodger  as  a 
separate  family” ;  that  such  action  on  the  part  of  the  de¬ 
partment  is  an  unauthorized  assumption  of  power-  that  if 
the  Department  is  correct  in  its  contention  that  a  roomer 
oi  lodger  is  a  separate  family,  then  in  every  case,  a  roomer 
or  lodger  must  be  so  considered  and  an  arbitrary  line  may 
not  be  established,  nor  should  the  Department  be  permitted 
to  exercise  egislative  power  by  setting  up  its  own  criterion 
beyond  the  legislative  intent  ;  that  if  each  roomer  or  lodger 
is  considered  as  a  separate  family,  a  bulkhead  to  the  roof 
would  be  required  in  every  converted  Class  B  dwelling  of 
4  stones  and  basement  in  height  occupied  by  more  than  2 
lodgers  or  roomers  on  any  floor  resulting  in  a  contradiction 
of  the  requirements  of  section  187;  that  wherever  the  Mul¬ 
tiple  Dwelling  Law  does  not  seek  to  apply  the  definition  of 
?a’!T:^ctl°n  2  °f  section  4,  it  is  expressly  so  stated  (see  Sec. 

X  '  a  the  ?ec,slon  of  the  department  dated  Febru- 

-  i  194r  11s,.notTin  accordance  with  section  187  of  the 
Multiple  Dwelling  Law  and  that  a  correct  interpretation  of 
the  law  requires  only  the  installation  of  a  scuttle  in  the 
building  in  question;  and 

Whereas,  this  appeal  was  the  subject  of  a  report  by  a 
committee  of  the  Board,  which  report  reads : 

REPORT  OF  COMMITTEE. 


Re:  Cal.  No.  318-42-A. 


May  29,  1942. 


Premises  1986  Madison  Ave.,  Manhattan. 

This  building  is  classified  as  a  Class  B  Multiple 
Dwelling  heretofore  converted.  Tt  is  non-fireproof 
4  stories  and  basement,  occupied  is  a  furnished  room 
house,  with  a  total  ot  21  sleeping  rooms  above  the 
basement,  which  is  arranged  as  a  Class  A  apartment 
occupied  by  the  caretaker.  This  occupancy  complies 
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with  the  provision  in  Section  8,  Paragraph  3,  of  the 
Multiple  Dwelling  Law,  which  provides  that  “in  any 
rooming  or  lodging  house  any  apartment  may  be  occu¬ 
pied  as  an  apartment  in  a  Class  A  dwelling;  provided, 
however,  that  such  apartment  is  occupied  solely  by  the 
owner,  janitor,  superintendent  or  caretaker  of  such 
rooming  house  or  lodging  house”. 

If  the  upper  floors  were  arranged  for  Class  A  occu¬ 
pancy  then  the  classification  of  the  building  would  have 
to  be  changed  from  a  Class  B  to  a  Class  A.  ( Ziccarclli 
v.  Post).  The  rooms,  however,  are  not  so  arranged. 
Under  Section  176,  as  amended  in  1935,  a  cooking  space 
is  permitted  “in  every  converted  dwelling,  whether 
Class  A  or  Class  B,  if  the  space  exists  or  is  provided 
for  cooking”,  provided  such  space  complies  with  Sec¬ 
tion  33. 

The  definition  of  a  multiple  dwelling,  Section  4, 
Paragraph  3,  and  the  definition  of  a  Class  B  multiple 
dwelling,  Section  4,  Paragraph  5,  must  be  read  to¬ 
gether,  So  read,  it  is  not  necessary  to  determine  that  a 
lodger  is  a  family  maintaining  a  household.  In  a 
Class  B  dwelling  the  occupants  can  be  individuals,  as  is 
the  case  here  except  for  the  one  permitted  Class  A 
apartment. 

In  view  of  this  interpretation,  it  is  not  required  under 
Section  187,  Paragraph  1,  to  provide  a  bulkhead  to  the 
roof  when  “there  is”  already  a  lawful  scuttle.  The 
decision  of  the  Borough  Superintendent  appealed  from, 
reading:  “Scuttle  unlawful  (Section  187  M.D.L.)”  is 
clearly  incorrect,  if  such  a  decision  is  intended  to 
require  a  bulkhead.  If  it  were  a  case  where  the  number 
of  rooms  were  increased  beyond  fifteen,  then  a  bulk¬ 
head  would  be  required  under  Section  193,  as  amended 
in  1940.  In  this  building  there  has  been  no  increase  in 
the  number  of  rooms. 

It  should  be  pointed  out  that  under  Section  9  of  the 
Multiple  Dwelling  Law,  local  requirements  if  more 
restrictive  may  be  applied.  Article  7  of  the  Building 
Code,  relating  to  means  of  egress,  does  not  exclude 
Class  B  Multiple  Dwellings  from  its  application  and 
the  Borough  Superintendent  is  at  liberty  to  invoke  its 
provisions  if  he  finds  same  applicable  to  the  building  in 
question. 

It  is  recommended  that  the  decision  of  the  Borough 
Superintendent  be  reversed  provided  the  scuttle  corn- 
lilies  or  is  made  'to  comply  with  the  requirements  of 
Section  188  of  the  Multiple  Dwelling  Law. 

(Sgd.)  HARRIS  H.  MURDOCK, 

,  Chairman, 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 

JOHN  E.  GUNN, 

Deputy  Chief,  Fire  Dept., 

Committee. 

and 

Whereas,  this  report  recommended  that  the  appeal 
should  be  granted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  No.  721-42  be  and  it  hereby  is  reversed 
and  that  the  appeal  be  and  it  hereby  is  (/ranted  in  accord¬ 
ance  with  above  report  of  committee. 


323-42-A. 

APPLICANT — Herbst  Brothers  (lessee),  for  South  Trad¬ 
ing  Corporation,  owner.  . 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 162  Chambers  street,  south  side, 
100  ft.  east  of  Greenwich  street  (Block  No.  137, 
Lot  No.  25),  Borough  of  Manhattan. 
APPEARANCES — 

For  Applicant :  Helen  O’Callahan. 

ACTION  OF  BOARD — Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative:  . ••• .  **  • 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (323-42-A) 

Whereas,  Herbst  Brothers  (lessee),  for  South  trading 
Corporation,  owner,  filed  on  April  18,  1942,  an  appeal  from 
an  order  of  the  fire  commissioner;  premises  162  Chambers 
street,  south  side,  100  ft.  east  of  Greenwich  street  (Block. 
No.  137,  Lot  No.  25),  Borough' of  Manhattan ;  and 

Whereas,  Order  No.  30246-LC  issued  by  the  fire  com¬ 
missioner,  March  1,  1942,  reads: 

“Before  a  permit  may  be  issued  for  the  storage  and 
use  of  pine  cones,  the  following  must  be  done : 

1.  Provide  a  fixed  fire  extinguishing  system  or 
other  means  for  the  extinguishment  of  fire  satis¬ 
factory  to  the  fire  commissioner. 

It  is  unlawful  for  you  to  store  and  use  pine  cones 
without  a  permit.  Please  notify  this  department 
promptly  when  this  order  has  been  complied  with.” 

and 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  (55  ft.)  in  height;  32  ft.  by  60  ft.  in  area;  of 
Class  3  construction;  located  in  an  unrestricted  use  dis¬ 
trict;  erected  more  than  50  years  ago;  and  occupied:  storing 
and  jobbing  of  eggs  and  butter  on  the  cellar,  first  and 
second  stories  and  for  repacking  and  storage  of  pine  cones 
on  the  third,  fourth  and  fifth  stories ;  and  _  ; 

Whereas,  the  applicant  contends  that  the  business  of 
storing  and  assorting  pine  cones  is  possible  only  if  it  can 
be  handled  cheaply  and  as  it  is  bulky  it  requires  storage 
during  the  summer  months;  that  the  material  is  available 
only  once  a  year  and  manufacturers  do  not  purchase  same 
for  processing  until  orders  materialize  from  sample  lines 
presented  to  the  retailer  during  the  spring  and  early  sum¬ 
mer  months;  that  the  building  in  question  was  purchased 
specifically  for  this  purpose;  that  as  fast  as  possible  after 
receiving  the  pine  cones  they  are  hand-sorted  and  packed 
in  neat  cartons  and  carefully  stacked ;  that  aisle  space  and 
height  of  tiers  will  be  maintained  to  the  satisfaction  of  the 
fire  commissioner;  that  after  the  material  is  packed  in 
cartons  the  floor  is  not  entered  for  periods  of  weeks  at  a 
time;  that  the  conditions  of  storage  are  not  hazardous;  that 
metal  containers  are  maintained  for  rubbish;  that  if  the 
order  of  the  fire  commissioner  cannot  be  dismissed,  it  is 
requested  that  the  Board  grant  temporary  permission,  as 
the  removal  of  the  merchandise  at  this  time  would  entail 
costs  entirely  out  of  proportion  to  the  value;  that  the 
installation  of  the  sprinkler  system  is  not  possible  at  this 
time  as  the  material  for  such  installation  can  not  be 
obtained;  that  such  additional  fire  fighting  apparatus  as  the  j 
fire  commissioner  shall  direct  will  be  installed  to  the  satis¬ 
faction  of  the  Board ;  and 

Whereas,  Violation  No.  3063-42,  issued  March  27,  1942 
by  the  Department  of  Housing  and  Buildings  is  for  rear 
fire  escape  being  corroded  and  rusty  and  requiring  the  paint¬ 
ing  and  repairing  of  iron  shutters  at  the  rear,  and  Violation 
No.  3062-42,  issued  March  27,  1942  by  the  Department  of 
Housing  and  Buildings  requires  the  posting  of  floor  load 
signs ;  and  _  j 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  order 'of  the  fire  commissioner,  No. 
30246-LC  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


326-42-S. 

APPLICANT — Samuel  W.  Ross,  for  361  Herzl  Street  j 
Corporation  (Bristol  Wet  Wash  Laundry  Incor-  j 
porated,  lessee). 

SUBIF.CT — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
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PREMISES  AFFECTED — 361  Herzl  street,  east  side, 
180.2-H  ft.  south  of  Livonia  avenue  (Block  No. 
3585,  Lot  No.  16),  Borough  of  Brooklyn. 
APPEARANCES — 

For  Applicant:  Samuel  W.  Ross. 

For  Administration:  Insp.  Maher,  Fire  Dep’t. 

A(  I  ION  Oh  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdotk,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION  (326-42-S) 

Whereas,  Samuel  W.  Ross,  for  361  Herzl  Street  Cor¬ 
poration,  owner  (Bristol  Wet  Wash  Laundry,  Incorporated, 
lessee),  filed  on  April  20,  1942,  an  application  for  a  varia¬ 
tion  from  the  requirements  of  the  Labor  Law  as  cited  in 
an  order  of  the  fire  commissioner;  premises  361  Herzl 
street,  east  side,.  180.2-14  ft-  south  of  Livonia  avenue  (Block 
No.  3585,  Lot  No.  16),  Borough  of  Brooklyn;  and 

Whereas,  Order  No.  8158-LF,  issued  by  the  fire  com¬ 
missioner  February  24,  1942,  and  referred  to  in  a  decision 
ol  the  fire  commissioner  dated  March  27,  1942,  reads: 

“1.  Arrange  iron  bars  on  all  windows  on  1st  story 
so  as  to  be  readily  movable  or  removable  from  both 
sides  in  such  a  manner  as  to  afford  the  free  and  un¬ 
obstructed  use  of  such  windows  for  the  purposes  of 
egress  as  per  Section  272  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (14  ft.)  in  height;  80  ft.  by  95  ft.  in  area;  of  Class  3 
construction;  erected  in  1918;  located  in  an  unrestricted 
use  district;  and  used  since  March  1923  as  a  wet  wash 
laundry,  90  persons,  for  which  certificate  of  occupancy  No. 
38057  was  issued  February  27,  1926.  The  building  is 
equipped  with  a  sprinkler  system.  13  windows  are  affected, 
six  on  the  front  of  the  building  facing  Herzl  street  and 
seven  in  the  rear ;  and 

Whereas,  the  applicant  contends  that  the  windows  in 
question  now  have  vertical  iron  bars  securely  fastened  into 
the  brick  walls  which  were  placed  there  for  the  protection 
of  goods  against  loss  due  to  thievery ;  that  the  windows 
are  located  with  the  sill  3  ft.  9  in.  above  floor;  that  there 
are  5  exits  from  the  building,  consisting  of  two  doors 
leading  from  street  at  the  front  of  building,  two  doors  at 
rear  of  building  leading  to  an  alley  and  one  door  at  side 
of  building  leading  to  adjoining  one  story  building  used 
bv  the  same  laundry;  that  since  the  height  of  the  windows 
above  floor  is  such  that  they  cannot  be  used  for  exit  pur¬ 
poses  and  since  there  are  five  exits  existing,  it  is  requested 
that  consideration  be  given  by  the  Board  to  permit  the 
vertical  iron  bars  to  remain  as  at  present. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner  on 
Order  No.  8158-LF,  and  the  application  be  and  it  hereby 
is  granted  as  to  Objection  No.  1,  on  condition  that  the 
doors  to  the  rear  alley  and  to  Herzl  street  shall  be  main¬ 
tained  ;  that  the  swing  of  doors  in  such  openings  shall 
comply  with  the  requirements  of  the  law  therefor;  that 
the  party  wall  opening  to  the  building  to  the  south,  under 
the  same  ownership,  shall  be  maintained  and  that  the  closure 
doors  thereto  shall  be  in  compliance  with  the  requirements; 
that  from  the  rear  alleyway  safe  egress  without  obstruction 
shall  be  maintained  at  all  times  both  southerly  and  northerly 
through  which  unimpeded  access  to  the  street  may  be  ob¬ 
tained  through  adjoining  buildings;  that  the  sprinkler  sys¬ 
tem  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


410-42-A. 

A I  I  Lit  ANT  Martin  Meyer,  for  Brooklyn  College,  for 
Board  of  Higher  Education,  City  of  New  York, 
owner. 

SUBJECT  Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 2933-2955  Bedford  avenue  and 
southeast  side  of  Avenue  H,  138)4  ft.  north  of 
Bedford  avenue  (Block  No.  757],  Lot  No.  33  and 
Block  No.  7572,  Lot  No.  33),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Martin  Meyer. 

AC  1  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . . .  o 


THE  RESOLUTION  (410-42-A) 

Whereas,  Martin  Meyer,  for  Brooklyn  College,  for  the 
Board  of  Higher  Education,  the  City  of  New  York,  owner, 
filed  on  May  20,  1942  an  appeal  from  a  decision  of  the 
fire  commissioner;  premises  2933-2955  Bedford  avenue  and 
the  southeast  side  of  Avenue  H,  138)4  ft.  north  of  Bedford 
avenue  (Block  No.  7571,  Lot  No.  33,  and  Block  No.  7572, 
Lot  No.  33),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
April  4,  1942  and  repeated  in  a  decision  dated  Mav  4 
1942,  reads : 

1.  Discontinue  the  storage  at  the  above  premises, 
of  mercury  fulminate,  lead  azide,  tetryl,  picrates,  gun 
cotton,  and  gun  powder,  and  any  other  explosive  mate¬ 
rial,  as  specified  under  C19-139.0,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  buildings  are  4 
.and  5  stories  (66  ft.  6  in.  and  78  ft.  6  in.)  in  height; 
434  ft.  by  185  ft.  in  area;  of  Class  1  construction;  located 
in  a  residence  use  district;  erected  in  1937;  and  occupied: 
subcellar,  machinery,  6  persons;  cellar,  classrooms,  locker 
rooms  and  the  storage  of  chemicals,  1,200  persons;  1st 
floor,  classrooms  and  lecture  rooms,  950  persons;  2nd  floor, 
classrooms  and  lecture  rooms,  920  persons ;  3rd  floor,  class¬ 
rooms,  900  persons ;  4th  floor,  classrooms,  720  persons ; 
5th  floor,  classrooms  and  fan  rooms,  200  persons;  6th 
floor,  fan  room  and  observatory,  11  persons;  and 

Whereas,  the  applicant  contends  that  the  amounts  of 
materials  in  question  which  will  be  stored  and  used  will 
be  in  all  cases  considerably  under  one  pound  and  will  be 
stoicd  under  such  conditions  which  will  not  be  hazardous; 
that  materials  will  be  accessible  only  to  one  person  qual¬ 
ified  by  a  federal  license  to  handle  same;  that  the  chemicals 
herein  involved  are  necessary  in  connection  with  the  in¬ 
struction  in  subjects  related  to  the  war  effort  and  per¬ 
mission  is  requested  to  store  the  small  quantities  involved 
under  such  conditions  and  safeguards  as  the  Board  deems 
warranted ;  and 

Whereas,  the  applicant  has  informed  the  Board  that  the 
application  made  to  the  Fire  Department  was  for  permit 
to  store ^the  following:  Fulminate  mercury,  25  gm„  lead 
azide,  25  gm.,  Nitrocellulose,  )4  lb.,  Picric  acid,  2  lbs 
Ammonium  picrate,  1  lb.,  Tetryl,  50  gm.,  T.N.T.,  50  gm.’ 
Gunpowder,  1  lb. 

Resolved,  that  the  decision  of  the  fire  commissioner 
dated  April  4,  1942  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  handling  of  the  material  and  quantities  shall  be  main¬ 
tained  substantially  as  set  forth  and  at  all  times  be  carried 
on  to  the  satisfaction  of  the  fire  commissioner  and  only  in 
connection  with  classes  and  instruction  under  the  jurisdic¬ 
tion  of  competent  instructors  qualified  by  federal  license. 
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597-41-A. 

APPLICANT — Erwin  Rebafka,  for  625  Madison  Avenue 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  de¬ 
cision  of  the  borough  superintendent. 

PREMISES  AFFECTED — 617-627  Madison  avenue,  east 
side,  from  East  58th  to  East  59th  streets,  37-41 
East  58th  street  and  36-54  East  59th  street  (Block 
No.  1294,  Lot  No.  46),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Erwin  Rebafka,  Erwin  S.  Wolf- 
son  and  Herman  Jarvis. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . .  0 


THE  RESOLUTION  (597-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  617-627  Madison  avenue, 
east  side,  from  East  58th  street  to  East  59th  street,  37-41 
East  58th  street  and  36-54  East  59th  street  (Block  No. 
1294,  Lot  No.  46),  Borough  of  Manhattan,  was  granted  by 
the  board  July  1,  1941,  on  certain  conditions,  and  applicant 
requested  an  amendment  of  the  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  1,  1941,  only  in  so 
far  as  it  has  reference  to  the  number  of  vaults  to  be 
erected,  so  that  as  amended  the  resolution  shall  read: 

“Granted  as  to  Objection  No.  1,  on  condition  that 
the  number  of  film  vaults  shall  not  exceed  fourteen  (14) 
and  shall  be  located  substantially  where  proposed  and 
shall  comply  in  all  other  respects  with  all  other  lazvs, 
rules  and  regulations  applicable  thereto,  other  than  as 
previously  varied  by  the  Board  under  Cal.  Nos.  138- 
29 -BZ,  463-29-RZ,  306-31-5",  612-31-5',  480-32-.9  and 
1-210-38-5'." 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

390-42-SA. 

APPLICANT — Steven  Lee  Equipment  Corporation,  owner. 
SUBJECT — “Air-Aid”  Emergency  Truck  (Fire  Equipment 
Truck),  approval  of. 

APPEARANCES— 

For  Applicant:  A.  Tarnahan. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


133-35-SA. 

APPLICANT — Monarch  Engineering  and  Manufacturing 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Monarch  Industrial 
Oil  Burner  (previously  approved). 
APPEARANCES— 

For  Applicant :  E.  B.  Coode. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


THE  RESOLUTION  (133-35-SA) 

Whereas,  The  Monarch  Engineering  &  Mfg.  Co.,  owner, 
filed,  May  25,  1935,  an  application  with  the  Board  of 
Standards  and  Appeals,  for  approval  of  the  device  known 
as  the  Monarch  Industrial  Burner;  and 

Whereas,  this  appliance  was  approved  by  the  board 
December  3,  1935,  and  applicant  requested  an  amendment 
of  the  resolution;  and 

Whereas,  this  request  for  amendment  was  submitted  to 
the  engineer  of  the  Board,  for  report;  and 

Whereas,  the  report  of  the  engineer  dated  May  29,  1942 
recommended  amendment  of  the  resolution,  as  stated  there¬ 
in. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  3,  1935 
so  that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  Monarch 
Industrial  Oil  Burner  for  use  with  metal  melting  fur¬ 
naces  and  similar  apparatus,  with  fuel  oil  not  heavier 
than  #4  U.  S.  Department  of  Commerce  Standards, 
when  installed  in  accordance  with  the  Oil  Burner  Rules 
of  the  Board  of  Standards  and  Appeals  other  than  the 
requirement  of  Rule  12.1  as  to  chimneys  but  that  proper 
hoods  or  other  equivalent  means  of  carrying  off  fumes 
shall  be  provided  and  that  the  burner  shall  have  a  label 
permanently  affixed  reading:  ‘Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  Nezv  York  City 
in  industrial  installations  under  Cal.  No.  133-35-.VH.’  ” 


486-39-SM. 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Sheetrock  and  Sam¬ 
son  Wallboard  (previously  approved). 
APPEARANCES— 

For  Applicant :  James  J.  Tynan. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


THE  RESOLUTION  (486-39-SM) 

Whereas,  United  States  Gypsum  Company,  owner,  filed 
March  18,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Sheet- 
rock  and  Samson  Wallboard  ;  and 

Whereas,  this  material  was  approved  by  the  Board  Sep¬ 
tember  24,  1940,  and  applicant  requested  an  amendment  of 
the  resolution  ;  and 

Whereas,  this  request  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

May  28,  1942.  ‘ 

Re:  Cal.  No.  486-39-SM 
Subject :  Sheetrock  and  Samson  Wallboard, 
approval  of. 

The  Board  under  date  of  September  24,  1940  ap¬ 
proved  material  of  the  applicant’s  manufacture  for 
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certain  usage.  On  May  25,  1942  the  Board  received  a 
further  request  from  the  applicant  to  include  the  use 
of  14  in.  and  in.  sheet  rock  and  Samson  Wallboard 
lor  toj^  fillers  over  movable  subdivided  partitions  under 
C26-667.0,  paragraph  5. 

The  resolution  adopted  by  the  Board  September  24, 
1940  already  includes  the  approval  of  the  */*  in.  mate¬ 
rial  for  this  purpose  in  the  second  paragraph  of  the 
recommendations.  The  Committee  has  considered  the 
request  to  permit  the  use  of  Rj  in.  material  for  the 
same  purpose,  namely,  as  a  top  filler  over  movable 
subdivided  partitions  and  on  the  basis  of  vertical  nail¬ 
ing  surfaces  of  not  less  than  16  in.  on  centers.  The 
Committee  recommends  that  the  resolution  adopted  by 
the  Board  September  24,  1940  be  reopened  and  amended 
in  accordance  with  this  report;  that  in  all  other  re¬ 
spects  the  requirements  of  the  Committee’s  report, 
dated  June  10,  1940,  be  observed. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  that  the  resolution 
adopted  on  September  24,  1940  be  amended. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  24,  1940 
in  accordance  with  report  of  the  Committee  on  Tests 
dated  May  28,  1942. 


Adjourned  4:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  Tuesday,  April  28,  1942,  as  they  ap¬ 
peared  in  Bulletin  No.  18,  Vol.  27,  are  hereby  corrected 
to  read  as  follows : 


proof  glossy  enamel.  The  backing  felt  is  first  asphalt 
saturated,  then  backed  and  undercoated  to  receive  the 
finishing  enamel.  The  enamel  is  then  applied  in  sub¬ 
stantial  thickness  by  block  printing  machines;  the  back¬ 
ing  and  undercoating  is  backed  dry  on  loops  in  air  ovens. 
After  the  enamel  is  applied,  it  is  then  baked  at  a  high 
temperature  for  several  days  until  it  is  thoroughly 
hard.  The  hardening  of  the  enamel  does  not  make  it 
brittle.  I  he  sheets  are  then  drawn  over  on  an  inspec¬ 
tion  table  and  after  inspection  rolled  for  shipment. 

Monacousec  is  a  flexible  wall  finishing  sheet  caliper¬ 
ing  approximately  .065  inches,  having  a  light  colored 
linoleum-type  facing  made  of  wood  flour,  mineral  col¬ 
ors  and  a  binder  of  drying  oil.  This  linoleum  facing 
is  approximately  .015  inches  thick.  The  backing  is  a 
neutral  rag  felt  approximately  .050  inches  in  thickness. 
The  wood  flour,  mineral  colors  and  drying  oil  are 
ground  and  mixed  together  to  a  uniform  texture.  It  is 
then  passed  through  heavy  calendering  rolls  which  give 
it  the  proper  thickness  and  firmly  attach  it  to  the  back¬ 
ing.  The  sheet  is  then  looped  and  hung  in  ovens  until 
it  is  thoroughly  cured,  after  which  it  is  drawn  out  on 
long  tables,  trimmed,  inspected  and  rerolled  for  ship¬ 
ment. 

A  survey  and  inspection  of  the  material  and  their 
application  in  new  construction  was  made  at  Cape  Cod 
Village,  Totowa  Borough,  New  Jersey,  on  January  14, 
1942.  Present  at  the  inspection  were  the  Committee  on 
Tests  and  representative  of  the  manufacturer.  The 
materials .  were  applied  to  walls  of  inch  gypsum 
board  which  were  nailed  or  secured  to  studs  with  joints 
filled  to  present  a  smooth  even  appearance.  The  ma¬ 
terial  was  applied  in  large  sheets  without  joints  and  se¬ 
cured  to  the  gypsum  board  base  with  an  adhesive  made 
of  a  wheat  flour  paste,  which  is  furnished  in  dry  form 
for  the  Monacousec  and  a  specially  prepared  lignum 
paste  for  the  Armorwall. 

On  the  basis  of  the  inspection  of  the  materials  and 
their  installation,  the  Committee  recommends  the  ap¬ 
proval  of  the  Bird  Armorwall  and  Monacousec  for  use 
under  C-26-178.0,b  as  a  finish  surfacing  material ;  Mona¬ 
cousec  to  be  used  in  surfacing  walls  and  ceilings  over 
plaster  board  and  Armorwall  for  bathroom,  kitchen  and 
similar  walls  in  Class  3  and  4  construction  provided 
the  sheets  be  of  these  materials  marked  or  labeled  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  Under  Cal.  No.  976-41 -SM.” 


THE  RESOLUTION— 

(976-41-SM) 

V  hekeas,  Bird  and  Son,  Incorporated,  owner,  filed  on 
November  13,  1941,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  materia!  known  as 
Bird  Armorwall  and  Monacousec;  and 

\\  hereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

V  hereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

April  15,  1942. 

Cal.  No.  976-41-SM. 

Subject:  Bird  Armorwall  and  Monacousec,  approval  of. 

Bird  and  Son,  Inc.  of  East  Walpole,  Massachusetts 
filed  November  13,  1941  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  Bird  Ar¬ 
morwall  and  Monacousec,  under  the  provisions  of 
C26. 178.0b,  of  the  Administrative  Building  Code. 

Armorwall  is  a  flexible  wall  covering,  approximately 
.051  inches  in  thickness,  finished  with  a  hard  water- 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ma¬ 
terial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Bird  Armorwall  and 
Monacousec,  on  condition  that  the  material  be  manufac¬ 
tured,  installed  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  above  report. 


*  Correction — The  thickness  of  the  material  corrected  to 
read  as  showm. 
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PUBLIC  HEARING 


PROPOSED  AMENDMENT  TO  RULES  ON  USES  OF  INSULATING  FIBRE  BOARD 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  5,  1939.  EFFECTIVE, 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 

CHARTER,  MAY  29,  1939. 


(170-39- SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday,  June  16,  1942,  at  2  P.M.,  Room  1013,  Municipal 
Building,  Manhattan,  on  Proposed  Amendment  to  Rules  on 
Uses  of  Insulating  Fibre  Board. 

NOTE — New  matter  in  italics;  old  matter  in  brackets  [  ] 
to  be  omitted. 

Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  and 
in  full  lengths  where  possible,  may  be  used  instead 
of  wood  sheathing  when  bearing  on  4  studs  and 
fastened  to  each  bearing  with  1)4"  wire  nails,  6"  or 
less  c-c,  with  Y%"  head,  and  for  Yff'  or  1”  board, 
the  nails  shall  be  2"  long.  See  C-26-538.0,  sub.  b. 


When  using  fibre  board  in  widths .  of  2  ft.  in  addi¬ 
tion  to  the  requirement  for  using  full  lengths, 
supplemental  bracing  of  the  framework  of  the 
ivood  fra>ne  structure  shall  be  provided  by  means 
of  let-in  diagonal  braces  of  l"  x  4"’s  sound  and  free 
from  knots  at  all  external  corners  in  the  outside 
face  of  the  studs  at  approximately  45°  and  crossing 
at  least  three  studs,  or  supplemental  bracing  may  be  , 
by  a  series  of  2"  by  4"  struts  diagonally  cut  and 
placed  between  the  studs  at  an  angle  of  45°  with 
the  horizontal  and  extending  from  sill  to  plate 
"wherever  possible.  All  braces  shall  be  securely  nailed 
to  each  stud  and  to  sill  and  plate.  Where  openings 
occur  near  the  comers,  1"  x  4"’s  let-in  knee  braces 
in  the  face  of  the  studs  shall  be  installed  above  and 
below  the  openings  at  approximately  45° ,  extending 
across  not  less  than  3  studs.  When  used  oyer  door- 
ways  and  under  windows,  vertical  arid  horizontal  2" 
x  4"’s  shall  be  provided  to  afford  nailing  bases  along 
all  edges.  Equivalent  bracing  of  steel  may  be  sub¬ 
stituted  for  the  required  u<ood  bracing.  The  use 
of  fibre  board  as  roof  sheathing  is  not  permitted 
except  as  insulation  over  [suitable]  permitted  sheath¬ 
ing  material. 


RULES 


FACTORY  EXIT  RULES  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS 
FEBRUARY  23,  1927,  AND  AMENDED  JANUARY  15,  1932 


(64-27-SR) 

STANDARD  FACTORY  EXITS 

Section  1 — Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  consist 
of  an  outside  fire  escape,  provided  that : 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  labor  law,  and  in 
addition  thereto : 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  treads  constructed  of  bars  at  least  one- 
half  (,J4)  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (1)4)  inch  mesh, 
all  rigidly  braced ; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  be  no 
safe  means  of  egress,  a  gooseneck  ladder  shall  be  pro¬ 
vided  from  the  top  story  balcony  to  the  roof. 

(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 


exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  five 
stories  or  less  in  height,  one  of  the  required  means  of  exit 
under  section  271  of  the  Labor  Law  may  consist  of  an 
outside  iron  fire  escape,  provided  that : 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

( 1 )  The  balconies  shall  be  not  less  than  3  feet  in 
width. 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not  less 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
distance  between  the  sill  and  lintel  will  not  permit  of  an 
opening  6  feet  in  height,  a  casement  door  not  less  than 
4  ft.  6  in.  in  height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading  to 
all  fire  escape  balconies  shall  open  out  and  shall  be  self- 
closing.  An  easily  operated  door  lock  with  knobs  on  both  1 
sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed  iron 
step  at  least  two  feet  wide,  with  risers  not  exceeding 
eight  (8)  inches,  and  treads  not  less  than  eight  (8)  inches 
are  provided  on  the  inside  from  floor  level  to  sills  properly 
secured. 
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Rule  4  (a).  Any  such  fire  escape  erected  subsequent 
to  October  1,  1913,  and  prior  to  these  rules  taking  effect, 
unless  previously  accepted  as  one  ol  the  required  means 
ol  exit  or  escape  by  the  administrative  official  having  juris¬ 
diction,  shall  conform  in  every  respect  to  the  provisions  of 
these  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  as  con¬ 
stituting  one  of  the  required  means  of  exit  or  escape  under 
Section  271-1  of  the  Labor  Law,  in  any  building  erected 
prior  to  October  1,  1913,  now  occupied  or  to  be  occupied  as 
a  tactory,  exceeding  nine  stories  in  height,  or  more  than 
'0  feet  trom  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  struc¬ 
turally  sate,  properly  painted,  and  kept  clear  of  all  obstruc¬ 
tions. 


Section  2 — Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  factory  build- 
mgs  five  stories  or  less  in  height,  erected  prior  to  October 
1,  1  ^13,  in  which  there  are  more  than  twenty-five  persons 
employed  above  the  second  story,  all  interior  stairways 
serving  as  required  means  of  exit,  and  the  landings,  plat¬ 
forms  and  passageways  connected  therewith,  shall  be  en¬ 
closed  on  all  sides  by  partitions  of  fire-resisting  material 
extending  continuously  from  the  lowest  point  of  the  stair¬ 
way  in  accordance  with  the  following  schedule : 


Number 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents 
combustible, 
and  sprinkler 

Contents  non¬ 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  ‘  contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or  in 
the  process  of  manufacture. 

1  he  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  adequate 
automatic  sprinkler  equipment  installed  and  maintained  in 
good  working  order  on  each  floor. 

1  he  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above;— the_  first  story  is  that  part  of  a  building  which  is 
more  than  50  per  cent  above  the  floor  level  and  the  floor 
next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side  of 
the  roof  boarding.  That  portion  of  the  under  side  of  the 
roof  beams  within  the  stair  enclosure  shall  be  covered  with 
fire-resisting  material,  except  in  buildings  with  roofs  of 
non-combustible  material,  in  which  case  the  partitions  may 
stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead  The 
enclosure  shall  be  ventilated  by  a  skylight  in  the  roof  with 
louvres  or  ventilators,  or  exterior  windows  with  ventilating 
sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 


The  bottom  of  the  enclosure  shall  be  of  fireproof  mate¬ 
rial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule  when 
both  sides  of  the  fire  wall  or  walls  are  occupied  on  any' 
factory  floor  by  the  same  occupant. 


Rule  7.  Where  there  are  occupancies  on  any  story 
or  part  ot  a  story  involving  the  storage  or  use  below  the 
top  story  of  the  following  materials  and  exceeding  the 
amount  specified,  and  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  such  occupancy,  the  interior 
stairway'  serving  as  required  means  of  egress  shall  be  en¬ 
closed  on  that  story  with  fire-resisting  material  from  floor 
to  under  side  of  floor  above,  including  any  exposed  stair 
soffits,  landings  and  passageways ;  openings  shall  be  pro¬ 
vided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  pounds. 

Volatile  inflammable  oils,  1  gallon. 

Volatile  inflammable  mixtures,  5  gallons. 

Combustible  mixtures,  10  gallons. 

Paints,  varnishes  and  lacquers,  10  gallons. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 

Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

1  he  Board  shall  rule  upon  new  occupants  as  they  arise 
and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resisting 
material  where  there  are  more  than  5  persons  employed  at 
manufacturing  above  the  first  story. 


Rule  g.  Required  Exits  and  Enclosures  of  Stairways 
m  Two-Story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall  be 
provided  from  each  story  at  least  two  means  of  exir  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  oil  an  mtciior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to  a 
fire  escape  conforming  to  section  273,  Labor  Law,  or  rule  2 
of  these  rules.  Except  that  exit  door  shall  be  a’ fire  door, 
with  substantial  steps  to  the  sills  properly'  secured  when  sill' 
is  more  than  8  inches  above  the  floor’  level ;  and  where 
mere  is  no  safe  egress  from  the  roof,  a  gooseneck  ladder 
shall  be  provided  from  top  balcony  to  the  roof,  except  on 
the  front  of  buildings. 

Unobstructed  egress  from  the  focft  of  the  fire  escape  or 
exterior  screened  stairway  shall  be  as  required  byr  section 
273,  Labor  Law,  or  to  open  adjoining  yard  with  egress  to 
the  street.  No  point  on  any  floor  of  such  building 'shall  be 
more  than  one  hundred  and  fifty  (150)  feet  distant  from 
such  an  exit. 


Rule  9.  Enclosure  of  Stairways. — In  two-story  build¬ 
ings  where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified  in 
Rule  7  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy,  all  interior  stairways 
serving  as  required  means  of  exit  shall  be  enclosed  from 
the  lowest  point  of  such  stairway  to  the  ceiling  of  the  first 
floor  by  partitions  of  fire-resisting  material,  unless  the 
building  is  provided  with  a  wet  sprinkler  system,  in  which 
case  such  enclosure  of  stairways  shall  not  be'  required. 
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Such  enclosures  shall  lead  directly  to  a  door  opening  out¬ 
wardly  to  a  street  or  road,  or  an  open  area  affording  unob¬ 
structed  passage  to  a  street  or  road.  All  openings  in  such 
enclosure  shall  be  provided  with  tire  doors  equipped  with 
self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Within 
Factory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles  or  wares  of  any  nature 
shall  be  kept  or  stored  inside  the  limits  of  any  stairway 
enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  erection  and  maintenance 
of  a  stand  to  be  built  of  incombustible  material  and  wire 
glass  or  -inch-thick  plate  glass  for  the  retail  sale  of  cigars, 
cigarettes  and  tobacco  and  candies  in  original  packages  or 
daily  newspapers  in  the  public  hall  or  corridor  on  the  first 
story  of  any  building  provided  there  is  no  open  flame.  All 
portions  of  the  stand  and  any  portion  of  any  permitted  ac¬ 
cessory  use  to  same  shall  be  set  back  at  least  18  inches 
from  the  outside  line  of  travel  of  the  required  legal  width 
of  exit.  Each  such  stand  shall  be  provided  with  at  least 
one  approved  234-gallon  chemical  fire  extinguisher. 


Section  3 — Safe  Egress  from  Roofs  of  Factory 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  means 
of  exit  in  factory  buildings  erected  after  October  1,  1913, 
and  not  exceeding  five  stories  in  height,  and  in  buildings 
erected  before  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  shall  not  be  required  to  extend  to  the 
roof  where  there  is  no  safe  egress  from  the  roof.,  under 
Sections  270,  271  and  272,  Labor  Law. 

(a)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
the  building  in  question,  and  there  is  no  outside  party  wall 
fire  escape,  part^  wall  exterior  screened  stairway,  party 
wall  balconies  or  bridges,  or  where  any  outside  exits  do 
not  connect  to  adjoining  buildings  at  roof  level,  or  where 
there  are  no  unbarred  window  openings  five  feet  above  the 
roof  or  parapet  wall  of  the  building  in  question. 

(b)  When  the  roof  of  the  building  in  question  has  a  pitch 
exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12  (a).  When  there  is  no  safe  egress  from  the 
roof,  as  above  described,  there  shall  be  in  all  cases  at  least 
a  double-rung  ladder  at  the  top  of  the  interior  stairway, 
and  within  the  interior  stairway  enclosure  when  stairway  is 
enclosed.  Such  ladder  shall  be  at  least  18  inches  in  width 
and  shall  be  properly  secured  at  top  and  bottom.  The  lad¬ 
der  shall  lead  to  a  scuttle  opening  not  less  than  2  feet  by  3 
feet  or  be  of  such  additional  area  as  may  be  required  to 
provide  ample  head  room.  The  scuttle  cover  shall  be  hinged 
and  of  light  weight  construction,  or  be  counter-balanced. 
An  easily  operated  hook  may  be  provided  on  scuttle  cover. 


(b)  Where  the  stair  bulkhead  door  opens  within  10  feet 
from  the  open  edge  of  the  roof,  an  iron  railing  properly 
braced  at  least  3  feet  high  and  at  least  10  feet  long  shall  be 
provided  at  the  edge  ot  roof. 

SUBSTANDARD  FACTORY  EXITS 
Section  4 — Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  from 
any  factory  or  factory  building,  there  exist  other  means  ot 
egress  which  are  not  entirely  in  accordance  with  the  re¬ 
quirements  of  the  Labor  Law  and  the  Rules  of  the  Board 
of  Standards  and  Appeals,  such  means  of  egress  may  be 
retained  under  the  following  conditions : 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on  fac- 
tory  buildings  shall  be  maintained,  structurally  safe,  prop¬ 
erly  painted,  and  with  the  openings  leading  thereto,  kept  in 
good  repair. 

In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder  in 
guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  ladder  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landing 
place,  with  a  passageway  opening  cut  in  the  balcony  rail, 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in  a 
court,  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safety  shall  be  provided,  either  to  open  adjoining  yards, 
or  the  lowest  balcony  may  be  connected  to  an  adjoining- 
lire  escape,  exterior  stairway,  to  the  roof  of  adjoining  ex¬ 
tensions,  or  other  means  of  egress  satisfactory  to  the 
authorities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob¬ 
structions.  shall  not  be  used  for  fire  drills,  and  shall  not 
b  •  considered  as  a  basis  for  increase  in  occupancy. 


Section  5 — Stairways  and  Bridges. 

Rule  14.  Interior  Stairways. — All  interior  stairways 

not  conforming  to  the  requirements  of  the  Labor  Law  or 
rules  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
tained,  provided  that  egress  to  same  is  maintained  un¬ 
obstructed,  halls  are  properly  lighted,  and  all  landings, 
passageways,  etc.,  are  maintained  free  and  unobstructed. 
An  easily  operated  panic  bolt  or  other  similar  device  may 
be  installed  at  street  exit  door. 

Rule  15.  Exterior  Screened  Stairways. — Exterior 

screened  stairways  not  serving  as  a  required  means  of 
egress  shall  be  maintained  structurally  safe  and  properly 
painted,  exits  thereto  and  all  platforms  and  passageways 
thereof  shall  be  maintained  unobstructed  and  egress  from 
termination  shall  be  provided  as  required  for  substandard 
fire  escapes  in  subdivision  a. 

Rule  16.  Horizontal  Bridges. — Horizontal  bridges  and 

party  wall  balconies  between  buildings  shall  be  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained 
unobstructed. 

Rule  17.  No  sign  of  any  character  shall  be  placed  at 
openings  leading  to  these  substandard  exits.' 


NOTICE 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1942  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan.  Price  50  cents ;  by  mail,  five  cents  per  copy  must 
be  added  for  postage. 
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CONTENTS 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


Office— Municipal  Building,  Rooms  1000  to  1018. 
Telephone— WOrth  2-OhS-l. 

Office  Hours  for  Public— 9  a.  m.  to  4  p.  m.  Saturdays 
9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 


COURT  DECISION 

Matter  of  Miller  (Board  of  Standards  and  Appeals) _ On 

Section^  V’  £oar<i  granted  an  application,  under 

rltCtV°,nn/-F  f  the  B9‘lding  Zone  Resolution,  for  a  term  of 
“A  years>  Permitting  partly  in  a  business  use  district 

““  P*rtl?  m  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously  denied  under 
Section  21);  Cal.  No.  182-30-BZ;  premises  8918-8932  Fourth 
Brooklyn  n0rthwest  corner  of  90th  Street,  Borough  of 

Supreme  Court  sustained  the  Board,  dismissing  order  to 
review  Board  s  determination,  stating  that  a  thorough 
co^derauon  of^  Board’s  action  reveals  its  propriety. 

inasmuch  as  the  portion  in  residence  district  is  only  9.7  so’ 

Board  d°o  nJ0‘a  „0fr  ,6,8A3  sq-  ft:>  and,  the  plans  submitted  ?o 
Board  do  not  call  for  the  erection  of  a  non-conforming  use 

in  the  residence  area,  the  matter  is  not  of  sufficient  im¬ 
portance  to  justify  a  modification;”  further,  that  “appellants’ 
194^ )C0ntentl0ns  are  without  merit.”  (N.  Y.  L.  J.  June  Q, 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Court  Decision. 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  June  16,  1942,  at  10  A.  M., 
Affecting  Calendar  Numbers  1031-41-BZ,  737-38-BZ, 
638-40-BZ,  479-41-BZ,  842-41-BZ,  1021-41-BZ,  1022-41- 
BZ,  1027-41-BZ,  1032-41-BZ,  57-42-BZ  and  132-42-BZ. 

Minutes  of  Regular  Meeting,  June  16,  1942,  at  2  P.  M., 
Affecting  Calendar  Numbers  708-38-BZ,  193-27-BZ, 
736-38-BZ,  597-39-BZ,  209-41-BZ,  1081-41-BZ,  1-42-BZ, 
311-42-A,  384-42-A,  354-42-A,  393-42-A,  406-42-S,  431- 
42-A,  1031-40-A,  361-42-S,  381-42-A,  403-42-A,  405-42-A, 
415-42-A,  416-42-A,  419-42-A,  448-42-S,  460-42-A,  462- 
42-S,  468-42-A,  212-42-A,  195-42-SM,  68-42-SM,  700- 
40-SA  and  170-39-SR. 

Resolutions  Affecting  Calendar  Numbers  232-42-SM  and 
415-38-SM. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  June  16,  1942. 

Cal.  No.  Dept.  Premises  Affected 

463-42-A — H.B.Bx. — 2701-2711  Webster  avenue,  north¬ 
west  corner  of  East  195th  street  (Block  No.  3278,  Lot  No. 
48),  Borough  of  The  Bronx,  Alt.  297-42. 


464-42-S — H.B.Bx. — 2701-2711  Webster  avenue,  north¬ 
west  corner  of  East  195th  street  (Block  No.  3278,  Lot  No. 
48),  Borough  of  The  Bronx,  Alt.  297-42. 


465-42-BZ — -H.B.Q. — 83-02  to  83-20  Atlantic  avenue,  94-01 
to  94-15  83rd  street,  southeast  corner  and  94-02  to  94-16 
84th  street  (Block  No.  9014,  Lot  Nos.  1  and  11),  Ozone 
Park,  Borough  of  Queens,  Alt.  1022-42. 


466-42-A — H.B.B. — 307-313  Kingsland  avenue,  west  side, 
135  ft.  south  of  Norman  avenue  (Block  No.  2657,  Lot  No. 
13),  Borough  of  Brooklyn,  Alt.  5579-41. 


467-42-S — -H.B.M. — 355-357  Broadway,  west  side,  82  ft. 
3  in.  south  of  Franklin  street  (Block  No.  174,  Lot  No.  34), 
Borough  of  Manhattan,  Alt.  673-42. 


468-42-A — H.B.Q. — 109-15  14th  avenue,  north  side,  200 
ft.  west  of  111th  street  and  between  110th  street  and  East 
River  (Block  No.  4031,  Lot  Nos.  1  and  25),  College  Point, 
Borough  of  Queens,  M-2522-42. 


477-42-BZ — H.B.B. — 1287-1297  Coney  Island  avenue,  east 
side,  320  ft.  south  of  Avenue  I  (Block  No.  6704,  Lot  Nos. 
69-72,  inclusive  and  part  of  Lot  No.  73),  Borough  of  Brook¬ 
lyn,  B.  N.  1261-42. 


478-42-A — H.B.B. — 96-102  Stockton  street  and  553-559 
Marcy  avenue,  southeast  corner  (Block  No.  1747,  Lot  Nos. 
1-7,  inclusive,  and  60-69,  inclusive),  Borough  of  Brooklyn, 
Amendment  to  Alt.  825-32. 


479-42-BZ — H.B.B. — 2528-2532  Tilden  avenue,  south  side, 
100  ft.  west  of  Veronica  place  (Block  No.  5136,  Lot  Nos. 
10,  11  and  12),  Borough  of  Brooklyn,  Alt.  1697-42. 


480-42-A — H.B.M. — 544  West  43rd  street,  south  side,  175 
ft.  east  of  11th  avenue  (Block  No.  1071,  Lot  Nos.  54-57, 
inclusive),  Borough  of  Manhattan,  Alt.  804-42. 


Restored  to  Calendar 

708-38-BZ — H.B.Q. — 92-28  Horace  Harding  boulevard, 
southeast  corner  of  Queens  boulevard  (Block  No.  2075,  Lot 
Nos.  5  and  6),  Elmhurst,  Borough  of  Queens,  Misc.  2834-42. 


DESIGNATIONS:  II. B. — Department  of  Housing  and  Buildings; 
II.II.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
e.d.  — T  'ire  Department. 


469-42-SA — NIPIT  Fire  Extinguisher  (for  extinguish¬ 
ment  of  incendiary  bombs),  Appliance. 


470-42-SA — CEN-D-OUT  (for  extinguishment  of  incen¬ 
diary  bombs,  magnesium  fires,  etc.),  Appliance. 


471-42-SM — Shatterbond  (lacquer  adhesive  on  glass  to 
prevent  glass  from  flying),  manufactured  by  The  Wilbur 
and  Williams  Company,  Material. 


472-42-SA — Allen’s  Iron  Body  Siamese  Connection,  4,  5 
and  6  inch,  Appliance. 


473-42-SA — Allen  Iron  Body  2^2  inch  Fireline  Angle 
Valve,  Type  “A”,  175  lb.  W.  W.  P„  Appliance. 


474-42-BZ — 121-16  Rockaway  Beach  boulevard  and  202 
Beach  122nd  street,  northeast  corner  (Block  No.  711,  Lot 
No.  37),  Rockaway  Park,  Borough  of  Queens,  Alt.  864-42. 


475-42-A — H.B.R. — 146  Hendricks  avenue,  south  side, 
197.75  ft.  west  of  Jersey  street  (Block  No.  44,  Lot  No.  17), 
New  Brighton,  Borough  of  Richmond,  Order. 


476-42- A — F.D. — 2553-2563  Atlantic  avenue  and  30-48 
Alabama  avenue,  northwest  corner  (Block  No.  3666,  Lot 
No.  31),  Borough  of  Brooklyn,  90624-L.  C.  and  Decision. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . Feb.  17,  1942— Vol.  27,  No.  7 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Mar.  10,  1942 — Vol.  27,  No.  10 

Certificates  of  Occupancy,  approved 

form  . Nov.  25,  1941 — Vol.  26,  No.  47 

Concrete  Flat  Slabs,  Rules . .  duly  13,  1937 — Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  lune  24,  1941— Vol.  26,  No.  25 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,  1937 — Vol.  22,  No.  31 

Elevator  Rules  Mar.  3,  1936 — Vol.  21,  No.  9 

Exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol.  22,  No.  24 

Factory  Exit  Rules  . June  16,  1942 — Vol.  27,  No.  24 

Fire  Alarm  Rules  (Interior) . Apr.  7,  1942 — Vol.  27,  No.  14 

Fire  Drill  Rules  . May  5,  1942— Vol.  27,  No.  18 

Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of  Apr.  28,  1942 — Vol.  27,  No.  17 
Fire  Retarding  Rules  for  Garages, 

etc . Dec.  16,  1941— Vol.  26,  No.  50 

Fireproof  Wood,  Testing  of Apr.  13,  1937 — Vol.  22,  No.  15 

Frame  Garages,  Ruling  for. ...... .Jan.  21,  1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

Rules  May  20,  1941— Vol.  26,  No.  20 

Gas  Shut-Off  Rules  . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . Tune  5,  1928 — Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Mar.  31,  1942 — Vol.  27,  No.  13 

Oil  Burner  Rules  . Jan.  13,  1942 — Vol.  27,  No.  2 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Tan.  6,  1942 — Vol.  27,  No.  1 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Nov.  25,  1941 — Vol.  26,  No.  47A 

Platform  Trucks,  Specifications  for.  Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .Nov.  25,  1941— Vol.  26,  No.  47A 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.  Aug.  26,  1941 — Vol.  26,  No.  34 

Smoking  in  Factories,  Rules  for _ .June  9,  1942 — Vol.  27,  No.  23 

Sprinkler  Rules  . June  29,  1937 — Vol.  22,  No.  26 

Standpipe  Fireline  Rules  . Tune  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting. ..  Tune  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Apr.  10,  1923 — Vol.  8,  No.  15 
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LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941— Voi.  26,  No.  47A 

i  .ieUne  Hose  Valves  ............  Nov.  25,  1941— Voi.  26,  No.  47A 

I'uel  Oil  Burners  for  Domestic  and 

K',„|Cnnmpi™1TSe  •••; . N°v.  25,  1941— Voi.  26,  No.  47A 

O.1  P>P«  Terminals  ........  Nov.  25,  1941— Voi.  26,  No.  47A 

hue  Oi  Burners  for  Industrial  Use.  Nov.  25,  1941— Voi.  26  No.  47A 

fuel  Oil  lumps  . Nov.  25,  1941— Voi.  26,  No.  47A 

^‘LHwterS  U  . . . 25,  1941— Voi.  26,  No.  47A 

i  amt,  V  arnish  and  Lacquer  Spray- 

n«g  . :••• . Nov.  25,  1941— Voi.  26,  No.  47A 

Kange  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941— Voi.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941— Voi.  26,  No.  47A 


JUNE  23,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  June  23,  1942, 
at  10  o  clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

1004-41-BZ  Application,  November  21,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  A.  A.  Forman, 
3rd,  applicant,  on  behalf  of  Dougland  Homes  Corporation, 
owner  (Frederick  Cornelius,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  reconstruction  and  extension  of  a 
gasoline  service  station;  premises  175-42  137th  avenue  and 
137-04  Farmers  boulevard,  southwest  corner  (Block  No. 
3237,  part  of  Lot  No.  24),  Springfield  Gardens,  Borough  of 
Queens. 

135-41-BZ — Application  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  Fanny  Leon,  owner  (Joe’s  Automotive  Klee- 
trie  Service,  lessee),  reopened  May  12,  1942,  for  considera¬ 
tion  as  to  extension  of  permit— re  Application,  previously 
granted  on  condition,  under  section  7e  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  conversion 
of  occupancy  of  the  1st  story  of  an  existing  building  to  a 
motor  vehicle  repair  shop  for  a  term  of  one  (1)  year- 
premises  436  West  57th  street,  south  side,  425  ft.  west  of 
Ninth  avenue  (Block  No.  1066,  Lot  No.  50),  Borough  of 
Manhattan. 

655-41-BZ — Application  of  Max  Horn,  applicant  on  be¬ 
half  of  Della  Estates,  owner,  reopened  October  15,  1941, 
under  section  7h  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  term  of  not  more  than 
two  (2)  years,  the  parking  of  more  than  five  (5)  motor 
vehicles  (previously  acted  upon  by  the  Board)  ;  premises 
224  Beach  99th  street,  east  side,  120  ft.  north  of  Rockaway 
Beach  boulevard  and  225  Beach  98th  street  (Block  No.  583, 
Lot  No.  1  and  part  of  Lot  No.  23),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

972-41-BZ — Application,  November  13,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Frank  C.  Keller,  appli¬ 
cant,  on  behalf  of  Edward  Sherman  Supply  Company,  owner, 
to  permit  the  extension,  from  a  business  use  district  into  a 
residence  use  district,  of  a  business  use  and,  also,  the  use 
of  a  portion  of  a  rear  yard  located  partly  in  a  residence  use 
district  as  ingress  and  egress  to  (part  of)  the  said  pro¬ 
posed  business  uses;  premises  116-01  to  116-13  Merrick 
boulevard  (road),  southeast  corner  of  116th  avenue  (Block 
No.  3108,  Lot  No.  1),  St.  Albans,  Borough  of  Queens. 

190-42-BZ — Application,  March  10,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants,  on  behalf  of  Ten  Security  Corporation, 
owner,  to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  7602-7622  New  Utrecht  ave¬ 
nue  and  1638-1644  76th  street,  southwest  corner  (Block  No. 
6236,  Lot  No.  23),  Borough  of  Brooklyn. 

168-42-BZ — Application,  February  27,  1942,  under  section 
7h  of  the  zoning  resolution,  of  William  A.  Eckert,  applicant, 


on  behalf  of  Agnes  F.  Murray,  owner  (William  Nunley, 
lessee),  to  permit  upon  a  plot  located  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  168-03  to  168-11  Hillside  avenue 
and  87-49  to  87-59  168th  street,  northeast  corner  (Block  No. 
9840,  Lot  No.  1),  Jamaica,  Borough  of  Queens. 

200-42-IiZ  Application,  March  13,  1942,  under  section 
/h  of  the  zoning  resolution,  of  Joseph  M.  Lonergan,  appli¬ 
cant,  on  behalf  of  Maxal  Realty  Company,  Incorporated, 
owner  (Barney  Gunshor,  lessee),  to  permit  in  a  retail  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  253-255 
Seventh  avenue,  east  side,  86  ft.  11  in.  north  of  West  24th 
street  (Block  No.  800,  Lot  Nos.  5  and  80),  Borough  of 
Manhattan. 

327-42-BZ-  Application,  April  21,  1942,  under  section  7a 
of  the  zoning  resolution,  of  Koch  and  Wagner,  applicants, 
on  behalf  of  John  F.  Trommer,  Incorporated,  owner,  to 
permit  partly  in  a  business  use  and  partly  in  an  unrestricted 
use  district,  the  extension  in  height  of  a  building  used  as 
part  of  a  brewery;  premises  1630-1654  Bushwick  avenue 
and  66-98  Conway  street,  southeast  corner  (Block  No.  3476, 
part  of  Lot  No.  16),  Borough  of  Brooklyn. 

351-42-BZ— Application,  April  24,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Alexander  Eisenberg,  owner  (Max  Wasserman, 
lessee),  to  permit  in  a  business  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to  the  baling  of  rags 
and  also  the  joint  occupancy  and  use  of  this  building  with 
an  existing  building  abutting  to  the  west;  permission  to  use 
the  westerly  building  for  baling  of  rags  was  granted  by  the 
Board;  premises  1050-1054  Myrtle  avenue,  south  side,  296 
ft.  7  in.  west  of  Lewis  avenue  (Block  No.  1585,  Lot  No.  25 
and  part  of  Lot  No.  21),  Borough  of  Brooklyn. 

375-42-BZ— Application,  May  7,  1942,  under  section  21 
of  the  zoning  resolution,  of  Ernst  Pfeiffer,  applicant,  on 
behalf  of  Risap  Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance  of  an  elec¬ 
tric  sign  on  a  proposed  marquise  to  be  attached  to  a  Class 
B  multiple  dwelling  (hotel);  premises  752-758  West  End 
avenue  and  260  West  97th  street,  southeast  corner  (Block 
No.  1868,  Lot  No.  61),  Borough  of  Manhattan. 

331-42-BZ — Application,  April  22,  1942,  under  sections  7i 
and  21  of  the  zoning  resolution,  of  H.  I.  Feldman,  appli¬ 
cant,  on  behalf  of  Fifty-Five  Wadsworth  Terrace  Corpo¬ 
ration,  owner,  to  permit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  the  basement  story  of  an  existing 
building  to  a  motor  vehicle  repair  shop;  premises  145-155 
Fort  George  avenue  and  1662-1670  St.  Nicholas  avenue, 
northerly  intersection  (Block  No.  2149,  Lot  No.  276),  Bor¬ 
ough  of  Manhattan. 

991-40-BZ — Application  of  Fenichel,  Dusenbury,  Min- 
ogue  and  Frieman,  applicants,  on  behalf  of  Unexcelled 
Manufacturing  Company,  Incorporated,  owner,  reopened 
May  26,  1942,  under  section  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  twenty-six  (26)  buildings  for  fireworks;  premises 
1144-1208  Richmond  avenue,  west  side,  400  ft.  south  of  Lisk 
avenue  (Block  No.  1665,  Lot  No.  7  and  Block  No.  1660, 
Lot  No.  1),  Graniteville,  Borough  of  Richmond. 

1101-41-BZ — Application,  December  23,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewetter, 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  per¬ 
mit  partly  in  a  business  use  and  partly  in  an  unrestricted 
use  district,  the  reconstruction  of  an  existing  gasoline  ser¬ 
vice  station;  premises  451-457  Flushing  avenue  and  713-721 
Bedford  avenue,  northeast  corner  (Block  No.  2263,  Lot  No. 
1),  Borough  of  Brooklyn. 
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Appeal  from  Administrative  Decision. 

481-42-A — 451-457  Flushing  avenue  and  713-721  Bedford 
avenue,  northeast  corner  (Block  No.  2263,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  23,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

398-42-A — 3237  Richmond  terrace,  northwest  corner  of 
South  avenue  (Block  No.  1208,  Lot  No.  13),  Mariners 
Harbor,  Borough  of  Richmond  (under  section  35,  General 
City  Law — re  bed  of  mapped  street). 

584-41-A — 121  Bay  street,  east  side,  100)4  in.  south  of 
Benson  avenue  (Block  No.  6408,  Lot  No.  16),  Borough  of 
Brooklyn  (reopened  and  restored  to  calendar,  October  7, 
1941;  previously  withdrawn). 

366-42-A — 39-43  West  60th  street,  north  side,  100  ft.  east 
of  Ninth  avenue  and  36-38  West  61st  street  (Block  No.  1113, 
Lot  Nos.  5,  6  and  7),  Borough  of  Manhattan. 

248-42-A — 149-151  East  34th  street,  north  side,  250  ft. 
west  of  Third  avenue  (Block  No.  890,  Lot  No.  34),  Borough 
of  Manhattan. 

259-42-A — 231-237  Butler  street,  north  side,  200  ft.  west 
of  Nevins  street  (Block  No.  405,  Lot  No.  51),  Borough  of 
Brooklyn. 

411-42-S — 38-06  19th  avenue  and  19-02  Steinway  street, 
southwest  corner  (Block  No.  811,  Lot  Nos.  26  and  32),  Long 
Island  City,  Borough  of  Queens. 

Appliances  and  Materials  for  Approval. 

1111-41-SA — Alsop  Engineering  Corporation  Mixer  or 
Agitator  (for  mixing  inflammable  oils). 

789-41-SM — Brettler  Steel  Tank  Works,  Incorporated 
275  Gallon  Basement  Fuel  Oil  Storage  Tank. 

39-42-SM — National  Gypsum  Company  Gold  Bond  and 
Gimco  Rock  Wool. 

435-42-SA — E.  B.  Kelly  Company,  Incorporated  “British 
Type  ARP-33  Stirrup  Pump”  for  incendiary  bombs. 


JUNE  30,  1942,  10  A.  M. 

Zoning  A p plica  tions. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning ,  June  30,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters : 

1106-17-BZ — Application  of  William  F.  Regan,  applicant, 
on  behalf  of  Helen  I.  Doyle,  owner  (Ola  Jones,  lessee), 
reopened  March  3,  1942,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  conver¬ 
sion  of  occupancy  of  part  of  an  existing  building  to  a  motor 
vehicle  repair  shop  (this  building  was  previously  acted  upon 
by  the  Board)  ;  premises  137  Jefferson  avenue,  north  side, 
450  ft.  west  of  Nostrand  avenue  (Block  No.  1827,  Lot  No. 
82),  Borough  of  Brooklyn. 

1052-41-BZ — Application,  December  4,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Frank  Straub,  on  behalf 
of  Frederick  Figge  Company,  owner,  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  an  existing 
building  to  factory  use ;  premises  300-302  Pacific  street, 
south  side,  250  ft.  east  of  Smith  street  (Block  No.  188,  Lot 
No.  20),  Borough  of  Brooklyn. 


790-41-BZ — Application,  September  16,  1941,  under  sec¬ 
tions  21  and  7c  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Herman  H.  Behn, 
owner,  to  permit  in  a  business  use  district,  the  conversion  of 
occupancy  of  an  existing  building  to  a  motor  vehicle  repair 
shop;  premises  112-16  to  112-18  101st  avenue,  southwest 
corner  of  113th  street  (Block  No.  9430,  Lot  No.  7),  Rich¬ 
mond  Hill,  Borough  of  Queens. 

796-41-BZ — Application,  September  17,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Elizabeth  Murphy, 
owner,  to  permit  in  a  business  use  district,  the  extension  of 
an  existing  gasoline  service  station ;  premises  207-07  to 
207-19  Linden  boulevard,  north  side,  197.46  ft.  west  of 
Springfield  boulevard  .(Block  No.  11082,  Lot  Nos.  3,  6  and 
8),  Springfield,  Borough  of  Queens. 

110-42-BZ — Application,  February  6,  1942,  under  section 

7h  of  the  zoning  resolution,  of  Gabriel  Nathan,  applicant, 
on  behalf  of  Brooklyn  Trust  Company  (as  trustee),  owner 
(Ideal  Hotel  Corporation,  lessee),  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  for  the  use 
of  the  guests,  only,  of  the  hotel  on  the  premises ;  premises 
110  to  120  Beach  30th  street,  east  side,  220  ft.  south  of 
Lewmay  road  (Block  No.  301,  Lot  No.  1),  Edgemere, 
Borough  of  Queens. 

704-41-BZ — Application,  July  31,  1941,  under  section  7h 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Edward  W.  Stellges,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles;  premises  137  Beach 
67th  street,  west  side,  161.78  ft.  north  of  Boardwalk  and 
138  Beach  68th  street  (Block  No.  360,  Lot  No.  85  and  part 
of  Lot  No.  12),  Arverne,  Borough  of  Queens. 

707-41-BZ — Application,  July  31,  1941,  under  section  7h 

of  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
of  Leo  H.  Rich,  owner  (Nathan  Zucker,  lessee),  to  permit 
in  a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles;  premises 
34-21  Sprayview  avenue,  southeast  corner  of  Beach  35th 
street  (Block  No.  306,  Lot  No.  1),  Edgemere,  Borough  of 
Queens. 

831-41-BZ — Application,  August  26,  1941,  under  section 

7h  of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Ocean-Gold  Realty  Corporation,  owner  (Ocean 
Edge  Baths — Hannah  Peck,  lessee),  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  34-01  Spray- 
view  avenue,  southwest  corner  of  Beach  34th  street  (Block 
No.  306,  Lot  No.  7),  Edgemere,  Borough  of  Queens. 

742-41-BZ — Application,  August  22,  1941,  under  section 
7h  of  the  zoning  resolution,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Simyron  Realty  Company,  owner,  to  permit  in 
a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  115  and  123  Beach  29th  street,  west  side,  140  ft. 
south  of  Lewmay  road  (Block  No.  301,  Lot  Nos.  38  and  42), 
Edgerpere,  Borough  of  Queens. 

461-42-BZ — Application,  June  9,  1942,  under  section  21 
of  the  zoning  resolution,  of  Lockwood  Greene  Engineers,  In¬ 
corporated,  applicant,  on  behalf  of  Defense  Plant  Corpora¬ 
tion,  owner  (Mergenthaler  Linotype  Company,  acting  as 
agent  for  owner),  to  permit  in  an  unrestricted  use  and  also 
1)4  times  height  district,  the  erection  and  maintenance  of  a 
factory  building  having  street  walls  exceeding  the  height 
limits  permitted  by  the  zoning  resolution  and,  also,  provid¬ 
ing  loading  space  for  four  (4)  trucks  instead  of  the  required 
space  for  ten  (10)  trucks;  premises  315-329  Park  avenue, 
north  side,  between  Ryerson  street  and  Grand  avenue,  47-57 
Ryerson  street  and  32-52  Grand  avenue  (entire  block)  ; 
(Block  No.  1877,  Lot  Nos.  60,  57,  44  and  part  of  Lot  No. 
1),  Borough  of  Brooklyn. 
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262- 42-BZ— Application,  March  31,  1942,  under  section 
7f  of  the  zonmg  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Welz  and  Zerweck,  owners  (Sebastian  Simone, 
lessee),  lo  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  maintenance  of  a  frame  building  for  the 
storage  of  six  (6)  motor  vehicles  and,  also,  the  parking  and 

of  more  than  five  (5)  motor  vehicles;  premises 
15  -1/3  Onderdonk  avenue  and  1851-1859  Troutman  street 
northwest  corner  (Block  No.  3394,  Lot  No.  1),  Maspeth! 
Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

263- 42- A— 159-173  Onderdonk  avenue  and  1-851-1859 
Troutman  street,  northwest  corner  (Block  No.  3394,  Lot 
No.  1),  Maspeth,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  30,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

384-42-A — 40  Hopkins  street,  south  side,  400  ft.  west  of 
Marcy  avenue  (Block  No.  1724,  Lot  No.  25),  Borough  of 
Brooklyn. 

311-42-A — 5501-5523  Sixth  avenue,  east  side,  block  front 
between  55th  and  56th  streets  (Block  No.  833,  Lot  No.  1)’, 
Borough  of  Brooklyn. 


the  parking  and  storage  of  more  than  five  (5)  motor  velii- 

me9^PIoo1S,ec  6?;02,*°  69-40  Austin  street  102-30  to 
^  b  (Stafford)  avenue,  southeast  corner  (Block  No 
3234,  Lot  No  110  and  part  of  Lot  No.  150),  Forest  Hills, 
Borough  of  Queens. 

228-42-BZ— Application,  March  20,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Thomson  Hill  Land  and  Im¬ 
provement  Company,  applicant  and  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles- 
premises  39-16  48th  avenue,  southwest  corner  of  39th  place 
(Block  No.  206,  Lot  No.  18),  Long  Island  City,  Borough  of 
Queens. 

1QA2 'BZ— Application,  January  5,  1942,  under  section  7f 
of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant,  on 
behalf  ot  Lina  S.  Kissam,  owner,  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  an  unrestricted  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  220-20  Jamaica  ave- 
south  side,  481.92  ft.  east  of  Springfield  boulevard 
(Block  No.  10793,  Lot  Nos.  37  and  45  and  Block  No.  10789, 
Lot  Nos.  37,  38  and  43),  Queens  Village,  Borough  of  Queens. 

283-42-BZ  Application,  April  6,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Abraham  J.  Halprin,  applicant, 
on  behalf  of  Hortense  C.  Badman,  executrix  of  Estate  of 
1  heodore  Badman,  owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles;  premises  222-228  East 
34th  street,  south  side,  275  ft.  east  of  Third  avenue  (Block- 
No.  914,  Lot  Nos.  46  to  49,  inclusive),  Borough  of  Man¬ 
hattan. 


JULY  7,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  July  7,  1942,  at 
10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters  : 

812-41-BZ — Application,  September  19,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  C.  J.  Neumann  Realty 
Corporation,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  reconstruction  and 
extension  of  a  gasoline  service  station;  premises  1916-1922 
Flatbush  avenue  and  3822-3832  Avenue  L,  southwest  corner 
(Block  No.  7815,  Lot  Nos.  32  and  35),  Borough  of  Brooklyn. 

559-37-BZ — Application  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Fellman  Realty  Corporation,  owner,  re¬ 
opened  April  28,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3996  Tenth  avenue  and  501  West 
213th  street,  northwest  corner  (Block  No.  2231,  part  of  Lot 
No.  17),  Borough  of  Manhattan. 

77-32-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Anagal  Realty  Company,  Incorporated, 
owner,  reopened  November  5,  1941,  under  sections  7c  and  21 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  maintenance  and  the  extension  of  a  gasoline  service 
station  (previously  granted  by  the  Board  for  a  temporary 
period)  ;  premises  181-07  Horace  Harding  boulevard,  north¬ 
east  corner  of  Utopia  parkway  (Block  No.  7065,  Lot  No.  5), 
Flushing,  Borough  of  Queens. 

213-42-BZ — Application,  March  18,  1942,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  S.  Worrall, 
Jr.,  applicant,  on  behalf  of  Cord  Meyer  Development  Com¬ 
pany,  owner  (Forest  Hills  Material  Company,  lessee),  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2)  years, 


807-40-BZ  Application  of  Richard  Stiegler,  applicant 
and  owner,  reopened  March  31,  1942,  under  sections  7f  and 
21  of  the  zoning  resolution,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (previously 
denied)  ;  premises  1168-1184  River  avenue,  east  side  129  ft 
north  of  McClellan  street  (Block  No.  2488,  part  of  Lot  Nos. 
1  and  12),  Borough  of  The  Bronx. 

276-42-BZ  Application,  April  1,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Joseph  B.  Lynch,  applicant,  on 
behalf  of  Louis  Iervolino  and  Thomas  Iervolino,  owners,  to 
permit  in  a  residence  use  district,  the  reconstruction  and 
change  of  occupancy  of  an  existing  garage  building  to  a 
gasoline  service  station;  premises  81  Rapelye  street,  north¬ 
west  corner  of  Hicks  street  (Block  No.  363,  Lot  No.  38), 
Borough  of  Brooklyn. 

1029-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Corporation  and  Staten 
Island  Rapid  1  ransit  Railroad  Company,  owners,  to  permit 
in  a  business  use  district,  the  extension  and  reconstruction 
of  an  existing  gasoline  service  station;  premises  263  Bay 
street  and  16  Hannah  street,  southeast  corner  (Block  No. 
487,  Lot  No.  42),  Tompkinsville,  Borough  of  Richmond. 

Appeals  from  Administrative  Decisions. 

432-42-A — 263  Bay  street  and  16  Hannah  street,  south¬ 
east  corner  (Block  No.  487,  Lot  No.  42),  Tompkinsville, 
Borough  of  Richmond. 

495-42-A— 263  Bay  street  and  16  Hannah  street,  south¬ 
east  corner  (Block  No.  487,  Lot  No.  42),  Tompkinsville, 
Borough  of  Richmond  (under  section  35,  General  City 
Law — re  bed  of  mapped  street). 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  16,  1942. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  June  9,  1942  and  luesday  afternoon, 
June  9,  1942,  were  approved  as  printed  in  Bulletin  No.  24, 
Vol.  27. 


ZONING  CASES. 

1031-41-BZ. 

APPLICANT— Max  Horn,  for  Mollie  Horn,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 133  Beach  72nd  street,  west 
side,  660  ft.  south  of  Rockaway  Beach  boulevard 
(Block  No.  608,  Lot  No.  89),  Arverne,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  withdrawn,  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Conpiissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


737-38-BZ. 

APPLICANT— Henry  Nordheim,  for  Mary  L.  Walker, 
owner. 

SUBJECT— Application  reopened  May  12,  1942  (re  decision 
of  the  acting  borough  superintendent)  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  (previously  denied). 
PREMISES  AF.FECTED — 1171-1185  River  avenue,  west 
side,  100  ft.  south  of  East  167th  street  (Block  No. 
2496,  Lot  No.  64),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  J.  T.  Riordan. 
For  Opposition:  Earl  I.  Gallant,  Augusta  Epstein, 
Abraham  Wilson  and  Joseph  Breidner. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (737-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for  a  term  of 
not  more  than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  premises  1183  River 
avenue,  west  side,  100  ft.  south  of  East  167th  street  (Block 
No.  2496,  Lot  No.  64),  Borough  of  The  Bronx,  was  denied 
by  the  Board  November  29,  1938 ;  and 
Whereas,  Henry  Nordheim,  for  Mary  L.  Walker,  owner, 
requested  reopening  of  the  application  under  section  7f  and 
21  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 


trict,  for  a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  premises  1171-1185 
River  avenue,  west  side,  100  ft.  south  of  East  167th  street 
(Block  No.  2496,  Lot  No.  64),  Borough  of  The  Bronx;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  May  12,  1942,  subject  to  usual  procedure ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
June  16,  1942,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  River  avenue,  Cromwell  avenue  and 
McClellan  street  are  in  business  and  residence  use  districts; 
East  167th  street  is  in  a  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
April  6,  1942,  reads : 

“Please  be  advised  that  your  application  for  a  certifi¬ 
cate  of  occupancy  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  at  the  above  premises,  is 
denied,  as  the  premises  are  located  in  a  business  dis¬ 
trict,  where  such  use  is  prohibited  by  Sec.  4,  Art.  2  of 
the  Zoning  Resolution  of  the  City  of  New  York.” 

and  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  200  ft.  and  a  depth  of  135  ft.  It  is  proposed 
to  use  the  plot,  for  a  term  of  two  (2)  years,  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  there  was  no  justification 
for  the  exercise  of  its  discretion  to  grant  a  variation  under 
section  7f  of  the  zoning  resolution,  and  that  the  applicant 
failed  to  substantiate  a  basis  to  warrant  exercise  of  discre¬ 
tion  to  grant  under  section  21  of  the  zoning  resolution,  and 
was  therefore  not  entitled  to  relief. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


638-40-BZ. 

APPLICANT— Nathaniel  T.  Helman,  for  Courtland  Realty 
Company  of  New  York,  owner  (Jules  Ullman, 
lessee ) . 

SUBJECT— Application  reopened  and  restored  to  calendar 
April  7,  1942  (re  decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
not  more  than  two  (2)  years,  the  parking  of  more 
than  five  (5)  motor  vehicles  (previously  with¬ 
drawn). 

PREMISES  AFFECTED — 41-48  80th  street,  west  side, 
125.39  ft.  north  of  Broadway  (Block  No.  1499,  part 
of  Lot  No.  1),  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES—  , 

For  Applicant:  Nathaniel  T.  Helman  and  Jules 
Ullman. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION  (638-40-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  affecting 
premises  79-01  Broadway  and  41-50  80th  street,  northwest 
corner  (Block  No.  1499,  part  of  Lot  No.  1),  Elmhurst, 
Borough  of  Queens,  was  withdrawn  June  17,  1941 ;  and 
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MINUTES 


Whereas  Nathaniel  T.  Helman,  for  Courtland  Realty 
Company  oi  New  \ork,  owner  (Jules  Ullman,  lessee),  re¬ 
quested  reopening  of  the  application,  under  sections  7g  and 
7h  of  the  zoning  resolution,  to  permit  in  a  residence  use 
district  the  parking  and  storage  of  more  than  five  (5)  motor 
lie  in6!;’  affecting  premises  41-48  80th  street,  west  side, 
1-5.31  ft  north  of  Broadway  (Block  No.  1499,  part  of  Lot 
ac^son  Heights,  Borough  of  Queens;  and 
W  hereas,  this  application  was  reopened  and  restored  to 
the  calendar  by  vote  of  the  Board  April  7,  1942,  subject  to 
usual  procedure;  and 

W  hereas  a  public  hearing  was  held  on  this  application  by 
the  Board  oi  Standards  and  Appeals,  at  its  regular  meeting, 
June  16  1942,  after  due  notice  by  publication  in  the  Bulletin 
ot  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  80th  street,  41st  avenue  and  79th 
street  are  each  in  residence  and  business  use  districts ; 
Broadway  is  in  a  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  March  26,  1942,  re  Misc.  Application  No.  921-1942 
reads : 

1.  Parking  lot  in  a  residence  use  district  is  prohibited 
by  the  Building  Zone  Resolution.  (Art.  II,  Sec.  3),  not 
further  considered.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
ol  ground  having  a  frontage  of  174.6  ft.  on  80th  street  with 
a  depth  of  189  ft.  It  is  proposed  to  use  the  plot  for  a  term 
of  two  (2)  years  for  the  parking  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7h  thereof, 
for  a  term  of  two  (2)  years,  to  permit  the  premises  to  be 
occupied  for  the  parking  and  storage  of  motor  vehicles,  on 
condition  that  only  those  of  the  pleasure  car  type  shall'  be 
so  stored  or  parked;  that  the  plot  shall  be  leveled  substan¬ 
tially  to  the  grade  of  80th  street  and  shall  be  surfaced  with 
clean  gravel,  steam  cinders  or  other  suitable  material,  prop¬ 
erly  rolled  and  bound  so  as  to  provide  a  reasonably  imper¬ 
vious  surface  and  graded  so  as  to  provide  surface  drainage ; 
and  that  on  the  interior  lot  lines  there  shall  be  erected  a 
substantial  woven  wire  fence  or  a  wood  picket  fence  to  a 
height  of  not  less  than  5  feet;  that  if  a  picket  fence  is 
erected,  it  shall  be  of  an  ornamental  design,  plans  for  which 
shall  be  submitted  to  the  Chairman  for  approval  in  behalf 
of  the  Board  before  filing  with  the  borough  superintendent ; 
that  if  a  wood  fence  is  erected,  it  shall  be  kept  painted  and 
in  good  repair ;  that  a  similar  fence  shall  be  erected  along 
the  street  building  line  of  80th  street  with  no  openings 
therein  except  one  toward  the  center  for  exit  and  entrance, 
not  exceeding  20  feet  in  width  with  curb  cut  opposite  of 
similar  width ;  that  during  the  term  of  this  variance  the 
premises  shall  be  occupied  for  no  other  use  than  that  herein 
permitted  and  no  building  shall  be  erected  on  the  premises, 
except  one  near  the  entrance  as  a  shelter  and  office  for  the 
attendant,  provided  said  building  does  not  exceed  125  sq.  ft. 
in  area  and  one  story  in  height;  that  such  building  may  be 
frame;  that  no  sign  shall  be  erected  on  the  premises,  except 
there  may  be  one  sign  attached  to  the  fence  at  the  80th 
street  entrance,  advertising  the  parking  and  storage  use  and 
the  rates  charged ;  that  such  portable  fire-fighting  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  adequate  aisles  shall  be  maintained  at  all  times 
for  easy  entrance  and  egress ;  that  proper  bumpers  shall  be 
maintained  along  the  fences  for  protection  to  same ;  that 
any  lights  for  general  illumination  shall  be  on  pipe  stand¬ 
ards,  not  over  12  ft.  in  height,  fitted  with  metallic  reflectors 
so  arranged  as  to  reflect  downwardly  and  toward  the  center 
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of  the  premises;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  three  (3)  months  from  the 
date  of  this  resolution. 


479-41-BZ. 

APPLICANT.  Harry  Schnoll  (lessee),  for  William  Eck- 
enfelder,  owner. 

SUBJECT  Application  (re  decision  of  the  acting  borough 
superintendent)  under  section  7f  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a 
temporary  term  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  to  be  operated  in  conjunction  with 
station  on  the  adjoining  lot. 

PREMISES  AFFECIED — 2450  White  Plains  road,  east 
side,  24.45  ft.  and  76  ft.  south  of  Mace  avenue 
(Block  No.  4430,  Lot  Nos.  19  and  21),  Borough 
of  The  Bronx. 

APPEARANCES— 

E°r  Applicant :  Louis  E.  Greenberg  and  Harry 
Schnoll. 

For  Opposition:  John  E.  Gannon,  Joseph  Roskin 
and  George  R.  Gerhard. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  (on  condition)  :  Commissioner  Sav¬ 
age  . .  j 

Negative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn  .  3 

THE  RESOLUTION  (479-41-BZ) 

Whereas,  Harry  Schnoll  (lessee),  for  William  Ecken- 
felder,  owner,  filed  on  May  27,  1942,  an  application  under 
section  7t  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  term  of  not  more  than  two  (2) 
years  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  to  be  operated  in  conjunction  with  the  gas  station 
on,  the  adjoining  lot ;  premises  2450  White  Plains  road,  east. 

^-45  ft.  and  76  ft.  south  of  Mace  avenue  (Block  No 
4430  Lot  Nos.  19  and  21),  Borough  of  The  Bronx;  and 
V\  hereas  a.  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 

ngi’i  iUne  r16,’  after  due  notice  by  publication  in  the 

Bulletm  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  White  Plains  avenue  and  Boston  road 
are  in  business  use  districts ;  Cruger  avenue  and  Mace  ave- 
nUware  eaC”  m  residef19e  and  business  use  districts;  and 
i  ,  UVM  decjsion  the  borough  superintendent, 

dated  May  1,  1941,  and  as  amended  February  19,  1942,  reads : 
Please  be  advised  that  your  application  for  a  certifi¬ 
cate  of  occupancy  for  use  of  the  above  premises  for  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  to  be  used  in  conjunction  with  the  gasoline 
service  station  on  the  adjoining  lot,  is  denied,  as  the 
premises  are  located  in  a  business  district,  where  such 
use  is  contrary  to  Art.  2,  Sec.  4  of  the  Zoning  Resolu¬ 
tion  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  102  ft.  on  White  Plains 
road  and  a  distance  of  142  ft.  along  the  south  lot  line  It 
is  proposed  to  use  the  plot  for  a  term  of  two  (2)  years 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  and  to  operate  this  lot  in  conjunction  with  the 
gasoline  service  station  on  the  plot  abutting  to  the  north; 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  f,  of  the  zoning  resolution. 

j  vt  that  the  decision  of  the  borough  superintendent 
Pte,,nd,lt  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


MINUTES 


842-41-BZ. 

APPLICANT — Max  Horn,  for  Gnssie  Schradnick,  owner. 
SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  on  the  same  premises  with  a  mul¬ 
tiple  dwelling,  the  parking  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 167  Beach  41st  street,  west 
side,  271.19  ft.  south  of  Edgemere  avenue  (Block 
No.  324,  Lot  No.  51),  Edgemere,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn  and  G.  Schrad¬ 
nick. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . .  0 

THE  RESOLUTION  (842-41-BZ) 

Whereas,  Max  Horn,  for  Gussie  Schradnick,  owner,  filed 
on  September  30,  1941,  an  application  under  section  7h  of 
the  zoning  resolution,  to  permit  in  a  residence  use  district, 
for  a  term  of  two  (2)  years,  on  the  same  premises  with  a 
multiple  dwelling,  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  167  Beach  41st  street,  west  side,  271.19 
ft.  south  of  Edgemere  avenue  (Block  No.  324,  Lot  No.  51), 
Edgemere,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
June  16,  1942,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals  ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  41st  street,  Beach  42nd  street 
and  Edgemere  avenue  are  in  residence  use  districts  ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  8,  1941,  re  Alt.  Applic.  No.  7798-41,  reads: 
“Building  at  the  above  location  is  recorded  as  a  multi¬ 
ple  Dwelling  Class  ‘B’. 

Parking  of  motor  vehicles  on  Multiple  Dwelling  prem¬ 
ises  is  contrary  to  Sec.  58  and  60  Multiple  Dwelling 
Law. 

Not  further  examined  as  to  M.  D.  Law  pending 
above. 

1.  The  parking  of  cars  on  a  plot  located  in  a  resi¬ 
dence  zone,  is  contrary  to  article  2,  section  3  of  the 
Zoning  Law. 

Not  further  considered.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  80  ft.  and  a  depth  of  100  ft.  Upon  the.  north 
part  of  the  plot  there  is  a  3-story  frame  dwelling.  It  is  pro¬ 
posed  to  use  the  south  part  of  the  plot,  having  a  frontage  of 
30  ft.  for  a  term  of  two  (2)  years,  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof,  for  a 
term  of  two  (2)  years,  to  permit  the  parking  and  storage  of 
motor  vehicles,  on  condition  that  only  motor  vehicles  of  the 
pleasure  car  type  shall  be  so  stored  and  parked;  that  such 
motor  vehicles  shall  be  stored  only  on  the  easterly  portion 
of  the  lot  with  a  frontage  of  30  ft.  on  Beach  41st  street  and 
not  nearer  than  5  ft.  to  the  southerly  wall  of  the  multiple 


dwelling  on  the  plot;  that  the  occupancy  of  this  plot  shall 
be  solely  for  motor  vehicles  owned  by  the  tenants  or  boarders 
in  the  multiple  dwelling  on  the  plot  and  their  visitors;  that 
such  lot  may  be  used  in  conjunction  with  the  parking  per¬ 
mitted  under  Cal.  No.  1027-41-BZ  on  the  adjoining  lot  No. 
13  to  the  rear;  that.no  signs  shall  be  erected  on  the  premises 
advertising  the  parking  and  storage  use  except  a  sign  stating 
the  limitation  of  use  as  above  stated;  that  a  proper  fence 
shall  be  maintained  along  the  lot  line  to  the  south ;  that  any 
curb  cut  to  Beach  41st  street  shall  not  exceed  10  ft.  in 
width ;  that  the  lot  shall  be  leveled  and  adequately  surfaced 
to  the  satisfaction  of  the  borough  superintendent ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within  two 
(2)  months  from  the  date  of  this  resolution. 


1021-41-BZ. 

APPLICANT— Max  Horn,  for  Henry  H.  Ruttenberg, 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 22-23  Edgemere  avenue,  267 
Fernside  place,  southwest  corner  and  266  Watjean 
court  (Block  No.  271,  Lot  Nos.  1,  38,  46  and  48), 
Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn,  Henry  H.  Rutten¬ 
berg  and  Helen  Nemeth. 

For  Opposition:  Louis  Levitan  and  M.  Berkowitz. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . .  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (1021-41-BZ) 

Whereas,  Max  Horn,  for  Henry  H.  Ruttenberg,  owner, 
filed  on  November  27,  1941  an  application  under  section  7h 
of  the  zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  the  parking  of  more 
than  five  (5)  motor  vehicles;  premises  22-23  Edgemere 
avenue  and  267  Fernside  place,  southwest  corner,  and  266 
Watjean  court  (Block  No.  271,  Lot  Nos.  1,  38,  46,  48), 
Edgemere,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet-  ; 
ing,  June  16,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals  ;■  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Fernside  place,  Edgemere  avenue  and 
Watjean  court  are  in  residence  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  25,  1941  on  Misc.  Applic.  No.  6024-41, 
reads : 

“1.  The  storage  or  parking  of  motor  vehicles  in  a 
residence  district  is  contrary  to  Article  II,  sec.  3  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  450  ft.  on  Fernside  place, 
115  ft.  on  Watjean  court  and  129  ft.  on  Edgemere  avenue. 

It  is  proposed  to  use  the  plot,  for  a  term  of  two  (2)  years, 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 
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1022-41-BZ. 

AF  PLICAN1 — Max  Horn,  for  Dorothy  Jacobs  and  Hor- 
rr.j£??se  ^^rgolis,  owners  (Dorothy  Jacobs,  lessee). 
bUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7 h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  on  the  same  premises  with  a  multiple 
dwelling,  the  parking  of  more  than  five  (5)  motor 
vehicles. 

I  REMISES  AFFEC1  ED — 124-128  Beach  63rd  street,  east 
side,  355  ft.  south  of  Larkin  avenue  (Block  No.  355, 
Lot  No.  24  and  part  ot  Lot  No.  16),  Arverne,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

F'or  Applicant:  Mrs.  Max  Horn  and  Dorothy 
Jacobs. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks, 
f'or  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
1  H  E  v  OT E — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (1022-41-BZ) 

Whereas,  Max  Horn,  for  Dorothy  Tacobs  and  Hortense 
Margolis,  owners  (Dorothy  Jacobs,  lessee),  filed  on  Novem¬ 
ber  27,  1941  an  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for  a  term 
of  two  (2)  years,  on  the  same  premises  with  a  multiple 
dwelling,  the  parking  of  more  than  five  (5)  motor  vehicles; 
premises  124-128  Beach  63rd  street,  east  side,  355  ft.  south  of 
Larkin  avenue  (Block  No.  355,  Lot  No.  24  and  part  of  Lot 
No.  19),  Arverne,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
June  16,  1942,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  63rd  street,  Beach  62nd  street 
and  Larkin  avenue  are  in  residence  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
November  25,  1941  on  Misc.  Applic.  No.  1 1061-41  reads: 

“2.  The  use  of  these  premises  for  the  parking  of 
motor  vehicles  in  a  residence  district  is  contrary  to  Art. 
2,  Sec.  3  of  the  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  200  ft.  and  a  depth  of  100  ft.  Upon  the  north 
part  of  the  plot  there  is  a  2}/2  story  frame  dwelling.  It  is 
proposed  to  use  part  of  the  plot,  having  a  frontage  of  65  ft. 
and  a  depth  of  100  ft.,  for  a  term  of  two  (2)  years,  for  the 
parking  of  more  than  five  (5)  motor  vehicles. 

Whereas,  the  premises  and  the  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7h  thereof,  for 
a  term  of  two  (2)  years,  to  permit  the  premises  as  proposed, 
consisting  of  the  southerly  portion  of  Lot  No.  24,  with  a 
frontage  of  15  feet,  and  the  northerly  portion  of  lot  19  ad¬ 
joining,  with  a  frontage  of  50  feet,  making  a  total  of  65  feet, 
to  be  used  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles,  on  condition  that  only  motor  vehicles  of 
the  pleasure-car  type  shall  be  so  stored  or  parked ;  that  such 
motor  vehicles  shall  be  restricted  to  those  owned  by  the 
tenants  in  the  multiple  dwelling  on  lot  24  and  their  visitors; 
that  adequate  fences  shall  be  maintained  on  the  interior  lot 
lines;  that  the  plot  to  be  occupied  for  parking  shall  be  prop¬ 
erly  leveled  and  surfaced  to  the  satisfaction  of  the  borough 


superintendent;  that  any  curb  cut  from  Beach  63d  street 
shall  not  exceed  10  feet  in  width;  that  no  signs  shall  be 
permitted  on  the  premises  advertising  the  parking  use  except 
a  sign  stating  the  limitations  above  stated ;  that  all  permits 
leqmred  shall  be  obtained  and  all  work  completed  within  two 
(2)  months  from  the  date  of  this  resolution. 


1027-41-BZ. 

APPLICANT.  Max  Horn,  for  Evelyn  Syrkin  Cherry, 
°Wner  (Uouis  Schradnick,  lessee). 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1 70  Beach  42nd  street,  east 
side,  97  ft.  north  of  Boardwalk  (Block  No  324 

APPEARANCES-’  Edgemere’  BorouSh  of  Queens. 

For  Applicant :  Mrs.  Max  Horn  and  G.  Schradnick 
For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
B'or  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE1  VOTeT  B°Ard— Application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  n 


THE  RESOLUTION  (1027-41-BZ) 

Whereas,  Max  Horn,  for  Evelyn  Syrkin  Cherry,  owner 
(Louis  Schradnick,  lessee),  filed  on  November  27  1941  an 
application  under  section  7h  of  the  zoning  resolution’  to 
permit  in  a  residence  use  district,  for  a  term  of  two  ’(2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  170  Beach  42nd  street,  east  side  97  ft 
north  of  Boardwalk  (Block  No.  324,  Lot  No.  13),  Edgemere 
Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
June  16,  1942,  after  the  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  41st,  Beach  42nd  streets  and 
Boardwalk  are  in  residence  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  No.  11060-41,  dated  November  25,  1941,  reads: 

“1.  The  use  of  these  premises  for  the  parking  of 
motor  vehicles  in  a  residence  district  is  contrary  to  "Art. 
2,  Sec.  3  of  the  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  80  ft.  and  a  depth  of  100  ft.  It  is  proposed 
to  use  the  plot  for  a  term  of  two  (2)  years,  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof,  for  a 
term  of  two  (2)  years,  to  permit  the  parking  and  storage 
of  motor  vehicles  on  condition  that  only  motor  vehicles  of 
the  pleasure  car  type  shall  be  so  stored  or  parked ;  that 
such  lot  may  be  used  in  conjunction  with  the  parking  lot 
granted  under  resolution  adopted  under  Cal.  No.  842-41 -BZ 
covering  the  premises  in  the  rear,  Lot  No.  51  in  Block  No. 
324  and  under  the  limitations  stated  therein :  that  no  signs 
shall  be  erected  on  the  premises  advertising  the  parking  and 
storage  use  except  a  sign  reading  for  guests  only ;  that  an 
adequate  fence  shall  be  maintained  along  the  interior  lot 
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lines  except  the  lot  line  separating  lot  13  from  lot  51 ;  that 
any  curb  cut  to  Beach  42nd  street  shall  not  exceed  10  ft.  in 
width ;  that  the  lot  shall  be  leveled  and  adequately  surfaced 
to  the  satisfaction  of  the  borough  superintendent;  that  all 
permits  shall  be  obtained  and  all  work  completed  within  two 
(2)  months  from  the  date  of  this  resolution. 


1032-41-BZ. 

APPLICANT — Max  Horn,  for  Jacob  Liebowitz,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  and  the  main¬ 
tenance  of  a  one  (1)  car  (non-accessory  garage). 
PREMISES  AFFECTED— 175  Beach  72nd  street,  west 
side,  259  ft.  south  of  Rockaway  Beach  boulevard 
(Block  No.  608,  Lot  No.  69),  Arveme,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn  and  Jacob  Liebo¬ 
witz. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 

THE  RESOLUTION  (1032-41-BZ) 

Whereas,  Max  Horn,  for  Jacob  Liebowitz,  owner,  filed 
on  November  27,  1941,  an  application,  under  sections  7h  and 
21  of  the  zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  term  of  two  (2)  j'ears,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  and  the  maintenance  of 
a  one-car  (non-accessory)  garage;  premises  175  Beach  72nd 
street,  west  side,  259  ft.  south  of  Rockaway  Beach  boulevard 
(Block  No.  608,  Lot  No.  69),  Arverne,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
June  16,  1942,  after  due  notice  bv  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  73d  street  and  Beach  72nd  street 
are  each  in  residence  and  business  use  districts;  Rockaway 
Beach  boulevard  is  in  a  business  use  district;  and 

Whereas,  the  decision  of  the  borough'  superintendent, 
dated  November  25,  1941,  and  as  amended  April  27,  1942, 
reads : 

“1.  The  use  of  these  premises  for  the  parking  of 
motor  vehicles  and  a  one-car  garage  as  a  non-arcessorv 
use  in  a  residence  district  is  contrary  to  Art.  2,  sec.  3, 
subdivision  9  of  the  Zone  Resolution. 

Not  further  considered.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  80  ft.  on  Beach  73rd  street,  80  ft.  on  Beach 
72nd  street  and  a  depth  of  86  ft.  Upon  the  Beach  73d  street 
frontage  of  the  plot  there  is  a  frame  one-car  (non-accessorv) 
garage.  It  is  proposed  to  maintain  this  garage,  and  also,  for 
a  term  of  two  (2)  years,  to  use  the  remainder  of  the  plot 
for  parking  and  storage  of  more  than  five  (5)  motor  vehi¬ 
cles  :  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 


be  and  it  hereby  is  granted  under  section  7h  thereof,  for  a 
term  of  two  (2)  years  from  the  date  of  this  resolution,  to 
permit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  motor  vehicles,  on  condition  that  only  motor  vehi¬ 
cles  of  the  pleasure-car  type  shall  be  so  stored  or  parked  ; 
that  such  parking  and  storage  shall  be  limited  to  the  guests 
of  the  adjoining  multiple  dwelling  on  lot  73  and  their 
visitors ;  that  the  plot  shall  be  properly  graded  and  surfaced 
to  the  satisfaction  of  the  borough  superintendent ;  that  ade¬ 
quate  fences  shall  be  maintained  on  the  interior  lot  lines  to 
the  north  and  a  continuous  hedge  on  the  lot  line  to  the  west 
along  Beach  73d  street ;  that  a  barricade  or  bumper  shall  be 
installed  within  ten  (10)  feet  of  such  hedge,  so  that  cars 
will  not  be  permitted  to  park  within  ten  (10)  feet  thereof; 
that  any  curb  cut  to  Beach  72nd  street  shall  not  exceed  10 
feet  in  width ;  that  no  signs  shall  be  erected  on  the  premises, 
except  there  may  be  a  sign,  reading,  “Parking  for  Guests  of 
No.  63  Beach  72d  Street  Only”;  that  during  the  term  of  this 
permit  the  premises  shall  be  used  for  no  other  use  than 
that  granted  herein ;  that  all  permits  required  shall  be  ob¬ 
tained  and  all  work  completed  within  two  (2)  months  from 
the  date  of  this  resolution. 


57-42-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Hyman  Ashkin- 
azy,  owner. 

SUBJECT- — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 446-456  Riverdale  avenue  and 
512-522  Snediker  avenue,  southwest  corner  (Block 
No.  3833,  Lot  No.  26),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Hyman  Ash- 
kinazy. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks, 
and  Lena  Frasch. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  'GRANT— 

Affirmative  (on  condition)  :  Commissioner  Sav¬ 
age  . . .  1 

Negative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn  .  3 


THE  RESOLUTION  (57-42-BZ) 

Whereas,  Lama  and  Proskauer,  for  Hyman  Ashkinazy, 
owner,  filed  on  January  16,  1942,  an  application  under  sec-  i 
tion  7h  of  the  zoning  resolution,  to  permit  in  a  business  use  j 
district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises  446- 
456  Riverdale  avenue  and  512-522  Snediker  avenue,  south¬ 
west  corner  (Block  No.  3833,  Lot  No.  26),  Borough  of 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  16,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Snediker  avenue  is  in  residence  and  1 
business  use  districts;  Van  Sinderen  avenue  is  in  an  unre¬ 
stricted  use  district ;  Riverdale  avenue  is  in  business  and 
unrestricted  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  6,  1942,  re  B.  N.  Applic.  No.  3686-41,  reads: 

“Parking  and  storage  of  more  than  five  motor  vehi-  f 
cles  in  a  business  use  district  is  prohibited  by  Art.  TT, 
Sec.  4(a),  sub.  15  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Snediker  avenue  and  100  ft.  on  i 
Riverdale  avenue.  It  is  proposed  to  use  the  plot  for  a  term  j 
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of  two  (2)  years  for  the  parking  and  storage  of  more  than 
hve  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  tor  the  exercise  of  its  discretion  to  grant  a  zoning 
luti(fnCe  UnC^er  sectlon  subdivision  h,  of  the  zoning  reso- 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  JUNE  16,  1942. 

Blum  a'„"d  DeJluirCWef  Gunnk'  Coramissioners 


132-42-BZ. 

APPLICANT  N.  T.  Helman,  for  Queensboro  Investing 

ct  to  ’•  °^ner  (Ju^es  Ullman,  lessee). 

oUBJh.Cl  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7 h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
Jhan  nve  (5)  motor  vehicles. 

i PREMISES  AFFECTED — 37-36  83rd  street,  west  side,  240 
ft.  south  of  37th  avenue  (Block  No.  1470,  Lot  No. 

APPEARANCES—  Heights’  BorouSh  of  Queens. 

For  Applicant:  Nathaniel  T.  Helman,  Frank  K 
Allen  and  Jules  Ullman. 

For  Opposition:  Josephine  A.  Perrone,  George  A. 
Haupt  and  S.  Arnold. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  g 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 


ZONING  CASES. 

708-38-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Patrick  Carroll 
owner.  ’ 

SUBJECT  Application  for  consideration — reopening  and 
l  Clearing  re  parking  use — re  Application  (decision 
ot  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  the  extension  of  a 
gas°hne  service  station. 

PREMISES  AFFECTED — 92-28  Horace  Harding  boule- 
n  on??thTeast  ,c?me!:  of  boulevard  (Block 

ofQueens  Eot  ^°S'  ^  an(f  Elmhurst,  Borough 
APPEARANCES— 

*  For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  "  q 


THE  RESOLUTION  (132-42-BZ) 

V  hereas,  N.  T.  Helman,  for  Queensboro  Investing  Com- 
pany,  owner  (Jules  Ullman,  lessee),  filed  on  February  17, 
iy42  an  application  under  section  7h  of  the  zoning  resolution, 
:°  Permit  in  a  residence  use  district,  for  a  term  of  two  (2) 
years  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  37-36  83rd  street,  west  side,  240  ft.  south 
)f  37th  avenue  (Block  No.  1470,  Lot  No.  24),  Tackson 
Heights,  Borough  of  Queens;  and 

Whereas  a  public  hearing  was  held  on  this  application 
)>  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
ng  June  16  1942,  after  due  notice  by  publication  in  the 
Bulletm  of  the  Board  of  Standards  and  Appeals ;  and 
whereas,  the  use  district  maps  accompanying  the  zoning 
esolution  show  that  83rd  street  is  in  residence  and  business 
ise  districts ;  82nd  street  is  in  business  and  residence  use 
[  istricts ,  Roosevelt  avenue  and  37th  avenue  are  in  business 
Use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
hated  January  24th,  1942,  re  Misc.  Application  No  313-1942 
I  eads :  ’ 

1.  The  storage  or  parking  of  motor  vehicles  in  a 
residence  district  is  contrary  to  Article  II,  Sec.  3  of  the 
Zoning  Resolution.” 
nd 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
frontage  of  200  ft.  and  a  depth  of  100  ft.  It  is  proposed 
h  use  the  plot  for  a  term  of  two  (2)  years  for  the  parking 
nd- storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in- 
hected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica- 
on  tor  the  exercise  of  discretion  to  grant  a  zoning  vari- 
jce  under  section  7,  subdivision  h,  of  the  zoning  resolution. 

Resolved  that  the  decision  of  the  borough  superintendent 
\-  and  it  hereby  is  affirmed  and  that  the  application  be  and 
hereby  is  denied. 


djourned:  12:45  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


193-27-BZ. 

APPLICANT— Lauritz  Lauritzen,  for  Industrial  Home  for 
the  Blind,  owner. 

SI  BJECT— Application  for  consideration— reopening  and 
amendment  of  resolution— re  Application  (decision 
°  j  superintendent  of  buildings)  previously 
granted  on  condition,  under  section  7a  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  m  a  residence  use  district,  the  erection  and 

DDrm^!?tenance  of  a  factory  building. 

PREMISE  AFFECTED— 510-520  Cafes  avenue,  south 
IftM  Y  AwesY of  Tompkins  avenue  (Block  No 

APPEARANCES-— °S  ^  Borough  °f  B™>kly„. 

For  Applicant :  Lauritz  Lauritzen  and  Peter  1 
Salmon.  J ' 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

TH  TION— E  T°  RE0PEN  AND  AMEND  RESOLU- 
Affirmative:  Chairman  Murdock,  Commissioners 
Negative^6  ^  B  Um  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (193-27-BZ) 

use'dSri^anrln  aPPhcation,  to  permit  partly  in  a  business 
use  disti  ict  and  partly  in  a  residence  use  district  the  erection 
and  maintenance  of  a  factory  building,  premises  M0  S20 

(B  l^NTlkutoi Ne'  8?uft'  rA  °i  Tonkins  avenge 

t -Block  i\o.  1814,  Lot  Nos.  24  and  30),  Borough  nf  Rrnnl.- 

lyn,  was  granted  by  the  Board  May  17,  1927,  on  certain  con- 

ditions;  resolution  amended  October  6,  1931-  and 

ofYhfStica  aPP'iCant  re<1,,eS,ed  a  h'rt^r  amendment 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  ainend  the  resolution  adopted  on  May  17  1927  as 
amended  October  6,  1931,  by  adding  thereto:  ’ 

that  during  the  term  of  the  present  emergency  in  view 
of  the  defense  zvork.  the  limitation  herein  included  as 
to  working  hours  may  be  waived,  provided,  however 
liaj  reasonable .  protection  is  taken  to  minimize  noise 
and  possible  nuisance  to  the  adjoining  property  owners .” 
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736-38-BZ. 

APPLICANT— Rockefeller  Center,  Incorporated,  owner. 
SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  permitting  in  a  retail  use  district,  the 
installation  of  a  gasoline  dispensing  system,  with 
sale  of  gasoline  to  patrons  and  to  service  cars  with 
oil  and  lubrication  in  a  garage  (permission  to  erect 
which  was  granted  by  the  Board  under  section  7 g 
of  the  zoning  resolution),  on  the  48th  street  side  of 
the  building. 

PREMISES  AFFECTED— 25-53  West  48th  street,  north 
side,  237  ft.  7)4  in.  east  of  Sixth  avenue  and  26-52 
West  49th  street  (Block  No.  1264,  Lot  No.  10), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lester  L.  Abberley. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended.  _ 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (736-38-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning 
resolution,  to  permit  in  a  retail  use  district,  the  erection 
and  maintenance  of  a  building  to  be  occupied  as  a  garage  for 
more  than  five  (5)  motor  vehicles  and  offices,  premises 
25-53  West  48th  street,  north  side,  237  ft.  7)4  in.  east  of 
Sixth  avenue  and  26-52  West  49th  street  (Block  No.  1264, 
Lot  No.  10),  Borough  of  Manhattan,  was  granted  by  the 
Board  October  4,  1938,  on  certain  conditions ;  the  resolution 
amended  May  23,  1939,  October  3,  1939,  January  3,  1940 
and  July  1,  1941;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution,  and  stated  that  during  present  conditions 
the  parking  use  had  greatly  diminished  and  for  that  reason 
desired  to  occupy  part  of  the  cellar  space  during  the  present 
emergency  only,  for  dead  storage  of  motor  vehicles. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  4,  1938  as 
amended  through  July  1,  1942,  by  adding  thereto: 

“that  during  the  term  of  the  present  emergency  the 
entire  space  in  the  second  sub-cellar  and  sub-cellar  may 
be  occupied  for  the  dead  storage  of  motor  vehicles  on 
condition  that  while  such  spaces  are  so  occupied,  no 
portion  of  the  spaces  shall  be  occupied  for  the  transient 
parking  hereinbefore  permitted;  that  the- ventilating  sys¬ 
tem  shall  be  maintained  at  all  times;  that  in  all  other 
respects  the  requirements  of  the  resolution  as  adopted 
by  the  Board  shall  be  complied  with 


597-39-BZ. 

APPLICANT— Socony- Vacuum  Oil  Company,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  sections  7c  and  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
alteration  and  extension  of  an  existing  gasoline  ser¬ 
vice  station. 

PREMISES  AFFECTED — 84-04  Parsons  boulevard  and 
152-16  84th  avenue,  southwest  corner  (Block  No. 
9751,  Lot  No.  1),  Tamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION  (597-39-BZ) 

Whereas,  this  application,  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
alteration  and  extension  of  an  existing  gasoline  service  sta¬ 
tion,  premises  84-04  Parsons  boulevard  and  152-16  84th  ave¬ 
nue,  southwest  corner  (Block  No.  9751,  Lot  No.  1),  Jamaica, 
Borough  of  Queens,  was  granted  by  the  Board  December 
12,  1939,  and  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  12,  1939 
by  adding  thereto : 

“that  until  the  street  widening  along  Parsons  boulevard 
has  been  effected,  the  pumps  may  be  located  at  points 
indicated  on  plans  marked  ‘Received  June  5,  1942’  as 
Points  1  and  2  on  condition  that  upon  the  widening  of 
the  roadivay  of  Parsons  boulevard  as  proposed,  the 
requirements  of  the  Board’s  resolution  of  December  12, 
1939  shall  be  complied  with  in  all  respects.” 


209-41-BZ. 

APPLICANT — Abraham  Braslow,  for  Dora  Blumenson, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  two  (2)  illuminated  business  signs  and, 
also,  the  illumination  and  maintenance  of  a  third 
(3rd)  business  sign. 

PREMISES  AFFECTED— 2235-2237  Grand  Concourse, 
west  side,  42.9  ft.  north  of  East  182nd  street  (Block- 
No.  3163,  Lot  No.  38),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Abraham  Braslow. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative:  .  0 

THE  RESOLUTION  (209-41-BZ) 

Whereas,  this  application,  to  permit  in  a  residence  use 
district,  the  maintenance  of  two  (2)  illuminated  business 
signs  and  also  the  illumination  and  maintenance  of  a  third 
(3rd)  business  sign,  premises  2235-22 37  Grand  concourse, 
west  side,  42.9  ft.  north  of  East  182nd  street  (Block  No. 
3163,  Lot  No.  38),  Borough  of  The  Bronx,  was  granted  by 
the  Board  March  10,  1942,  on  certain  conditions,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  and  owner  requested  an 
extension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  10,  1942  only 
so  far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  the  work  so  that  as  amended  this  portion  of  the 
resolution  shall  read :  _  ■ 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  ( 1 )  year  from  the  date  of  this 
amended  resolution.” 


1081-41-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Francis  H.  Luce, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7e  of  the  zoning  resolu¬ 
tion,  permitting  in  a  local  retail  use  district,  the 
conversion  of  occupancy  of  the  cellar  story  of  a 
building  to  a  bowling  alley;  the  said  bowling  alley 
having  a  proposed  entrance  located  more  than 
twenty-five  (25)  feet  from  the  business  street. 
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PREMISES  At  FECI  ED — 102-43  to  102-55  Queens  boule¬ 
vard,  northeast  corner  of  68th  road  (Block  No. 

APPEARANCES—0  F°reSt  BorouSh  of  Queens. 

A„TIn,for  Applicant:  Alfred  A.  Lama  and  M.  P.  Jackson. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative  :  C  hairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  ( 1081-41 -BZ) 

Whereas,  this  application,  to  permit  in  a  local  retail  use 
district,  the  conversion  of  occupancy  of  the  cellar  story  of 
a  building  to  a  bowling  alley,  the  said  bowling  alley  having 
a  proposed  entrance  located  more  than  25  feet  from  the 
business  street,  premises  102-43  to  102-55  Queens  boulevard, 
northeast  corner  of  68th  road  (Block  No.  2137,  Lot  No.  1), 
Forest  Hills,  Borough  of  Queens,  was  granted  by  the  Board 
March  31,  1942,  on  certain  conditions  under  section  7e  of  the 
zoning  resolution,  and  applicant  requested  an  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  31,  1942  by 
adding  thereto : 

“that  in  the  event  the  borough  superintendent  finds  that 
the  exits  as  shown  on  plans  filed  with  this  appeal  are 
adequate  without  the  stairway  shown  leading  to  Queens 
boulevard  at  the  northerly  side,  such  stairway  may  be 
omitted  if  not  required  by  law.” 


1-42-BZ. 

APPLICANT — Melvin  C.  Schwartz,  for  Interborough 
Leasing  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 62-28  to  62-36  Junction  boule¬ 
vard,  93-26  to  93-56  62nd  road,  southwest  comer 
and  98-19  to  98-27  62nd  drive  (Block  No.  2078,  Lot 
Nos.  29  and  37),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  A.  Lama  and  Melvin  C.  Schwartz. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (1-42-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  62-28  to  62-36  Junction  boulevard,  93-26  to  93-56 
62nd  road,  southwest  corner  and  98-19  to  98-27  62nd  drive 
(Block  No.  2078,  Lot  Nos.  29  and  37),  Forest  Hills,  Bor¬ 
ough  of  Queens,  was  granted  by  the  Board  March  3,  1942, 
on  certain  conditions,  and  owner  requested  an  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  3,  1942  by 
adding  thereto : 

“that  in  the  event  the  owner  desires  to  erect  a  wood 
fence  in  lieu  of  the  woven  wire  fence  hereinbefore  re¬ 
quired,  such  fence  may  be  constructed  provided  it  is  of 


the  design  of  any  of  the  picket  types' A,  B,  D,  E,  F 
CUy  as  indicated  on  plans  marked  ‘Received  June  15, 
1942  ;  that  such  fence  shall  be  maintained  in  good  con¬ 
dition  at  all  times  and  kept  painted;  that  the  require¬ 
ments  of  the  resolution  shall  be  complied  with  in  all 
other  respects  including  the  planting  behind  the  fence.” 
and  does  hereby  amend  the  resolution  of  March  3,  1942  so 
that  this  portion  of  the  resolution  shall  read : 

that  there  may  be  a  building  to  be  occupied  solely  as 
an  office  and  shelter  for  the  attendant  provided  such 
building  does  not  exceed  125  sq.  ft.  in  area  and  is  not 
over  1  story  in  height;  that  such  building  may  be  of 
frame.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

311-42-A. 

APPLICANT — Kamel  D.  Mahfouz,  et  ah,  adjoining  prop¬ 
erty  owners. 

OWNER  OF  PREMISES — No.  97  Realty  Corporation 
(Thrift  Auto  Parking,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  Certificate  of  Occupancy 
No.  104904-42. 

PREMISES  AFFECTED — 5501-5523  Sixth  avenue,  east 
side,  block  front  between  55th  and  56th  streets 
(Block  No.  833,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Geo.  K.  Mahfouz,  R.  A.  Dickinson, 
Kamel  D.  Mahfouz,  Louis  Mahfouz,  Helen 
Petersen  and  others. 

For  Opposition :  Michael  Flax,  I.  Flax,  Wm.  Tarna- 
pol  and  Daniel  Gutman. 

For  Administration :  Morris  Hannes,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  30,  1942  at  2 
P.  M.  for  further  consideration  by  the  Board. 


384-42-A. 

APPLICANT — John  M.  Baker,  for  York  Feather  and 
Down  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 40  Hopkins  street,  south  side, 
400  ft.  west  of  Marcy  avenue  (Block  No.  1724, 
Lot  No.  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  John  M.  Baker. 

For  Administration:  Fred  Dahlem  and  Morris 
Hannes,  Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  30,  1942  at  2 
P.  M.  for  further  consideration  by  the  Board. 


354-42-A. 

APPLICANT— Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 48  Greenleaf  avenue,  west  side, 
95  ft.  5  in.  north  of  Marion  avenue  (Block  No.  236, 
Lot  No.  69),  West  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Irving  M.  Fenichel. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Placed  on  reserve  calendar  pend- 
ing  filing  of  application  for  zoning  variance  or 
action  on  Cal.  No.  893-41 -BZ. 


393-42-A. 

APPLICANT— Schreibman  and  Feldman,  lessee,  Estate  of 
J.  A.  Zibell,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 
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PREMISES  AFFECTED— 273  Water  street,  southeast 
side,  77  ft.  west  of  Dover  street  (Block  No.  107, 
Lot  No.  48),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Leon  E.  Chernis  and  Samuel  Kofka. 
For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn,  pending  deci¬ 
sion  of  Fire  Department  as  to  acceptance  of  fire 
extinguishing  system. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


406-42-S. 

APPLICANT — Elias  Rothschild  and  Co.,  Inc.,  for  C.  Lud¬ 
wig  Bauman  and  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 49-73  Junius  street  and  171-181 
Liberty  avenue,  northeast  corner  (Block  No.  3675, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  P.  Whiskeman. 

ACTION  OF  BOARD— Appeal  withdrawn,  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

N  egative :  .  0 


431-42-A. 

APPLICANT — C.  H.  Wilson,  for  Bush  Terminal  Company, 
owner  (Norton  Lilly  Company,  lessee). 

SUBJECT — -Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — Foot  of  49th  street,  533  ft.  west 
of  First  avenue,  Pier  No.  2,  East  River  (Block  No. 
725,  Lot  No.  1),  Bush  Terminal,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Robt.  E.  Ireton. 

ACTION  OF  BOARD — Appeal  withdrawn,  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
N  egative :  .  0 


103 1-40- A. 

APPLICANT — Charles  Wurschinger,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 64  Park  avenue,  west  side,  50 
ft.  north  of  Ann  street  (Block  No.  1004,  Lot  No. 
27),  Port  Richmond,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION  (1031-40- A) 

Whereas,  Charles  Wurschinger,  owner,  filed  on  October 
28,  1940,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  64  Park  avenue,  west  side,  50  ft. 
north  of  Ann  street  (Block  No.  1004,  Lot  No.  27),  Port 
Richmond,  Borough  of  Richmond ;  and 
Whereas,  the  applicant  failed  to  complete  the  papers  in 
the  subject  case,  although  duly  notified  to  do  so,  and  at  the 


hearing  there  was  no  appearance  made  on  behalf  of  the 
applicant. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


361-42-S. 

APPLICANT — Robert  Teichman,  for  E  and  A  Building 
Corporation,  owner  (Aero  Spark  Plug  Company, 
Incorporated,  lessee). 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 633-635  Greenwich  street,  75-89 
Morton  street,  northeast  corner  and  99-101  Barrow 
street  (Block  No.  603,  Lot  No.  49),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  Teichman  and  J.  S.  Dudley. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (361-42-S) 

Whereas,  Robert  Teichman  for  E  and  A  Building  Cor¬ 
poration,  owner  (Aero  Spark  Plug  Company,  Inc.,  lessee), 
filed  on  April  3,  1942,  an  application  for  a  variation  from 
the  requirements  of  the  Labor  Law,  affecting  premises  633- 
635  Greenwich  street,  75-89  Morton  street,  northeast  corner, 
and  99-101  Barrow  street  (Block  No.  603,  Lot  No.  49), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  625-42,  dated  April  27,  1942,  reads : 

“1.  Combustible  partitions  as  shown  on  plans  are 
contrary  to  Section  270,  subdivision  6,  of  the  Labor 
Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  seven 
stories  (112  ft.)  in  height;  172  ft.  by  200  ft.  5)4  in-  in  area; 
of  Class  1  construction;  erected  in  1920;  located  in  an 
unrestricted  use  district ;  and  occupied :  cellar,  boiler-room, 
storage  and  packing,  40  persons;  first  floor,  shipping,  pack¬ 
ing,  store  and  factory,  80  persons ;  second  floor,  factory  and 
storage,  40  persons ;  third  floor,  factory  and  storage,  40 
persons;  fourth  floor,  factory  and  laboratory,  150  persons; 
fifth  floor,  factory,  270  persons;  sixth  floor,  factory,  600 
persons ;  seventh  floor,  factory  and  offices,  200  persons.  The 
building  is  equipped  with  a  sprinkler  system,  standpipe  sys¬ 
tem  and  3  four  ft.  fireproof  stairs  leading  from  roof  to 
street.  Certificate  of  Occupancy  No.  28313,  issued  Novem¬ 
ber  18,  1941  permits  the  present  use  and  occupancy;  and 

Whereas,  the  applicant  states  that  the  application  filed 
with  the  borough  superintendent  under  Alt.  Applic.  625-42, 
was  for  the  purpose  of  removing  Item  3  of  the  Fire  Depart¬ 
ment  order,  No.  1411-LF,  issued  March  30,  1942,  which 
reads : 

“3.  Remove  combustible  partitions  5th  and  6th  stories 
(wood  uprights — sheet  rock  and  wire  mesh)  Section  270 
of  the  Labor  Law.” 

that  the  5th  and  6th  floors  are  used  for  the  manufacture  of 
spark  plugs  for  the  U.  S.  Government ;  that  the  partitions  in 
question  consist  of  2  by  4  uprights  covered  with  wire  mesh 
and  some  partitions  covered  with  plaster  board  and  sheet 
rock ;  that  some  of  the  partitions  extend  to  the  ceiling  and 
others  are  8  ft.  in  height;  that  these  partitions  have  been 
erected  to  form  compartments  to  separate  the  particular 
items  and  units  going  into  the  manufacture  of  spark  plugs 
and  were  built  to  facilitate  the  manufacture  and  delivery  of 
the  product  to  the  U.  S.  Government  and  have  been  erected 
at  the  request  of  the  Government  agents ;  that  the  Govern¬ 
ment  agents  have  requested  that  nothing  be  done  to  disturb 
the  production  since  same  is  carried  on  24  hours  each  day; 
that  partitions  are  only  of  a  temporary  nature  and  are 
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erected  only  for  the  duration  of  the  war;  that  it  would  be 
an  unnecessary  hardship  to  remove  and  replace  them  at  this 
time  due  to  the  24  hour  production  requirements  set  by  the 
Government  agencies  and  also  due  to  the  priority  situation. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  625-42,  and  the  application  be  and  it 
hereby  is  granted,  on  condition  that  the  proposed  partitions, 
shall  be  constructed  as  indicated  and  as  shown  on  plans  filed 
with  the  borough  superintendent  under  Alt.  Applic.  625-42; 
that  such  partition  shall  be  permitted  to  continue  only  dur¬ 
ing  the  term  of  the  present  emergency  and  shall  be  removed 
immediately  thereafter ;  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  the  sprinkler  system  and 
standpipe  system  shall  be  maintained  to  the  satisfaction  of 
the  fire  commissioner. 


381-42-A. 

APPLICANT — Mayer  Manufacturing  Corporation  (lessee), 
for  Kalmon  Dolgin,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 48-50  Division  place,  south  side, 
50  ft.  west  of  Morgan  avenue  (Block  No.  2850, 
Lot  No.  14),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant :  Martin  Kapp. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 

THE  RESOLUTION  (381-42-A) 

Whereas,  Mayer  Manufacturing  Corporation  (lessee)  for 
Kalmon  Dolgin,  Incorporated,  owner,  filed  on  May  9,  1942, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting- 
premises  48-50  Division  place,  south  side,  50  ft.  west  of 
Morgan  avenue  (Block  No.  2850,  Lot  No.  14),  Borough  of 
Brooklyn ;  and 

Whereas,  Order  No.  90617-LC,  issued  by  the  fire  com¬ 
missioner  February  25,  1942,  and  repeated  in  a  decision  of 
the  fire  commissioner,  dated  May  6,  1942,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  paints,  etc.,  shows  that  the 
following  must  be  done  before  the  permit  requested  by 
you  can  be  issued : 

1.  Remove  the  ‘Bryant  Heater’  from  the  above  prem¬ 
ises  since  the  heating  of  building  by  any  method  other 
than  by  steam  or  hot  water  circulating  system  is  not 
permitted  on  the  same  premises  where  the  process  of 
spraying,  dipping  or  immersing,  using  flammable  paints, 
varnishes,  lacquers  or  any  other  flammable  substances, 
mixtures  or  compounds  are  commonly  used  in  connection 
therewith.  Rule  1.3.3,  Spray  Rules. 

2.  Provide  a  smooth  surface  for  inner  sides  of  walls, 
ceiling  and  floors  of  all  spray  and  dipping  spaces.  Rule 
4.1.3,  Spray  Rules. 

3.  Remove  all  electric  switches,  lamps  or  other  elec¬ 
trical  equipment  from  the  spray,  dipping  or  immersing 
rooms  or  within  10'  from  any  spray  compartment,  spray 
booth  or  immersing  or  dipping  space,  unless  such  equip¬ 
ment  be  of  a  type  approved  for  use  in  an  explosive 
atmosphere.  Rule  4.4,  Spray  Rules. 

4.  Discontinue  use  of  portable  cords  or  trailer  lights 
in  spraying,  dipping  or  immersing  spaces.  Rule  4/5/5, 
Spray  Rules. 

5.  Provide  a  vent  for  double  walled  cabinet  direct  to 
outer  air.  Rule  6/1.2,  Spray  Rules. 

6.  Discontinue  the  maintenance  of  any  open  flames 
(acetylene  torch)  within  a  floor  area  where  spray  coat¬ 
ing  is  carried  on,  or  separate  said  open  flames  or  spark¬ 


ing  device  by  partitions  constructed  of  fireproof  or 
fire-resisting  material.  Rule  6.1.8,  Spray  Rules. 

7.  Provide  sprinkler  heads,  installed  in  accordance 
with  the  sprinkler  rules  of  Board  of  Standards  and 
Appeals,  in  all  spray,  dipping  or  immersing  spaces  and 
storage  rooms.  Rule  6.3,  Spray  Rules.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (12  ft.)  in  height;  50  ft.  by  100  ft.  in  area;  of  Class 
3  construction;  erected  about  1925;  located  in  an  unrestricted 
use  district;  and  used  for  sheet  metal  fabrication  with  an 
occupancy  of  18  persons ;  and 

Whereas,  the  applicant  contends  that  it  is  unable  to  re¬ 
move  the  Bryant  Heater  since  it  is  a  part  of  the  heating 
system  of  the  building  and  there  is  no  other  means  of  heating 
on  the  premises;  that  Objection. No.  2  of  the  Order  specifies 
that  a  smooth  surface  is  required  for  the  inner  sides  of  walls 
and  ceilings  and  floors  of  spraying  and  dipping  spaces ;  that 
the  side  walls  and  ceiling  of  spray  booth  are  constructed  of 
galvanized  steel  and  are  smooth  surfaces,  the  back  wall  of 
spray  booth  is  a  smooth  brick  wall  and  the  floor  is  smooth 
concrete  free  from  obstruction;  that  as  to  Objection  No.  3 
of  the  Order,  that  all  electric  switches  and  lamps  in  use 
that  are  not  vapor  proof  are  located  more  than  10  ft.  from 
face  of  open  spray  booth;  that  spray  booth  lights  and 
switches  are  of  the  vapor  proof  type  approved  for  use  in 
explosive  atmosphere;  that  as  to  Objection  No.  5,  it  is  pro¬ 
posed  to  provide  a  4  in.  diameter  vent  pipe  from  outlet 
of  present  storage  cabinet  through  the  window  to  outer  air; 
that  as  to  Item  No.  6  of  the  Order,  that  the  acetylene  torch 
is  located  at  least  75  ft.  from  the  face  of  spray  booth  and 
does  not  constitute  a  hazard;  that  as  to  Item  No.  7  of  the 
Order,  that  one  sprinkler  head  has  been  installed  connected 
from  house  water  supply  in  the  ceiling  of  paint  spray  booth; 
that  the  plant  is  engaged  in  war  work ;  that  the  spray  booth 
is  used  an  average  of  three  days  a  month ;  that  to  make 
extensive  changes  now  would  result  in  slowing  up  of  pro¬ 
duction  and  therefore  the  Board  is  requested  to  waive  Items 
1,  2,  3,  4  and  6  of  the  fire  commissioner’s  order  and  Items  5 
and  7  will  be  complied  with. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
90617-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  Bryant 
heaters  shall  be  of  the  type  as  approved  by  the  Board  under 
Cal.  No.  292-38-SA,  namely,  Bryant  Heater  3G-85C,  even 
though  such  approval  is  limited  to  garage  occupancy ;  that 
the  booths  shall  be  vented  through  the  roof  to  the  outer 
air  with  a  motor-driven  exhaust  fan,  as  indicated  on  plan 
filed  with  this  appeal  marked  “Received  May  9,  1942” ;  that 
the  rear  of  the  booth  shall  be  covered  over  the  existing 
brick  wall  with  some  smooth  incombustible  material ;  that 
all  lights  within  10  ft.  of  the  booth  shall  be  of  the  type 
approved  for  explosive  atmospheres ;  that  the  paint  cabinet 
shall  be  vented  to  the  outer  air ;  that  no  open  flame  from  the 
welding  machine  or  other  equipment  shall  be  within  50  ft. 
from  the  spray  booth;  that  sprinkler  heads  fed  from  the 
house  water  supply  shall  be  provided  so  as  to  have  one 
sprinkler  head  within  the  booth  and  one  sprinkler  head  imme¬ 
diately  outside  the  booth  within  a  distance  of  6  ft. ;  that  these 
two  heads  may  be  connected  from  the  existing  Y\  in.  water 
line;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  and  granted 
only  so  long  as  the  premises  are  maintained  as  described 
and  the  building  is  not  increased  in  height  or  area. 


403-42-A. 

APPLICANT — Isaac  Kalich,  for  Yeshiva  of  Bensonhurst, 
Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2025-2039  79th  street,  north 
side,  200  ft.  east  of  20th  avenue  (Block  No.  6263, 
Lot  No.  60),  Borough  of  Brooklyn. 


MINUTES 


APPEARANCES— 

For  Applicant:  Isaac  Kalich. 

For  Administration :  Fred  Dahlem,  Dep’t  o£  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . < . .  •  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (403-42-A) 

Whereas,  Isaac  Kalich,  for  Yeshiva  of  Bensonhurst,  Inc., 
owner,  filed  on  May  19,  1942  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  2025-2039 
79th  street,  north  side,  200  ft.  east  of  20th  avenue  (Block 
No.  6263,  Lot  No.  60),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
May  18,  1942,  on  amendment  to  Alt.  Applic.  No.  1133-42, 

reads :  . 

“3.  Proposed  extension  encroaches  on  the  required 
rear  yard  as  per  §17A  of  zoning  resolution  and  same  not 
permitted.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  and  basement  (52  ft.)  in  height;  75  ft.  by  80  ft.  in 
area;  on  a  lot  120  ft.  by  100  ft.  in  area;  of  Class  1  con¬ 
struction  ;  located  in  a  residence  use  D  area  district ;  erected 
in  1923;  and  occupied  since  1927  as  follows:  basement,  class¬ 
rooms  and  caretakers  apartment,  50  persons ;  first  and  second 
floor,  synagogue,  850  persons;  third  floor,  classrooms,  75 
persons.  It  is  proposed  to  be  occupied :  basement  story,  ban¬ 
quet  hall  and  caretakers  apartment,  200  persons;  first  and 
second  floors,  synagogue,  850  persons;  third  floor,  classroom, 
75  persons ;  and 

Whereas,  Certificate  of  Occupancy  No.  46682  was  issued 
September  26,  1927  permitting  the  use  of  the  building  as  a 
school  and  synagogue;  and 

Whereas,  the  applicant  contends  that  Alt.  Applic.  No. 
1133-42,  was  filed  for  the  conversion  of  the  basement  from 
classrooms  to  banquet  hall  and  the  installation  of  a  new 
kitchen;  that  this  application  was  approved  April  22,  1942 
and  amendment  subsequently  filed  called  for  the  erection  of 
a  brick  extension  at  the  rear;  that  it  is  intended  to  use  the 
new  extension  as  a  kitchen  for  the  banquet  hall ;  that  this 
amendment  was  denied  with  the  decision  which  is  the  subject 
of  this  appeal ;  that  the  present  extension  to  the  rear  extends 
to  the  rear  lot  line ;  that  it  is  proposed  to  line  up  the  new 
extension  with  the  present  extension,  and  that  permission  has 
been  given  for  the  erection  of  garages  behind  one  or  two 
family  dwellings  provided  they  do  not  exceed  40  percent  of 
the  rear  yard  area ;  that  in  this  case  the  combined  area  of 
both  existing  and  proposed  extensions  does  not  exceed  30 
percent  of  the  entire  rear  yard  area;  that  this  application 
for  an  interpretation  of  the  building  zone  resolution  is  filed 
at  the  request  of  the  borough  superintendent ;  and 

Whereas,  an  examination  of  Alt.  Applic.  No.  1133-42, 
indicates  that  the  existing  building  is  75  ft.  by  80  ft.  in  area 
with  an  extension  at  the  rear  of  basement  story  18  ft.  deep 
by  32  ft.  in  width,  and  it  is  proposed  to  erect  a  new  brick 
extension  at  basement  level,  18  ft.  in  depth  by  25  ft.  6  in. 
in  width,  extending  to  the  rear  lot  line  and  to  install  two 
new  double  action  doors  connecting  the  ‘new  extension  to 
the  basement  of  the  existing  building  and  to  provide  new  2 
ft.  8  in.  door  leading  directly  to  the  side  yard  as  shown  on 
plan  filed  with  the  borough  superintendent  May  19,  1942. 
There  appears  to  have  been  no  objection  raised  by  the  bor¬ 
ough  superintendent  on  the  question  of  zoning  in  connection 
with  the  banquet  hall  use.  This  use  was  shown  on  the  appli¬ 
cation  approved  by  the  borough  superintendent  prior  to  the 
filing  of  the  amendment  in  question  which  relates  only  to 
the  kitchen  extension. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  1133-42,  Objection  No.  3,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


405-42-A. 

APPLICANT — Seymour  A.  Mitteldorf,  for  Morris  J. 
Golombeck,  owner. 

SUBJECT- — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 12  White  street,  north  side,  100 
ft.  east  of  West  Broadway  (Block  No.  191,  Lot  No. 
9),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Seymour  A.  Mitteldorf  and  Morris 
J.  Golombeck. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (405-42-A) 

Whereas,  Seymour  A.  Mitteldorf,  for  Morris  J.  Golom¬ 
beck,  owner,  filed  on  May  20,  1942  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  12  White 
street,  north  side,  100  ft.  east  of  West  Broadway  (Block 
No.  191,  Lot  No.  9),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  9,  1942  on  Alt.  Applic.  No.  393-42,  reads: 

“1.  Width  of  stairway  may  not  be  reduced  as  same 
is  contrary  to  provisions  of  section  6.1.6  of  the  Building 
Code. 

2.  Stairway  should  be  separated  from  freight  en¬ 
trance  by  enclosure  as  required  by  section  6.4. 1.8.1  of  the 
Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6  stories 
(60  ft.)  in  height;  25  ft.  by  90  ft.  in  area  at  first  floor  and 
25  ft.  by  75  ft.  in  area  at  typical  floor ;  of  class  3  construc¬ 
tion  ;  located  in  an  unrestricted  use  district ;  erected  prior  to 
1900;  and  occupied:  cellar,  storage,  no  persons;  1st  floor, 
storage  and  office,  6  persons;  2nd  floor  to  6th  floor,  storage 
of  spices  in  bags,  kegs  and  woodes  boxes,  no  persons;  and 
Whereas,  the  applicant  contends  that  the  building  is  used 
by  one  tenant  throughout  for  the  storage  of  spices ;  that  the 
first  floor  office  will  have  not  more  than  6  occupants  therein 
which  will  be  the  total  number  of  persons  in  the  building; 
that  employees  will  only  visit  the  storage  portions  of  the 
building  when  necessary  to  move  or  store  the  material ;  that 
the  proposed  alteration  is  for  the  purpose  of  simplifying  the 
arrangement  of  stairs  and  halls  on  the  first  floor  and  to  ex¬ 
tend  the  first  floor  level  to  a  point  at  the  building  line  in 
order  to  facilitate  the  handling  of  material  stored  in  the 
building;  that  a  one  hour  partition  will  be  erected  across  the 
full  width  of  the  first  floor  at  a  point  17  ft.  from  the  build¬ 
ing  line  to  separate  the  storage  portion  from  the  rest  of 
the  first  floor ;  that  the  present  stairs  from  the  first  floor  to 
the  street  and  stairs  leading  to  the  upper  floor  will  be  altered 
and  replaced  by  a  new  stair  3  ft.  clear,  the  proposed  work 
as  noted  on  plans  filed  with  the  borough  superintendent  on 
Alt.  Applic.  393-42;  that  the  appeal  relative  to  Objection 
No.  1  is  based  on  the  following  facts:  that  the  building  is 
equipped  with  a  fire  escape  on  the  front  of  the  building  and 
that  the  present  stair  from  the  1st  to  2nd  floor  now  has  an 
intermediate  landing  of  only  40  in.  and  an  opening  thereon 
of  only  33  in.;  that  in  view  of  the  fact  that  the  building 
is  limited  in  area  and  occupied  by  only  one  tenant,  it  is 
requested  that  a  new  3  ft.  clear  wood  stair  be  permitted  to 
be  installed  from  the  1st  floor  to  the  street  as  shown  on  plan 
filed  with  the  borough  superintendent ;  that  the  appeal  rela¬ 
tive  to  Objection  No.  2  is  based  on  the  following  grounds: 
that  the  separation  of  the  entrance  portion  from  the  balance 
of  the  first  floor  by  a  one  hour  test  partition  will  separate 
the  stairs  to  the  street  from  the  balance  of  the  building; 
that  the  partition  forming  the  office  is  7  ft.  high,  of  single 
thickness  sectional  units;  that  the  arrangement  proposed 
provides  the  maximum  of  clearance  for  access  to  the  street. 
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Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  393-42,  Objection  Nos.  1  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
<j ranted  on  condition  that  the  proposed  platform  and  con¬ 
tinuation  of  stairway  to  grade  shall  be  constructed  substan¬ 
tially  as  proposed  and  as  shown  on  plans  filed  with  the 
borough  superintendent  under  Alt.  Applic.  No.  393-42-A,  and 
granted  only  so  long  as  the  building  is  occupied  as  proposed 
and  the  number  of  occupants  above  the  ground  floor  is  not 
substantially  increased;  that  the  building  throughout  is  occu¬ 
pied  by  the  present  tenant;  that  the  door  from  the  platform 
at  the  street  building  line  shall  be  so  arranged  as  to  be 
readily  openable  from  inside;  that  the  cross  partition  pro¬ 
posed  shall  be  constructed  as  approved  for  one  hour,  and  the 
doors  in  same  shall  be  as  approved  for  one  hour  use,  and 
shall  be  arranged  to  be  self-closing  and  normally  kept 
closed;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


415-42-A. 

APPLICANT — Eric  Kebbon,  for  Board  of  Education,  Bu¬ 
reau  of  Construction,  City  of  New  York,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 2-16  East  120th  street,  south 
side,  from  Madison  avenue  to  Fifth  avenue,  1481- 
1493  Fifth  avenue,  1-21  East  119th  street  and  1832- 
1846  Madison  avenue  (P.  S.  No.  120)  ;  (Block  No. 
1746,  Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Gustave  Goldman. 

For  Administration:  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  q 


THE  RESOLUTION  (415-42-A) 

Whereas,  Eric  Kebbon,  for  Board  of  Education,  Bureau 
of  Construction,  City  of  New  York,  owner,  filed  May  21. 
1942,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent;  premises  2-16  East  120th  street,  south  side,  from 
Madison  to  Fifth  avenues,  1481-1493  Fifth  avenue,  1-21 
E_ast  119th  street  and  1832-1846  Madison  avenue  (Block  No. 
1746,  Lot  No.  1),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  8,  1942,  re  Misc.  Applic.  No.  1339-42,  reads : 

“So  much  of  the  above  numbered  application  as  calls 
for  the  installation  of  cabinets  for  the  storage  of  paints 
(10  to  15  gals.)  constructed  of  fireproof  wood  is  dis¬ 
approved.  This  disapproval  is  based  on  the  refusal  of 
the  Fire  Dept,  under  date  of  5/16/42— to  accept  same.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
May  16,  1942,  reads: 

“Replying  to  your  inquiry  of  May  8th,  regarding 
P.  S.  120,  Manhattan  and  P.  S.  21,  Bronx,  it  is  the 
opinion  of  the  Chief  Inspector  of  this  Division  that 
approval  of  the  Board  of  Standards  and  Appeals  should 
be  received  for  the  use  of  fireproof  wood  for  paint 
storage  cabinets.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
four  stories  (61  ft.  4  in.)  in  height;  281  ft.  7  in.  by  189  ft. 
11  in.  in  area;  of  fireproof  construction;  located  in  business 
and  residence  use  districts ;  and  occupied  :  basement,  1  class¬ 
room,  boiler-room,  store  rooms,  mechanical  equipment  and 
cafeteria,  750  persons;  1st  floor,  gymns,  classrooms  and 
auditorium,  1083  persons;  2nd  floor,  auditorium  balcony, 
classrooms ^and  office,  1322  persons;  3d  floor,  classrooms  and 
offices,  1 145  persons ;  4th  floor,  classrooms ;  and 


Whereas,  the  applicant  contends  that  the  contractor  has 
been  unable  to  obtain  metal  cabinets  and  proposes  to  install 
fireproof  wood  cabinets  for  the  storage  of  small  quantities 
of  paints  and  volatile  oils  for  the  Science  rooms,  special 
room  and  shops ;  that  if  the  fireproof  wood  is  used  it  will 
comply  with  the  requirements  of  C26-331  to  339  of  the 
Admin.  Code ;  that  the  total  amount  of  paints  stored  in 
each  cabinet  will  not  exceed  15  gallons  and  volatile  oils 
will  be  stored  in  small  cans  or  bottles;  and 

Whereas,  an  examination  of  plans  filed  with  Misc. 
Applic.  1339-42  January  4,  1942,  indicates  the  proposed  loca¬ 
tion  of  the  cabinets  in  question  and  the  specification  sheet 
filed  therewith  indicates  that  the  cabinets  will  be  vented  top 
and  bottom  of  doors,  and  the  proposed  cabinets  are  proposed 
to  be  approximately  5  ft.  in  height,  2  ft.  in  width,  asd  2  ft. 
in  depth. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1339-42,  and  decision  of  the  fire  com¬ 
missioner  dated  May  16,  1942,  be  and  they  hereby  are 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  proposed  cabinets  of  fireproof  wood  shall 
be  used  for  the  purpose  as  described  in  this  building  and  of 
the  size  as  stated ;  that  the  fireproof  wood  shall  comply 
with  the  requirements  of  the  Administrative  Building  Code, 
Sections  26-331  to  339 ;  that  an  affidavit  from  the  processor 
of  the  fireproof  wood  shall  be  filed  with  the  borough  super¬ 
intendent  ;  that  adequate  samples  of  wood  in  lengths  of 
which  the  cabinets  are  made  shall  be  submitted  to  such  tests ; 
that  in  all  other  respects  the  requirements  of  the  Adminis¬ 
trative  Code  shall  be  complied  with. 


416-42-A. 

APPLICANT — Eric  Kebbon,  for  Board  of  Education,  Bu¬ 
reau  of  Construction,  City  of  New  York,  owner. 
SUBJECT — Appeal  from  decisions  of  the  fire  commissioner 
and  borough  superintendent. 

PREMISES  AFFECTED — 715  East  225th  street,  north 
side,  80  ft.  3%  in.  east  of  White  Plains  road  (P.  S. 
No.  21)  ;  (Block  No.  4839,  Lot  Nos.  32,  34,  39  and 
part  of  Lot  No.  30),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Gustave  Goldman. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (416-42-A) 

Whereas,  Eric  Kebbon,  for  Board  of  Education,  Bureau 
of  Construction,  City  of  New  York,  owner,  filed  on  May  21, 
1942,  an  appeal  from  decisions  of  the  fire  commissioner  and 
the  borough  superintendent,  affecting  premises  715  East 
225th  street,  north  side,  80  ft.  3^  in.  east  of  White  Plains 
road  (P.  S.  No.  21)  ;  (Block  No.  4839,  Lot  Nos.  32,  34  and 
39  and  part  of  Lot  No.  30),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  8,  1942,  on  F.  P.  Applic.  No.  96-42,  reads: 

“L  Provide  metal  cabinets  for  paint  storage  as  re-, 
quired  by  Fire  Department  rules  as  authorized  by  C19 
Admin.  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
May  16,  1942,  reads : 

“Replying  to  your  inquiry  of  May  8th,  regarding 
P.  S.  120,  Manhattan,  and  P.  S.  21,  Bronx,  it  is  the 
opinion  of  the  Chief  Inspector  of  this  Division  that 
approval  of  the  Board  of  Standards  and  Appeals  should 
be  received  for  the  use  of  fireproof  wood  for  paint 
storage  cabinets.” 

and 

Whereas,  the  proposed  addition  to  school  under  construc¬ 
tion  will  be  of  fireproof  construction,  3  stories  (56  ft.)  in 
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height,  240  ft.  11  in.  by  124  ft.'  10  in.  in  area;  located  in 
residence  and  business  use  districts ;  the  existing  building 
erected  in  1915;  the  present  occupancy:  basement,  playroom, 
160  persons;  1st  door,  classrooms,  288  persons;  2nd  floor, 
classrooms,  288  persons.  It  is  proposed  to  be  occupied : 
basement,  playroom,  lunchroom,  kitchen  and  boiler-room,  440 
persons;  1st  floor,  classrooms  and  offices,  604  persons  and 
auditorium,  456  persons ;  2nd  floor,  classrooms,  675  persons ; 
3rd  floor,  classrooms,  386  persons ;  gymnasium,  130  persons ; 
and 

Whereas,  the  applicant  contends  that  the  contractor  has 
been  unable  to  obtain  metal  cabinets  and  proposes  to  install 
fireproof  wood  cabinets  for  the  storage  of  small  quantities 
of  paints  and  volatile  oils  for  the  science  rooms,  special  room 
and  shops,  and  that  fireproof  wood,  if  used,  will  comply  with 
the  requirements  of  C26-331  to  339  of  the  Admin.  Code; 
that  the  total  amount  of  paints  stored  in  each  cabinet  will 
not  exceed  15  gallons  and  volatile  oils  will  be  stored  in 
small  cans  or  bottles ;  and 

Whereas,  an  examination  of  plans  filed  with  Misc.  App. 
96-42  shows  the  proposed  location  of  cabinets  in  question 
and  the  specification  sheet  filed  therewith  indicates  that  the 
cabinets  will  be  vented  top  and  bottom  of  doors  and  that  the 
proposed  cabinets  will  be  approximately  5  ft.  in  height,  2  ft. 
in  width,  and  2  ft.  in  depth. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  F.  P.  Applic.  No.  96-42,  and  decision  of  the  fire  com¬ 
missioner  dated  May  16,  1942,  be  and  they  hereby  are 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  proposed  cabinets  of  fireproof  wood  shall 
be  used  for  the  purpose  as  described  in  this  building  and  of 
the  size  as  stated ;  that  the  fireproof  wood  shall  comply  with 
the  requirements  of  the  Administrative  Building  Code,  Sec¬ 
tions  26-331  to  339;  that  an  affidavit  of  the  processor  of  the 
fireproof  wood  shall  be  filed  with  the  borough  superin¬ 
tendent  ;  that  adequate  samples  of  wood  in  lengths  of  which 
the  cabinets  are  made  shall  be  submitted  to  such  tests ;  that 
in  all  other  respects  the  requirements  of  the  Administrative 
Code  shall  be  complied  with. 


419-42-A. 

APPLICANT — Eric  Kebbon,  for  Board  of  Education,  Bu¬ 
reau  of  Construction,  City  of  New  York,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 715  East  225th  street,  north 
side,  between  White  Plains  road  and  Barnes  ave¬ 
nue  (Block  No.  4839,  Lot  Nos.  32,  34,  39  and  part 
of  Lot  No.  30),  Borough  of  The  Bronx  (P.  S.  No. 
21). 

APPEARANCES— 

For  Applicant :  Gustave  Goldman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (419-42-A) 

W  hereas,  Eric  Kebbon.  for  Board  of  Education,  Bureau 
of  Construction,  City  of  New  York,  owner,  filed  on  May  21, 
1942  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  715  East  225th  street,  north  side, 
between  White  Plains  Road  and  Barnes  avenue  (Block  No. 
4839,  Lot  Nos.  32,  34,  39  and  part  of  30),  Borough  of  The 
Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  15,  1942  on  Misc.  Appl.  No.  443-41  reads : 

“7.  Construction  of  tank  contrary  to  R.  5.  Oil 
Burner  Rules — Board  of  Standards  &  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
3  stories  (56  ft.)  in  height;  240  ft.  11  in.  by  124  ft.  10  in. 


in  area ;  of  Class  1  construction ;  located  in  residence  use 
and  business  use  districts;  erected  in  1915;  and  now  being 
extended ;  present  occupancy :  basement,  playroom,  160  per¬ 
sons;  1st  floor,  classrooms,  288  persons;  2nd  floor,  class¬ 
rooms,  288  persons ;  proposed  occupancy :  basement,  play¬ 
room,  lunch  room,  kitchen  and  boiler-room,  440  persons; 
1st  floor,  classrooms  and  offices,  604  persons,  and  auditorium, 
456  persons ;  2nd  floor,  classrooms,  675  persons ;  3rd  floor, 
classrooms,  386  persons,  and  gymnasium,  130  persons ;  and 

Whereas,  the  applicant  contends  that  it  is  unable  to  obtain 
steel  tanks  for  the  storage  of  fuel  oil  due  to  priorities ;  that 
it  is  proposed  to  install  concrete  tanks  as  shown  on  plans 
filed  with  the  borough  superintendent;  that  the  usual  method 
for  computing  concrete  stresses  has  been  employed;  that  the 
inside  of  the  tanks  will  not  be  coated. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  443-41,  Objection  No.  7,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  tanks  and  the  enclosure  shall 
be  constructed  substantially  as  shown  on  plans  filed  with, 
the  borough  superintendent;  that  the  tanks  shall  be  used 
for  the  storage  of  No.  6  fuel  oil  only;  that  the  concrete 
used  in  the  tanks  and  on  the  enclosing  compartment  shall 
be  made  of  approved  Portland  cement  mixed  with  clean  sand 
and  non-porous  aggregate  having  a  total  of  added  and  com¬ 
bined  water  of  not  more  than  six  (6)  gallons  per  bag  of 
cement;  that  the  concrete  shall  be  carefully  placed  to  pre¬ 
clude  segregation,  well  vibrated  and  poured  completely  in 
one  operation  once  the  pouring  of  concrete  is  started ;  that 
thereafter  the  concrete  shall  be  kept  moist  for  at  least  one 
week ;  that  the  interior  of  the  tank  and  enclosure  shall  be 
coated  with  a  paste  made  of  one  part  approved  Portland 
cement  and  sand  or  with  three  coats  of  hot  boiled  linseed 
oil  over  the  inner  surface  after  it  is  thoroughly  dried,  the 
first  coat  to  be  diluted  in  turpentine  to  facilitate  application 
and  aid  penetration  and  bond ;  that  a  20-gauge  copper  or 
galvanized  iron  dam  shall  be  provided  in  a  continuous  strip 
around  the  base,  8  in.  in  width,  in  the  tanks  placed  with  one 
leg  in  the  base  and  the  other  leg  in  the  vertical  section  of 
the  circular  tank;  that  an  inspection  of  the  inner  tanks  shall 
be  made  periodically  and  a  record  of  inspection  kept  by  the 
Engineer  of  the  building  for  inspection ;  that  around  the 
tank  insulation  at  grade  a  substantial  railing  or  fence  not 
less  than  5  ft.  in  height  shall  be  maintained  in  order  to  keep 
children  from  traversing  the  tank  roof ;  that  an  adequate 
screen  shall  also  be  maintained  over  the  grating  to  keep 
surface  and  rain  water  from  enclosure;  that  the  footings  of 
the  tank  enclosure  compartment  shall  be  at  the  same  level 
as  the  footings  of  the  adjoining  structural  wall. 


448-42-S. 

APPLICANT — H.  B.  Donning,  for  National  Process  Co., 
Inc.,  lessee,  for  The  Rector,  Churchwardens  and 
_  Vestrymen  of  Trinity  Church,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 73-93  Varick  street,  431-475 
Canal  street,  northwest  corner  and  93-99  Watts 
street  (Block  No.  226,  Lot  Nos.  1-20,  inclusive, 
27-45,  inclusive,  and  part  of  Lot  No.  21)  ;  (7th 
floor),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  H.  B.  Donning  and  Meyer  Dworkin. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (448-42-S) 

Whereas,  The  National  Process  Company,  Inc.,  lessee, 
for  The  Rector,  Churchwardens  and  Vestrymen  of  Trinity 
Church,  owner,  filed  on  June  2,  1942,  an  application  for  a 
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variation  from  the  requirements  of  the  Labor  Law,  affectum 
premises  93  to  99  Watts  street,  73-93  Varick  street,  431-475 

mil-  we< Srfrxi  C01;ner  and  93'99  Watts  street 
(  lock  No.  226,  Lot  Nos.  1-20  inclusive,  Lot  Nos  27-45 

Ma„Uha«a“daP„drt  °f  L°'  N°'  26>  !  <7th  °C 

dattdHMaJVm2,eCrlidns:0£  'he  b°r°Ugh  superintendent 

r?PJy  your  ^tter  of  May  28,  1942,  requesting 
approval  for  the  installation  of  panic  bolts  or  locks  on 
tour  doors  on  the  7th  floor  of  the  above  building,  we 
regret  to  advise  that  Section  272  of  the  State  Labor 
Law  requires  that  ‘No  door  leading  into  or  out  of  any 
factory  or  any  floor  thereof  shall  be  locked,  bolted  or 
fastened  during  working  hours  ’  ” 

and 

Whereas  the  applicant  states  that  the  building  is  16 

ft  Tin  h25  /iV  A”  Ileight-:  312  ft  by  391  ft-  9,3/2  in.  by  82 
it.  6  in.  by  317  ft.  6  in.  in  area;  of  Class  1  construction- 

located  m  an  unrestricted  use  district;  erected  in  1928;  and 
occupied .  cellar,  storage  and  boiler-room,  50  persons  •  first 
floor,  stores,  160  persons;  second  to  sixth  floors  factory 

H  to  vS?  [)’"  fl00ri  s?ven*h  f,oor'  loclory,  200  persons;' 
8th  to  16th  floors  inclusive,  factory,  390  persons  per  floor 

,he  floor  i"  Question,  is  litho- 
Pph‘nL  The  budding  is  equipped  with  a  sprinkler  sys¬ 
tem  standpipe  system,  interior  alarm  system,  and  also  fire 
,dril-S  ar^  maintained.  There  are  four  6  ft.  fireproof  stairs 

16nq7g  fr0?n  r°?fTt0  StrCet  Certificate  of  Occupancy  No 
161L7  was  issued  January  24,  1930,  permitting  the  use  of  a 

floor^and  r0Ugh°Ut’  39°  persons  per  door  above  the  first 

naMrHhnftfA  tbe  ,appli^an< •  contends  it  is  proposed  to  install 

'7th  4  i°°rS  leading  to  the  pi]bIic  stairways  on  the 

7th  floor  upon  the  recommendation  of  the  War  Depart¬ 
ment  ;  that  the  work  done  by  the  lessee  is  of  a  highlv  confi¬ 
dential  nature  for  the  War  Department  and  the  nature  of 
work  makes  the  installation  of  panic  bolts  necessary  for  the 
protection  of  the  plant;  and 

ofThpS  ^  applicant  has  filed  copy  of  recommendation 
ot  the  District  Plant  Protection  Ofhcer  of  the  Engineer  Pro¬ 
curement n  Distinct  of  the  War  Department  recommending 
the  installation  of  the  panic  bolts  in  question 
Resolved  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  a  variation  in  the  requirements  of  the  Labor 

dated  MaCv  28  'l94?pT  °f  r"  bor°Vgh  superintendent, 
i  ^  an(  ^ application  be  and  it  hereby  is 

(/ranted  on  condition  that  the  panic  bolts  as  proposed  shall 
be  of  approved  type ;  that  such  panic  bolts  shall  be  main¬ 
tained  only  during  the  term  of  the  present  emergency;  that 
at  one  stairway  namely,  the  one  leading  to  the  entrance 

o^the^th  £anaI.street’  tbere  sha11  be  installed  in  the  door, 
on  the  7th  floor  in  question,  a  clear  or  opaque  glass  panel 

of  sufficient  size  so  that  upon  breaking  of  the  glass  it  will 
be  possible  to  reach  in  to  release  the  panic  bolt  in  case  of 
emergency  that  m  all  other  respects  the  building  and  occu- 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto ;  that  the  sprinkler  system,  standpipe  system 

the  nnd  fire  dri]ls  sha]1  be  maintained  to 

the  satisfaction  of  the  fire  commissioner. 


THE1  VOTE^-BOARD~ApPeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . .  _  q 


THE  RESOLUTION  (460-42-A) 


460-42-A. 

APPLICANT— Eric  Kebbon,  for  Board  of  Education,  Bu- 
^TTRTn-rm11  a  Construction,  City  of  New  York,  owner. 
SUBJKCI  —  Appeal  from  a  decision  of  the  borough  super- 

PREMISES  AFFECTED-22-50  90th  street,  west  side,  be- 

fRienp2Md  anJ  Grand  Central  Parkway 

(Block  No  1064  Lot  No.  2),  Corona,  Borough  of 

Trades")  (Wllbur  Wnght  High  Scb°o1  of  Aviation 

APPEARANCES— 

For  Applicant :  Gustave  Goldman  and  Arthur  Lvnch 
for  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
ing  and  Buildings. 


Whereas  Eric  Kebbon,  for  Board  of  Education,  Bureau 
?Q  ?na|tructlon’  Gl]y  of  N,ew  York>  owner,  filed  on  May 
t  'a}  a2  ai)peal  from  a  decision  of  the  borough  superin¬ 
tendent  affecting  premises  22-50  90th  street,  west  side,  be- 

LenMdvVenn  a?d  Grand  Central  parkway  (Block  No. 

wt4’  ?°c  V'  G°r°na.>  Borough  of  Queens  (Wilbur 
Wright  High  School  of  Aviation  Trades)  ;  and 

i  .  iHf?EASA^ die  decision  of  the  borough  superintendent 

dated  May  27,  1942,  on  Misc.  Applic.  No.  2470-42  reads:  ’ 
1.  Obtain  the  Board  of  Appeal’s  approval  of  the 
proposed  equipment  and  its  use  in  connection  with  the 
testing  of  gasoline  engines  in  a  school 
.  2‘  The  Proposed  use  of  Varsol  and  the  equipment 

C19C-nn06  Adm  tCod7’th  1S  prohibited  within  a  school. 

and 

Whereas  the  applicant  states  that  the  building  will  be 
2  stones  (28  ft.  6  in.)  in  height;  436  ft.  2  in.  by  265  ft  7 

at  frf  fl°?r  and  338-ft  4  in'  by  60  ft-  in  area 
Srv  Inr  n  °f-  ^n  1 .  construction  ;  equipped  with  a  volun- 
jary  sprinkler  installation  in  a  portion  of  the  shop  area  • 
located  in  a  residence  use  district;  and  occupied:  cellar’ 
cafeteria,  machinery  equipment,  storage,  showers  and  lockers,’ 

970  PerS°nS;  9Sti  p°0r’  afsemb,y  rooms,  shops,  classrooms, 
and  P  S°nS  ’  2nd  door’  sbops  and  classrooms,  275  persons ; 

Whereas,  the  applicant  contends  as  to  Objection  No.  1 
t  lat  the  gasoline  will  be  used  for  testing  motors  in  a  special 
room  separated  from  the  balance  of  the  building;  that  the 
consumption  of  gasoline  will  be  at  a  maximum  of  50  gallons 
f|2°“r,;  tba1j  gasoline  will  be  fed  through  observation  room 
adequately  valved  with  2  in.  pipes  in  open  trench  with  steel 

£e.  Ct°uve/Lthat  the  treTh  wil1  be  in  the  observation  room 
H  6  ki!hat  the  pump  used  wdI  have  explosion  proof  motor  • 
that  the  test  room  will  be  equipped  with  a  C02  fire  extin¬ 
guisher  bottle  controlled  from  the  observation  room ;  that 
while  a  motor  is  being  tested  in  the  test  room  a  rolling  shut¬ 
ter  will  be  open  and  the  open  flue  on  the  opposite  end  of  the 
room  will  complete  through  ventilation;  that  this  type  of 
testing  was  recommended  by  the  Pratt  and  Whitney  Aircraft 

SniPh0enipd:fthaiaS,t0  0bjecftion  No-  2-  the  Varsol  system 
will  be  used  for  the  cleaning  of  motors  in  spray  booths;  that 

varso  will  be  drained  back  to  a  still  for  refilterino--  that 
varsol  is  drawn  from  the  dirty  tank  by  explosion  ’proof 
motor  operated  pump  and  fed  to  a  steam  operated  reclaimed 

Ive  T  HarSf°  u  °WS  frr  rec!aimer  to  the  clean  stor- 
a?  ^ ta  •  ’  ,thkat  aI1  ^Pray  booths  will  have  a  sprinkler  head 
as  required  by  the  Administrative  Code;  that  this  system  is 
similar  to  the  U.  S.  Hoffman  Machinery  Corporation  system 
approved  by  the  Board ;  and  1  yi 

Whereas  the  applicant  has  filed  a  letter  from  the  U.  S 
Hoffman  Machinery  Corporation  wherein  it  is  stated  that 
the  system  in  question  is  essentially,  the  same  in  desien  as 
the  stills  included  in  the  Hoffman  140F  Safety  Dry  Clean¬ 
ing  Units  approved  by  the  Board  under  Cal.  No.  1047-41-SA 
except  that  the  approved  still  is  designed  to  handle  the 
petroleum  solvent  having  a  flashpoint  of  140°  F  and  a 
boiling  range  of  350°  to  410°  E. ;  that  the  approved  still  is 
not  equipped  with  explosion  proof  motor  and  control 
Resolved  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  2470-42,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
q ranted  on  condition  that  the  gasoline  storage  system  shall 
e  m  accordance  with  all  the  requirements  therefor;  that  the 
piping  proposed  within  the  building  in  a  trench  shall  be 

Uf  Kd  °f  -?'pe  Wlthm  a  pipe  or  copper  tubing  within 
copper  tubing,  if  copper  tubing  is  used  it  shall  be  in  sin  He 
lengths;  th3t  the  trench  near  the  bottom  thereof  shall  be 
ventilated  at  intervals  to  the  outer  air;  that  in  all  respects 
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the  gasoline  installation  shall  be  maintained  as  proposed ,  as 
to  Objection  No.  2,  that  the  storage  system  for  Varsol  shall 
comply  with  the  requirements  therefor ;  that  the  piping  from 
such  tank  to  the  point  within  the  building  as  proposed  shall 
be  a  pipe  within  a  pipe  or  tube  in  continuous  lengths  within 
a  tube  and  that  this  apply  also  to  the  return  lines  to  and 
from  the  reclaiming  unit;  that  the  trench  near  the  bottom 
thereof  as  proposed  shall  be  vented  at  intervals  to  the  outer 
air ;  that  the  cleaning  booths  shall  comply  with  the  require¬ 
ments  of  the  Paint  Spraying  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  with  a  sprinkler  head  in  each  booth ;  that 
the  lighting  fixtures  in  this  section  of  the  building  where 
gasoline  and  Varsol  are  used  shall  be  as  approved  for  ex¬ 
plosive  atmospheres ;  that  such  additional  fire  fighting  ap¬ 
paratus  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  the  supervision  of  the  gasoline  and  Varsol  sys¬ 
tem  shall  be  at  all  times  under  the  supervision  of  a  qualified 
instructor ;  that  otherwise  the  systems  shall  be  constructed, 
equipped  and  maintained  as  proposed ;  that  in  all  other  re¬ 
spects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  other  than  as 
modified  by  the  Board  under  Cal.  No.  .->68-41 -A  and  569- 
41-BZ. 


462-42-S. 

APPLICANT— Radio  Receptor  Co.,  Inc.,  lessee,  for  Revel 
Realty  and  Securities  Co.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 251-253  West  19th  street,  north 
side,  221  ft.  east  of  Eighth  avenue  (Block  No.  769, 
Lot’ No.  10)  ;  (cellar,  1st,  3rd,  4th  and  5th  floors), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ludwig  Arnson. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (462-42-S) 

Whereas,  Radio  Receptor  Company,  Inc.  (lessee),  for 
Revel  Realty  and  Securities  Company,  owner,  filed  May  8, 
1942,  an  application  for  a  variation  from  the  requirements  of 
the  Labor  Law,  affecting  premises  251-253  West  19th  street, 
north  side,  221  ft.  east  of  Eighth  avenue  (Block  No.  769, 
Lot  No.  10)  ;  (cellar,  first,  third,  fourth  and  fifth  floors), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  3,  1942,  reads: 

“In  reply  to  your  letter  of  April  25,  1942,  relative 
to  installing  panic  locks  on  the  east  entrances  of  the 
floors  which  you  now  occupy  in  the  above  premises,  I 
regret  to  advise  that  Section  272  of  the  Labor  Law 
requires  that  ‘no  door  leading  into  or  out  of  any  factory 
or  any  floor  thereof,  shall  be  locked,  bolted  or  fastened 
during  working  hours.’ 

This  department  is  without  power  to  vary  the  require¬ 
ments  of  this  law,  and  therefore  permission  to  place 
panic  locks  is  denied.” 

and 

Whereas,  the  applicant  states  the  building  is  10  stories 
in  height;  79.2  ft.  by  91.8  ft.  in  area;  of  Class  1  construc¬ 
tion;  erected  about  15  years  ago;  located  in  a  residence  use 
district;  and  occupied  since  1937  as  follows:  Cellar,  manu¬ 
facturing  radio  equipment,  15  persons;  first  floor,  packing, 
shipping  and  receiving,  9  persons;  second  floor,  manufac¬ 
turing  uniforms,  35  persons ;  third  floor,  manufacturing  radio 
equipment,  55  persons ;  fourth  floor,  manufacturing  radio 
equipment,  36  persons ;  fifth  floor,  office  and  machine  shop, 
48  persons.  The  building  is  equipped  with  a  sprinkler  sys¬ 
tem,  standpipe  system,  interior  alarm  system,  and  also,  fire 


drills  are  maintained.  There  are  two  3  ft.  6  in.  fireproo! 
stairs  extending  from  roof  to  street  and  one  fire  escape  at 
rear  extending  to  roof  and  connecting  to  passageway  at 
mezzanine  story.  Windows  and  doors  on  the  course  are 
fireproof.  Certificate  of  Occupancy  No.  4473,  issued  in  1922, 
permits  the  use  of  the  building  as  factory,  110  persons  on 
each  floor  above  the  basement;  and 

Whereas,  the  applicant  contends  the  lessee  is  engaged  in 
manufacturing  equipment  of  a  confidential  nature  for  the 
War  Department  and  it  is  necessary  to  bar  entrance  to  the 
plant  by  strangers ;  that  the  tenant  is  not  the  only  occupant 
of  the  building,  but  the  stairways  are  used  by  other  tenants ; 
that  the  Plant  Protection  Division  of  the  War  Department 
has  inspected  the  building  and  has  requested  the  tenant  to 
place  panic  locks  on  the  east  stairs,  and  fire  escapes  on  the 
3rd,  4th  and  5th  stories ;  the  rear  east  exit  of  the  first  floor 
and  the  east  exit  of  the  basement;  and 

Whereas,  the  applicant  has  filed  copy  of  recommendation 
of  the  Plant  Protection  Officer  of  the  U.  S.  Army,  recom¬ 
mending  installation  of  the  panic  bolts  in  question. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
dated  June  3,  1942,  and  the  application  be  and  it  hereby  is 
granted  on  condition  that  the  proposed  panic  bolts  at  the  east¬ 
erly  stairway  and  easterly  door  to  the  exterior  steel  stairway 
shall  be  an  approved  type;  that  the  door  to  the  westerly 
stairway  shall  be  openable  at  all  times;  that  at  such  door  a 
guard  shall  'be  posted  or  there  may  be  an  alarm  gong  attached 
thereto  to  give  the  signal  in  case  of  opening;  that  this 
variation  shall  continue  only  during  the  term  of  the  present 
emergency  and  shall  apply  only  to  the  floors  as  proposed  ; 
namely,  basement,  first,  third,  fourth  and  fifth ;  that  the 
sprinkler  system,  standpipe  system,  interior  alarm  system 
and  fire  drills  shall  be  maintained  to  the  satisfaction  of  the 
fire  commissioner ;  and  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto,  other  than  as  modified  by  the 
Board  under  Cal.  No.  294-30-A. 


468-42-A. 

APPLICANT- — Globe  Automatic  Sprinkler  Company,  for 
Defense  Plant  Corporation,  owner  (Edo  Aircraft 
Corporation,  lessee). 

SUBJECT — -Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 109-15  14th  avenue,  north  side, 
200  ft.  west  of  111th  street  (Block  No.  4031,  Lot 
Nos.  1  and  25),  College  Point,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  C.  T.  Mallory  and  Henry  Field. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION  (468-42-A) 

Whereas,  Globe  Automatic  Sprinkler  Company,  for  De¬ 
fense  Plan  Corporation,  owner  (Edo  Aircraft  Corp.,  lessee), 
filed  on  June  12,  1942  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  109-15  14th  ave¬ 
nue,  north  side,  200  ft.  west  of  111th  street  (Block  No.  4031, 
Lot  Nos.  1  and  25),  College  Point,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  11,  1942,  on  Misc.  Applic.  No.  2522-42,  reads: 

“2.  Factory  structures  requiring  a  sprinkler  system 
to  comply  with  C26-254.0  shall  be  provided  with  a 
system  consisting  of  any  two  of  the  approved  automatic 
sources  as  required  by  C26-1 370.0  and  as  defined  by 
C26-1351  subd.  b.  of  the  Adm.  Code  which  provides  that 
where  street  main  service  is  provided,  the  supply  shall 
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consist  of  direct  connection  to  the  City  water  supply  on 
two  different  streets,  so  located  that  the  closing  of  the 
controlling  valve  on  one  main  will  leave  the  main  on 
the  other  street  open. 

4.  Provide  an  additional  Siamese  connection  as  re¬ 
quired  by  Art.  16  (15.16.b.).” 

and 

Whereas,  the  applicant  states  that  the  building  which  is 
now  under  construction,  will  be  1  story  (25  ft.  11  in.)  in 
height;  300  ft.  by  105  ft.  6  in.  irregular  in  area;  of  Class  3 
construction;  located  in  an  unrestricted  use  district;  and 
occupied  for  the  manufacture  and  storage  of  pontoons  for 
Navy  airplanes,  250  persons ;  and 
Whereas,  the  applicant  contends  that  due  to  the  fact  that 
110th  street  has  not  been  continued  through  to  the  East 
river,  it  is  necessary  in  order  to  obtain  two  city  connections 
to  make  a  connection  from  14th  avenue  in  front  of  the  build¬ 
ing  and  a  connection  from  the  main  on  110th  street  opposite 
the  building;  that  the  Department  of  Water  Supply,  Gas 
and  Electricity  has  agreed  to  increase  the  existing  6  in.  main 
from  the  intersection  of  14th  avenue  and  110th  street  to 
b  in.  to  a  point  opposite  the  pit  in  the  new  building  where 
it  is  proposed  to  make  the  connection  and  to  relocate  a  con¬ 
trolling  valve  on  the  110th  street  main  so  that  the  connec¬ 
tion  can  be  made  from  such  110th  street  main  in  such  a 
manner  that  should  the  14th  avenue  main  be  shut  down, 
water  will  be  available  from  the  110th  street  main  and  if 
the  110th  street  main  should  be  shut  down,  water  would  be 
available  through  the  14th  avenue  main ;  and 

Whereas,  the  applicant  contends  relative  to  the  require¬ 
ment  for  the  additional  Siamese  connection  that  the  Siamese 
connection  will  be  located  at  a  point  approximately  50  ft. 
irorn  the  easterly  lot  line,  and  that  since  the  building  in 
question  has  a  300  ft.  frontage,  the  installation  of  additional 
Siamese  would  be  located  at  the  far  end  of  the  building; 
that  in  view  of  this  fact,  it  is  requested  that  the  Board 
permit  the  installation  of  the  two  sources  as  proposed  and 
the  installation  of  the  single  Siamese  as  shown  by  plans  filed 
with  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  2522-42,  Objection  No.  2  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  two  sources  shall  be  supplied  as 
proposed  and  substantially  as  indicated  on  the  plan  marked 
Received  June  12,  1942;”  that  as  to  Objection  No.  4,  that 
only  one  Siamese  need  be  installed,  provided  such  Siamese 
is  moved  to  a  point  approximately  100  ft.  west  of  the  east¬ 
erly  lot  line ;  and  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  other  than  as  modified  by  the  Board 
under  Cal.  No.  127-42-A ;  that  the  building  shall  not  be 
increased  in  height  or  area ;  and  granted  only  so  long  as  the 
occupancy  is  substantially  as  proposed. 


212-42-A. 

APPLICANT — A.  C.  Horn  Company,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci- 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 43-47  to  43-57  10th  street,  east 
side,  123  ft.  south  of  43rd  road  (Block  No.  453, 

APPEARANCES—  L°ng  Island  City’  BorouSh  of  Queens. 

F°r  Applicant :  William  G.  Williams. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Comini ssioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

N  egative :  .  q 


THE  RESOLUTION  (212-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  premises  43-47  to  43-57  10th  street,  east  side, 


123  ft.  south  of  43d  road  (Block  No.  453,  Lot  No.  1),  Long 
Island  City,  Borough  of  Queens,  was  granted  by  the  Board 
April  17,  1942,  on  certain  conditions,  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does' 
hereby  amend  the  resolution  adopted  on  April  17  1942  bv 
adding  thereto :  J 

that  the  balcony  shall  at  no  time  be  occupied  other 
than  for  the  storing  of  empty  tin  cans  and  paper  cartons 
and  no  other  material;  that  if  so  occupied  the  floor  load 
of  such  balcony  may  be  permitted  on  the  basis  of  40  lbs 
per  superficial  foot  and  shall  be  so  posted  ” 


ArrLiAiMi.ro  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

195-42-SM. 

^FPLICANT— I  echnicraft  Company,  Incorporated,  owner. 
oU-tsj i  Lumiplast  (Luminous  pigment  to  be  used  on 
exit  signs),  approval  of. 

APPEARANCES— 

*  ^  ^  For  Applicant :  Martin  Rothschild. 

ACTION  OF  BOARD — Referred  back  to  Committee  on 
Tests  for  report. 


68-42-SM. 

United  States  Gypsum  Company,  owner. 
oUBJh.Li  U.  S.  G.  and  Samson  Densboard,  Structoboard, 
Hardboard,  Treated  Hardboard,  Hardboard  Tile 

APPEARANCES-  Hardboard  Tile'  api>roval  ot 
For  Applicant:  Jas.  T.  Tynan. 

ACTION  OF  BOARD — Material  approved,  in  accordance 
with  report  of  Committee  on  Tests 
THE  VOTE  TO  APPROVE- 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . 


THE  RESOLUTION  (68-42-SM) 


Whereas,  United  States  Gypsum  Company,  owner,  filed 
on  January  21,  1942,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  U  S.  G.  and  Samson  Densboard,  Structoboard,  Hard¬ 
board  Treated  Hardboard,  Hardboard  Tile  and  Treated 
Hardboard  Tile;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 


Re:  Cal.  No.  68-42-SM 


June  5,  1942. 


Subject :  U.  S.  Gypsum  and  Samson  Densboard,  Structo¬ 
board,  Hardboard,  Treated  Hardboard,  Hardboard 
1  lie  and  Treated  Hardboard  File,  approval  of 
„,The  United  States  Gypsum  Company  of  Chicago, 
Illinois,  filed  January  21,  1942,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  U  S 
G.  and  Samson  Densboard,  Structoboard,  Hardboard, 
1  reated  Hardboard,  Hardboard  Tile,  and  Treated  Hard- 
board  Tile  for  use  as  interior  combustible  trim  (wains- 
coting,  chair  rails,  base  boards,  decorative  walls  and 
ceilings)  combustible  partitions  and  floor  covering,  under 
the  pertinent  sections  of  the  Administrative  Buildin0- 
Code.  & 

,  U-  S-  Q-  and  Samson  Densboard,  Structoboard,  Hard- 
board  Treated  Hardboard,  Hardboard  Tile  and  Treated 
Hardboard  Tile  also  known  as  Weatherwood  pressed 
board  products  are  made  by  the  U.  S.  Gypsum  Company 
at  its  plant  at  Greenville,  Miss,  from  wood  fiber.  The 
fiber  is  produced  by  a  mechanical  grinding  operation 
irom  selected  cordwood.  The  natural  fiber  is  thoroughly 
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washed  and  screened  to  produce  a  mixture  in  which  the 
desired  proportions  of  coarse,  medium,  and  fine  fibers  are 
blended,  and  to  remove  any  unfibered  wood.  The  re¬ 
fined  fibers  are  formed  into  a  wet  lap  of  the  proper 
weight  on  an  Oliver  forming  machine.  The  wet  lap 
is  cut  into  approximately  12  foot  by  12  foot  sheets  and 
these  sheets  are  subject  to  a  drying  process  in  a  hot 
air  blast  dry  kiln.  After  substantial  drying  the  sheets  or 
mats,  as  they  are  then  called,  are  cut  into  sheets  ap¬ 
proximately  4  feet  wide  by  12  feet  long.  These  mats 
are  then  subjected  to  a  conditioning  process,  after  which 
they  are  pressed  to  the  desired  thickness  and  density  in 
a  heated  hydraulic  press,  which  produces  a  board  having 
two  smooth  sides.  After  pressing,  the  boards  are 
trimmed  to  specific  sizes,  inspected  and  prepared  for 
shipment. 


Process  Control  Test. 

Wood  Selections :  Size  and  Soundness 
Ground  Fiber:  Length  (classification) 

Strength 

Freeness  (rate  of  drainage) 
Consistency  (ratio  of  fiber  to  total) 
Temperature 

Wet  Lap:  Caliper 

Moisture 

Forming:  Consistency 

pH  (acid  activity) 

Water :  pH 

Chemical  Analysis 

Physical  Tests  of  Finished  Product  and  Surface  Grad¬ 
ing  Control  tests  include  color  readings,  weight,  density, 
thickness,  strength,  water  absorption,  edge  swelling, 
nloisture  content  of  finished  board,  and  surface  inspec¬ 
tion.  All  tests  and  inspections  are  made  at  regular 
intervals  to  determine  the  acceptability  of  the  physical 
properties  of  the  board  as  they  compare  to  company 
standards. 


Weatherwood  Structoboard — Structoboard  is  made  in 
a  Ya  inch  thickness,  and  has  two  smooth  surfaces  of  a 
reddish  brown  color.  Structoboard  weighs  approxi¬ 
mately  50  pounds  per  cubic  foot.  It  is  used  for  interior 
construction  and  as  a  base  for  paints  or  enamels. 

IV eatherwood  Hardboards — Weatherwood  hardboards 
are  made  in  thicknesses  of  1/10  inch,  Y%  inch,  3/16  inch 
and  Ya  inch.  These  hardboards  weigh  approximately  66 
pounds  per  cubic  foot.  All  Weatherwood  hardboards 
are  a  rich  reddish  brown  color  with  two  smooth  paint- 
able  sides.  The  hard,  scuff -resisting  qualities  make  it 
an  excellent  material  for  wainscot  and  interior  parti¬ 
tions  where  combustible  materials  are  permissible. 

Weatherwood  Treated  Hardboards — Weatherwood 
treated  hardboards  are  made  in  1/10  inch,  J/g  inch,  3/16 
inch  and  Ya  inch  thicknesses.  Treated  hardboards  have 
characteristics  comparable  to  the  plain  Weatherwood 
hardboards  except  that  the  treated  boards  are  immersed 
in  a  treating  mixture  and  baked  to  improve  water  re¬ 
sistance  and  give  a  harder,  tougher  and  stronger  board 
that  is  more  adaptable  for  uses  requiring  a  more  durable 
and  water  repellant  board.  Treated  hardboards  weigh 
approximately  69  pounds  per  cubic  foot.  The  treated 
hardboards  are  slightly  darker  in  color  due  to  the  addi¬ 
tion  of  the  treating  mixture. 

Weatherwood  Treated  Hardboard  Tile — Weatherwood 
treated  hardboard  tile  is  made  in  %  inch  treated  hard¬ 
board  except  that  score  markings,  4  inches  apart  in  both 
directions,  are  machined  on  one  surface  of  the  board 
so  as  to  produce  a  4  inch  by  4  inch  square  tile  marking. 
The  scores  and  the  surface  of  the  board  may  be 
decorated. 


Method  of  Application. 

Weatherwood  hardboards  may  be  erected  by  nailing 
or  by  the  use  of  adhesives  that  do  not  dry  out  and  lose 


their  bonding  strength.  When  the  material  is  nailed, 
centers  should  not  be  greater  than  16". 

Physical  Properties.- 

The  foregoing  materials  are  manufactured  with 
tested  properties  given  below. 

Tensile  tests  made  in  specimen  12"  long,  12"  overall 
width  reduced  gradually  to  a  1"  width  at  centre.  Tests 
were  made  at  a  head  separation  of  Ys  inch  per  minute. 
3  specimens  cut  lengthwise  and  3  cut  crosswise,  lests 
for  water  absorption  and  increase  in  thickness  due  to 
immersion  in  water  were  made  on  specimens  12  inches 
square,  3  specimens  for  each  material. 

Transverse  tests  on  specimens  4"  x  10",  8  inch  span 
projected  to  6"  x  24"  span 

%"  thick  Hardboard 

Thickness  inches  . 

Tensile  strength  p.s.i . 

Transverse  strength  p.s.i . 

24  hour  water  absorption  %  by 

weight . 

Increase  in  thickness  after  24 
hour  immersion  . 


Modulus  of  Rupture  p.s.i .  MD7180  CD5250 

Y&"  thick  Treated  Hardboard 

Thickness  inches  .  140 

Tensile  strength  p.s.i .  .5539 

Transverse  strength  p.s.i .  M  1)828  CD678 

24  hour  water  absorption  %  by 

weight  .  6.51 

Increase  in  thickness  after  24 

hour  immersion  .  4.72 

Modulus  of  Rupture  p.s.i .  MD10578  CD8930 

Y&"  thick  Treated  Hardboard  Tile 

*  Thickness  inches  .  .141 

Tensile  p.s.i .  3890 

Transverse  p.s.i .  MD930  CD704 

24  hour  water  absorption  %  by 

weight  .  7.13 

Increase  in  thickness  after  24 

hour  immersion  .  4.79 

Modulus  of  Rupture  p.s.i .  MD11460  CD8710 


*  Thickness  shown  are  full  thickness  specimens  broke 
at  decorating  grooves  and  strength  as  figured  on  thick¬ 
ness  at  bottom  of  grooves  or  approximately  0.027"  less 


than  shown. 

1/10"  thick  Hardboard 

Thickness  inches  .  0.099 

Tensile  p.s.i .  4932 

Transverse  p.s.i .  MD358  CD272 

24  hour  water  absorption  %  by 

weight  .  17.26 

Increase  in  thickness  after  24 

hour  minimum  .  16.13 

Modulus  of  Rupture  p.s.i .  MD10380  CD7840 

Ya"  thick  Structoboard 

Thickness  inches  .  .231 

Tensile  p.s.i .  2371 

Transverse  p.s.i .  MD848  CD742 

24  hour  water  absorption  %  by 

weight  .  15.93 

Increase  in  thickness  after  24 

hour  immersion  .  11.66 

Modulus  of  Rupture  p.s.i .  MD4000  CD3500 

Ya"  thick  Hardboard 

Thickness  inches  .  .249 

Tensile  p.s.i .  3508 

Transverse  p.s.i .  MD1489  CD1298 

24  hour  water  absorption  %  by 

weight  .  9.23 

Increase  in  thickness  after  24 

hour  immersion  . 

Modulus  of  Rupture  p.s.i .  MD587Q  CD5120 


4364 

MD542  CD434 
12.97 
10.67 
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Va"  thick  Treated  Hardboard 

Thickness  inches  .  .253 

Tensile  p.s.i .  4Q09 

Transverse  p.s.i .  MD2677  CD1814 

24  hour  water  absorption  %  by 

weight  .  4.50 

Increase  in  thickness  after  24 

hour  immersion  .  2.72 

Modulus  of  Rupture  p.s.i .  MD11460  CD8710 


d/16"  thick  Hardboard 

Thickness  inches  . 

Tensile  p.s.i . . 

Transverse  p.s.i . 

24  hour  water  absorption  '%  by 

weight  . 

Increase  in  thickness  after  24 

hour  immersion  . 

Modulus  of  Rupture  p.s.i . 

3/16"  thick  Treated  Hardboard 

Thickness  inches  . 

Tensile  p.s.i . 

Transverse  p.s.i . 

24  hour  water  absorption  %  by 

weight . 

Increase  in  thickness  after  24 

hour  immersion  . 

Modulus  of  Rupture  p.s.i . 


.182 

3339 

MD931  CD682 
11.95 
7.87 

MD6110  CD4480 


1182 

4517 

MD1300  CD  1026 
6.71 

r 

4.69 

MD9480  CD7490 


Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  the  approval  of  U.  S.  G.  and  Samson  Dens- 
board,  Vs "  Regular  Hardboard,  l/2"  Treated  Hardboard, 
/4  Treated  Hardboard  Tile,  3/16"  Treated  Hardboard, 
3/16"  Regular  Hardboard,  %"  Structoboard,  Regu¬ 
lar  Hardboard,  yA"  Treated  Hardboard  and  1/10" 
Regular  Hardboard  for  uses  as  described  under  each 
material  given  above,  for  uses  on  partitions  (not  required 
to  be  fireproof)  wall  and  ceiling  decorations  including 
bath  rooms,  and  other  interior  trim  in  non-fireproof 
structures  under  C26-241.0  (  3.2.2)  for  similar  use  in 
Class  4  wood  frame  structures  under  C26-242.0  (3.2.4) 
and  in  Class  1  and  Class  2  structures  as  interior  trim, 
subdividing  partitions  and  special  spaces  under  C26-667  0 
pars.  3,  5  and  8  (10.9.2.3)  (10.9.2.5)  and  (10.9.2.8). 

Approval  is  also  recommended  for  yA"  Structoboard 
and  Densboard  as  an  underlay  cushion  material  over 
concrete  and  wood  sub-floors,  and  that  the  use  of  these 
materials  be  permitted  under  the  supplementary  Rules 
and  Regulations  of  the  former  Tenement  House  De¬ 
partment,  now  the  Division  of  Housing  of  the  Depart¬ 
ment  of  Housing  and  Buildings. 

These  materials  are  shipped  in  bundles,  packages  and 
individual  packages  and  individual  sheets  and  it  is  ac¬ 
cordingly  recommended  that  whichever  way  shipped,  that 
they  be  marked,  stamped  or  tagged  reading  as  follows : 
Approved  by  the  Board  of  Standards  and  Appeals  for 
Use  in  New  York  City  under  Cal.  No.  68-42-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ma¬ 
terial. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  U.  S.  G.  and  Samson 
Densboard,  Structoboard,  Hardboard,  Treated  Hardboard, 
Hardboard  Tile  and  Treated  Hardboard  Tile,  on  condition 
that  the  material  be  manufactured,  installed  and  labelled, 
stamped  or  tagged  in  accordance  with  above  report. 


700-40-SA. 

APPLICANT-Westinghouse  Electric  Elevator  Co.,  owner. 
SUBJECT  Westinghouse  Type  OM  Oil  Buffer,  approval 

APPEARANCES— 

For  Applicant :  S.  M.  Ferguson. 

ACTION  OF  BOARD — Appliance  approved,  in  accordance 
with  report  of  Committee  on  Tests 
THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 


Note—' The  report  of  the  Committee  on  Tests  and  the 
lesolution  of  the  Board  relative  to  the  approval  of  the 
Westinghouse  Type  OM  Oil  Buffer,  will  be  printed  in  a 
subsequent  issue  of  the  Bulletin,  pending  the  submission  by 
the  applicant  of  drawings  capable  of  reproduction  for  Fig¬ 
ure  1,  as  lef erred  to  in  the  report  of  the  Committee  on 
Tests. 


RULES. 

170-39-SR. 

SUBJECT— Amendment  to  rules  re  Uses  of  Insulating 
Fibre  Board,  adoption  of. 

APPEARANCES— 

For  Applicant:  B.  J.  Westover. 

ACTION  OF  BOARD — Rules  reopened  and  amended. 

1  HE  COTE  TO  REOPEN  AND  AMEND  RULES— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  g 


THE  RESOLUTION  (170-39-SR) 


Rule  2.  Uses  and  Methods  of  Applvine 
2.2  FIBRE  BOARD  SHEATHING. 


Fibre  Board. 


Approved  fibre  board  sheathing  at  least  one-half  of  an 
inch  in  thickness  and  four*  feet  in  width  and  in  full 
lengths  where  possible  may  be  used  instead  of  wood 
sheathing  when  bearing  on  4  studs  and  fastened  to  each 
bearing  with  1%'"  wire  nails,  6"  or  less  c-c,  with  3/8" 
head,  and  for  yA"  or  1"  board,  the  nails  shall  be  2" 
long.  See  C-26-538.0,  sub.  b.  When  using  fibre  board 
in  widths  of  2  ft.  in  addition  to  the  requirement  for 
using  full  lengths,  supplemental  bracing  of  the  frame¬ 
work  of  the  wood  frame  structure  shall  be  provided 
by  means  of  let-in  diagonal  braces  of  1"  x  4"’s  sound 
and  _  free  from  knots  at  all  external  corners  in  the 
outside  face  of  the  studs  at  approximately  45°  and 
crossing  at  least  three  studs,  or  supplemental  bracing 
may  be  by  a  series  of  2"  by  4"  struts  diagonallv  cut 
and  placed  between  the  studs  at  an  angle  of  45°' with 
the  horizontal  and  extending-  from  sill  to  plate  wherever 
possible.  All  braces  shall  be  securely  nailed  to  each 
stud  and  to  sill  and  plate.  Where  openings  occur  near 
the,  corners,  1"  x  4",s  let-in  knee  braces  in  the  face 
ot  the  studs  shall  be  installed  above  and  below  the 
openings  at  approximately  45°,  extending  across  not 
less  than  3  studs.  When  used  over  doorways  and  under 
windows,  vertical  and  horizontal  2"  x  4"’s  shall  be 
provided  to  afford  nailing  bases  along  all  edges.  Equiv¬ 
alent  bracing  of  steel  may  be  substituted  for  the  re- 
^uireu*  bracing.  The  use  of  fibre  board  as  roof 

sheathing  is  not  permitted  except  as  insulation  over 
permitted  sheathing  material. 


Adjourned:  4:45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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NOTE:  Notation  was  made  in  Bulletin  No.  22,  Vol.  27 
of  the  subsequent  publication  of  the  resolution  relating  to 
the  approval  of  the  St.  Louis  Fire  Door  Company  “Ti-Co- 
Dor”  Metal  Clad  Counterbalanced  Freight  Elevator  Door ; 
said  resolution  follows : 

THE  RESOLUTION  (232-42-SM) 

Whereas,  St.  Louis  Fire  Door  Company,  owner,  filed  on 
March  21,  1942,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the  St. 
Louis  Fire  Door  Company  “Ti-Co-Dor”  Metal  Clad  Coun¬ 
terbalanced  Freight  Elevator  Door;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

May  20,  1942. 

Re:  Cal.  No.  232-42-SM. 

Subject:  St.  Louis  Fire  Door  Company  “Ti-Co-Dor” 
Metal  Clad  Counterbalanced  Freight  Elevator  Door, 
approval  of. 

The  St.  Louis  Fire  Door  Co.  of  St.  Louis,  Missouri, 
filed  March  21,  1942,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  its  material 
known  as  the  “Ti-Co-Dor”  one  and  one-half  hour  metal 
clad  counterbalanced  freight  elevator  door  under  the 
requirements  of  Sub.  C26-178.0b  and  C26-663.0.b  of  the 
Administrative  Building  Code. 

The  assembly  forming  the  subject  of  this  report  was 
a  metal-clad  pass-type  panel  counterbalanced  elevator 
door.  The  door  assembly  consists  of  two  panels,  or 
sections,  about  equal  in  size,  the  guides  in  which  they 
operate,  the  counterbalancing  and  locking  mechanism 
and  the  movable  lintel.  The  door  sections  were  mounted 
one  above  the  other  in  an  offset  position  to  permit  door 
sections  to  slide  past  the  door  sections  of  openings  above 
or  below.  These  sections  move  vertically  in  the  guides, 
lap  where  they  come  together  at  the  middle  of  the  open¬ 
ing,  and  are  suspended  by  chains,  rods  and  pulleys,  so 
that  they  counterbalance  each  other.  Doors  are  installed 
on  the  shaft  side  of  the  elevator  opening,  lap  opening 
3  in.  at  the  top  and  2  in.  at  bottom  and  sides  when  in 
a  closed  position. 

The  sample  submitted  for  test  consisted  of  an  assem¬ 
bly  as  shown  in  Fig.  1  mounted  on  a  standard  12-in. 
brick  masonry  wall  provided  with  head  and  sill  for  an 
opening  8  ft.  wide  by  10  ft.  high. 

Guides — Details  are  shown  by  Fig.  1.  The  guides 
consisted  of  a  214  by  2^4  by  3/16  in.  wall  angle  having 
the  wall  leg  provided  with  slotted  holes  for  34- in. 
through  bolts ;  a  l'Y  by  134  by  3/16  in.'  and  a  2  by  3 
by  3/ 16-in.  angle  riveted  at  l2-in.  centers  to  the  main 
guide  angle,  all  angles  extended  for  the  height  of  the 
assembly. 

The  guides  were  secured  to  the  masonry  jambs  by 
34  in.  bolts  mounted  in  slotted  holes  spaced  at  not  ex- 

KEY  SCHEDULE  OF  PAR 

1.  554"  Round  malleable  sheave  unit.  Double  radial  ball  bearing. 

2.  Chain.  #6  blued  safety  cable  chain. 

3.  Malleable  chain  rod  chain  clip. 

4.  54"  Round  hot  rolled  chain  rod. 

5.  Renewable  malleable  shoe. 

6.  Guides.  Main  wall  guide  angle  254"  x  254"  x  3/16". 

7.  Frame  angle  2"  x  2"  x  3/16". 

8.  54"  Round  stove  bolt  and  tapped  washer  18"  O.C.  maximum. 

9.  Malleable  vision  panel  8"  x  8"  clear. 

10.  Rubber  bumper  254"  round  one  at  each  end. 

11.  Reinforcing  angle  254"  x  254"  x  54"  extending  over  malleable 

ears  and  secured  to  same  with  54"  round  rivets. 

12.  Latch  bar  54"  x  1"  F.I. 

13.  Keepers  54"  x  1"  flat  iron,  one  each  side  of  latch  plate. 

14.  Malleable  latch  handle. 

15.  Latch  plate  #10  ga.  10"  wide  welded  to  trucking  angle  #24  and 

4 — 54"  round  stove  bolts  through  core. 

16.  Latch  movement  adjustment  screws. 

17.  Toe  guard.  #10  ga.  fastened  18"  O.C.  maximum  with  54"  round 

rivets. 

18.  Sheet  joint  cleat.  See  Section  “C-C”. 

19.  Adjustable  renewable  malleable  shoes. 

20.  Malleable  ear  and  gusset  plate. 


ceeding  18-in.  centers  and  6  in.  from  each  end.  All 
slotted  holes  were  provided  with  heavily  galvanized 
washers. 

Pan  el  C  onstru  c  tion : 

Panel  Frame — The  panel  frame  was  constructed  of 
2  by  2  by  3/16-in.  angles. 

Panel  Guide  Angle — Each  vertical  edge  of  the  top 
panel  frame  was  provided  with  a  1)4  by  2)4  by  in. 
angle  riveted  at  12-in.  centers  to  the  frame  angle  and  the 
bottom  panel  was  provided  with  2  by  2)4  by  3/16-in. 
angles  secured  to  the  panel  frame  similar  to  the  top 
angles. 

Astragal— The  lower  edge  of  the  upper  panel  was 
provided  with  a  5  by  3)4  by  34-in.  angle  secured  to  the 
panel  frame  and  to  2  by  2  by  3/16-in.  angle  by  arc 
welds  at  12-in.  centers.  The  2  by  2  by  3/16-in.  angle 
was  secured  to  the  panel  frame  by  3/16-in.  rivets 
mounted  in  round  holes  spaced  at  12-in.  centers. 

Panel  or  Door  Sections — The  core  of  top  door  sec¬ 
tion  was  constructed  of  a  two-ply  wood  core  with  metal 
covering  lapped  and  nailed  along  the  edges.  Asbestos 
sheet  1/16  in.  thick  was  applied  between  the  core  layers. 
The  wood  core  of  the  top  door  section  was  covered 
with  24  gauge  galvanized  steel  sheets,  seamed  and 
secured  to  the  wood  core  as  shown.  Sheets  of  1/16-in. 
asbestos  were  provided  between  the  two  thicknesses  of 
the  wood  core.  An  additional  piece  of  1/16-in.  asbestos 
lapped  tbe  edges  and  each  face  around  the  circumference 
of  the  panel. 

The  two-ply  wood  core  of  bottom  door  panel  was 
constructed  similar  to  the  top  panel  except  that  1/16  in. 
asbestos  sheets  were  applied  to  the  unexposed  face  and 
over  this  was  applied  a  16  ga.  sheet-steel  covering 
forming  a  flush  surface,  as  shown. 

Each  panel  or  door  section  was  secured  to  panel  frame 
by  JA-m.  carriage  bolts  spaced  at  15-in.  centers  and  6  in. 
from  each  corner. 

Vision  Panel — The  top  panel  was  equipped  with  a  10 
by  10-in.  vision  panel  glazed  with  wire  glass  as 

shown. 

Vent  Holes — The  top  and  bottom  panels  were  pro¬ 
vided  with  vent  holes  on  shaft  face. 

Trucking  Sill — The  top  edge  of  the  lower  panel  was 
provided  with  a  4)4  by  3  by  34-in.  trucking  angle.  The 
trucking  angle  was  reinforced  by  a  2)4  by  254  by  34-in. 
angle  welded  to  the  angle  frame. 

Toe  Guard — The  toe  guards  were  provided  and  se¬ 
cured  to  the  trucking  sill  and  bottom  edge  of  the  lower 
panel. 

Counterbalancing  Mechanism: 

Chain  Rod  Arm — A  malleable  chain  rod  arm  was  se¬ 
cured  to  the  trucking  sill  at  each  side  of  the  opening 
as  shown. 

Chain  and  Rods— An  adjustable  54-in.  rod  was  secured 
to  the  chain  rod  arm.  The  chain  was  No.  6  cable  chain. 
The  chain  passed  over  the  sheave  and  was  pinned  to  a 

TS  (Cal.  No.  232-42-SM— Fig.  1) 

21.  Latch  spring. 

22.  Asbestos  sheet  1/16"  thick  between  layers  of  wood  core  and 

capped  around  all  edges  and  lapping  both  faces  6". 

23  .  54"  round  flat  head  stove  bolt  12"  O.C.  maximum. 

24.  *  Trucking  angle,  3"  x  454"  x  54"- 

25.  Movable  lintel  plate  #10  ga. 

26.  Fuse  link  device  near  center  of  lintel  plate. 

27.  Movable  lintel  hinge  at  center  and  each  end. 

28.  Auxiliary  astragal  angle  2"  x  2"  x  54"  welded  to  #7  and  #31. 

29.  Adjustable  malleable  sill  leveler. 

30.  Channel  filler  54"  x  154"  x  54"  welded  to  #24. 

31.  Astragal  angle  welded  to  #7  and  #28. 

32.  Malleable  vision  panel  frame. 

33.  54"  polished  wire  glass. 

34.  Glass  stop  angle  54"  x  54"  x  54". 

35.  Upper  panel  malleable  chain  clip. 

36.  Lower  panel  guide  rail. 

37.  Lower  panel  side  angle. 

38.  Upper  panel  side  angle. 

39.  Upper  panel  guide  rail. 

40.  Malleable  sheave  housing. 

“D”  Electric  weld  1"  long. 
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clip  riveted  to  the  bottom  of  the  panel  guide  angle  of  the 
top  door  and  to  the  ^4  in.  rod  at  the  other  end  as  shown 
on  the  elevation  Fig.  1. 

Sheaves — The  chain  sheaves  were  equipped  with  ball 
bearings  supported  by  a  malleable  iron  housing  secured 
to  the  guide  structure  at  each  edge  above  the  opening. 

Adjustable  and  Nonadjustable  Guide  Shoes — Each 
door  section  was  equipped  with  four  guide  shoes,  two 
adjustable  and  two  nonadjustable  to  each  door  section 
riveted  to  the  panel  frame  angle. 

Locking  Mechanism: 

The  locking  mechanism  consisted  of  two  1  by  44- in. 
bars  extending  from  the  central  operating  handle  through 
bearings  mounted  adjacent  to  each  vertical  edge.  The 
latches  were  provided  with  two  keepers  bolted  to  the 
door  panel  as  shown.  The  handle  to  which  the  latch 
bars  were  secured  was  attached  to  a  steel  bearing  plate. 
This  plate  was  welded  to  the  trucking  angle  and  to  door 
panel  by  through  bolts.  A  latch  catch  was  secured  to 
each  guide  which  supported  the  end  of  the  latch  bars. 

Center  Door  Stop — A  2tl/2  by  2>J/2  by  34-in.  angle  was 
secured  to  the  guide  by  two  %-in.  bolts  at  each  vertical 
edge  at  about  the  center  of  opening  in  order  to  sustain 
the  load  of  the  top  door  section  when  the  chains  expand 
under  fire  exposure. 

Movable  Lintel — The  top  edge  of  the  upper  door  sec¬ 
tion  was  provided  with  a  movable  lintel  designed  to 
close  the  space  between  the  top  edge  of  the  offset  panel 
and  the  lintel.  The  movable  lintel  was  constructed  as 
shown.  Three  hinges  were  provided  and  an  additional 
drop  arm  held  in  position  by  a  fusible  link  during  the 
regular  use  and  in  case  of  fire  falls  from  position  and 
acts  as  a  support  for  the  movable  lintel. 

Sill  Supports — Two  sill  supports  were  provided. 
These  supports  are  formed  of  heavy  malleable  castings 
having  one  leg  secured  to  trucking  angle,  and  the  other 
leg  rests  on  the  sill  when  in  an  open  position,  thus 
transferring  part  of  load  to  the  sill. 

Paint— The  door  assembly  was  painted  during  fabri¬ 
cation. 

Fire  Test. 

The  test  was  witnessed  by  Commissioners  Bernard  A. 
Savage  and  Charles  M.  Blum  and  Engineer  Fitzsimons. 

The  door  was  mounted  in  a  12-in.  brick  wall  opening 
and  the  masonry  was  permitted  to  season  before  test. 
The  assembly  was  mounted  under  the  observation  of  an 
engineer  of  Underwriters’  Laboratories,  Inc.  These 
tests  were  conducted  in  accordance  with  the  require¬ 
ments  of  Fire  Tests  of  Opening  Protective  Assemblies, 
Building  Code  of  the  City  of  New  York. 

The  equipment  regularly  used  by  Underwriters’  Labora¬ 
tories,  Inc.  for  tests  of  fire  doors  described  in  Appendix 
1  was  used  with  additions  to  the  apparatus  for  indicat¬ 
ing  temperatures  at  various  locations  on  the  unexposed 
surface  of  the  door. 

After  the  panel  on  which  the  door  was  mounted  was 
drawn  into  position,  the  fire  was  started  in  the  furnace, 
exposing  one  face  of  the  door  to  gas  flames  controlled 
in  accordance  with  the  Standard  Time  Temperature 
Curve.  This  exposure  to  fire  was  continued  for  \}/2 
hrs.  after  which  time  the  panel  was  withdrawn  from  the 
furnace  and  the  exposed  face  was  immediately  subjected 
to  the  impact  and  cooling  action  of  a  30-lb.  water  stream 
applied  for  1  min.  24  sec.  in  accordance  with  the  Stand¬ 
ard  Fire  Test  Specifications  of  the  Administrative  Code. 

The  furnace  chamber  temperatures  were  indicated  by 
thirteen  calibrated  thermocouples  symmetrically  located. 
A  smoke  chamber  was  mounted  in  front  of  the  unex¬ 
posed  face  of  the  opening  to  develop  information  on  the 
smoke  and  temperatures  developed  in  a  550  cu.  ft. 
chamber  having  ten  air  changes  per  hour.  Tempera¬ 
tures  on  the  unexposed  surface  of  the  door  were  indi¬ 
cated  by  two  thermocouples  on  unexposed  face  of  door. 
Each  thermocouple  was  covered  by  a  6  by  6-in.  dry 
asbestos  pad,  in  accordance  with  the  Standard  Fire  Test 


Specifications.  In  addition  to  the  above,  bare  thermo¬ 
couples  were  placed  on  each  door  panel  and  at  32,  64 
and  96  in.  away  from  the  unexposed  face,  about  60  in. 
up  from  the  sill  of  the  door. 

Deflections  of  the  door  were  determined  by  measure¬ 
ments  at  about  the  center  point  on  a  horizontal  line 
across  the  center  of  each  door.  The  reference  base  was 
a  fine  wire,  mounted  on  the  wall  frame,  with  one  end 
fixed  to  the  door  and  the  other  free  to  slide  so  as  to 
remain  in  a  constant  position  with  respect  to  the  original 
location  of  the  points  at  which  measurements  were 
taken. 

Throughout  the  Fire  and  Fire  Hose  Stream  Tests, 
observations  were  made  to  note  the  character  of  the 
fire  and  its  control ;  the  condition  of  the  exposed  face 
as  observed  through  mica  windows  provided  in  the  end 
walls  of  the  furnace,  and  all  developments  pertinent  to 
the  performance  of  the  door  as  a  fire  retardant  with 
special  reference  to  stability,  heat  insulation,  and  flame 
passage ;  and  the  general  condition  of  the  door  resulting 
from  application  of  the  fire  hose  stream. 

Summary  of  Temperatures 

Temperatures  on  Unexposed  Face  Radiation  Temp. 

. - * - - - .  In  Smoke  Chambers 
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Summary 

No  passage  of  flame  through  the  door  occurred  during 
the  Vy2  hr.  fire  exposure.  There  were  at  intervals  dur¬ 
ing  the  test  flames  along  the  top  and  vertical  edges  of  the 
door  due  to  the  ignition  of  the  gases  from  the  wood  core 
apparently  caused  by  the  edge  seams  and  construction  of 
the  movable  lintel.  Smoke  in  volume  was  observed  on 
the  room  side  from  15  to  25  min.  after  the  start  of  the 
test  which  showed  a  reduction  of  visibility  of  100  per 
cent,  typifying  the  Board’s  experience  in  other  tests  of 
doors  of  this  type. 

During  the  fire  exposure  there  was  a  maximum  bulge  j 
of  1  in.  toward  the  fire  of  the  lower  door  section  away 
from  the  sill,  but  after  the  application  of  the  hose  stream 
the  lower  edge  was  in  contact  with  the  sill.  The  top 
edge  of  the  upper  door  section  remained  in  alignment 
during  the  fire  test  but  was  bulged  about  in.  away 
from  the  masonry  after  the  fire  and  hose  stream  test. 
The  door  sections  at  the  center  of  the  opening  were  in 
contact  after  the  test. 

Heat  transmission  from  the  fire  to  the  protected  area 
is  shown  in  summary  of  temperatures.  At  30  min.  the 
temperature  under  asbestos  pads  was  170°  F.  on  the 
upper  pane  and  115°  F.  on  the  lower  panel.  The  tem¬ 
perature  32  in.  away  from  the  unexposed  face  of  the 
sample  was  236°  F.  at  30  min.  As  will  be  noted  from 
the  temperature  curve,  flammable  substances  placed 
against  the  unexposed  face  of  the  door  would  ignite. 
Under  most  conditions  in  the  field  a  clear  space  will  be 
provided  in  front  of  the  opening  on  the  room  side. 

Recommendations 

On  the  basis  of  the  opening  protective  assembly  meet-  : 
ing  the  test  requirements  of  Sec.  C26-610.0  in  all  par- 
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ticulars  and  on  the  basis  of  the  foregoing  data,  the 
Committee  on  Tests  recommends  the  approval  of  the 
“Ti-Co-Dor”  metal  clad  counterbalanced  freight  ele¬ 
vator  Door,  as  made  by  the  St.  Louis  Fire  Door  Com¬ 
pany,  St.  Louis,  Mo.,  for  use  as  an  opening  protective 
assembly  with  a  one  and  one-half  hour  fire  resistive 
rating,  under  Section  C26-661.0,  C26-662.0  and  C26- 
663. 0,b  of  the  Administrative  Code.  The  doors  shall  be 
constructed  in  sizes  as  permitted  under  Sec.  C26-610.0,a 
and  to  the  specifications  contained  herein  with  these 
changes : 

That  the  edge  seams  of  metal  covering  be  lapped  and 
nailed  so  that  the  smoke  and  combustible  gas  from  the 
'  wood  core  will  be  projected  into  the  shaft  side  of  the 
opening ; 

That  the  movable  lintel  plates  be  }/i  inch  less  than 
the  distance  between  the  inner  edges  of  the  guides  so 
that  the  plate  can  expand  normally  without  contacting 
the  guides. 

Tt  is  further  recommended  that  all  opening  protective 
assemblies  manufactured  under  this  approval  shall  be 
inspected  and  labeled  in  accordance  with  the  Rules  of 
the  Board  for  the  Inspection  of  Opening  Protective 
Assemblies. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  St.  Louis  Fire 
Door  Company  “Ti-Co-Dor”  Metal  Clad  Counterbalanced 
Freight  Elevator  Door,  on  condition  that  the  material  be 
manufactured,  installed  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


NOTE:  The  following  resolution  was  adopted  at  the 
previous  meeting  of  the  Board. 

415-38-SM. 

APPLICANT — E.  A.  Swenson,  for  The  Flintkote  Company, 
owner. 

SLTBJECT — -Application  for  consideration — reopening  and 
amendment  of  resolution  to  include  approval  of  ad¬ 
ditional  Flintkote  Built-up  Roofing  Specifications  of 
the  Cold  Process  Type  and  an  additional  Cap  Sheet 
Type  of  Roofing. 

APPEARANCES— 

For  Applicant :  E.  A.  Swenson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (415-38-SM) 

Whereas,  E.  A.  Swenson,  for  The  Flintkote  Company, 
owner,  filed  on  May  27,  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  Flintkote,  2  and  3  ply  Asphalt  Felt,  slag  or  gravel 
surface  re-roofing  and  Flintkote,  3  and  4  ply  Asphalt  Felt, 
slag  or  gravel  roofing  mineral  surface  shingle;  and 

Whereas,  this  material  was  approved  by  the  Board  July 
20,  1938  in  accordance  with  report  of  Committee  on  Tests. 
The  resolution  amended  April  1,  1941,  to  include  approval  of 
Flintkote  12  in.  Stalwart  Strip  Shingles,  the  resolution  fur¬ 
ther  amended  May  19,  1942,  to  include  approval  of  additional 


materials  as  stated  in  the  report  of  the  Committee  on  Tests, 
dated  May  19,  1942;  and 

Whereas,  the  applicant  requested  reopening  of  the  applica¬ 
tion  to  include  approval  of  additional  roofing  materials ;  and 
Whereas,  this  request  was  submitted  to  the  Committee  on 
Tests  of  the  Board  for  test  and  report;  and 
Whereas,  report  of  Committee  on  Tests-reads: 


REPORT  OF  COMMITTEE  ON  TESTS 


May  zu,  1P4Z. 

Re:  Cal.  No.  415-38-SM 
Subject:  Flintkote  Roofing. 

Amendment  of  resolution  adopted  July  20,  1938,  as 
amended  so  as  to  approve  additional  roofing  ma¬ 
terials. 

The  Flintkote  Company  of  New  York  filed  on  April 
29,  1942,  a  request  for  an  amendment  to  the  resolution 
adopted  July  20,  1938,  as  amended  April  1,  1941  and  May 
19,  1942,  to  add  additional  roofing  materials,  which  were 
tested  at  the  plant  of  the  manufacturer  at  East  Ruther¬ 
ford,  N.  J.,  on  May  6,  1942,  with  the  specifications  and 
results  of  such  tests  as  follows : 

Test  #2  Flintkote  Cold  Process  CP  3-(C)  Speci¬ 
fication  comprised  of  two  layers  of  50  lb.  Flintkote  Cold 
Process  Felt  applied  over  wood  deck.  The  unner  half  of 
the  felt  is  nailed  along  the  top  edge  on  12  inch  centres 
approximately  1)4  inches  in  from  the  top  edge  and  then 
nailed  with  a  second  row  of  nails  not  over  10  inches 
from  the  top  edge  on  12  inch  centres  staggered  with  the 
first  row.  Each  layer  of  felt  laps  the  previous  layer  19 
inches.  The  top  is  solidly  cemented  in  Flintkote  Fibrex 
Cement  for  the  full  width  of  lap,  providing  over  the 
entire  roof  a  two-ply  construction  of  50  lb.  cold  process 
felts  cemented  solidly  to  each  other  in  Fibrex  cement. 
The  surface  of  these  felts  is  then  coated  with  Flint¬ 
kote  Static  Asphalt  Fibrated,  using  not  less  than  three 
gallons  per  100  sq.  ft.  The  incline  for  this  specification 
is  from  )4  inch  to  6  in.  per  ft.  for  use  over  new  decks 
or  for  reroofing.  The  brand  was  consumed  in  15  min. 
45  sec.,  consuming  all  plies  but  with  slight  effect  on  the 
roof  deck.  See  recommendation. 

Test  #3  Flintkote  Cold  Process  CP  4-(C)  speci¬ 
fication  comprised  of  two  layers  of  50  lb.  Flintkote  Cold 
Process  Felt,  mopped  solidly  over  insulation  and  to  each 
other  in  Fibrex  Cement.  .  The  felts  are  lapped  19  inches, 
similar  to  the  CP  3  specification,  and  all  laps  are  solidly 
cemented  to  each  other  and  to  the  insulation.  Felts  are 
nailed  on  not  over  12  inch  centres  at  top  edge  of  sheet 
and  on  not  over  8  inch  centres  at  upper  half  of  vertical 
sheet  with  large  head  roofing  nails.  The  surface  of  the 
felts  is  then  coated  with  a  heavy  top  coating  of  Flint¬ 
kote  Static  Asphalt  Fibrated  using  not  less  than  3  gal¬ 
lons  per  100  sq.  ft.  Inclines  |)4  in.  to  6  inches  per  ft. 
For  use  over  new  decks  or  for  reroofing.  The  brand 
was  consumed  in  18  min.  30  sec.,  consuming  all  plies 
but  with  no  effect  on  the  insulation  or  roof  decks.  See 
recommendation. 


Similar  specifications  of  heavier  applications  are  as 
follows 

For  new  roof  and  reroofing. 

Flintkote  Cold  Process  Specification  CP  5  (C)  com¬ 
prised  of  two  layers  of  50  lb.  Flintkote  Cold  Process 
Felt  embedded  in  Fibrex  Cement  surfaced  with  not  less 
than  three  gallons  of  static  asphalt  and  applied  solidly 
over  concrete  decks. 

Flintkote  Cold  Process  Specification  CP  6  (C)  over 
roof  insulation  on  Concrete  or  Gypsum  Decks  com¬ 
prised  of  not  less  than  two  layers  of  50  lb.  Flint¬ 
kote  Cold  Process  Felt  cemented  solidly  to  the  insula¬ 
tion  with  Fibrex  cement  and  top  coated  with  Flintkote 
Static  Asphalt  Fibrated. 

Flintkote  Cold  Process  Specification  CP  7  (C)  over 
roof  insulation  applied  over  metal  decks  comprised  of 
not  less  than  two  layers  of  50  lb.  cold  process  felt 
cemented  solidly  to  the  insulation  and  surfaced  with 
not  less  than  3  gallons  of  Flintkote  Static  Asphalt  Fi¬ 
brated. 
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Flintkote  Cold  Process  Specifications  similar  to  CP  3 
to  CP  7-(C)  series  inclusive,  except  that  the  surfacing 
is  not  less  than  4  gallons  of  Flintkote  Static  Asphalt 
Fibrated  per  100  sq.  ft. 

Flintkote  Cold  Process  Specification  CP  3  A  over 
wood  deck  comprised  of  not  less  than  three  layers  of 
50  lb.  Flintkote  Cold  Process  Felt,  top  surface  nailed 
to  wood  deck  and  the  felts  solidly  cemented  together 
with  Fibrex  Cement  for  the  full  width  of  the  top 
which  is  24)4  inches.  The  top  surface  is  coated  with 
not  less  than  four  gallons  of  Flintkote  Static  Asphalt 
Fib rated. 

Flintkote  Cold  Process  Specifications  CP  4  (A)  sim¬ 
ilar  to  CP  3  A  but  applied  over  insulation. 

Flintkote  Cold  Process  Specification  CP  5  (A)  for 
use  over  concrete  decks  comprised  of  not  less  than  three 
layers  of  50  lb.  Flintkote  Cold  Process  felt  mopped 
solid  to  the  concrete  deck  and  to  each  other  with  Fibrex 
Cement  and  top  surfaced  with  not  less  than  four  gal¬ 
lons  of  Flintkote  Static  Asphalt  Fibrated. 

Flintkote  Cold  Process  Specification  CP-6  (A)  same 
as  CP  5A  but  over  roof  insulation  and  cemented  to 
the  insulation  with  Fibrex  Cement. 

Flintkote  Cold  Process  Specification  CP  7  (A)  for 
use  over  roof  insulation  applied  over  metal  decks  com¬ 
prised  of  not  less  than  three  layers  of  50  lb.  cold 
process  felt  cemented  solidly  over  the  insulation  with 
Fibrex  Cement  and  top  surfaced  with  not  less  than 
4  gallons  of  Flintkote  Static  Asphalt  Fibrated  per  100 
sq.  ft. 

On  the  basis  of  the  tests  conducted,  it  is  recommended 
that  these  additional  roof  specifications  and  the  various 
specific  roofing  materials  as  herein  listed  be  approved 


and  that  the  resolution  adopted  by  the  Board  July  20, 
1938,  as  amended  April  1,  1941  and  May  19,  1942,  be 
amended  to  include  these  additional  roof  specifications 
and  roofing  materials  under  the  conditions  set  forth 
in  this  report  and  reports  of  the  Committee  on  Tests 
of  July  16,  1938  and  March  31,  1941,  provided  that  in 
the  CP  3-C  series  when  two  plies  of  50  lb.  Flintkote 
Cold  Process  Felt  are  used  over  combustible  decks  the 
surface  coating  shall  be  not  less  than  3)4  gallons  of 
static  asphalt  fibrated  per  square.  In  test  3  attention  is 
called  to  Rule  2.2  of  the  Insulating  Fibre  Board  Rules 
of  the  Board  of  Standards  and  Appeals  prohibiting  the 
use  of  insulation  board  as  a  roof  sheathing  material  but 
this  shall  not  be  deemed  to  prevent  such  use  as  per¬ 
mitted  by  Rule  2.5  and  Rule  2.6  of  said  Rules. 

( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

W hekeas,  this  report  recommended  that  the  resolution 
adopted  on  July  20,  1938,  as  amended  April  1,  1941,  and 
May  19,  1942,  be  amended  to  include  approval  of  this  addi¬ 
tional  roofing  material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  28,  1938,  as 
amended  April  1,  1941,  and  May  19,  1942,  in  accordance 
with  above  report. 


NOTICE 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1942  (The  Little  Green  Book),  contain¬ 
ing  the  lastest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan.  Price  50  cents;  by  mail,  five  cents  per  copy  must 
be  added  for  postage. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  tbe  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal,  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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Affecting  Calendar  Numbers  1004-41-BZ,  1101-41-BZ, 
190-42-BZ,  375-42-BZ,  135-41-BZ,  655-41-BZ,  991-40- 
BZ,  972-41-BZ,  168-42-BZ,  200-42-BZ,  327-42-BZ,  331- 
42-BZ,  351-42-BZ  and  481-42-A. 

Minutes  of  Regular  Meeting  June  23,  1942,  at  2  P.  M., 
Affecting  Calendar  Numbers  893-41-BZ,  875-39-BZ, 
528-31-BZ,  328-34-BZ,  420-37-BZ,  1092-38-BZ,  268-41- 
BZ,  356-41-BZ,  741-41-BZ,  743-41-BZ,  744-41-BZ,  857- 

41- BZ,  248-42-A,  169-42-A,  336-42-A,  584-41-A,  259- 

42- A,  366-42-A,  398-42-A,  411-42-S,  444-42- A,  452-42- A, 
467-42-S,  497-42-S,  499-42-A,  501-42-S,  503-42-A,  654- 
40-A,  396-38-SM,  375-39-SM,  1074-39-SM,  1128-39-SM, 
789-41-SM,  1111-41-SA,  39-42-SM  and  435-42-SA. 

Correction  Affecting  Calendar  Number  787-19-BZ. 
Smoking  in  Factories,  Rules  for. 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


COURT  DECISION 

In  the  Matter  of  Ward  y.  Murdock,  et  al. — On  January  13, 
1942,  the  Board  denied  an  appeal  from  a  decision  of  the 
borough  superintendent,  re  construction  of  frame  bathhouse 
cubicles  within  the  fire  limits;  premises  3063-3073  West  12th 
street,  east  side,  113  ft.  north  of  Boardwalk,  Borough  of 
Brooklyn;  Cal.  No.  1040-41-A.  The  Board  held  that  the 
construction  was  not  only  contrary  to  law  but  that  to  permit 
the  proposed  construction  would  be  to  create  a  fire  hazard. 

Justice  Hallinan  at  Special  Term,  Supreme  Court, 
affirmed  Board’s  determination  (N.  Y.  L.  J.  June  19,  1942), 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Anv  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
he  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  June  23,  1942. 

Cal.  No.  Dept.  Premises  Affected 

481-42-A — H.B.B. — 713-721  Bedford  avenue,  and  451-457 
Flushing  avenue,  northeast  corner  (Block  No.  2263,  Lot  No. 
1),  Borough  of  Brooklyn,  Misc.  8922-41. 


482-42-S — F.D. — 31-10  Thompson  avenue,  south  side, 
from  31st  street  to  31st  place  (Block  No.  632,  Lot  No.  3), 
Long  Island  City,  Borough  of  Queens,  8354-L.  F.  and  De¬ 
cision. 


483-42-A — -F.D. — 31-10  Thompson  avenue,  south  side, 
from  31st  street  to  31st  place  (Block  No.  632,  Lot  No.  3), 
Long  Island  City,  Borough  of  Queens,  8354-L.  F.  and  De¬ 
cision. 


484-42-S — F.D.- — 32-36  to  32-46  47th  avenue,  south  side, 
from  33rd  street  to  32nd  place  (Block  No.  252,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens,  8386-L.  F.  and  De¬ 
cision. 


485-42-A — F.D. — 32-36  to  32-46  47th  avenue,  south  side, 
from  33rd  street  to  32nd  place  (Block  No.  252,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens,  8386-L.  F.,  90785-C 
and  Decision. 


486-42-SM — Clinton  Point  Dolomite  (crushed  stone), 
manufactured  by  New  York  Trap  Rock  Corporation,  Ma¬ 
terial. 


487-42-SM — Haverstraw  Trap  Rock  (crushed  stone), 
manufactured  by  New  York  Trap  Rock  Corporation,  Ma¬ 
terial. 


488-42-SM — Verplanck  Limestone  manufactured  by  New 
York  Trap  Rock  Corporation,  Material. 


489-42-SM — Tomkins  Cove  Limestone,  manufactured  by 
New  York  Trap  Rock  Corporation,  Material. 


490-42-A — F.D. — 355  Pearl  street  and  44  Myrtle  avenue, 
southeast  corner  (Block  No.  146,  Lot  No.  19),  Borough  of 
Brooklyn,  8900-L.  F. 


491-42-S — F.D. — 5712-5728  First  avenue,  northwest  side, 
120  ft.  southwest  of  57th  street  (Block  No.  827,  Lot  No. 
12),  Borough  of  Brooklyn,  Decision. 


492-42- A — -F.D. — 2283-2285  Eighth  avenue,  west  side,  50 
ft.  11  in.  south  of  West  123rd  street  and  254  St.  Nicholas 
avenue  (Block  No.  1949,  Lot  No.  33),  Borough  of  Man¬ 
hattan,  31028-L.  C. 


493-42-A — F.D. — 32-14  Northern  boulevard,  southeast 
corner  of  Honeywell  street  (Block  No.  214,  Lot  No.  210), 
Long  Island  City,  Borough  of  Queens,  8590-L.  F. 


494- 42-S — H.B.Q. — 32-14  Northern  boulevard,  southeast 
corner  of  Honeywell  street  (Block  No.  214,  Lot  No.  210), 
Long  Island  City,  Borough  of  Queens,  M-1980-42. 

495- 42-A — H.B.R. — 263  Bay  street  and  16  Hannah  street, 
southeast  corner  (Block  No.  487,  Lot  No.  42),  Tompkins- 
ville,  Borough  of  Richmond  (under  section  35,  General  City 
Law  re  bed  of  mapped  street),  Amendment  to  N.  B.  511-41. 


496-42-A — F.D. — 2  East  End  avenue  and  535  East  79th 
street,  northwest  corner  (Block  No.  1576,  Lot  No.  23),  Bor¬ 
ough  of  Manhattan,  31022-L.  C. 


497-42-S — F.D. — 88-90  Gold  street  and  1-5  Ferry  street, 
northeast  corner  (Block  No.  104,  Lot  No.  31),  Borough  of 
Manhattan,  Decision. 


498-42-BZ— H.B.B.— 733-739  McDonald  avenue,  east  side, 
160  ft.  north  of  Dittnas  avenue  (Block  No.  5385,  Lot  No. 
62),  Borough  of  Brooklyn,  B.  N.  975-42. 


499-42- A — F.D. — Re  Application  to  package  and  sell  in¬ 
flammable  mixture  known  as  “Energine  Cleaning  Fluid”  in 
eight  (8)  ounce  glass  bottles,  capacity  of  bottles  not  in 
conformity  with  Administrative  Code  Specifications,  Decision. 


500-42-A — H.B.Q. — 150-14  109th  road,  southwest  corner 
of  153rd  street  (Block  No.  12141,  Lot  No.  13),  South 
Jamaica,  Borough  of  Queens,  Alt.  906-42. 


501-42-S — H.B.Q. — 36-19  48th  avenue,  northwest  corner 
oi  37th  street  (Block  No.  229,  Lot  No.  1),  Long  Island 
City,  Borough  of  Queens,  Alt.  1158-42. 


502-42-S — F.D. — 33-02  Skillman  avenue,  south  side,  from 
33rd  street  to  34th  street  and  north  side  of  43rd  avenue 
(Block  No.  241,  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens,  8699-L.  F.  and  Decision. 


503-42-A — H.B.Q. — 8-03  26th  avenue,  north  side,  102.03 
ft.  west  of  Ninth  street  (Block  No.  906,  Lot  No.  5),  Long 
Island  City,  Borough  of  Queens,  Amendment  to  N.  B. 
208-42. 


504-42-BZ — H.B.B. — 42-46  (48-50  displayed)  St.  Paul’s 
place,  west  side,  53  ft.  6J/>  in.  north  of  Crooke  avenue  (Block- 
No.  5058,  Lot  Nos.  40-42),  Borough  of  Brooklyn,  B.  N. 
1399-42. 


Restored  to  Calendar. 

893-41-BZ — H.B.R. — 54-62  Greenleaf  avenue  and  141-157 
Marion  street,  northwest  corner  (Block  No.  236,  Lot  No. 
73  and  part  of  Lot  No.  69),  West  Brighton,  Borough  of 
Richmond,  N.  B.  17-42. 


DBSIGNATIONS:  H.Tt. — Department  of  Housing  and  Buildings; 
II. It. It. — Department  of  Housing  and  Buildings,  Brooklyn:  H.B.M.— 

Department  of  Housing  and  Buildings,  Manhattan :  H.B.Q, _ De 

pnrtment  of  Housing  and  Buildings,  Queens:  H.B.R _ Department 

of  Housing  and  Buildings.  Richmond;  H.B.Rx _ Department  of 

Housing  and  Buildings,  Bronx:  H.D — Health  Department,  and 
B.n — Fire  Department. 
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RULES 


Blended  Cements,  Rules  for  Testing 

and  Use  of  . 

Carbon  Dioxide  Liquefier,  Rules... 
Certificates  of  Occupancy,  approved 

form  . 

Concrete  Flat  Slabs,  Rules . . 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of 

Concrete  Rules  (Hydrated  Lime)  .  .  . 

Elevator  Rules  . 

Exit  Rules  (Revolving  Doors) . 

Factory  Exit  Rules  . 


Fire-resistive,  Flameproof  Mate¬ 
rials,  etc.,  Rules  for  Testing  of 
Fire  Retarding  Rules  for  Garages, 
etc . 


Fusion  Welding  and  Gas  Cutting 
Rules 


Oil  Burner  Rules  . 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Nov. 

Platform  Trucks,  Specifications  for.  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  Aug. 
Smoking  in  Factories,  Rules  for.... June 

Sprinkler  Rules  . /une 

Standpipe  Fireline  Rules  . June 

Structural  Alterations,  Reporting.  ..  I  une 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) .  .  .  Apr. 


bnsl  Publication  In  Itullelii, 


,  Feb. 

17, 

1942- 

-Vol. 

27, 

No. 

7 

.Mar. 

10, 

1942- 

-Vol. 

27, 

No. 

10 

.Nov. 

25, 

1941— 

-Vol. 

26, 

No. 

47 

July 

13, 

1937- 

-Vol. 

22, 

No. 

28 

lune 

24, 

1941— 

-Vol. 

26, 

No. 

23 

Aug. 

3, 

1937— 

Vol. 

22, 

No. 

31 

Mar. 

3, 

1936- 

-Vol. 

21, 

No. 

9 

June 

15, 

1937— 

-Vol. 

22, 

No. 

24 

June 

16, 

1942- 

-Vol. 

27, 

No. 

24 

Apr. 

7, 

1942— 

-Vol. 

27, 

No. 

14 

May 

5, 

1942— 

-Vol. 

27, 

No. 

18 

Apr. 

28, 

1942- 

-Vol. 

27, 

No. 

17 

Dee. 

16, 

1941  — 

\  ul 

26, 

No. 

50 

Apr. 

13, 

1937— 

Vol. 

22, 

No. 

15 

Jan. 

21, 

1919— 

-Vol. 

4, 

No. 

3 

May 

20, 

1941— 

-Vol. 

26, 

No. 

20 

Apr. 

7, 

1925- 

-Vol. 

10, 

No. 

14 

,  lune 

.s. 

1928— 

-Vol. 

13, 

No. 

23 

Mar. 

31, 

1942- 

-Vol. 

27, 

No. 

13 

Jan. 

13, 

1942- 

-Vol. 

27, 

No. 

2 

Jan. 

6, 

1942— 

-Vol. 

27, 

No. 

1 

25,  1941— Vol.  26,  No.  47A 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


25,  1941— 

7,  1937- 
26,  1941- 
30,  1942 
29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


Vol.  26,  No.  47A 
Vol.  22,  No.  36 
■Vol.  26,  No.  34 
-Vol.  27,  No.  26 
•Vol.  22,  No.  26 
■Vol.  22,  No.  23 
Vol.  17,  No.  23 
Vol.  21,  No.  47 
Vol.  21,  No.  47 


1U,  1923— Vol.  8,  No.  15 


3237,  part  of  Lot  No.  24),  Springfield  Gardens,  Borough  of 
Queens. 

190-42-BZ — Application,  March  10,  1942,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants,  on  behalf  of  Ten  Security  Corporation, 
owner,  to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  7602-7622  New  Utrecht  ave¬ 
nue  and  1638-1644  76th  street,  southwest  corner  (Block  No. 
6236,  Lot  No.  23),  Borough  of  Brooklyn. 

375-42-BZ — Application,  May  7,  1942,  under  section  21 
of  the  zoning  resolution,  of  Ernst  Pfeiffer,  applicant,  on 
behalf  of  Risap  Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance  of  an  elec¬ 
tric  sign  on  a  proposed  marquise  to  be  attached  to  a  Class 
B  multiple  dwelling  (hotel)  ;  premises  752-758  West  End 
avenue  and  260  West  97th  street,  southeast  corner  (Block 
No.  1868,  Lot  No.  61),  Borough  of  Manhattan. 

1052-41-BZ — Application,  December  4,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Frank  Straub,  on  behalf 
of  Frederick  Figge  Company,  owner,  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  an  existing 
building  to  factory  use;  premises  300-302  Pacific  street, 
south  side,  250  ft.  east  of  Smith  street  (Block  No.  188,  Lot 
No.  20),  Borough  of  Brooklyn. 

790-41-BZ — Application,  September  16,  1941,  under  sec¬ 
tions  21  and  7c  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Herman  H.  Behn, 
owner,  to  permit  in  a  business  use  district,  the  conversion  of 
occupancy  of  an  existing  building  to  a  motor  vehicle  repair 
shop;  premises  112-16  to  112-18  101st  avenue,  southwest 
corner  of  113th  street  (Block  No.  9430,  Lot  No.  7),  Rich¬ 
mond  Hill,  Borough  of  Queens. 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fireline  Hose  Valves  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pipe  Terminals  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Burners  for  Industrial  Use.Nov.  25,  1941 — Vol.  26,  No.  47A 

Fuel  Oil  Pumps . Nov.  25,  1941 — Vol.  26,  No.  47A 

Gas  Heaters  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Range  Oil  Burners  and  Space 

Heaters  . Nov.  25,  1941 — Vol.  26,  No.  47A 

Vacuum  Breakers  . Nov.  25,  1941 — Vol.  26,  No.  47A 


JUNE  30,  1942,  10  A.  M. 

Z oning  A p plica  tions, 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  June  30,  1942, 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters  : 

1106-17-BZ — Application  of  William  F.  Regan,  applicant, 
on  behalf  of  Helen  I.  Doyle,  owner  (Ola  Jones,  lessee), 
reopened  March  3,  1942,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  conver¬ 
sion  of  occupancy  of  part  of  an  existing  building  to  a  motor 
vehicle  repair  shop  (this  building  was  previously  acted  upon 
by  the  Board)  ;  premises  137  Jefferson  avenue,  north  side, 
450  ft.  west  of  Nostrand  avenue  (Block  No.  1827,  Lot  No. 
82),  Borough  of  Brooklyn. 

1004-41-BZ — Application,  November  21,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  A.  A.  Forman, 
3rd,  applicant,  on  behalf  of  Dougland  Homes  Corporation, 
owner  (Frederick  Cornelius,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  reconstruction  and  extension  of  a 
gasoline  service  station;  premises  175-42  137th  avenue  and 
137-04  Farmers  boulevard,  southwest  corner  (Block  No. 


796-41-BZ — Application,  September  17,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Elizabeth  Murphy, 
owner,  to  permit  in  a  business  use  district,  the  extension  of 
an^  existing  gasoline  service  station ;  premises  207-07  to 
207-19  Linden  boulevard,  north  side,  197.46  ft.  west  of 
Springfield  boulevard  (Block  No.  11082,  Lot  Nos.  3,  6  and 
8),  Springfield,  Borough  of  Queens. 

110-42-BZ — Application,  February  6,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Gabriel  Nathan,  applicant, 
on  behalf  of  Brooklyn  Trust  Company  (as  trustee),  owner 
(Ideal  Hotel  Corporation,  lessee),  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  for  the  use 
of  the  guests,  only,  of  the  hotel  on  the  premises ;  premises 
110  to  120  Beach  30th  street,  east  side,  220  ft.  south  of 
Lewmay  road  (Block  No.  301,  Lot  No.  1),  Edgemere, 
Borough  of  Queens. 

704-41-BZ — Application,  July  31,  1941,  under  section  7h 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Edward  W.  Stellges,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles;  premises  137  Beach 
67th  street,  west  side,  161.78  ft.  north  of  Boardwalk  and 
138  Beach  68th  street  (Block  No.  360,  Lot  No.  85  and  part 
of  Lot  No.  12),  Arverne,  Borough  of  Queens. 

707-41-BZ— Application,  July  31,  1941,  under  section  7h 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
of  Leo  H.  Rich,  owner  (Nathan  Zucker,  lessee),  to  permit 
in  a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles;  premises 
34-21  Sprayview  avenue,  southeast  comer  of  Beach  35th 
street  (Block  No.  306,  Lot  No.  1),  Edgemere,  Borough  of 
Queens. 

831-41-BZ— Application,  August  26,  1941,  under  section 
7h  of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Ocean-Gold  Realty  Corporation,  owner  (Ocean 
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Edge  Baths — Hannah  Peck,  lessee),  to  permit  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  34-01  Spray- 
view  avenue,  southwest  corner  of  Beach  34th  street  (Block 
No.  306,  Lot  No.  7),  Edgemere,  Borough  of  Queens. 

742-41-BZ — Application,  August  22,  1941,  under  section 
7h  of  the  zoning  resolution,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Simyron  Realty  Company,  owner,  to  perihit  in 
a  residence  use  district,  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  115  and  123  Beach  29th  street,  west  side,  140  ft. 
south  of  Lewmay  road  (Block  No.  301,  Lot  Nos.  38  and  42), 
Edgemere,  Borough  of  Queens. 

461-42-BZ — Application,  June  9,  1942,  under  section  21 
of  the  zoning  resolution,  of  Lockwood  Greene  Engineers,  In¬ 
corporated,  applicant,  on  behalf  of  Defense  Plant  Corpora¬ 
tion,  owner  (Mergen thaler  Linotype  Company,  acting  as 
agent  for  owner),  to  permit  in  an  unrestricted  use  and  also 
1  /z  times  height  district,  the  erection  and  maintenance  of  a 
factory  building  having  street  walls  exceeding  the  height 
limits  permitted  by  the  zoning  resolution  and,  also,  provid¬ 
ing  loading  space  for  four  (4)  trucks  instead  of  the  required 
space  for  ten  (10)  trucks;  premises  315-329  Park  avenue, 
north  side,  between  Ryerson  street  and  Grand  avenue,  47-57 
Ryerson  street  and  32-52  Grand  avenue  (entire  block)  ; 
(Block  No.  1877,  Lot  Nos.  60,  57,  44  and  part  of  Lot  No. 
1),  Borough  of  Brooklyn. 

262- 42-BZ — Application,  March  31,  1942,  under  section 
7f  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Welz  and  Zerweck,  owners  (Sebastian  Simone, 
lessee),  to  permit  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  maintenance  of  a  frame  building  for  the 
storage  of  six  (6)  motor  vehicles  and,  also,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
159-173  Onderdonk  avenue  and  1851-1859  Troutman  street, 
northwest  corner  (Block  No.  3394,  Lot  No.  1),  Maspeth, 
Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

263- 42-A — 159-173  Onderdonk  avenue  and  1851-1859 
Troutman  street,  northwest  corner  (Block  No.  3394,  Lot 
No.  1),  Maspeth,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  30,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

384-42-A — 40  Hopkins  street,  south  side,  400  ft.  west  of 
Marcy  avenue  (Block  No.  1724,  Lot  No.  25),  Borough  of 
Brooklyn. 

311-42-A — 5501-5523  Sixth  avenue,  east  side,  block  front, 
between  55th  and  56th  streets  (Block  No.  833,  Lot  No.  1), 
Borough  of  Brooklyn. 

253-42-A — 79-83  Washington  street,  east  side,  96  ft.  5  in. 
north  of  York  street  and  39-45  York  street  (3rd  and  4th 
floors);  (Block  No.  51,  Lot  No.  1),  Borough  of  Brooklyn. 

325-42-A — 103  50th  street,  northeast  corner  of  First  ave¬ 
nue  (Block  No.  780,  Lot  No.  1),  Borough  of  Brooklyn. 

340-42-A — 3928-4022  First  avenue,  west  side,  261  ft.  north 
of  42nd  street  (1st  floor,  Building  No.  26)  ;  (Block  No.  710, 
Lot  No.  1),  Borough  of  Brooklyn. 

308-42-S— 114-124  Troutman  street,  east  side,  210  ft.  6  in. 
south  of  Central  avenue  (Block  No.  3184,  Lot  No.  19),  Bor¬ 
ough  of  Brooklyn. 

317-42-A — West  side  of  Furman  street  (Wharf),  860  ft. 
south  of  Fulton  street,  Pier  No.  6,  East  River  (Block  No. 
199,  part  of  Lot  No.  3),  Borough  of  Brooklyn. 


337-42-S — 34-01  to  34-19  38th  avenue,  north  side,  from 
34th  to  35th  streets  (Block  No.  366,  Lot  No.  1),  Long  Island 
City,  Borough  of  Queens. 

348-42-S — 188-190  Third  avenue,  northwest  corner  of 
Douglass  street  (Block  No.  412,  Lot  Nos.  34  and  47),  Bor¬ 
ough  of  Brooklyn. 

458-42-A — 74-11  to  74-21  Broadway,  north  side,  116.7 
ft.  east  of  Roosevelt  avenue,  74-12  to  74-20  Roosevelt  ave¬ 
nue  and  40-02  to  40-14  75th  street  (Block  No.  1485,  Lot  No. 
23),  Jackson  Heights,  Borough  of  Queens. 

423-42-A — 1776-1786  Clay  avenue,  northeast  corner  of 
Prospect  place  (Block  No.  2891,  Lot  Nos.  37,  42,  43  and  49), 
Borough  of  The  Bronx. 

427-42-A — 1375  Prospect  avenue,  west  side,  23  ft  south 
of  Ritter  place  (Block  No.  2968,  Lot  No.  46),  Borough  of 
The  Bronx. 

15-42-A — 250-252  High  street,  southwest  corner  of  Navy 
street  (Block  No.  101,  Lot  Nos..  16  and  17),  Borough  of 
Brooklyn. 


JULY  7,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  July  7,  1942,  at 
10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters  : 

812-41-BZ — Application,  September  19,  1941,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  C.  J.  Neumann  Reallv 
Corporation,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  reconstruction  and 
extension  of  a  gasoline  service  station;  premises  1916-1922 
Flatbush  avenue  and  3822-3832  Avenue  L,  southwest  corner 
(Block  No.  7815,  Lot  Nos.  32  and  35),  Borough  of  Brooklyn. 

559-37-BZ — Application  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Fellman  Realty  Corporation,  owner,  re¬ 
opened  April  28,  1942,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3996  Tenth  avenue  and  501  West 
213th  street,  northwest  corner  (Block  No.  2231,  part  of  Lot 
No.  17),  Borough  of  Manhattan. 

77-32-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Anagal  Realty  Company,  Incorporated, 
owner,  reopened  November  5,  1941,  under  sections  7c  and  21 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  maintenance  and  the  extension  of  a  gasoline  service 
station  (previously  granted  by  the  Board  for  a  temporary 
period)  ;  premises  181-07  Horace  Harding  boulevard,  north¬ 
east  corner  of  Utopia  parkway  (Block  No.  7065,  Lot  No.  5), 
Flushing,  Borough  of  Queens. 

213-42-BZ — Application,  March  18,  1942,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  S.  Worrall, 
Jr.,  applicant,  on  behalf  of  Cord  Meyer  Development  Com¬ 
pany,  owner  (Forest  Hills  Material  Company,  lessee),  to 
permit  in  a  business  use  district,  for  a  term  of  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor  vehi¬ 
cles;  premises  69-02  to  69-40  Austin  street  and  102-30  to 
102-38  69th  (Stafford)  avenue,  southeast  corner  (Block  No. 
3234,  Lot  No.  110  and  part  of  Lot  No.  150),  Forest  Hills, 
Borough  of  Queens. 

228-42-BZ — -Application,  March  20,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Thomson  Hill  Land  and  Im¬ 
provement  Company,  applicant  and  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles; 
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premises  39-16  48th  avenue,  southwest  corner  of  39th  place 
(Block  No.  206,  Lot  No.  18),  Long  Island  City,  Borough  of 
Queens. 

10-42-BZ— Application,  January  5,  1942,  under  section  7 f 
ol  the  zoning  resolution,  of  Frank  C.  Keller,  applicant,  on 
behalf  of  Lina  S.  Kissam,  owner,  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  an  unrestricted  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  220-20  Jamaica  ave¬ 
nue,  south  side,  481.92  ft.  east  of  Springfield  boulevard 
(Block  No.  10793,  Lot  Nos.  37  and  45  and  Block  No.  10789, 
Lot  Nos.  37,  38  and  43),  Queens  Village,  Borough  of  Queens. 

283-42-BZ — Application,  April  6,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Abraham  J.  Halprin,  applicant, 
on  behalf  of  Hortense  C.  Badman,  executrix  of  Estate  of 
Theodore  Badman,  owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles;  premises  222-228  East 
34th  street,  south  side,  275  ft.  east  of  Third  avenue  (Block 
No.  914,  Lot  Nos.  46  to  49,  inclusive),  Borough  of  Man¬ 
hattan. 

807-40-BZ — Application  of  Richard  Stiegler,  applicant 
and  owner,  reopened  March  31,  1942,  under  sections  7f  and 
21  of  the  zoning  resolution,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (previously 
denied)  ;  premises  1168-1184  River  avenue,  east  side,  129  ft. 
north  of  McClellan  street  (Block  No.  2488,  part  of  Lot  Nos. 

1  and  12),  Borough  of  The  Bronx. 

276-42-BZ — Application,  April  1,  1942,  under  section  7c 
of  the  zoning  resolution,  of  Joseph  B.  Lynch,  applicant,  on 
behalf  of  Louis  Iervolino  and  Thomas  Iervolino,  owners,  to 
permit  in  a  residence  use  district,  the  reconstruction  and 
change  of  occupancy  of  an  existing  garage  building  to  a 
gasoline  service  station;  premises  81  Rapelye  street,  north- 
.west  corner  of  Hicks  street  (Block  No.  363,  Lot  No.  38), 
Borough  of  Brooklyn. 

1029-41-BZ — Application,  November  27,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Henry  C.  Brockman, 
applicant,  on  behalf  of  Gulf  Oil  Corporation  and  Staten 
Island  Rapid  Transit  Railroad  Company,  owners,  to  permit 
in  a  business  use  district,  the  extension  and  reconstruction 
of  an  existing  gasoline  service  station ;  premises  263  Bay 
street  and  16  Hannah  street,  southeast  corner  (Block  No. 
487,  Lot  No.  42),  Tompkinsville,  Borough  of  Richmond. 

Appeals  from  Administrative  Decisions. 

432-42-A — 263  Bay  street  and  16  Hannah  street,  south¬ 
east  corner  (Block  No.  487,  Lot  No.  42),  Tompkinsville, 
Borough  of  Richmond. 

495-42-A — 263  Bay  street  and  16  Hannah  street,  south¬ 
east  corner  (Block  No.  487,  Lot  No.  42),  Tompkinsville, 
Borough  of  Richmond  (under  section  35,  General  City 
Law — re  bed  of  mapped  street). 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  7,  1942,  2  P.  M. 

Appeal  from  Administrative  Decision. 

248-42-A — 149-151  East  34th  street,  north  side,  250  ft. 
west  of  Third  avenue  (Block  No.  890,  Lot  No.  34),  Borough 
of  Manhattan. 

Appliances  and  Materials  for  Approval. 

317-36-SA— Dempsey  Industrial  Oil  Burner. 

346-42-SA — “Empyre”  and  “Stop-Fire”  Stirrup  Type 
Water  Spray  Pump. 


372-42-SA — “Fire  Smoother”  (Rock  Powder  Fire  Ex¬ 
tinguisher)  . 

79-40-SM — Green  Bag  Non-Staining  Waterproofed  Ma¬ 
sonry  Cement. 

728-41-SM — Bondlite  (for  interiors)  and  Esterior  Bond- 
lite  (penetrating  and  bonding  oil  paints). 

S80-41-SM — John  Wood  275  Gallon  Basement  Obround 
Fuel  Oil  Tank. 

250-42-SM — Adjusta-Post  (Jack  Column). 


JULY  14,  1942,  10  A.  M. 

Zoning  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  July  14,  1942,  at 
at  10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan, 
on  the  following  matters  : 

265-42-BZ — Application,  March  31,  1942,  under  section 
7h  of  the  zoning  resolution  of  Max  Horn,  applicant,  on 
behalf  of  Long  Island  Railroad  Company,  owner  (Mer¬ 
chants  Association  of  Far  Rockaway,  Incorporated,  lessee), 
to  permit  partly  _  in  a  business  use  and  partly  in  an  unre¬ 
stricted  use  district,  for  a  term  of  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles;  prem¬ 
ises  21-10  New  Haven  avenue  (Clark  street),  north  side, 
100  ft.  east  of  Beach  22nd  (White)  street,  21-11  and  21-12 
Cornaga  avenue,  north  and  south  sides,  103  ft.  east  of 
Beach  22nd  (White)  street,  along  Long  Island  Railroad, 
running  through  to  Far  Rockaway  boulevard  (Block  No. 
214,  Lot  No.  6— parking  lot  “B”  and  Block  No.  215,  Lot  No. 
7- — parking  lot  “A”),  Far  Rockaway,  Borough  of  Queens. 

705- 41-BZ — Application,  July  31,  1941,  under  section  7h 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
of  Idella  R.  Koechel,  owner,  to  permit  in  a  residence  use 
district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises  170 
Beach  105th  street,  northeast  corner  of  Shore  Front  park¬ 
way  (Block  No.  643,  Lot  Nos.  10,  17  and  18),  Rockaway 
Beach,  Borough  of  Queens. 

706- 41-BZ— Application,  July  31,  1941,  under  section  7h 
of  the  zoning  resolution,  of  Max  Horn,  applicant,  on  behalf 
of  Viola  Murtha,  owner,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  term  of  two  (2)  years,  the  parking  of  more 
than  five  (5)  motor  vehicles;  premises  115-117  Beach  96th 
street,  northwest  corner  of  Shore  Front  parkway  (Block- 
No.  635,  Lot  No.  76),  Rockaway  Beach,  Borough  of  Queens. 

8J5-4LBZ — Application,  September  30,  1941,  under  sec¬ 
tion  7h  of  the  zoning  resolution  of  Max  Horn,  applicant, 
on  behalf  of  Brooklyn  Trust  Company  (as  trustee),  ownerj 
to  permit  partly  in  a  residence  use  and  partly  in  a  business 
use  district,  for  a  term  of  two  (2)  years,  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  14-07  Seagirt 
avenue  and  121  Beach  14th  street,  southwest  corner  (Block- 
No.  149,  part  of  Lot  No.  1),  Far  Rockawav,  Borough  of 
Queens. 

260-42-BZ — Application,  March  30,  1942,  under  .section  7h 
of  the  zoning  resolution,  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Mollie  Lilienfeld,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises 
36-02  Sprayview  avenue  and  111  Beach  36th  street,  north¬ 
west  corner  (Block  No.  317,  part  of  Lot  Nos.  83  and  87) 
Edgemere,  Borough  of  Queens. 

315-42-BZ — Application,  April  15,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Clayton  G.  Shirkev,  applicant 
on  behalf  of  Long  Island  Railroad  Company,  owner  (88th 
Street  Garage  Corporation,  lessee),  to  permit  in  a  residence 
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use  district,  for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises  219 
Beach  88th  street,  west  side,  184  ft.  north  of  Rockaway 
Beach  boulevard  and  220  Beach  90th  street  (Block  No.  574, 
Lot  No.  4),  Rockaway  Beach,  Borough  of  Queens. 

I17-42-BZ — Application,  February  10,  1942,  under  section 
7h  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Angelina  Baldi,  owner,  to  permit  in  a 
business  use  district,  for  a  term  of  two  (2)  j^ears,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  1433-1435  De  Kalb  avenue,  west  side,  275  ft.  north 
of  Wilson  avenue  (Block  No.  3235,  Lot  No.  44),  Borough 
of  Brooklyn. 

HARRfS  H.  MURDOCK,  Chairman. 


JULY  14,  1942,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

171-42-A — 60-29  Catalpa  avenue,  north  side,  169.10  ft. 
west  of  60th  lane  (Block  No.  3514,  Lot  No.  47),  Ridgewood, 
Borough  of  Queens  (under  section  60,  Multiple  Dwelling 
Law)  re  installation  of  the  sprinkler  system  in  a  proposed 
tenant  garage  in  a  multiple  dwelling. 

506-42-A — 47-19  Grand  avenue,  entire  area,  bounded  by 
Grand  avenue,  Page  place,  56th  road,  Maspeth  Creek  and 
Newtown  Creek  (Buildings  Nos.  40,  41,  48,  1R,  16,  30,  44, 
66,  36  and  Gate  House)  ;  (Block  No.  2257,  Lot  Nos.  2, 
16  and  31 ;  Block  No.  2256,  Lot  Nos.  60,  61,  63,  150,  153 
and  155;  Block  No.  2235,  Lot  Nos.  1,  225,  300  and  330; 
Block  No.  2236,  Lot  Nos.  70,  75  and  30 ;  Block  No.  2588, 
Lot  Nos.  1  and  50;  Block  Nos.  2589,  2595,  2603,  2604, 
2605  and  2606,  Lot  No.  1  ;  Block  Nos.  2591,  2592,  2593  and 
2594,  Lot  Nos.  1  and  34 ;  Block  No.  2596,  part  of  Lot  No. 
1;  Block  No.  2600,  Lot  Nos.  1  and  45;  Block  No.  2601, 


Lot  Nos.  1,  21,  28,  34,  40,  44  and  50  and  Block  No.  2602, 
Lot  Nos.  1,  37,  40  and  44),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law — re  beds  of  the  fol¬ 
lowing  mapped  streets:  47th  street  (Rogers  street),  48th 
street  (Gilbert  street),  -49th  street  (Owens  street),  50th 
street  (Rice  street),  51st  street  (Simpson  street),  52nd 
street  (Richey  street),  53rd  street  (Sophie  street),  54th 
street  (Garrison  street),  Maspeth  avenue,  49th  street  (Mu¬ 
nich  street),  49th  place  (Bremen  street),  50th  street  (Berlin 
avenue)  and  57th  avenue  (Creek  avenue — Hanover  avenue)  ; 
(aluminum  plant). 


JULY  21,  1942,  10  A.  M. 

Zoning  A  pplication. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  zoning  resolution,  Tuesday  morning,  July  21,  1942,  at 
10  o’clock  in  Room  1013,  Municipal  Building,  Manhattan,  on 
the  following  matter: 

1101-41-BZ — Application,  December  23,  1941,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Louis  A.  Kiesewetter, 
applicant,  on  behalf  of  The  Texas  Company,  owner,  to  per¬ 
mit  partly  in  a  business  use  and  partly  in  an  unrestricted 
use  district,  the  reconstruction  of  an  existing  gasoline  ser¬ 
vice  station;  premises  451-457  Flushing  avenue  and  713-721 
Bedford  avenue,  northeast  corner  (Block  No.  2263,  Lot  No. 
1),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

481-42-A — 451-457  Flushing  avenue  and  713-721  Bedford 
avenue,  northeast  corner  (Block  No.  2263,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  AfEETING. 

TUESDAY  MORNING,  JUNE  23,  1942. 

Present:  Chairman  Murdock,  Commissionfers  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  June  16,  1942  and  Tuesday  afternoon, 
Tune  16,  1942,  were  approved  as  printed  in  Bulletin  No.  25, 
Vol.  27. 


ZONING  CASES. 

1004-41-BZ. 

APPLICANT — A.  A.  Forman,  3rd,  for  Dougland  Homes 
Corporation,  owner  (Frederick  Cornelius,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
reconstruction  and  extension  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 175-42  137th  avenue  and  137-04 
Farmers  boulevard,  southwest  corner  (Block  No. 
3237,  part  of  Lot  No.  24),  Springfield  Gardens, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  A.  A.  Forman  and  S.  L.  Malkind. 
For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Laid  over  to  June  30,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board.  Ap¬ 
plicant  to  file  complete  detailed  plans. 


1101-41-BZ. 

APPLICANT — Louis  A.  Kiesewetter,  for  The  Texas  Com¬ 
pany,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  district  and 
partly  in  an  unrestricted  use  district,  the  recon¬ 
struction  of  an  existing  gasoline  service  station. 

PREA1ISES  AFFECTED — 451-457  Flushing  avenue  and 
713-721  Bedford  avenue,  northeast  corner  (Block 
No.  2263,  Lot  No.  1),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Opposition  :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  21,  1942  at  10 
A.  M.  for  applicant  to  file  complete  plans  showing 
rearrangement  of  existing  gasoline  service  station. 


190-42-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Ten  Security 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district, 
for  a  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
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1  REMISES  AFFECTED — 7602-7622  New  Utrecht  avenue 
and  1638-1641  76th  street,  southwest  corner  (Block 

«  t-* _  ^o.  6236,  Lot  No.  23),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  Gilbert  Kanter  and  Paul  Rock. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF"  BOARD — Laid  over  to  June  30,  1942  at  10 
A.  M.  on  request  of  applicant. 


APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  Tp  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 


375-42-BZ. 

APPLICANT — Ernst  Pfeiffer,  for  Risap  Corporation, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  an  electric  sign  on  a 
proposed  marquise  to  be  attached  to  a  Class  B 
multiple  dwelling  (hotel). 

PREMISES  AFFECTED — 752-758  West  End  avenue  and 
260  West  97th  street,  southeast  corner  (Block  No. 
1868,  Lot  No.  61),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Ernst  Pfeiffer  and  George  Varga. 
For  Opposition  :  Herman  Gottlieb. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  30,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board,  and 
for  applicant  to  file  new  decision  of  borough  super¬ 
intendent. 


135-41-BZ. 

APPLICANT— Samuel  Rosenblum,  for  Fanny  Leon,  owner 
(Joe’s  Automotive  Electric  Service,  lessee). 

SUBJECT — Application  reopened  May  12,  1942  for  consid¬ 
eration  as  to  extension  of  permit — re  application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
conversion  of  occupancy  of  the  1st  story  of  an 
existing  building  to  a  motor  vehicle  repair  shop  for 
a  term  of  one  ( 1 )  year. 

PREMISES  AFFECTED — 436  West  57th  street,  south 
side,  425  ft.  west  of  Ninth  avenue  (Block  No.  1066, 
Lot  No.  50),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  Martin  Gould. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Application  withdrawn,  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 


655-41-BZ. 

APPLICANT — Max  Horn,  for  Della  Estates,  Incorpo¬ 
rated,  owner. 

SUBJECT- — Application  reopened  October  15,  1941  (re  de¬ 
cision  of  the  borough  superintendent)  under  section 
7h  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  term  of  not  more  than 
two  (2)  years,  the  parking  of  more  than  five  (5) 
motor  vehicles  (previously  acted  upon  by  the 
Board). 

PREMISES  AFFECTED — 224  Beach  99th  street,  east 
side,  120  ft.  north  of  Rockaway  Beach  boulevard 
(Block  No.  583,  Lot  No.  1  and  part  of  Lot  No.  23), 
Rockaway  Beach,  Borough  of  Queens. 


991-40-BZ. 

"  LICANT.  Fenichel,  Dusenbury,  Minogue  and  Frieman, 
for  Unexcelled  Manufacturing  Company,  Incorpo¬ 
rated,  owner. 

SUBJECT  Application  reopened  May  26,  1942  (re  decision 
of  the  acting  borough  superintendent)  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  erection  and  maintenance  of  twenty- 
six  (26)  buildings  for  fireworks. 

PREMISES  AFFECTED— 1144-1208  Richmond  avenue, 
west  side,  400  ft.  south  of  Lisk  avenue  (Block  No 
1665,  Lot  No.  7  and  Block  No.  1660,  Lot  No.  1), 
Graniteville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  William  J.  Minogue,  Irving  Feni- 
chel,  William  E.  Buckley  and  Thomas  Jardine. 
For  Opposition:  Martha  Anderson,  Anita  Pacelli, 
Louis  Kirschner,  Alexander  Spilberg,  N.  Neu- 
feld,  Molly  Haben,  Abraham  Rosen,  Jacob 
Perelmutter,  Jordan  Tsourekias  and  Fertina 
Tsourekias. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC1  ION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  () 

THE  RESOLUTION  (991-40-BZ) 

Whereas,  Fenichel,  Dusenbury,  Minogue  and  Frieman, 
for  Unexcelled  Manufacturing  Company,  Inc.,  owner,  filed 
on  May  26,  1942,  an  application  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  26  buildings  for  the  manufac¬ 
ture  of  pyrotechnics;  premises  1144-1208  Richmond  avenue, 
west  side,  400  ft.  south  of  Lisk  avenue  (Block  No.  1665, 
Lot  No.  7  and  Block  No.  1660,  Lot  No.  1),  Graniteville, 
Borough  of  Richmond ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  ffie  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  23,  1942,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Richmond  avenue  is  in  a  retail  use 
district;  West  Shore  parkway  is  in  residence  and  retail  use 
districts;  Chemung  avenue,  Watchogue  avenue,  Berkley 
street  and  Amity  street  are  in  residence  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  No.  383-42,  dated  May  21,  1942,  reads: 

“The  proposed  erection  of  26  buildings  for  storage 
of  fireworks  is  not  permitted  in  a  residential  zone.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  approximately  1,278  ft.  along  Richmond  ave¬ 
nue  and  occupied  by  the  Unexcelled  Manufacturing  Com¬ 
pany,  Inc.,  for  the  manufacture  of  incendiary  bombs  and 
flare  shells.  It  is  proposed  to  erect  upon  the  plot  three  (3) 
groups  of  Class  3  buildings— to  be  used  for  the  manufac¬ 
ture  of  incendiary  bombs.  There  are  11  buildings  in  Group, 
No.  1,  10  buildings  in  Group  No.  2  and  three  (3)  buildings 
in  Group  No.  3,  and  also  two  (2)  additional  terra  cotta 
block  buildings;  one  type  6  building  is  located  820  ft.  to 
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the  east  of  Group  2  buildings,  which  is  13  ft.  by  47  ft.  in 
area  and  one  type  5  building  located  50  ft.  to  the  west  of 
Group  1.  Both  buildings  are  used  for  the  manufacture  of 
incendiary  bombs ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  in  connection  with  a  previous  application  by  a  com¬ 
mittee  of  the  Board ;  and 

Whereas,  the  Board  was  informed  by  the  Department 
of  City  Planning  that  the  streets  indicated  on  the  plan  have 
not  been  placed  on  the  Final  City  Map  and  the  Board 
deemed  that  no  action  under  section  35  of  the  General  City 
Law  was  necessary ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7-e 
thereof  for  a  term  of  two  years  to  permit  the  extension  of 
the  proposed  use  into  the  more  restricted  area  and  the 
erection  of  the  buildings  as  proposed,  on  condition  that  in 
all  other  respects  the  buildings  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  that 
the  buildings  and  uses  proposed  therefor  shall  be  permitted 
only  during  the  period  of  the  present  emergency  and  shall 
be  completely  removed  at  the  termination  thereof,  if  such 
termination  materializes  within  the  term  of  this  permit ; 
otherwise  an  application  may  be  made  for  such  extension 
of  the  permit  as  the  Board  may  deem  proper ;  that  the 
operation  of  the  entire  premises  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner  and  such  fire-fighting 
appliances  maintained  as  he  shall  direct ;  that  all  permits 
required  shall  be  obtained  and  all  work  completed  within 
two  (2)  months  from  the  date  of  this  resolution. 


972-41-BZ. 

APPLICANT — Frank  C.  Keller,  for  Edward  Sherman  Sup¬ 
ply  Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  the  extension,  from  a  business  use  district 
into  a  residence  use  district,  of  a  business  use,  and 
also,  the  use  of  a  portion  of  a  rear  yard  located 
partly  in  a  residence  use  district  as  ingress  and 
egress  to  part  of  the  said  proposed  business  uses. 
PREMISES  AFFECTED— 116-01  to  116-13  Merrick  boule¬ 
vard,  southeast  corner  of  116th  avenue  (Block  No. 
3108,  Lot  No.  1),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Frank  C.  Keller. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 

THE  RESOLUTION  (972-41-BZ) 

Whereas,  Frank  C.  Keller,  for  Edward  Sherman  Supply 
Company,  owner,  filed  on  November  13,  1941,  an  application 
under  section  7c  of  the  zoning  resolution,  to  permit  the  ex¬ 
tension  from  a  business  use  district  into  a  residence  use 
district,  of  a  business  use,  and  also,  the  use  of  a  portion 
of  a  rear  yard  located  partly  in  a  residence  use  district  as 
ingress  and  egress  to  part  of  the  said  proposed  business  uses ; 
premises  116-01  Merrick  boulevard,  southeast  corner  of  116th 
avenue  (Block  No.  3108,  Lot  No.  1),  St.  Albans,  Borough 
of  Queens;  and 

.  Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  23,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Merrick  boulevard  is  in  a 
business  use  district;  172nd  street  is  in  residence  and  busi¬ 
ness  use  districts;  173rd  street  is  in  a  residence  use  district; 
116th  avenue  is  in  residence  and  business  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  November  12,  1941,  re  Misc.  Application  No.  9549- 
1941,  reads : 

“The  portion  of  building  extending  into  a  residence  dis¬ 
trict  to  be  used  for  business  is  contrary  to  Art.  2,,  sec. 
3  of  the  zone  resolution.  Not  further  considered.” 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  9,  1941,  re  Misc.  Application  No.  9548-1941, 
reads : 

"That  portion  of  building  extending  into  residence  dis¬ 
trict  to  be  used  for  business  use  contrary  to  Art.  2, 
Sec.  3  of  the  Zone  Resolution. 

The  use  of  that  portion  of  the  rear  yard  located  in 
a  residence  use  district  as  an  egress  and  ingress  to  a 
business  building  is  contrary  to  Art.  2,  sec.  3  of  the 
Zone  Resolution.  Not  further  considered.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  147  ft.  on  Merrick  boule¬ 
vard,  127  ft.  on  116th  avenue  and  a  distance  of  140  ft.  along 
the  east  lot  line.  An  irregular  shaped  area  at  the  easterly 
part  of  the  plot  is  located  in  the  residence  use  district,  while 
the  remainder  of  the  plot  is  in  the  business  use  district. 
Upon  the  north  part  of  the  Merrick  boulevard  front  of  the 
plot  there  are  two  one-story  buildings  occupied  as  stores, 
one  for  the  sale  of  building  supplies  and  one  used  as  an 
auto  laundry;  at  the  rear  of  the  building  supplies  store  there 
has  been  erected  two  sheds,  shown  as  “A”  and  “B”  on  filed 
plans,  which  sheds  are  located  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district.  Upon  the  south¬ 
erly  40  ft.  frontage  of  the  plot  there  has  been  erected  3 
sheds,  shown  as  “C”,  “D”  and  “E”  on  filed  plans ;  shed  “C” 
is  located  partly  in  a  residence  use  district,  shed  “D”  is 
located  in  a  residence  use  district  and  shed  “E”  is  located 
in  a  business  use  district.  It  is  proposed  to  maintain  the 
use  of  these  sheds  for  the  storage  of  iron  pipes  and  fittings, 
and  also  to  maintain  the  rear  part  (located  in  a  residence 
use  district)  of  the  south  portion  of  the  plot,  as  ingress  and 
egress  to  the  existing  (proposed)  business  use  sheds;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7c  thereof, 
for  a  term  of  two  (2)  years,  to  permit  the  extension  of 
the  business  use  into  the  more  restricted  area,  as  indicated 
on  plans  filed  with  this  application  marked  “Received  April 
9,  1942”,  on  condition  that  such  premises  in  the  residence 
area  shall  be  used  solely  in  connection  with  the  present 
plumbing  supply  store  use  of  the  premises  within  the  busi¬ 
ness  use  area  and  that  the  existing  sheds  and  fences  shall 
not  be  changed  or  enlarged ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  no  signs  shall  be  erected 
within  the  residence  use  area. 


168-42-BZ. 

APPLICANT — William  A.  Eckert,  for  Agnes  F.  Murray, 
owner  (William  Nunley,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super-  i 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  upon  a  plot  located  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 
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PREMISES  AFFECTED— 168-03  to  168-11  Hillside  ave¬ 
nue  and  87-49  to  87-59  168th  street,  northeast  cor¬ 
ner  (Block  No.  9840,  Lot  No.  1),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Arthur  W.  Renander. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (168-42-BZ) 

Whereas,  William  A.  Eckert,  for  Agnes  F.  Murray, 
owner  (William  Nunley,  lessee),  filed  on  February  27,  1942 
an  application  under  section  7h  of  the  zoning  resolution,  to 
permit  upon  a  plot  located  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  168-03  to  168-11  Hillside  avenue 
and  87-49  to  87-59  168th  street,  northeast  corner  (Block  No. 
9840,  Lot  No.  1),  Jamaica,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  23,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Hillside  avenue  is  in  a  business  use 
district;  168th  street  and  168th  place  are  each  in  residence 
and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  25,  1942,  on  Misc.  Applic.  No.  436-42,  reads  : 

“1.  The  storage  or  parking  of  more  than  five  motor 
vehicles  in  a  business  district  extending  into  residence 
district  is  contrary  to  article  II,  sections  3  and  4  of  the 
zoning  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  101  ft.  on  Hillside  avenue  and  139  ft.  on 
168th  street.  The  north  part  of  the  plot  extends  into  the 
residence  use  district  for  a  distance  of  39  ft.,  while  the 
remainder  of  the  plot  is  in  the  business  use  district.  It  is 
proposed  to  use  that  portion  of  the  plot  located  in  the  busi¬ 
ness  use  district,  for  a  term  of  two  (2)  years,  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
_  Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a'  zoning  variance 
under  section  7h  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


200-42-BZ. 


APPLICANT-^Joseph  M.  Lonergan,  for  Maxal  Realty 
Company,  Incorporated,  owner  (Barney  Gunshor, 
lessee). 


SLIBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  retail  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 253-255  Seventh  avenue,  east 
side,  86  ft.  11  in.  north  of  West  24th  street  (Block 
No.  800,  Lot  Nos.  5  and  80),  Borough  of  Manhattan 
APPEARANCES— 


For  Applicant :  Joseph  M.  Lonergan. 

For  Opposition:  William  H.  Bird. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Deputy  Chief  Gunn  .  1 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  .  3 


THE  RESOLUTION  (200-42-BZ) 

Whereas,  Joseph  M.  Lonergan,  for  Maxal  Realty  Co., 
Inc.,  owner  (Barney  Gunshor,  lessee),  filed  on  March  13, 
1942,  an  application  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  retail  use  district,  for  a  term  of  two 
(2)  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles;  premises  253-255  Seventh  avenue,  east  side,  86  ft. 
11  in.  north  of  West  24th  street  (Block  No.  800,  Lot  Nos. 
5  and  80),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  23,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Seventh  avenue  is  in  a  retail  use  dis¬ 
trict  ;  West  25th  and  West  24th  streets  are  each  in  unre¬ 
stricted,  retail  and  residence  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent,  re 
Certificate  of  Occupancy,  dated  March  11,  1942,  reads: 

“Relative  to  your  application  dated  February  25th, 
1942,  for  a  certificate  of  occupancy  for  use  of  above 
premises  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  we  wish  to  advise  you  that 
said  application  is  denied  for  the  reason  that  the  prem¬ 
ises  are  located  in  a  retail  district  where  this  occupancy 
is  prohibited  by  Section  4A,  Article  2,  Zone  Resolution” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  43  ft.  and  a  depth  of  79  ft.  It  is  proposed 
to  use  the  plot,  for  a  term  of  two  years,  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
_  Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7h  of  the  zoning  resolution. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


327-42-BZ. 


APPLICANT — Koch  and  Wagner,  for  John  F.  Trommer, 
Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7a  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  district  and  partlv 
in  an  unrestricted  use  district,  the  extension  in 
height  of  a  building  used  as  part  of  a  brewery. 

PREMISES  AFFECTED — 1630-1654  Bushwick  avenue  and 
66-98  Conway  street,  southeast  corner  (Block  No 
3476,  part  of  Lot  No.  16),  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant:  Charles  C.  Wagner  and  Harry  L 
Yak^l. 

For  Opposition :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  q 


THE  RESOLUTION  (327-42-BZ) 

Whereas,  Koch  and  Wagner,  for  John  F.  Trommer,  Inc., 
owner,  filed  on  April  17.  1942,  an  application  under  section 
7a  of  the  zoning  resolution,  to  permit  partlv  in  a  business 
use  district  and  partly  in  an  unrestricted  use  district,  the 
extension  in  height  of  a  building  used  as  part  of  a  brewery  • 
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premises  1630-1654  Bushwick  avenue  and  66-98  Conway 
street,  southeast  corner  (Block  No.  3476,  part  of  Lot  No. 
16),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  23,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Bushwick  avenue  is  in  business  and 
residence  use  districts ;  Conway  street  and  Broadway  are  in 
business  use  district;  B.  M.  T.  Railroad  Yards  are  in  an 
unrestricted  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  16,  1942,  re  Alt.  Applic.  No.  960-42,  reads : 

“1.  Plans  filed  with  permit  10364/29,  under  which 
this  building  was  erected,  show  the  use  of  the  present 
pent-house  as  ‘machine  room’.  This  space  is  now  occu¬ 
pied  by  a  ‘hot  wort  tank’  and  the  addition  to  this  pent¬ 
house  is  to  be  used  for  a  beer  cooler  and  apparatus 
room.  Since  the  wort  tank  and  the  beer  cooler  are  used 
in  the  process  of  brewing  beer,  the  proposed  alteration 
is  prohibited  by  Art.  II,  Sec.  4a  (6)  of  the  Building 
Zone  Resolution,  as  the  building  extends  into  a  business 
use  district.” 

and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  three  (3)  stories  in  height,  with  a  frontage  of  135  ft. 
9l/2  in.  and  a  depth  of  89  ft.  1  in.,  irregular  in  area.  It  is 
proposed  to  erect  upon  the  roof  of  same  (used  as  part  of 
a  brewery)  a  one-story  (23  ft.)  extension,  29  ft.  by  18  ft. 
2  in.,  irregular  in  area,  to  be  used  as  a  cooler  room  and 
also  for  air  conditioning  apparatus.  The  building  is  located 
partly  in  a  business  district  and  partly  in  an  unrestricted 
use  district;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  a,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7a  thereof, 
to  permit  the  extension  as  proposed,  as  indicated  on  plans 
filed  with  this  application  marked  “Received  April  17,  1942”, 
on  condition  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of  this 
resolution. 


331-42-BZ. 

APPLICANT — H.  I.  Feldman,  for  Fifty-Five  Wadsworth 
Terrace  Corporation,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7i  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  the  basement  story  of 
an  existing  building  to  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED — 145-1 55  Ft.  George  avenue  and 
1662-1670  St.  Nicholas  avenue,  northerly  intersec¬ 
tion  (Block  No.  2149,  Lot  No.  276),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  FI.  I.  Feldman  and  S.  N.  Alderman. 
For  Opposition:  G.  Goldman,  Dep’t  of  Education! 
and  Aaron  Dorfman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 


Affirmative  (on  condition)  :  Commissioner  Sav¬ 
age  . . .  j 

Negative .  Chairman  MJirdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn . . .  3 


THE  RESOLUTION  (331-42-BZ) 

Whereas,  H.  I.  Feldman,  for  Fifty-Five  Wadsworth 
Terrace  Corporation,  owner,  filed  on  April  22,  1942,  an 
application  under  sections  7i  and  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  conversion  of  occu¬ 
pancy  of  the  basement  story  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises  145-155  Ft.  George  ave¬ 
nue  and  1662-1670  St.  Nicholas  avenue,  northerly  intersection 
(Block  No.  2149,  Lot  No.  276),  Borough  of  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  23,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  St.  Nicholas  avenue  and  Ft.  George 
avenue  are  each  in  business  and  residence  use  districts  and 
Fair  V  iew  avenue  and  Audubon  avenue  are  each  in  resi¬ 
dence  and  business  use  districts ;  and 
Whereas,  the  decision  of  the  Borough  superintendent  on 
Alt.  Applic.  No.  283-42,  dated  March  23,  1942,  reads : 

“1.  Proposed  change  of  occupancy  from  laundry  to 
motor  vehicle  repair  shop  in  basement  in  a  business  use 
district  is  contrary  to  the  provisions  of  section  4  and 
section  6  of  Article  II  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  building  is  one  story  and  basement  (22  ft.) 
in  height;  123  ft.  front  on  Ft.  George  avenue  and  123  ft. 
on  St.  Nicholas  avenue;  of  Class  3  construction.  It  is  pro¬ 
posed  to  use  the  basement  story  of  the  existing  building  as 
a  motor  vehicle  repair  shop;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,,  the  Board  deemed  that  there  was  no  Justifica¬ 
tion  for  the  exercise  of  its  discretion  under  section  7i  of  the 
zoning  resolution,  and  that  the  applicant  had  failed  to  sub¬ 
stantiate  his  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


351-42-BZ. 

APPLICANT — Paul  Friedman,  for  Alexander  Eisenberg. 

owner  (Max  Wasserman,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to 
the  baling  of  rags,  and  also  the  joint  occupancy  and 
use  of  this  building  with  an  existing  building  abut¬ 
ting  to  the  west  (permission  to  use  the  westerly 
building  for  baling  of  rags  was  granted  by  the 
Board). 

PREMISES  AFFECTED — 1050-1054  Myrtle  avenue,  south 
side,  296  ft.  7  in.  west  of  Lewis  avenue  (Block  No. 
1585,  Lot  No.  25  and  part  of  Lot  No.  21),  Borough 
of  Brooklvn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman  and  Vera  Wasser¬ 
man. 

For  Opposition  :  Angelo  Lomenzo. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (351-42-BZ) 

Whereas,  Paul  Friedman,  for  Alexander  Eisenberg, 
owner  (Max  Wasserman,  lessee),  filed  on  April  24,  1942! 
an  application  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  conversion  of  occu- 
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pancy  ol  an  existing  building  to  the  baling  of  rags,  and 
also  the  joint  occupancy  and  use  of  the  building  with  an 
,  existing  building  abutting  to  the  west  (permission  to  use 
the  westerly  building  for  baling  of  rags  was  granted  by  the 
Board)  ;  premises  1050-1054  Myrtle  avenue,  south  side,  296 
'  ”•  7  in.  west  of  Lewis  avenue  (Block  No.  1585,  Lot  No. 
-.i  and  part  of  Lot  No.  21),  Borough  of  Brooklyn;  and 
W  HEREAS,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  23,  1942,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Myrtle  avenue,  Vernon  avenue,  Lewis 
avenue  and  Sumner  avenue  are  in  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  6,  1942,  re  B.  N.  Applic.  No.  2440-41,  reads : 

21.  1  lie  resolution  of  the  Board  of  Standards  and 

Appeals  adopted  under  Cal.  No.  916-18-BZ  and  Cal.  No. 
1086-41-S  contain  the  provision  that  the  use  of  the  25' 
building  (easterly  building)  in  conjunction  with  the  50' 
building  (westerly  building)  is  conditioned  upon  the 
securing  of  a  certificate  of  occupancy  establishing  that 
factory  use  throughout  the  25'  building  existed  and 
continued  since  1916.  This  requirement  cannot  be  com¬ 
plied  with,  as  the  records  of  this  department  show  that 
this  25'  building  was  erected  as  a  one-story  garage  and 
that  the  2nd  story,  to  be  used  for  dressing  rooms  and 
storage  was  added  in  1927. 

The  proposed  change  of  occupancy  of  this  25'  build¬ 
ing  from  garage  on  the  1st  floor  and  dressing  rooms 
and  storage  on  the  2nd  floor  to  storage  and  "vacuum 
cleaning  of  burlap  bags  on  the  1st  floor  and  dressing 
rooms  and  storage  of  burlap  bags  on  the  2nd  floor  is 
contrary  to  Art.  11,  Sec.  4a  (20)  of  the  Building  Zone 
Resolution,  as  the  premises  are  located  in  a  business 
use  district.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  and  a  depth  of  100  ft.  Upon  the  west¬ 
erly  portion  of  the  plot  there  is  a  Class  3,  two  and  Jhree- 
story  building,  50  ft.  by  95  ft.  in  area  (legally)  occupied 
on  the  1st  and  2nd  stories  for  baling,  storage  and  sale  of 
burlap  bags,  with  the  3rd  story  vacant.  Upon  the  easterly 
portion  of  the  plot  there  is  a  Class  3,  two-story  building, 
25  ft.  by  100  ft.  on  the  1st  story  and  25  ft.  by  65  ft.  in 
area  on  the  2nd  story.  This  latter  building  is  interconnected 
with  the  building  on  the  westerly  portion  of  the  plot.  It  is 
proposed  to  use  (jointly)  both  buildings  for  the  cleaning, 
baling,  storage  and  sale  of  burlap  bags;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to 
permit,  the  extension  of  use  as  proposed,  on  condition  that 
the  building  shall  not  be  increased  in  height  or  area ;  that 
the  use  therein  shall  be  as  proposed  and  in  connection  with 
the  use  of  the  first  story  of  the  building  as  permitted  under 
resolution  adopted  under  Cal.  No.  916-18-BZ,  February  3, 
1942;  also  that  the  requirements  of  the  resolution  adopted 
by  the  Board  under  Cal.  No.  1086-41-S  shall  be  complied 
with ;  that  the  vacuum  cleaner  equipment  on  the  roof  of  the 
first  story  extension  shall  be  maintained  in  good  working 
condition  to  prevent  any  spreading  of  dust;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

481-42-A. 

APPLICANT — Louis  A.  Kiesewetter,  for  The  Texas  Com¬ 
pany,  owner. 


SUBJEC1 — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AtFECTED — 451-457  Flushing  avenue  and 
•  713-721  Bedford  avenue,  northeast  corner  (Block 

No.  2263,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  21,  1942  at  10 
A.  M.  for  further  consideration  by  the  Board. 


Adjourned ;  1 1  :55  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  23,  1942. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  CASES. 

893-41-BZ. 

APPLICANT— Irving  Fenichel,  for  Stapleton  Service 
Laundry,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Application  (decision  of 
the  borough  superintendent)  under  section  7f  of  the 
zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  term  of  years,  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  withdrawn). 

PREMISES  AFtECTED — 54-62  Greenleaf  avenue  and 
141-157  Marion^ street,  northwest  corner  (Block  No. 
236,  Lot  No.  73  and  part  of  Lot  No.  69),  West 
Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  (j 


875-39-BZ. 

APPLICANT  Margaret  Bergen  (lessee),  for  Woodboro 
Realty  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution  to  permit  in  a  business  use  district  the 
parking  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 39-25  61st  street,  east  side,  140 
ft.  south  of  39th  avenue  (Block  No.  1231,  Lot  Nos. 
13  and  18),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn,  on  written 
request  of  applicant. 

THE  VOTE  Tp  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  q 


528-31-BZ. 

APPLICANT — George  W.  Horr,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
superintendent  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  zoning' resolution, 
permitting  in  a  business  use  district,  the  maintenance 
of  a  gasoline  service  station  for  a  temporary  period. 
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PREMISES  AFFECTED — 70-52  Kissena  boulevard,  north¬ 
west  corner  of  70th  road  (Block  No.  2235,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  George  W.  Horr. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (528-31-BZ) 

Whereas,  this  application  affecting  premises,  70-52  Kis¬ 
sena  boulevard,  northwest  corner  of  70th  road  (Block  No. 
2235,  Lot  No.  1),  Flushing,  Borough  of  Queens,  was  granted 
by  the  Board  March  18,  1932,  under  section  7,  subdivision  f, 
for  a  temporary  period  of  two  years,  on  certain  conditions, 
permit  extended  from  time  to  time,  and  the  applicant  re¬ 
quested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  24,  1934,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


328-34-BZ. 

APPLICANT — S.  Sheldon  Meyers,  for  Max  Mirowitz, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  change  of 
occupancy  of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles  for  a  temporary 
period. 

PREMISES  AFFECTED— 1449  Vyse  avenue,  west  side, 
100  ft.  south  of  Jennings  street  (Block  No.  2987, 
Lot  No.  33),' Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  S.  Sheldon  Meyers. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  Tp  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION  (328-34-BZ) 

Whereas,  this  application  affecting  premises  1449  Vyse 
avenue,  west  side,  100  ft.  south  of  Jennings  street  (Block 
No.  2987,  Lot  No.  33),  Borough  of  The  Bronx,  was  granted 
by  the  Board  October  22,  1935,  resolution  amended  May  5, 
1936,  and  July  7,  1936,  time  extended  July  9,  1937,  July  20, 
1938,  July  5,  1939,  July  16,  1940  and  July  8,  1941,  and 
applicant  requests  a  further  extension  of  time  to  obtain  per¬ 
mits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  22,  1935, 
as  amended  through  resolution  of  July  8,  1941,  only  so  far 
as  it  has  reference  to  the  obtaining  of  permits  and  comple¬ 
tion  of  work  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all  work- 
involved  completed  within  one  (1)  year  from  the  date 
of  this  amended  resolution.” 


420-37-BZ. 

APPLICANT— Mainrose  Realty  Corporation,  owner  (Rich¬ 
ard  Regan,  lessee). 


SUBJECT — -Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 136-30  Roosevelt  avenue,  south 
side,  295  ft.  east  of  Main  street  (  Block  No.  5019, 
Lot  No.  16),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Aaron  L.  Moses. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PER  MIT- 
Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION  (420-37-BZ) 

Whereas,  this  application,  under  the  zoning  resolution,  to 
permit  in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  premises  136-30 
Roosevelt  avenue,  south  side,  295  ft.  east  of  Main  street 
(Block  No.  5019,  Lot  No.  16),  Flushing,  Borough  of 
Queens,  was  granted  by  the  Board  July  12,  1938,  on  certain 
conditions,  permit  extended  June  11,  1940,  and  the  owner 
requested  a  further  extension  of  the  permit;  and 

Whereas,  the  owner  stated  that  the  present  lessee  is 
Richard  Regan,  operating  under  a  lease  from  the  owner. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  12,  1938,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

“granted  under  section  7h,  for  a  term  of  two  (2)  years 
frcJm  the  date  of  this  amended  resolution.” 


1092-38-BZ. 

APPLICANT — Sambern  Realty  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  limited  to 
tenants  of  adjoining  apartment  houses  only  (pre¬ 
viously  denied  re  public  parking  lot). 

PREMISES  AFFECTED— 167-01  to  167-19  Depot  road, 
north  side,  entire  block,  between  167th  street  and 
169th  street,  36-27  to  36-39  167th  street  and  36-34 
to  36-42  168th  street  (Block  No.  5294,  Lot  No.  1 
and  part  of  Lot  No.  6),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Paul  Friedman  and  Samuel  Bern¬ 
stein. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  o 

THE  RESOLUTION  (1092-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  limited  to  tenants  of  adjoining 
apartment  houses  only,  premises  167-01  to  167-19  Depot 
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road,  north  side,  entire  block,  between  167th  street  and 
168th  street,  36-27  to  36-39  167th  street  and  36-34  to  36-42 
168th  street  (Block  No.  5294,  Lot  No.  1  and  part  of  Lot 
No.  6),  Flushing,  Borough  of  Queens,  was  granted  by  the 
Board  October  28,  1939,  on  certain  conditions,  permit  ex¬ 
tended  October  28,  1941,  and  owner  requested  an  amend¬ 
ment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  Octo¬ 
ber  31,  1939,  as  amended  by  resolution  adopted  on  October 
28,  1941,  by  adding  thereto: 

“that  in  the  event  the  owner  desires  to  develop  the 
westerly  portion  of  the  plot  known  as  Lot  6  and  to 
confine  the  parking  use  to  the  easterly  portion,  known 
as  Lot  1,  the  parking  and  storage  lose  may  be  con¬ 
tinued  on  Lot  1,  on  condition  that  the  requirements  of 
the  resolution  adopted  by  the  Board  on  October  31, 
1939,  applying  thereto,  are  complied  with,  and  a  fence 
of  the  type  herein  required  shall  be  installed  and 
maintained  on  the  interior  lot  line  for  the  full  distance 
between  Lot  1  and  Lot  6.” 


268-41-BZ. 

APPLICANT — L.  A.  Kiesewetter,  for  Mera  Wellerson, 
owner  (John  N.  Leopold,  Incorporated,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
alteration  and  extension  of  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED — 5801  Amboy  road,  northwest 
corner  of  Foster  road  (Block  No.  6896,  part  of 
Lot  No.  50),  Prince’s  Bay,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened,  time  ex¬ 
tended  and  resolution  amended. 

THE  VOTE  TO  REOPEN,  EXTEND  TIME  AND 
AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  0 

THE  RESOLUTION  (268-41-BZ)  * 

Whereas,  this,  application,  to  permit  in  a  business  use 
district,  the  alteration  and  extension  of  an  existing  gasoline 
service  station,  premises  5801  Amboy  road,  northwest  cor¬ 
ner  of  Foster  road  (Block  No.  6896,  part  of  Lot  No.  50), 
Prince’s  Bay,  Borough  of  Richmond,  was  granted  by  the 
Board  June  17,  1941,  on  certain  conditions,  under  section 
7c  of  the  zoning  resolution ;  and 

Whereas,  L.  A.  Kiesewetter,  for  Mera  Wellerson,  owner 
(John  N.  Leopold,  Incorporated,  lessee),  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  June 
17,  1941  only  so  far  as  it  has  reference  to  the  requirement 
for  the  obtaining  of  permits  and  the  completion  of  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read  : 
“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 
and  by  adding  thereto : 

“that  until  such  time  as  Amboy  road  is  widened,  the 
existing  gasoline  tanks,  pumps  and  signs  may  be  con¬ 
tinued,  on  condition  that  as  soon  as  the  widening  is 
completed  all  the  requirements  of  this  resolution  shall 
be  complied  with,  except  that  the  pumps  may  be  not 
less  than  12  ft.  from  the  nezv  building  line  of  the  street 
as  zvidened;  that  during  the  term  of  the  emergency,  in 
viezv  of  the  statement  that  asphalt  is  not  available,  the 
paving  of  the  gasoline  selling  area  may  be  of  crushed 
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bluestone  properly  rolled  and  treated  zvith  a  binder  such 
as  calcium  chloride  or  a  similar  material;  and  that  in 
the  event  the  metal  as  proposed  and  shown  on  the  acces¬ 
sory  building  parapet  is  not  available,  brick  stuccoed 
may  be  substituted  therefor 


356-41-BZ. 

APPLICANT — George  G.  Miller,  for  Whitewood  Holding 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  21  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  business  building 
(stores)  having  entrances  and  show  windows 
more  than  twenty-five  (25)  ft.  from  the  business 
corner. 

PREMISES  AFhECTED — 1386  White  Plains  road,  south¬ 
east  corner  of  Wood  avenue  (Block  No.  3936,  Lot 
No.  10),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  George  G.  Miller. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION  (356-41-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  business  building  (stores)  having 
entrances  and  show  windows  more  than  twenty-five  (25)  ft. 
from  the  business  corner,  premises  1386  White  Plains  road, 
southeast  corner  of  Wood  avenue  (Block  No.  3936,  Lot  No. 
10),  Borough  of  The  B  ronx,  was  granted  by  the  Board 
July  15,  1941,  on  certain  conditions,  and  applicant  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  15,  1941,  only 
so  far  as  it  has  reference  to  the  obtaining  of  permits  and 
completion  of  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


741-41-BZ. 

APPLICANT — Clayton  G.  Shirkey,  for  Estate  of  Ann 
Eliza  Morrison  (Lenore  Morrison,  executrix), 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 165  Beach  102nd  street,  north¬ 
west  corner  of  Shore  Front  parkway  (Block  No. 
641,  part  of  Lot  Nos.  35  and  48),  Rockaway 
Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Clayton  G.  Shirkey. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 
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THE  RESOLUTION  (741-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  for  a  tempo¬ 
rary  period  of  not  more  than  two  (2)  years,  the  parking  of 
more  than  five  (5)  motor  vehicles,  premises  165  Beach  102nd 
street,  northwest  corner  of  Shore  Front  parkway  (Block 
No.  641,  part  of  Lot  Nos.  35  and  48),  Rockaway  Beach, 
Borough  of  Queens,  was  granted  by  the  Board  April  14, 
1942,  on  certain  conditions,  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  14,  1942,  only 
so  far  as  it  has  reference  to  the  height  of  the  fence,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  such  fence  shall  not  be  less  than  the  height  of  the 
fence  along  the  frontage  of  Shore  Front  parkway ” 
and  as  to  time  for  the  obtaining  of  permits  and  completion 
of  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  three  (3)  months  from  the  date  of  this 
amended  resolution.” 


743-41-BZ. 

APPLICANT — Clayton  G.  Shirkey,  for  Seaside  Improve¬ 
ment  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 138  Beach  101st  street,  north¬ 
east  corner  of  Shore  Front  parkway  (Block  No. 
639,  part  of  Lot  No.  11),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Clayton  G.  Shirkey. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (743-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  138  Beach  101st  street,  northeast  corner  of  Shore 
Front  parkway  (Block  No.  639,  part  of  Lot  No.  11),  Rock¬ 
away  Beach,  Borough  of  Queens,  was  granted  by  the  Board 
April  14,  1942,  on  certain  conditions,  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  14,  1942,  only 
so  far  as  it  has  reference  to  the  height  of  the  fence,  so 
that  as  am'ended  this  portion  of  the  resolution  shall  read : 
“that  such  fence  shall  not  be  less  than  the  height  of  the 
fence  along  the  frontage  of  Shore  Front  parkway.” 
and  as  to  time  for  the  obtaining  of  permits  and  completion 
of  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  three  (3)  months  from  the  date  of  this 
amended  resolution.” 


744-41-BZ. 

APPLICANT — Clayton  G.  Shirkey,  for  The  Seaside  Im¬ 
provement  Company,  owner. 


SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  (2)  years,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AF’FECTED — 161  Beach  101st  street,  north¬ 
west  corner  of  Shore  F>ont  parkway  (Block  No. 
640,  part  of  Lot  No.  35),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Clayton  G.  Shirkey. 

ACTION  OF"  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (744-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  161  Beach  101st  street,  northwest  corner  of  Shore 
Front  parkway  (Block  No.  640,  part  of  Lot  No.  35),  Rock¬ 
away  Beach,  Borough  of  Queens,  was  granted  by  the  Board 
April  14,  1942,  on  certain  conditions,  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  14,  1942,  only 
so  far  as  it  has  reference  to  the  height  of  the  fence,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“ that  such  fence  shall  not  be  less  than  the  height  of  the 
fence  along  the  frontage  of  Shore  Front  parkway.” 
and  as  to  time  for  the  obtaining  of  permits  and  completion 
of  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  three  (3)  months  from  the  date  of  this 
amended  resolution.” 


857-41-BZ. 

APPLICANT — Morris. Chodosh,  for  Barwin  Holding  Cor¬ 
poration,  owner  (Baruch  Winer,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  use  of 
part  of  an  existing  building  for  the  manufacture  of 
soap  for  a  period  of  six  (6)  months. 

PREMISES  AFFECTED — 235  South  First  street,  north 
side,  25  ft.  east  of  Roebling  street  (Block  No.  2395, 
Lot  No.  33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Paul  Friedman  and  Baruch  Winer. 
ACTION  OF  BOARD — Application  Reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (857-41-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  the  use  of  part  of  an  existing  building  for  the  manu¬ 
facture  of  soap,  premises  235  South  First  street,  north  side, 
25  ft.  east  of  Roebling  street  (Block  No.  2395,  Lot  No.  33), 
Borough  of  Brooklyn,  was  granted  by  the  Board  Tanuary 
20,  1942,  on  certain  conditions,  under  section  7e  of  the  zon¬ 
ing  resolution,  and  applicant  requested  an  extension  of  the 
permit. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  20,  1942, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read  : 
“ granted  under  section  7e  thereof,  to  permit  for  a  term 
of  two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution,  the  use  of  the.  street  floor  only  of  the  building 
to  be  occupied  as  proposed  for  the  manufacture  of 
soap,  on  condition.  *  *  *” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

248-42-A. 

APPLICANT — Leo  D.  Holzer  (lessee),  for  Louis  Car- 
reau,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 

PREMISES  AFFECTED— 149-151  East  34th  street,  north 
side,  250  ft.  west  of  Third  avenue  (Block  No. 
890,  Lot  No.  34),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Leo  D.  Holzer. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  7,  1942  at  2 
P.  M.  for  inspection  by  a  committee  of  the  Board 
and  for  further  consideration  by  the  Board.  Ap¬ 
plicant  to  correct  the  application  and  file  an  amend  ¬ 
ment  with  Dep’t  of  Housing  and  Buildings. 


169-42-A. 

APPLICANT — Vitale  Della  Penna,  for  Olga  Zaisov, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1743  Hobart  avenue,  west  side, 
150  ft.  south  of  Buhre  avenue  (Block  No.  4170, 
part  of  Lot  No.  38),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Vitale  Della  Penna. 

ACTION  OF  BOARD — Appeal  withdrawn,  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


336-42-A. 

APPLICANT — John  J.  Gilmartin,  for  S.  C.  Johnson  and 
Sons,  Incorporated,  lessee  (Pioneer  Real  Estate 
Company,  owner). 

SUBJECT — Application  for  consideration — reopening  apd 
restoration  to  calendar — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner  (previously 
withdrawn). 

PREMISES  AFFECTED — 601-649  West  26th  Street,  600- 
620  West  27th  street,  245-249  11th  avenue  and 
200-218  13th  avenue,  entire  block  (18th  floor)  ; 
(Block  No.  672,  Lot  No.  1),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  John  J.  Gilmartin. 

ACT  ION  OF  BOARD — Request  to  reopen  withdrawn 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


584-41-A. 

APPLICANT — Benjamin  Leeman,  for  Saul  Leeman, 
owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
—re  Appeal  from  a  decision  of  the  borough  super- 
ihtendent  (previously  withdrawn). 


PREMISES  AFFECTED — 121  Bay  23rd  street,  east  side, 
100)4  ft.  south  of  Benson  avenue  (Block  No.  6408, 
Lot  No.  16),  Borough  of  Brooklyn. 
APPEARANCES— 

bor  Applicant  :  Seymour  C.  Simon,  Benjamin  Lee¬ 
man,  M.  Giavane  and  Jennie  Lipshitz. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (584-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  121  Bay  23rd  street,  east 
side,  100)4  ft.  south  of  Benson  avenue  (Block  No.  6408, 
Lot  No.  16),  Borough  of  Brooklyn,  was  withdrawn;  and 
Whereas,  the  applicant  requested  reopening  of  the  appeal 
and  consideration  by  the  Board ;  and 

V  hereas,  this  appeal  was  reopened  and  restored  to  the 
calendar  October  7,  1941 ;  and 
Whereas,  the  applicant  has  filed  the  following  decision 
of  the  borough  superintendent,  dated  October  10,  1941,  on 
B.  N.  Applic.  1007-41 : 

“Evidence  submitted  is  not  acceptable  as  establishing 
the  legality  of  existing  use  of  frame  structure  for  the 
renting  out  and  storage  of  five  cars  in  a  residence  use 
district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  50.1)4  ft.  by  94.8)4  ft.  in  area;  located  in  a  residence 
district;  upon  which  there  exists  a  1)4  story  building,  15  ft. 
in  height  and  50  ft.  1  in.  by  20  ft.  in  area;  Class  4  con¬ 
struction;  erected  prior  to  1900;  and  occupied  from  1914  to 
date  as  follows:  1st  floor,  storage  of  5  cars  and  rental  of 
more  than  1  space;  and 

Whereas,  the  applicant  contends  that  application  was 
made  to  the  borough  superintendent  for  certificate  of  occu¬ 
pancy  to  permit  the  use  of  the  building  in  the  rear  of  the 
premises  as  a  5-car  garage  for  the  parking  of  5  cars  and 
the  rental  of  more  than  one  space;  that  the  present  owner 
holds  title  by  purchase  from  his  father  by  deed  dated  April 
7,  1941 ;  that  the  previous  owner  took  title  in  1918  at  which 
time  the  residence  was  occupied  by  two  families ;  that  both 
the  residence  structure  and  the  garage  in  the  rear  were 
built  prior  to  1900;  that  the  previous  owner  occupied  the 
premises  in  1914  and  has  been  in  occupation  continuously 
since  that  date;  that  the  structure  at  the  rear  of  the  resi¬ 
dence  building  was  originally  erected  for  use  as  a  stable 
and  wagon-house  and  no  certificate  of  occupancy  issued  for 
such  structure ;  that  a  stable  permit  for  7  and  8  horses  was 
issued  by  the  Board  of  Health  in  1915  and  1918  and  the 
second  permit  issued  continuously  to  1931  at  which  time  it 
was  revoked  due  to  the  discontinuance  of  the  stable  occu¬ 
pancy  ;  that  the  structure  in  the  rear  of  the  premises  is 
divided  into  two  sections,  the  southerly  section  was  occupied 
from  1914  to  1931  as  a  stable  for  seven  horses,  the  stalls 
being  rented  from  1931  to  date,  two  automobiles  have  been 
garaged  in  this  section;  that  the  northerly  section  was  used 
for  the  storage  of  three  'automobiles  from  1914  to  date; 
that  the  spaces  for  storage  of  these  automobiles  were 
rented;  that  affidavits  attesting  to  these  facts  were  sub¬ 
mitted  to  the  borough  superintendent  and  he  has  refused 
to  accept  these  statements  as  sufficient  evidence  to  permit 
him  to  approve  the  application  for  certificate  of  occupancy; 
that  the  southerly  portion  of  the  building  in  question  was 
changed  in  interior  construction  in  1931  in  that  stalls  were 
removed;  that  applicant  also  contends  that  application  is 
substantiated  by  section  6  of  the  amended  building  zone 
resolution,  which  permits  the  use  prior  to  1916  to  continue, 
although  it  is  not  conforming,  and  permits  the  change  of  one 
non-conforming  use  to  another  when  the  change  is  accom¬ 
plished  without  any  material  structural  alteration;  and 
Whereas,  the  Board  deemed  that  the  use  of  the  building 
as  a  garage  for  five  motor  vehicles  prior  to  July  25,  1916, 
had  not  been  established. 
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Resolved,  that  the  decision  of  the  borough  superintendent 
dated  October  10,  1941,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


259-42-A. 

APPLICANT — Rosalind  Hyman,  for  Nordlinger,  Riegel- 
man  and  Cooper,  for  American  Society  for  the 
Prevention  of  Cruelty  to  Animals,  owner. 
SUB1ECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 231-237  Butler  street,  north 
side,  200  ft.  west  of  Nevins  street  (Block  No.  405, 
Lot  No.  51),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Morris  Cooper  and  Ribelle  Perotto. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 

THE  RESOLUTION  (259-42-A) 

Whereas,  Rosalind  Hyman,  for  Nordlinger,  Riegelman 
and  Cooper,  for  American  Society  for  the  Prevention  of 
Cruelty  to  Animals,  owner,  filed  on  March  28,  1942,  an 
appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises  231-237  Butler  street,  north  side,  200  ft.  west  of 
Nevins  street  (Block  No.  405,  Lot  No.  51),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
February  26,  1942  (Order  No.  90623-LC)  reads: 

“You  are  hereby  notified  that  your  application  for  a 
permit  to  store  fuel  oil  in  one  recently  installed  tank  of 
275  gallons  capacity  is  denied  for  the  reason  that  vio¬ 
lations  of  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals  are  maintained.  If  the  following  re¬ 
quirements  are  not  complied  with,  it  will  be  necessary 
to  revoke  Permit  No.  28475,  expiring  July  20,  1942 : 

1.  Provide  that  each  boiler,  heater,  range  or  store 
is  connected  to  a  separate  flue  in  a  legal  chimney.  Rule 
12,  Fuel  Oil  Rules. 

2.  File  with  the  Division  of  Combustibles,  an  affi¬ 
davit  by  the  oil  burner  installer  that  the  CO2  content 
of  the  flue  gas  by  actual  test  of  the  completed  installa¬ 
tion  is  not  less  than  8%  without  smoking.  Rule  10.1.3, 
Fuel  Oil  Rules.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(25  ft.)  in  height;  80  ft.  by  60  ft.  in  area;  of  Class  3 
construction;  erected  in  1913;  located  in  an  unrestricted  use 
district;  and  occupied:  cellar,  boiler-room;  1st  floor,  animal 
shelter  and  private  garage,  4  persons;  2nd  floor,  office,  8 
persons.  The  private  garage  has  a  capacity  of  18  cars  and 
is  a  non-storage  garage;  and 

Whereas,  the  applicant  contends  that  there  are  two  exist¬ 
ing  boilers  now  connected  to  a  single  flue,  one  of  which  is 
fueled  by  oil  and  one  by  coal,  and  it  is  proposed  to  change 
the  type  of  fuel  used  in  the  boiler  now  fired  by  coal  to 
oil ;  that  Rule  12  of  the  Oil  Burner  Rules  is  discriminatory 
against  this  type  of  heating;  that  if  the  premises  had  two 
boilers  fired  by  any  other  fuel  than  oil  there  would  be  no 
objection  to  having  both  boilers  connected  to  one  chimney; 
that  the  operating  pressure  of  the  boilers  will  be  a  maximum 
of  30  pounds  water  pressure,  water  temperature  180°  F. ; 
that  the  burners  will  consist  of  Petro  Model  W  and  Petro 
Model  P-2 ;  that  the  Petro  Model  W-2  will  have  a  capacity 
of  2,250,000  B.T.U.  per  hour  and  the  Petro  Model  P-2  will 
have  a  capacity  of  843,880  B.T.U.  per  hour;  that  the  esti¬ 
mated  temperature  at  the  point  of  entrance  is  500°  F. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
February  26,  1942  on  Order  No.  90623-LC  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  herebv  is  granted 
on  condition  that  in  all  other  respects,  the  installations  of 
the  oil  burners  and  2,300  gallon  oil  storage  tank  and  275 
gallon  oil  storage  tank  shall  comply  with  all  requirements 
therefor. 


366-42-A. 

APPLICANT — Lewistown  Corporation  (lessee),  for 

Boyertown  Burial  Casket  Company,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 39-43  West  60th  street,  north 
side,  100  ft.  east  of  Ninth  avenue  and  36-38  West 
61  st  street  (Block  No.  1113,  Lot  Nos.  5,  6  and  7), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Mahlon  A.  Freeman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (366-42-A) 

Whereas,  Lewistown  Corporation  (lessee),  for  Boyer¬ 
town  Burial  Casket  Company,  owner,  filed  on  May  5,  1942, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  39-43  West  60th  street,  north  side,  100  ft.  east  of 
Ninth  avenue,  and  36-38  West  61st  street  (Block  No.  1113, 
Lot  Nos.  5,  6  and  7),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 
30455-LC,  dated  April  6,  1942,  reads : 

“With  reference  to  your  application  for  permit  to 
maintain  a  technical  establishment  involving  the  use  of 
volatile  inflammable  oil,  petroleum,  ether,  alcohols,  etc., 
kindly  be  informed  that  your  application  is  disapproved 
for  the  reason,  record  of  the  Department  of  Housing 
and  Buildings  shows  that  ‘1st  story  and  mezzanine  is 
approved  in  part  for  use  as  a  funeral  chapel.’ 

As  such  the  funeral  parlor  assumes  the  aspect  of  a 
use  for  religious  purposes  and,  pursuant  to  the  provi¬ 
sions  of  Sec.  09-11,  Art.  1  and  Sec.  C19-51-B-1,  Art. 
8,  New  York  City  Administrative  Code. 

1.  Discontinue  the  maintenance  of  a  technical  estab¬ 
lishment  on  these  premises,  Sec.  09-11,  Art.  1,  Admin¬ 
istrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  10 
stories  (131  ft.)  in  height;  75  ft,  by  100  ft.  in  area  at  1st 
floor  and  75  ft.  by  85  ft.  in  area  at  typical  floor;  of  Class 
1  construction ;  located  in  an  unrestricted  district ;  erected 
in  1928;  equipped  with  a  sprinkler  system  and  a  standpipe 
system ;  and  occupied :  cellar,  1st,  2nd,  3rd  and  4th  stories, 
Boyertown  Burial  Casket  Company  Chapels,  offices,  sales¬ 
rooms  and  storage,  16  persons;  5th  floor,  printing,  7  per¬ 
sons;  6th  floor,  mfg.  specialty  machines,  18  persons;  7th 
floor,  mfg.  leather  novelties  and  electrical  appliances,  40 
persons;  8th  floor,  mfg.  specialty  machines,  35  persons;  9th 
flooy,  optical  goods,  30  persons;  10th  floor,  mfg.  chemical 
products,  10  persons;  and 

Whereas,  Certificate  of  Occupancy  No.  15058,  issued 
March  11,  1929,  permits  the  use  of  the  building  as  follows: 

60/A  Street  portion 

Cellar — storage  and  boilerroom,  3  persons; 

1st  Floor — office  and  funeral  chapel,  100  persons; 
Mezzanine— office  and  funeral  chapel,  13  persons; 

2nd  Floor — sales  and  showroom,  30  persons ; 

3rd  to  6th  Floors — factory  and  showrooms,  115  persons 
per  story ; 

7th  to  10th  Floors — factory  and  showrooms,  90  persons 
per  story. 

61j/  Street  portion 

1st  Story— shipping  and  nonstorage  garage  for  5  cars— 

2  persons ; 

2nd  Storv— factory  and  storage,  20  persons; 

3rd  to  5th  Stories — storage,  2  persons  per  story ;  and 

Whereas,  the  applicant  contends  that  the  business  con¬ 
ducted  by  the  applicant  on  the  10th  floor  will  be  safeguarded 
bv  compliance  with  all  other  portions  of  the  order  and  the 
risk  will  be  reduced  to  an  absolute  minimum;  that  Bldg. 
No.  _39-43_  West  60th  street,  in  which  the  premises  under 
consideration,  i.e.,  the  10th  floor,  are  located,  is  connected 
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on  the  ground  floor  to  36-38  West  61st  street  by  an  opening 
protected  with  fireproof  doors;  and 

Whereas,  the  application  filed  with  the  Division  of  Com¬ 
bustibles  on  February  9,  1942,  was  to  permit  carrying  on 
the  business  of  manufacturing  chemicals,  the  following 
articles  to  be  stored,  sold  or  used  on  the  premises : 

Ether  Petroleum — 25  Gals. 

Methanol — 5  Drums 

Ethanol — 5  Drums 

Aceton — 5  Drums 

Acid  (Sulphuric)— 2  Carboys 

Acid  (Hydrochloric) — 3  Carboys 

Phosphorus  Oxychloride— 500  lbs. 

Diethylamine — 600  lbs. 

Toluene — 2  Drums 

Ammonia  (Anhydrous)— 1  x  5  lbs.  Bottles 
2 — 200  lbs.  Steel  Bottles 
Compressed  Air — 2  x  50  lb.  Steel  Bottles 
Nicotinic  Acid — 900  lbs. 

Ammonia  28'%  solution — 15  to  20  Carboys 
Caustic  Soda — 800  lbs. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
30455-LC,  Item  No.  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
assembly  occupancy  shall  not  be  extended  beyond  the  first 
and  mezzanine  floor  as  shown ;  that  such  occupancy  shall 
comply  with  all  of  the  requirements  therefor;  that  the 
occupancy  on  the  upper  floors  including  the  occupancy  in 
question  on  the  10th  floor  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  the  requirements  of 
the  fire  commissioner  as  to  the  storage  of  inflammable 
material  shall  be  complied  with  and  no  inflammable  material 
shall  be  stored  or  used  unless  subject  to  a  permit  issued  by 
the  fire  commissioner  therefor. 


398-42-A. 

APPLICANT — Thomas  J.  Hughes,  for  U.  S.  Navy, 
owner  (Bethlehem  Steel  Company,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 3237  Richmond  terrace,  north 
side,  opposite  South  avenue  (Block  No.  1208,  Lot 
No.  13),  Mariners  Harbor,  Borough  of  Richmond 
(under  section  35,  General  City  Law  re  bed  of 
mapped  street). 

APPEARANCES— 

For  Applicant:  Thomas  J.  Hughes. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  . .  0 

THE  RESOLUTION  (398-42-A) 

Whereas,  Thomas  J.  Hughes,  for  U.  S.  Navy,  owner 
(Bethlehem  Steel  Co.,  lessee),  filed  on  May  15,  1942,  an 
application  for  permission  to  erect  a  building  projecting  in 
the  bed  of  a  mapped  street,  Richmond  terrace,  affecting 
premises  3237  Richmond  terrace,  north  side,  opposite  South 
avenue  (Block  No.  1208,  Lot  No.  13),  Mariners  Harbor, 
Borough  of  Richmond ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  15,  1942,  on  N.  B.  Applic.  210-42,  reads : 

“The  erection  of  this  proposed  building  is  not  permitted 
as  it  is  in  the  bed  of  a  proposed  street,  General  City 
Law.  S  35.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  1  story  (16  ft.  6  in.)  in  height;  32  ft.  by  30  ft.  in 
area ;  of  Class  3  construction ;  located  in  an  unrestricted  use 
district,  and  occupied  as  transformer  station ;  and 

Whereas,  the  applicant  contends  that  the  building  will 
house  power  transformers  and  switching  equipment  neces¬ 


sary  to  provide  power  and  lighting  to  vessels  now  under 
construction,  rebuilding  and  repair  for  the  U.  S.  Navy;  that 
the  building  will  project  into  the  bed  of  Richmond  terrace 
approximately  17  ft.  for  its  entire  width;  that  the  building 
as  proposed  is  necessary  in  connection  with  the  National 
Defense  program  and  that  there  is  not  sufficient  available 
property  within  the  Yard  area  to  construct  a  building  that 
will  not  encroach  upon  the  mapped  street ;  that  for  this 
reason  it  is  requested  that  the  Board  permit  its  construc¬ 
tion  under  Section  35  of  the  General  City  Law;  that  the 
President  of  the  Borough  of  Richmond,  under  date  of 
March  6,  1942,  informed  the  Board  that  it  is  proposed  to 
submit  to  the  Board  of  Estimate  in  the  near  future  a  modi¬ 
fication  of  the  proposed  widening  of  Richmond  terrace  so 
there  will  be  no  encroachment  of  ‘the  buildings  existing  or 
proposed  along  the  north  side  of  Richmond  terrace  within 
the  area  in  question. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  210-42  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  under  the 
powers  granted  the  Board  under  section  35  of  the  General 
City  Law,  on  condition  that  the  building  and  occupancy 
shall  comply  in  all  other  respects  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  one  (1)  year  from  the 
date  of  this  action. 


411-42-S. 

APPLICANT — Superior  Magneto  Corporation,  for  P.  and 
D.  Manufacturing  Compan}^  Incorporated,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 38-06  19th  avenue  and  19-02 
Steinway  street,  southwest  corner  (Block  No.  811, 
Lot  Nos.  32  and  26),  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  C.  H.  Rogers. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

N  egative :  .  0 

THE  RESOLUTION  (411-42-S) 

Whereas,  Superior  Magneto  Corporation  for  P.  and  D. 
Manufacturing  Company,  Inc.,  filed  on  May  21,  1942,  an 
application  for  a  variation  from  the  requirements  of  the 
labor  law  as  cited  in  a  decision  of  the  fire  commissioner, 
affecting  premises  38-06  19th  avenue,  and  19-02  Steinway 
street,  southwest  corner  (Block  No.  811,  Lot  Nos.  32  and 
26),  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
May  18,  1942,  reads : 

“In  response  to  your  communication  of  May  14th,  you 
are  advised  that  the  provisions  of  the  State  Labor  Law 
prohibit  the  locking  of  any  exit  door  during  business 
hours.  Therefore,  no  permission  may  be  granted  by 
this  department  to  you  to  place  latches  on  the  doors  of 
your  plant.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (approximately  30  ft.)  in  height  ;  200  ft.  by  200  ft. 
irregular  in  area  at  first  floor  and  50  ft.  by  100  ft.  irregular 
in  area  at  second  floor ;  of  Class  3  construction  ;  erected  in 
1937;  located  in  an  unrestricted  use  district;  and  occupied, 
cellar,  storage  of  paper  boxes,  dies  and  tools,  no  persons; 
1st  floor,  mfg.  auto  ignition  parts,  magnetos  and  compasses, 
100  persons;  2nd  floor,  offices,  12  persons.  The  building  is 
equipped  with  a  sprinkler  system,  interior  fire  alarm  system, 
and  also  fire  drills  are  maintained.  The  building  is  also 
equipped  with  two  interior  wood  stairways  5  ft.  and  4  ft. 
wide,  respectively,  enclosed  in  partitions  of  wood  studs, 
wood  lath  and  plaster  with  no  doors.  One  of  these  stairs 
leads  directly  to  street  and  none  leads  to  roof ;  and 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  to  install  panic  bolts  on  the  exit  doors  due  to  the 
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fact  that  the  Army  and  Navy  have  required  that  the  doors 
be  locked,  so  that  no  one  can  be  admitted  except  on  proper 
authority ;  that  the  plant  is  engaged  in  defense  work  and  is 
under  the  control  of  the  U.  S.  Govt.;  that  applicant  has 
hied  a  copy  of  recommendation  of  the  War  Dept.  Engineer¬ 
ing  Procurement  Dept,  recommending  the  doors  to  plant 
be  equipped  with  panic  bolts. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner  dated 
May  18,  1942,  and  the  application  be  and  it  hereby  is  granted 
on  condition  that  the  panic  bolts  shall  be  of  an  approved 
Ivpe  and  shall  be  installed  only  on  the  two  exterior  doors  to 
19th  avenue,  the  one  exterior  door  and  one  inside  stair  hall 
door  at  Steinway  street,  and  one  exterior  door  to  38th 
street  all  as  indicated  on  plans  filed  with  this  appeal  marked 
“Received  June  16,  1942”;  that  all  exit  doors  shall  be 
arranged  to  swing  out ;  that  no  panic  bolts  shall  be  installed 
on  the  overhead  door  indicated  on  the  plan  “19th  avenue”; 
that  this  variation  shall  continue  only  for  the  term  of  the 
present  emergency;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


lead  sheath  will  be  in  underground  rigid  steel  conduits 
limited  to  the  No.  12  conductors  as  indicated  on  plans  filed 
with  this  appeal  marked  “Received  May  29,  1942”;  that  the 
contractor  now  installing  the  alarm  system  has  been  unable 
to  secure  the  Parkway  type  cable  as  required  by  the  Fire 
Alarm  Rules  due  to  the  tact  that  the  priority  rating  of  this 
installation  is  A-10  and  such  Parkway  type  cable  cannot  be 
supplied  on  a  priority  rating  lower  than  A-1J  which  is  lim¬ 
ited  to  Army  and  Navy  work. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
May  13,  1942  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  in  all 
other  respects  the  requirements  including  the  Fire  Alarm 
Rules  of  the  Board  of  Standards  and  Appeals  are  com¬ 
plied  with ;  that  the  rubber  sheathed  cable  shall  be  pro¬ 
tected  with  a  waxed  fibre  coating ;  that  the  conduit  through¬ 
out  shall  be  installed  with  waterproofed  cement  joints  and 
the  ends  of  the  conduit  shall  be  sealed  for  the  purpose  of 
precluding  moisture;  that  this  system  shall  be  subject  to 
inspection  by  the  F'ire  Department  after  two  (2)  years. 


444-42-A. 

APPLICANT— Charles  B.  Meyers,  for  Department  of  Pub- 
lic  Works,  City  of  New  York,  owner. 

SUBJEC  1  Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — Blocks  bounded  by  Rutland 
road,  Albany  avenue,  Winthrop  street  and  Kingston 
avenue  (Block  No.  4812,  Lot  No.  1  and  Block  No. 
4817,  Lot  No.  1);  (Kingston  Avenue  Hospital), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Morris  Hyshion  and  Charles  B. 
Meyers. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE : 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (444-42-A) 

Whereas,  Charles  B.  Meyers,  for  Department  of  Public 
Works,  City  of  New  York,  owner,  filed  on  May  29,  1942 
an  appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises  bounded  by  Rutland  road,  Albany  avenue,  Win¬ 
throp  street  and  Kingston  avenue  (Block  No.  4812,  Lot  No. 
1  and  Block  No.  4817,  Lot  No.  1),  Borough  of  Brooklyn- 
and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
May  13,  1942,  reads: 

“In  response  to  your  letter  of  May  6,  1942,  wherein 
you  enclose  copy  of  modified  specifications  for  the  fire 
alarm  system  at  the  above  mentioned  institution,  you 
will  please  be  advised  that  we  cannot  approve  these 
modified  specifications  for  the  reason  that  the  rules  of 
the  Board  of  Standards  and  Appeals  require  that  all 
underground  conductors  have  a  lead  sheath.  These 
rules  are  mandatory  and  the  Fire  Commissioner  is  with¬ 
out  authority  to  make  any  modification  for  same  ” 

and 

\A  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  700  ft.  by  774  ft.  in  area,  located  in 
business  and  residence  use  D  area  districts,  on  which  the 
mildings  in  question  exist,  and  the  entire  premises  used 
throughout  for  hospital  purposes ;  and 
Whereas,  it  is  proposed  to  use  30  percent  rubber  insulated 
conductors  in  underground  conduits  in  the  fire  alarm  signal 
system  m  lieu  of  lead  sheathed  cables  as  required  bv  Rule 
6.21  of  the  Fire  Alarm  Rules  of  the  Board  of  Standards 
and  Appeals;  and 

Whereas,  the  applicant  contends  that  lead  sheathed 
cable  cannot  be  obtained  due  to  priorities;  that  the  substi¬ 
tution  of  the  30  percent  rubber  insulated  conductors  without 
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452-42-A. 

APPLICANT — \\  ood,  Cooke  and  Seitz,  for  Brooklyn  Chil¬ 
drens’  Aid  Society,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — West  side  of  Beach  20th  street, 
650  ft.  south  of  Plainview  avenue  (Block  No.  266, 
Lot  No.  20),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Elliott  W.  Smith  and  Edward  W. 
Macy. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  o 

THE  RESOLUTION  (452-42-A) 

Whereas,  Wood,  Cooke  and  Seitz,  for  Brooklyn  Chil¬ 
drens  Aid  Society,  owner,  filed  on  June  4,  1942,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  west  side  of  Beach  20th  street,  650  ft  south  of 
Plainview  avenue  (Block  No.  266,  Lot  No.  20),  Far  Rocka¬ 
way,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  June  3,  1942,  on  Misc.  Applic.  No.  "1695-42,  reads: 

“L  Occupancy  of  frame  building  other  than  for 
dwelling  is  contrary  to  sect.  4.1.3  of  building  code. 

2.  Exits  contrary  to  art.  6  of  building  code. 

3.  A  entilation  contrary  to  sect.  5.1.9  of  building 
code. 

and 

Whereas,  the  applicant  states  that  the  building  is  2V, 
stones  (34  ft.)  in  height:  58  ft.  by  39  ft.  4  in.  in  area;  of 
Class  4  construction ;  located  in  a  residence  D  area  district  • 
erected  prior  to  1920;  and  occupied:  basement,  staff  quar¬ 
ters,  7  persons;  1st  floor,  vacant;  2nd  floor,  vacant  Tt  is 
proposed  to  be  occupied:  basement,  same:  1st  floor  con¬ 
valescent  home,  17  persons;  2nd  floor,  vacant;  and 
Whereas  the  applicant  contends  that  during  the  summer 
months  of  1931  to  1934  inclusive,  the  Building  Department 
allowed  the  use  of  the  first  floor  of  this  building  for  15 
children ;  that  in  1935  to  1941  the  use  of  this  floor  was  per¬ 
mitted  for  members  of  the  staff;  that  on  March  3  1942 
permission  was  requested  to  use  the  first  floor  for  the  care 
of  15  children  and  2  attendants  from  June  15th  to  October 
15th  ;  that  it  is  proposed  to  use  the  building  from  Tune  15th 
to  October  15th  each  year  to  house  15  children  and  2  at¬ 
tendants  on  the  first  floor  and  to  house  the  staff  in  the  well- 
hghted  and  ventilated  basement  story,  and  to  keep  the  3rd 
floor  vacant;  that  a  night  watchman  will  make  the  rounds 
ot  the  building  once  each  hour  from  7  P.  M.  to  7  A  M 
during  the  period  of  occupancy;  that  adequate  portable  fire 
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extinguishers,  sand  pails  and  water  pails  will  be  placed 
throughout  the  building;  that  the  children  will  be  in  charge 
ot  a  competent  nursing  attendant  at  all  times  during  the 
day  and  night  ;  that  the  children  will  sleep  in  the  south  and 
west  room  of  the  first  floor  and  the  nursing  attendant  in 
the  northeast  room  on  the  first  floor ;  that  the  cooking  will 
not  be  done  on  the  premises  but  meals  will  be  served  from 
the  central  kitchen  in  another  building;  that  there  will  be 
no  heating  plant  in  the  building  except  an  automatic  gas 

hot  water  heater  on  the  basement  floor ;  that  the  building 

is  provided  with  two  wooden  stairways,  one  of  which  is  a 
small  interior  stairway  leading  to  basement  and  one  of  which 
is  a  large  wide  stairway  from  the  first  floor  exterior  to 
grade ;  that  the  distance  from  grade  to  bottom  of  the  east 
window  sill  is  11  ft.  2  in.  and  on  the  south  side  the  porch 
level  varies  from  9  ft.  2  in.  to  11  ft.  above  grade;  that  on 
the  west  side  of  the  first  floor  the  small  porch  is  12  ft.  11 

in.  above  grade;  that  on  the  north  side,  the  bottom  of  the 

window  sill  is  12  ft.  10  in.  above  grade;  that  it  is  necessary 
to  use  this  building  during  the  summer  as  war  conditions 
are  disintegrating  many  homes  which  make  it  impossible 
for  many  children  in  hospitals  to  return  home  for  adequate 
convalescent  care  following  illnesses  or  operations. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  1695-42,  Objection  Nos.  1,  2  and  3,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  that  the  requirements  of  the 
Board  under  Cal.  No.  1487-39-A  shall  be  complied  with,  and 
granted  only  so  long  as  the  building  is  under  the  operation 
of  the  Brooklyn  Childrens’  Aid  Society,  and  subject  to  the 
Department  of  Welfare,  Department  of  Health  and  the 
Department  of  Hospitals  of  the  City  of  New  York;  that 
the  existing  exits  shall  be  maintained,  and  in  addition  there 
shall  be  an  additional  stairway  leading  from  the  porch 
toward  the  west  to  grade;  that  the  building  shall  be  main¬ 
tained  and  occupied  as  proposed;  that  the  top  or  attic  story 
shall  remain  vacant;  that  only  children  who  are  capable  of 
locomotion  shall  be  housed ;  that  a  gong  shall  be  maintained 
in  the  basement  for  giving  alarm  in  case  of  fire  with  a 
push  button  on  each  floor;  that  the  ceiling  in  the  cellar 
above  the  water  heater  shall  be  fire  retarded  for  a  distance 
of  5.  ft.  in  each  direction;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


467-42-S. 

APPLICANT — John  J.  Gilmartin,  for  Charles  F.  Noyes, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 355-357  Broadway,  west  side, 
82  ft.  3  in.  south  of  Franklin  street  (Block  No. 
174,  Lot  No.  34),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  J.  Gilmartin. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (467-42-S) 

Whereas,  John  J.  Gilmartin,  for  Charles  F.  Noyes, 
owner,  filed  on  Tune  12,  1942,  an  application  for  a  variation 
from  the  requirements  of  the  Labor  Law  as  cited  in  a 
decision  of  the  borough  superintendent,  affecting  premises 
355-357  Broadway,  west  side,  82  ft.  3  in.  south  of  Franklin 
street  (Block  No.  174,  Lot  No.  34),  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  19,  1942,  on  Alt.  Applic.  No.  673-42,  reads: 


“5.  Exit  facilities  are  inadequate,  Rule  8  of  Board 
of  Standards  and  Appeals,  2nd  means  of  exit  does  not 
comply  with  Sec.  273  Labor  Law  of  Rule  2  of  Board 
of  Standards  and  Appeals.  Termination  of  fire  escape 
must  comply  with  the  Labor  Law.  Fire  escape  at  rear 
must  have  60°  connecting  stairways.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (31  ft.)  in  height;  31  ft.  9  in.  by  161  ft.  9  in.  in 
area  at  first  floor  and  51  ft.  9  in.  by  150  ft.  3  in.  in  area 
at  typical  floor ;  of  Class  3  construction ;  located  in  an 
unrestricted  use  district;  erected  prior  to  1913;  and  occu¬ 
pied  since  1939  as  follows :  subcellar,  storage,  one  person ; 
cellar,  storage,  one  person;  first  floor,  store,  20  persons; 
second  floor,  store  and  offices,  vacant.  It  is  proposed  to  be 
occupied :  subcellar,  storage  of  fabric,  1  person ;  cellar, 
manufacturing  hospital  clothing,  10  persons;  first  floor, 
manufacturing  hospital  clothing,  10  persons;  second  floor, 
manufacturing  hospital  clothing,  35  persons.  The  building  is 
equipped  with  a  non-automatic  sprinkler  system  in  sub¬ 
cellar  and  cellar  and  one  3  ft.  8  in.  fire  retarded  stairs  at 
front  of  building  leading  from  roof  direct  to  street  and 
equipped  with  fireproof  self-closing  doors  and  enclosed  with 
fireproof  partitions  at  cellar  and  subcellar  levels.  The 
building  is  also  equipped  with  a  party  wall  balcony,  fire 
escape  at  rear  leading  to  adjacent  building  to  the  south  with 
egress  through  such  building  and  windows  on  the  course 
of  the  fire  escape  are  fireproof  self-closing;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  prior  to  1913  as  a  five-story  building  and  used  for 
manufacturing  until  1939  when  it  was  reduced  to  a  two- 
story  building;  that  Certificate  of  Occupancy  No.  26427  was 
issued  for  the  use  of  the  building  as  storage,  store  and 
offices ;  that  the  building  has  been  vacant  since  the  com¬ 
pletion  of  this  alteration  and  the  owners  now  have  a 
tenant  who  wishes  to  occupy  the  entire  building  for  the 
purpose  of  manufacturing  and  storage  of  hospital  clothing; 
that  the  building  is  equipped  with  a  non-automatic  sprinkler 
system  in  the  cellar  and  sub-cellar;  that  the  existing  stair¬ 
way  is  of  steel  construction  enclosed  at  first  and  second 
story  with  fire  retarded  partitions  with  fireproof  self¬ 
closing  doors  and  at  cellar  and  sub-cellar  with  fireproof 
partitions  and  fireproof  self-closing  doors;  that  in  addition 
there  is  provided  at  the  rear  at  first  and  second  story  a 
3  ft.  4  in.  wide  party  wall  balcony,  which  connects  to  the 
adjoining  building  to  the  south  which  is  under  the  same 
ownership;  that  there  is  a  3  ft.  wide  steel  door  glazed 
with  wire  glass  leading  to  the  balcony  with  steel  steps 
leading  to  the  sill  level;  that  at  the  rear  of  cellar  it  is 
proposed  to  provide  a  3  ft.  8  in.  wide  stair  to  yard  level 
from  which  there  is  egress  to  the  adjoining  yard  of  the 
building  to  the  south  with  egress  to  street  through  such 
building;  that  at  the  rear  of  sub-cellar  there  is  "a  door 
leading  to  the  yard  from  which  there  is  egress  to  the 
building  to  the  south  under  the  same  ownership ;  that  each 
story  of  the  building  will  contain  two  means  of  egress. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  673-42,  Objection  No.  5,  and  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
existing  means  of  exit  shall  be  maintained  and  in  addition 
a  double  rung  steel  ladder  shall  be  installed  from  the  lowest 
level  of  the  rear  yard  to  the  rear  exit  at  the  basement  and 
also  to  the  rear  exit  at  the  first  story  level ;  that  on  the 
roof  there  shall  be  installed  steel  steps  to  and  from  the  top 
of  parapet  to  provide  exit  to  the  roof  of  the  adjoining 
building  to  the  south  and  similar  steps  across  the  southerly 
parapet  of  such  building  to  the  roof  of  the  adjoining  build¬ 
ing  to  the  south ;  that  the  occupancy  shall  not  exceed  that 
legally  permitted  for  the  primary  means  of  exit;  that  the 
sign  on  the  cellar  and  subcellar  non-automatic  sprinkler 
system  shall  be  changed  so  as  to  indicate  that  the  sprinkler 
system  is  maintained  in  both  the  cellar  and  sub-cellar;  that 
in  all  other  respects  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto. 


719 


MINUTES 


497-42-S. 

APPLICANT — International  Projector  Corporation,  lessee, 
for  Cinema  Building  Corporation,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 88-90  Gold  street  and  1-5  Ferry 
street,  northeast  corner  (Block  No.  104,  Lot  No. 
31),  Borough  of  Manhattan. 

APPEARANCES — 

For  Applicant:  E.  A.  Worfolk  and  Ed  Lyde. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (497-42-S) 

Whereas,  International  Projector  Corporation,  lessee, 
for  Cinema  Building  Corporation,  owner,  filed  on  June  17, 
1942,  an  application  for  a  variation  from  the  requirements 
of  the  Labor  Law,  affecting  premises  88-90  Gold  street  and 
1-5  Ferry  street,  northeast  corner  (Block  No.  104,  Lot  No. 
31,  Borough  of  Manhattan;  and 

Whereas,  t he  decision  of  the  fire  commissioner,  dated 
June  11,  1942,  reads: 

“In  reply  to  your  request  to  install  panic  bolts  on  the 
fire  exit  doors  of  the  above  factory  building,  you  are 
advised  as  follows : 

Section  272  sub-division  3  of  the  State  Labor  Law 
requires  that  no  door  leading  into  or  out  of  any  fac¬ 
tory  shall  be  locked,  bolted  or  fastened  during  working 
hours,  therefore  your  request  must  be  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  10 
stories  (143  ft.)  in  height;  92.4  ft.  by  75.1  ft.  in  area;  of 
Class  1  construction;  erected  in  1890;  located  in  an  unre¬ 
stricted  use  district ;  and  occupied :  cellar,  boiler-room  and 
storage,  5  persons ;  1st  floor,  receiving,  shipping  and  offices, 
11  persons;  2nd  floor,  stockroom  for  projection  parts  and 
war  equipment,  13  persons;  third  floor  to  tenth  floors, 
manufacturing  projection  parts  and  war  equipment,  62  per¬ 
sons  on  the  3rd,  62  persons  on  the  4th,  97  persons  on  the 
5th,  37  persons  on  the  6th,  131  persons  on  the  7th,  83 
persons  on  the  8th,  51  persons  on  the  9th  and  63  persons* 
on  the  10th  story.  The  building  is  equipped  with  one 
interior  stairs  40  in.  wide,  of  steel  and  slate  construction, 
enclosed  in  metal  panels,  glazed  with  wired  glass,  equipped 
with  kalamein  self-closing  doors  and  extending  from  the 
roof  to  first  story.  The  building  is  also  equipped  with  a 
sprinkler  system,  standpipe  system  and  interior  fire  alarm 
system.  Fire  drills  are  not  maintained ;  and 

Whereas,  the  applicant  requests  permission  to  install 
approved  type  panic  bolts  on  all  doors  leading  to  fire 

escapes  on  Ferry  street  front  of  the  building  at  second  to 
10th  floors  inclusive  and  on  the  main  entrance  doors  on 
the  first  floor  leading  to  Gold  street,  all  as  shown  on  dia¬ 
grams  filed  with  this  application  marked  “Received  Tune 
17,  1942”;  and 

Whereas,  the  applicant  contends  that  the  purpose  of  the 
installation  of  the  panic  bolts  is  to  prevent  unauthorized 
persons  from  gaining  access  to  the  plant  from  the  outside 

while  still  permitting  free  exit  from  the  inside  in  case  of 

an  emergency;  that  the  panic  holts  are  to  be  installed  pur¬ 
suant  to  instructions  from  (he  War  Department  as  the 

plant  is  engaged  in  highly  confidential  war  work ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  a  communica¬ 
tion  from  the  New  York  Ordnance  District  of  the  War 
Department  recommending  the  installation  of  approved 
type  panic  bolts  on  all  exit  doors  and  the  installation  of 
audible  signalling  devices  on  all  such  doors. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner  dated 
June  11,  1942,  and  the  application  be  and  it  hereby  is 


granted  on  condition  that  the  panic  bolts  shall  be  of  an 
approved  type  and  shall  be  installed  only  at  the  points 
shown  on  plans,  filed  with  this  appeal  marked  “Received 
June  17,  1942”,  namely,  on  the  glazed  double  doors  to  Gold 
street  and  on  the  glazed  single  doors  on  all  upper  floors 
leading  to  the  scissor  type  fire  escape  on  the  Ferry  street 
side ;  that  the  two  additional  doors  on  the  first  floor  to 
Gold  street  not  normally  used  may  be  maintained  locked ; 
that  the  door  to  the  driveway  to  Ferry  street  shall  have  a 
guard  posted  outside  during  normal  working  hours  each 
flay,  approximately  from  8  A.  M.  to  5  P.  M. ;  that  the 
substandard  fire  escape  to  Gold  street  shall  be  maintained 
with  a  counter-balanced  ladder  to  street ;  that  the  occupancy 
of  the  upper  floor  shall  not  exceed  per  shift  per  day  the 
legal  occupancy;  that  the  sprinkler  system,  standpipe  sys¬ 
tem  and  interior  fire  alarm  system  shall  be  maintained  to 
the  satisfaction  of  the  fire  commissioner;  that  the  installa¬ 
tion  of  signalling  devices  on  all  such  doors  shall  he  main¬ 
tained  as  proposed ;  that  this  variation  shall  continue  only 
during  the  term  of  the  present  emergency;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


499-42-A. 

APPLICANT — Rogers,  Hoge  and  Hills,  for  The  Cummer 
Products  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner— re  sale  of  inflammable  mixture  known  as 
“Energine  Cleaning  Fluid”  in  glass  bottles  (capacity 
of  bottles,  not  in  conformity  with  Administrative 
Code  Specifications). 

APPEARANCES— 

For  Applicant:  Jerome  L.  Isaacs. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (499-42-A) 

Whereas,  Rogers,  Hoge  and  Hills,  for  The  Cummer 
Products  Company,  owner,  filed  on  June  18,  1942,  an  appeal 
from  a  decision  of  the  fire  commissioner,  relating  to  the 
packaging  of  an  inflammable  mixture  known  as  Energine 
Cleaning  Fluid  in  8  oz.  Glass  Bottles;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
June  17,  1942,  reads: 

“In  response  to  your  communication  of  the  16th  inst. 
in  which  you  request  permission  to  package'  the  inflam¬ 
mable  mixture  known  as  ‘Energine  Cleaning  Fluid’  in 
eight  (8)  ounce  glass  bottles,  please  be  advised  that 
said  request  is  hereby  denied  for  the  reason  that  Sec¬ 
tion  C19-59.0,  Article  9  of  the  Administrative  Code  of 
the  City  of  New  York  prohibits  the  use  of  glass  bottles 
having  a  capacity  in  excess  of  four  (4)  ounces.” 

and 

Whereas,  the  applicant  contends  for  some  years  the  man¬ 
ufacturer  has  packaged  Energine  Cleaning  Fluid  in  a  tin 
container  holding  8  oz. ;  that  this  cleaning  fluid  when  used 
is  poured  into  a  shallow  container  so  as  to  cover  the  article 
to  be  cleaned ;  that  the  4  oz.  size  permitted  to  be  marketed 
in  glass  containers  is  not  of  sufficient  capacity  to  furnish 
sufficient  cleaning  fluid  to  cover  the  article  to  he  cleaned, 
and  therefore  it  is  necessary  to  continue  to  market  the 
product  in  8  oz.  containers ;  that  the  War  Production  Board 
has  ordered  discontinuance  of  tin  containers  and  the  only 
product  which  can  be  used  by  this  manufacturing  companv 
is  a  glass  container;  that  therefore  permission  is  requested 
to  permit  them  to  market  their  product  known  as  Energine 
Cleaning  Fluid  in  glass  containers '  fitted  with  screw  tops 
not  to  exceed  a  capacity  of  8  oz. 

.Resolved,  that  the  decision  of  the  fire  commissioner  dated 
Tune  17,  1942  be  and  it  hereby  is  modified  so  as  to  permit 
the  packaging  of  the  inflammable  mixture  known  as  Ener¬ 
gine  Cleaning  Fluid  in  8  oz.  glass  bottles  with  screw  tops. 
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and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  type  of  bottle  and  the  construction  and  design  of 
the  glass  shall  be  as  proposed;  that  the  screw  caps  shall 
be  fitted  tightly  so  as  to  be  vapor-proof ;  that  these  containers 
when  shipped  to  the  retailers  shall  be  in  cartons  containing 
not  over  24  bottles  each,  with  separators  between  bottles ; 
that  this  variance  shall  continue  only  during  the  term  of 
the  present  emergency. 


501-42-S. 

APPLICANT — M.  J.  McCay,  for  U.  S.  Navy  Department, 
owner  (Kollmorgen  Optical  Corporation,  lessee). 
SUBJECT- — Variation  of  the  labor  law  as  cited  in  a  de¬ 
cision  of  the  borough  superintendent. 

PREMISES  AFFECTED — 36-19  48th  avenue,  northwest 
corner  of  37th  str.eet  (Block  No.  229,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Michael  J.  McCay. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  oh  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (501-42-S) 

Whereas,  M.  J.  McCay,  for  U.  S.  Navy  Department, 
owner  (Kollmorgen  Optical '  Corp.,  lessee)  filed  on  June 
20,  1942  an  application  for  a  variation  from  the  require¬ 
ments  of  the  Labor  Law,  affecting  premises  36-19  48th 
avenue,  northwest  corner  of  37th  street  (Block  No.  229, 
Lot  No.  1),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  June  17,  1942  on  Alt.  Applic.  No.  1158-42,  reads: 

“5.  Two  means  of  egress  from  2nd  story  not  shown, 
provided  Sec.  270  Labor  Law.” 

and 

Whereas,  the  building  is  one  story  in  height,  100  ft.  by 
100  ft.  in  area;  of  Class  3  construction;  erected  in  1925; 
located  in  an  unrestricted  use  district.  It  is  proposed  to  be 
extended  to  two  stories  ,(31  ft.)  in  height;  50  ft.  by  50 
ft-,  in  area  at  2nd  floor;  and  occupied  as  follows:  cellar, 
boiler  room ;  first  floor,  assembling  of  optical  materials, 
45  persons ;  2nd  floor,  grinding  and  polishing  lenses,  30 
persons.  An  interior  fire  alarm  system  is  proposed,  and 
it  is  also  proposed  to  install  one  3  ft.  8  in.  fireproof  stairs 
from  2nd  story  direct  to  street ;  and 
Whereas,  the  applicant  states  that  it  is  proposed  to  erect 
the  2nd  story  50  ft.  by  50  ft.  in  area,  Class  3,  on  the 
existing  one  story  100  ft.  by  100  ft.  Class  3  building  and 
to  occupy  the  building  when  altered  as  follows:  1st  floor, 
assembling  of  optical  goods,  45  persons ;  2nd  floor,  grinding 
and  polishing  lenses,  30  persons ;  and 

Whereas,  the  applicant  contends  that  a  new  fireproof 
stair  3  ft.  8  in.  wide  will  be  provided  from  street  to  2nd 
story  enclosed  in  fireproof  material  and  equipped  with  one 
hour  self-closing  fireproof  doors;  that  secondary  egress  will 
be  provided  through  several  windows  opening  on  the  roof 
of  the  one  story  portion  of  the  building  and  thence  to 
street  by  means  of  a  portable  iron  ladder  to  be  placed  on 
the  roof  at  any  point  Ihe  Board  mav  direct;  that  the  number 
of  occupants  of  the  2nd  story  will  not  exceed  30  and  can 
be  accommodated  by  the  primary  means  of  egress ;  that 
any  occupants  compelled  to  use  the  secondary  means  of 
egress  across  the  one  story  roof  can  easily  be  taken  off 
by  the  Fire  Department;  that  in  view  of  these  facts,  it 
is  requested  that  the  Board  grant  a  variation  of  the  require¬ 
ments  of  the  Labor  Law  so  as  to  permit  the  construction 
of  the  2nd  story  with  one  fireproof  stairs  as  shown  on 
plans  filed  with  the  borough  superintendent  under  Alt. 
Applic.  No.  1158-42. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  1158-42,  Objection  No.  5,  and  the  appli¬ 


cation  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  installed  on  a  street  front  a  counter-balanced  stair¬ 
way  reached  through  an  opening  in  the  street  wall  parapet 
giving  access  from  the  one  story  roof  from  which  access 
from  the  proposed  second  story  may  be  had;  through  double 
hung  windows;  that  the  building  shall  not  be  further  in¬ 
creased  in  height  or  area  and  shall  be  maintained  substan¬ 
tially  as  proposed  and  in  all  other  respects  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  that 
the  occupancy  of  the  second  story  shall  not  exceed  the 
permitted  occupancy  for  the  primary  means  of  exit. 


503-42-A. 

APPLICANT — Porete  Manufacturing  Company,  for  Shan- 
feroke  Coal  and  Supply  Corporation,  owner 
(Morey  Machine  Company,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 8-03  26th  avenue,  north  side, 
102.03  ft.  west  of  9th  street  (Block  No.  906,  Lot 
No.  5),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Ernest  Walter. 

For  Administration :  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (503-42-A) 

Whereas,  Porete  Manufacturing  Company,  for  Shan- 
feroke  Coal  and  Supply  Corporation,  owner  (Morey  Ma¬ 
chine  Co.,  lessee)  filed  on  June  20,  1942  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
8-03  26th  avenue,  north  side,  102.03  ft.  west  of  9th  street 
(Block  No.  906,  Lot  No.  5),  Long  Island  City,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  22,  1942  on  N.  B.  Applic.  No.  208-42  reads: 

“1.  Proposed  use  of  Porex  roof  deck  construction 
not  acceptable  for  a  fireproof  building  as  same  has  not 
been  approved  by  Board  of  Standards  and  Appeals. 

3.  Sub  purlins  weak,  as  manufacturer  states  unit 
stress  as  19000  lb.  per  sq.  in.” 

and 

.Whereas,  the  applicant  states  that  the  building  will  be 
one  story  (28  ft.)  in  height;  91  ft.  5  in.  by  220  ft.  in  area; 
of  Class  3  construction;  located  in  an  unrestricted  use  dis¬ 
trict;  and  occupied  for  manufacturing  of  machinery,  350 
persons ;  and 

Whereas,  it  is  proposed  to  install  incombustible  roof 
consisting  of  lJ/o"  high  by  3%'"  wide  rail  post  sections  as 
purlins,  22"  on  centers.  On  top  of  these  purlins  it  is  pro¬ 
posed  to  lay  1)4"  thick  Porex  slabs,  20"  wide  by  80"  long. 
After  the  slabs  are  laid,  it  is  proposed  to  cover  same  with 
thick  Portland  cement  finish.  The  span  of  the  purlins 
will  be  7  ft.  6  in.  center  to  center;  and 
Whereas,  the  applicant  contends  that  due  to  the  war 
emergency,  the  contractor  cannot  obtain  any  other  steel 
purlins  at  the  present  time;  that  the  steel  purlins  which  it 
is  proposed  to  use  are  the  largest  size  made  and  this  size 
has  been  used  in  many  other  buildings ;  that  the  Porex  slabs 
were  tested  at  Columbia  University  in  1935,  and  on  the 
basis  of  these  tests,  the  Board  of  Buildings  approved  the 
use  of  1)4"  thick  roof  slabs  for  spans  over  24"  on  non- 
fireproof  buildings;  and 

Whereas,  the  applicant  has  filed  a  copy  of  Columbia 
University  Report,  No.  2412  dated  November  29,  1935  and 
a  copy  of  the  approval  of  Porex  Slabs  issued  by  Board  of 
Buildings,  dated  December  10,  1935 ;  and 
Whereas,  the  applicant  stated  that  the  purlins  will  be 
of  rail  steel  with  a  yield  point  of  approximately  65,000  lbs. 
and  that  the  working  stress  will  be  less  than  20,000  lbs. 
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Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  208-42,  Nos.  1  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  construction  shall  be  substantially  as 
shown  on  plan  filed  with  this  appeal  marked  “Received 
June  20,  1942”;  that  the  steel  and  purlins  shall  be  of  rail 
steel,  and  the  section  as  shown,  and  capable  of  figuring  for 
unit  of  stress  of  not  over  20,000  lbs. ;  that  the  attachment 
of  purlins  to  principal  steel  beams  or  girders  shall  be  tack 
welded  to  comply  with  the  rules  of  the  Board  for  Fusion 
Welding;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto,  other  than  as  modified  by  the  Board  under 
Cal.  No.  207-42-A. 


654-40-A. 

APPLICANT — Adina  Chaleff,  for  Harold  Lewis,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  borough  superintendent. 

PREMISES  AFFECTED — 1017  Avenue  K,  north  side,  52 
ft.  west  of  Coney  Island  avenue  (Block  No.  6531, 
Lot  No.  46),  Borough  of  Brooklyn. 
APPEARANCES— 

For'  Applicant :  Adina  Chaleff. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (654-40-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  premises  1017  Avenue  K,  north  side,  52  ft. 
west  of  Coney  Island  avenue  (Block  No.  6531,  Lot  No. 
46),  Borough  of  Brooklyn,  was  granted  by  the  board — 
July  16,  1940,  on  certain  conditions,  and  applicant  requested 
an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  July 
16,  1940,  only  so  far  as  it  has  reference  to  the  term  for 
which  the  variance  was  granted,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  this  modification  shall  continue  for  a  period  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion.” 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

396-38-SM. 

APPLICANT — Grant  Wilson,  Incorporated,  owner ;  Air 
Conditioning  Utilities  Company,  agent. 

SUBJECT — Dux-Sulation,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACT  ION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . . .  q 


375-39-SM. 

APPLICANT — The  T.  G.  Wilson  Corporation,  owner. 
SUBJECT— Wilson  Sliding  and  Swinging  “Airkore”  Fire 
Doors,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn,  on  written  request. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  0 


1074-39-SM. 

APPLICANT — The  Reliable  Automatic  Sprinkler  Company, 
Incorporated,  owner. 

SUBJECT — Reliable,  Model  A,  Flushometer  Vacuum 
Breaker,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

AC  I  ION  OF  BOARD—  Application  for  approval  with¬ 
drawn,  on  written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  Q 


DISMISSALS. 

1 128-39-SM. 

APPLICANT — Frank  Destafano,  for  Mat  Foley,  owner. 
SUBJECT — Foley  Vented  TY  (Plumbing  Fitting),  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None. 

AC  FION  OF  BOARD — Application  for  approval  dismissed 
THE  VOTE  TO  DISMISS— 

Affirmative :  (  hairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative : .  Q 


The  chairman  called  attention  to  the  fact  where  the  fol¬ 
lowing  applicants  had  filed  applications  with  the  Board  for 
approval  of  their  materials ;  and 

Whereas,  the  applicants  were  duly  advised  by  the  Board 
to  prosecute  their  applications  for  approval;  and 
Whereas,  the  applicants  failed  to  complete  the  papers  in 
the  subject  cases  or  failed  to  prosecute  the  applications  for 
approval,  as  follows : 

332-39-SM. 

APPLICANT — Frank  Selleto,  owner. 

SUBJECT — F.  S.  Hollow  Concrete  Block,  approval  of. 

521-39-SM. 

APPLICANT — The  Connecticut  Adamant  Plaster  Company 
owner.  ’ 

SUBJECT — Connecticut  Adamant  Gypsum  Material,  approval  of. 


APPLICANT— SterHng  Fibre  Company,  owner. 

SC  B  I  EC  C— Sterling  Building  Blanket  (Insulating  and  Sound¬ 
proofing  material),  approval  of. 


^er,'n‘J  Fibre  Pro(1ucts,  owner. 

SUBJEC  L-Sterling  Building  Blanket  (Insulating  and  Sound¬ 
proofing  material),  approval  of. 


THE  RESOLUTION— 

Resolved,  that  the  foregoing  applications  be  and  they  here¬ 
by  are  dismissed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative  :  Chairman  MJirdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  n 


789-41-SM. 

APPLICANT— Brettler  Steel  Tank  Works,  Incorporated 
owner. 

SUBJECT— Brettler  Steel  Tank  Works,  Incorporated  275 
Gallon  Basement  Fuel  Oil  Storage  Tank’  ap¬ 
proval  of.  ’  1 
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APPEARANCES— 

For  Applicant  :  A.  G.  Kraus. 

AC  I  ION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 


Affirmative:  Chairman  Murdoch,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative: .  0 


THE  RESOLUTION  (789-41-SM) 

V  hereas,  Brettler  Steel  Tank  Works,  Incorporated, 
owner,  filed  on  September  Id,  1941,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ma¬ 
terial  known  as  the  Brettler  Steel  Tank  Works  Inc.  275 
Gallon  Basement  Fuel  Oil  Storage  Tank;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 


Re:  Cal.  No.  789-41-SM. 

Subject:  Brettler  Steel  Tank  Works,  Inc.  275  Gallon 
Basement  Fuel  Oil  Storage  Tank,  approval  of. 

The  Brettler  Steel  Tank  Works,  Inc.,  Bronx,  New 
York,  filed  on  September  16,  1941,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
the  Brettler  Steel  Tank  Works,  Inc.  275  gallon  base¬ 
ment  fuel  oil  storage  tank  for  use  under  the  provisions 
of  the  Oil  Burner  Rules  of  the  Board  of  Standards 
and  Appeals. 

The  Brettler  Steel  Tank  Works,  Inc.  275  gallon  base¬ 
ment  fuel  oil  storage  tanks  are  made  in  two  sizes,  26" 
x  42"  x  72"  long  overall  and  22"  x  44"  x  76"  long 
overall  and  are  constructed  for  use  with  the  long  axis 
either  horizontal  or  vertical.  They  are  made  of  #10 
U.  S.  gauge  tank  steel  on  the  shell  and  on  the  flanged 
and  dished  heads,  have  four  2"  tappings  on  the  top  and 
one  tapping  in  the  head,  at  the  bottom.  Tanks  have 
four  legs  at  the  bottom,  threaded  to  receive  1 — *4 " 
pipe.  Seams  are  lapped  2"  and  dished  heads  1".  Flanges, 
seams  and  pipe  connections  are  electric  welded  to  the 
tank.  The  tanks  with  all  fittings  except  the  pipe 
standards  weigh  approximately  373  pounds. 

A  sample  vertical  tank  26"  x  42"  x  72"  long  was 
subjected  to  a,  pressure  test  in  a  horizontal  position 
at  the  applicant  s  plant  in  the  presence  of  Commissioner 
C.  M.  Blum  and  Engineer  J.  F.  Fitzsimons  representing 
the  Board,  and  successfully  met  the  requirements  of 
Rule  10.3.1  of  the  Oil  Burner  Rules.  Details  of  con¬ 
struction,  workmanship,  and  protection  of  steel  comply 
with  the  Oil  Burner  Rules  of  the  Board. 

Tt  is  recommended  that  the  Brettler  Steel  Tank  Works 
Inc.  275  gallon  Basement  Fuel  Oil  Storage  Tank  be 
approved  for  use  in  fuel  oil  installations  in  New  York- 
City,  when  constructed  in  accordance  with  the  report 
and  with  the  drawings  filed  with  the  application,  but 
nothing  herein  shall  be  deemed  to  waive  any  require¬ 
ment  of  the  Oil  Burner  Rules  of  the  Board  as  amended 
Inly  1,  1941.  It  is  further  recommended  that  all  weld¬ 
ing  conform  to  the  Fusion  Welding  and  Gas  Cutting 
Rules  of  the  Board  and  a  permanently  fixed  plate  as 
required  by  Rule  5.3.2.  of  the  Oil  Burner  Rules  shall 
have  in  addition  to  the  wording  therein  required  the 
following  wording  “Approved  by  the  Board  of  Standards 
and  Appeals  under  Cal.  No.  789-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Brettler  Steel 
lank  Works  Inc.  275  Gallon  Basement  Fuel  Oil  Storage 
lank,  on  condition  that  the  material  be  manufactured,  in¬ 
stalled  and  labelled,  stamped  or  tagged  in  accordance  with 
above  report. 


1111-41-SA. 

APPLICANT — Alsop  Engineering  Corporation,  owner. 

SUBJECT — Alsop  Engineering  Corporation  Mixer  or  Agi¬ 
tator,  approval  of. 

APPEARANCES— 

For  Applicant:  H.  M.  Eustis. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative: .  q 


THE  RESOLUTION  (1111-41-SA) 

Whereas,  Alsop  Engineering  Corporation,  owner,  filed  on 
December  29,  1941,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Alsop  Engineering  Corporation  Mixer  or  Agitator; 
and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

_  ,  June  10,  1942. 

Cal.  No.  1111-41-SA. 

Subject:  Alsop  Engineering  Corporation  Mixer  or  Agi- 
^  tator,  approval  of. 

The  Alsop  Engineering  Corporation  of  New  York 
City  filed  December  29,  1941  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
Alsop  Engineering  Corporation  Mixer  or  Agitator  under 
the  provisions  of  09-15. 0  Administrative  Code. 

I  he  appliance  consists  of  an  agitator  or  mixer  which 
is  made  up  of  an  explosion  proof  motor  together  with 
a  base  which  is  securely  bolted  to  the  motor  resting  on 
a  swivel  clamp  which  is  used  to  affix  the  complete  unit 
to  a  tank.  On  the  Rotor  shaft  of  the  motor  a  coupling 
is  affixed  by  Allen  set  screws  and  to  the  coupling  is 
affixed  by  Allen  set  screws  a  shaft  of  a  length  to  fit 
the  container  or  tank.  On  this  shaft  are  -two  propellers 
The  motor  ranges  from  14  H.P.  to  30  H.P.  and  op¬ 
erates  from  240  R.P.M.  to  3425  R.P.M.  driving  two 
4  inch  diameter  propellers  at  this  rate  of  rotation.  The 
shaft  and  propellers  are  of  stainless  steel.  The  motors 
are  manufactured  by  the  Master  Electric  Company  of 
Dayton,  Ohio,  and  have  been  approved  by  the  Under¬ 
writers  Laboratories  for  use  in  Hazardous  Locations 
Guide  No.  260  013.4,  File  E.  6881  and  E12278.  The  unit 
is  also  manufactured  with  companion  flanges  for  attach¬ 
ment  to  the  side  of  tanks  or  vessels. 

The  plans  and  specifications  and  Underwriters’  ap¬ 
proval  of  the  motor  have  been  examined  by  the  repre¬ 
sentative  of  the  Division  of  Combustibles  of  the  Fire 
Department  and  the  Committee  on  Tests  of  the  Board. 

On  the  basis  of  this  examination,  it  is  recommended 
that  the  Alsop  Engineering  Corporation  Mixer  or  Agi¬ 
tator,  in  sizes  from  YA  H.P.  motor  installation  to  30  H.P. 
motor  installation  be  approved  for  use  in  New  York 
City  provided  the  propellers  be  of  brass  bronze  alu¬ 
minum  or  other  equivalent  non-ferrous  metal  and  that 
the  agitator  be  electrically  ground  and  that  the  appli¬ 
ance  bear  a  label  permanently  affixed  reading:  “Ap- 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
m  New  York  City  under  Cal.  No.  1111-41-SA  and 
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provided  that  the  appliance  conforms  to  the  require¬ 
ment  of  Section  B30-23.0  of  the  Administrative  Code. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ap¬ 
pliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Alsop  Engineer¬ 
ing  Corporation  Mixer  or  Agitator,  on  condition  that  the 
appliance  be  manufactured,  installed,  and  labelled,  stamped 
or  tagged  in  accordance  with  above  report. 


39-42-SM. 

APPL1  CANT — National  Gypsum  Company,  owner. 

SUBJECT — National  Gypsum  Company  Gold  Bond  Rock 
Wool  and  Gimco  Rock  Wool,  approval  of. 
APPEARANCES— 

For  Applicant:  H.  Z.  Jones. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
N egative  : .  0 


THE  RESOLUTION  (39-42-SM) 

Whereas,  National  Gypsum  Company,  owner,  filed  on 
January  14,  1942,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  National 
Gypsum  Company  Gold  Bond  and  Gimco  Rock  Wool;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

I  une  16,  1942. 

Cal.  No.  39-42-SM. 

Subject:  National  Gypsum  Co.  Gold  Bond  and  Gimco 
Rock  Wool,  approval  of. 

The  National  Gypsum  Co.  of  Buffalo,  N.  Y.  filed 
January  14,  1942  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of 'the  National 
Gypsum  Co.  Gold  Bond  and  Gimco  Rock  Wool  under 
the  requirements  of  C26-178.0  b  of  the  Administrative 
Building  Code  for  use  under  the  pertinent  provisions  of 
the  Administrative  Code. 

Gold  Bond  and  Gimco  Rock  Wool  are  manufactured 
by  the  National  Gypsum  Company  at  its  plant  in  Dover, 
New  Jersey  in  Granular,  long  fibre,  Batts  and  Sealed 
Blanket  forms.  The  batts  are  2"  and  wall  thick  (ap¬ 
proximately  3§4")  backed  with  an  untreated  or  a  paper 
treated  so  as  to  render  it  moisture-proof,  and  faced  with 
a  crepe  paper.  The  Rock  Wool  is  treated  to  make  it 
water  repellant  and  vermin-proof.  Gold  Bond  and 
Gimco  Rock  Wool  is  a  100%  mineral  product  and  the 
minerals  are  carefully  tested  for  composition  in  order 
to  insure  uniformity  and  quality  of  the  finished  prod¬ 
uct.  The  different  types,  brands  and  sizes  and  general 
procedure  of  manufacture  are  shown  on  submitted  data. 

Fire  tests  on  this  material  were  made  at  Columbia 
University  in  the  presence  of  the  Committee  on  Tests, 
Report  #2518,  dated  May  19,  1942.  The  purpose  of 
the  test  was  to  determine  the  fire  resistive  properties 
of  Gold  Bond  and  Gimco  Rock  Wool  when  used  as  a 
filler  in  wood  stud,  wood  lath  and  plaster  partitions. 
For  this  purpose  two  partition  panels  were  constructed 
one  panel  being  filled  with  loose  type  insulating  rock 
wool,  while  rock  wool  in  hatt  form  was  used  in  the 
second  panel. 


Description  of  Test  Panels. 

Each  test  panel  consisted  of  a  30"  x  42"  wood  stud 
partition  section  with  a  2"  x  4"  sill  and  cap  and  four 
2"  x  4"  studs  placed  12",  16",  and  12"  c-c,  respectively. 
Wood  lath  were  nailed  to  both  faces  of  the  panel  to 
provide  a  Yf"  plaster  key.  Lime  plaster  was  applied 
to  the  lath  in  two  coats,  using  a  mixture  of  one  part 
lime  putty  to  two  parts  of  sand,  with  cattle  hair  added 
as  a  binder.  A  finish  coat  was  then  applied,  consisting 
of  one  part  of  Plaster  of  Paris  to  two  parts  of  lime 
putty.  The  total  thickness  of  plaster  on  each  face 
was  approximately  Jj".  At  the  time  of  test  the  plaster 
was  14  days  old,  during  which  time  curing  had  pro¬ 
ceeded  under  conditions  of  normal  room  temperature 
and  humidity. 

Samples  of  Gold  Bond  Rock  Wool  were  received 
from  dealer  stock.  Loose  granulated  rock  wool  was 
received  in  original  35  lb.  bag  from  Reserve  Supply 
Co.,  Mineola,  New  York.  Full  thick  batts  were  re¬ 
ceived  in  original  10  hatt,  24  sq.  ft.  carton  from  Drylin 
Corp.,  Jamaica,  New  York.  In  one  panel,  marked  panel 
#1,  the  spaces  between  the  studs  were  filled  with  Gold 
Bond  Rock  Wool  Batts.  These  batts,  size  15"  x  23" 
x  full  thick  (approximately  3§4")  were  paper  backed  and 
had  an  average  density  as  received  of  2.6  lbs.  per  cubic 
foot.  Pieces  were  cut  from  these  batts  to  fit  stud 
openings.  Density  in  place  was  3.2  lbs.  per  cubic  foot. 
Panel  #2  was  filled  with  granulated  rock  wool,  the 
wool  being  placed  by  hand  to  give  a  density  in  place 
of  8.0  lbs.  per  cubic  foot.  After  each  panel  was  filled, 
the  2"  x  4"  cap  was  nailed  in  place  across  the  top  of 
the  panel  and  suitably  protected  with  a  covering  of 
plaster. 

Method  of  Test. 

The  fire  test  was  made  in  air-gas  furnace  in  which 
the  test  panels  were  placed  in  a  vertical  position  to  form 
two  sides  of  the  furnace.  This  arrangement  resulted 
in  one  face  of  each  panel  being  exposed  to  the  temper¬ 
ature  within  the  furnace  while  the  opposite  face  was 
exposed  to  room  temperature.  The  temperature  of  the 
furnace  was  increased  in  accordance  with  the  A.S.T.M. 
Standard  time-temperature  curve  but  with  the  time  in¬ 
tervals  reduced  one  half  so  as  to  reach  1700°  F.  in  30 
minutes.  The  temperature  was  then  maintained  sub¬ 
stantially  constant  at  1700°  F.  for  an  additional  30  min¬ 
utes,  making  the  total  time  of  fire  exposure  one  hour. 
Temperature  readings  were  taken  at  intervals  as  shown 
in  the  log  of  test  by  means  of  iron-constantin  thermo¬ 
couples.  Two  couples  were  placed  inside  the  furnace 
at  the  third  points  of  its  length  and  centered  as  to  its 
width  and  height.  One  couple  was  placed  in  contact 
with  the  plaster  at  the  center  of  the  exterior  face  of 
each  panel.  Exterior  couples  were  covered  with  6"  x 
6"  x  Y>"  asbestos  pads  held  in  place  by  a  suitable  spring 
device. 

Observations  during  Exposure: 

0  mins. — Room  Temperature  790°  F. 
m  <■  — Wood  smoke  from  edge  of  both  panels  due  to 
charring  of  lath  on  exposed  faces. 

— Dense  wood  smoke  from  exposed  faces  of  both 
panels. 

— Wood  smoke  continues.  No  cracks  visible  on 
exposed  faces. 

— Hair  cracks  in  unexposed  faces  of  both  panels. 
—Small  crack  over  stud  12"  from  edge  of  panel 
filled  with  granulated  wool. 

— Plaster  fell  into  furnace  from  exposed  face  of 
panel  filled  with  granulated  wool. 

— Plaster  fell  into  furnace  from  middle  section 
of  exposed  face  of  batt  panel. 

—Wood  studs  and  remaining  lath  of  both  panels 
continue  to  flame  after  gas  shut  off. 

Examination  After  Test. 

Panel  No.  1  ( Full  thick  batts) 

Rock  wool  charred  and  easily  removed  to  a  depth  of 
\l/2  inches  from  the  fire  exposed  face.  Remainder  of 
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rock  wool  same  color  as  original  except  for  center  J4", 
which  appeared  white.  Paper  backing  of  batts  charred 
away,  hire  side  of  lath  on  unexposed  face  shows  start 
of  char.  Outside  of  lath  on  unexposed  face  showed  no 
char.  \l/2  inch  of  stud  charred  away.  Plaster  on  un¬ 
exposed  face  fell  away  in  removing  panel  from  furnace. 
Panel  No.  2  ( Granulated  Wool) 

Wool  charred  back  to  a  depth  of  1  y2”.  Wool  re¬ 
mained  in  place  although  lath  on  exposed  face  burned 
away.  Inside  surface  of  lath  on  unexposed  face  shows 
slight  char  in  places.  1%"  charred  away  from  stud. 
Plaster  still  in  place  on  unexposed  face. 

Recommendations. 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  National  Gypsum 
Company  Gold  Bond  and  Gimco  Rock  Wool  insulation 
as  a  fire-retarding  and  fire-stopping  material  for  use 
under  the  pertinent  provisions  of  the  Administrative 
Building  Code,  provided  that  the  densities  for  the  batt 
and  for  the  loose  form  shall  be  3.2  lbs.  and  8  lbs.  per 
cubic  ft.  respectively.  When  blown  it  shall  be  well 
compacted  to  eliminate  possible  voids  and  to  prevent 
bridging  when  plaster  keys  are  excessive.  The  batt 
forms  are  not  to  be  used  as  a  fire  stopping  material. 

It  is  further  recommended  that  National  Gypsum  Co. 
Gold  Bond  and  Gimco  Rock  Wool  insulation  shall  be 
installed  under  the  supervision  of  the  manufacturer  or 
his  agents  and  that  each  bag  or  carton  in  which  this 
material  is  marketed  shall  be  stamped,  labeled  or  tagged : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No-.  39-42-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  National  Gypsum 
Company  Gold  Bond  and  Gimco  Rock  Wool,  on  condition 
that  the  material  be  manufactured,  installed  and  labelled, 
stamped  or  tagged  in  accordance  with  above  report. 


435-42-SA. 

APPLICANT— E.  B.  Kelley  Co.,  Inc.,  owner. 

SUBJECT — E.  B.  Kelly  Company,  Incorporated,  British 
Type  ARP-33  Stirrup  Pump  for  incendiary  bombs, 
approval  of. 

APPEARANCES— 

For  Applicant  :  Walter  R.  Kuhn. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative: .  0 


THE  RESOLUTION  (435-42-SA) 


Whereas,  E.  B.  Kelley,  owner,  filed  on  May  28,  1942, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as  the  E.  B.  Kelley 
Company,  Incorporated  British  Type  ARP-33  Stirrup  Pump 
for  incendiary  bombs ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 


Re:  Cal.  No.  435-42-SA. 
Subject:  British  Type  ARP-33 
Kelley  Company,  Inc. 


June  17,  1942. 
Stirrup  Pump,  E.  B. 


The  E.  B.  Kelley  Company  of  Farmingdale,  New 
Jersey,  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  their  British  Type  ARP-33 
Stirrup  Pump  as  an  extinguishing  device,  to  be  used 
in  incendiary  bombings  and  in  secondary  fires  resulting 
therefrom,  under  the  powers  given  to  the  Board  by 
Section  666,  Paragraph  1  of  the  New  York  Charter 
reading :  “To  test  and  approve  materials  and  appli¬ 
ances  to  be  used  pursuant  to  law.” 

The  applicant  contends  that  the  purpose  of  this  pump 
is  to  furnish  water  to  extinguish  fires  generally  and 
specifically  to  exhilarate  and  extinguish  incendiary 
bombs  (magnesium  type).  Magnesium  incendiary  bombs 
are  extinguished  by  applying  a  fine  mist  spray  to  the 
bomb,  which  increases  its  rate  of  burning  without  scat¬ 
tering  the  burning  agent.  The  fine  mist  spray  is  accom¬ 
plished  by  high  pressure  and  a  special  nozzle.  A  fine 
mist  spray  prevents  fire  scattering;  as  droplets  within 
the  spray  cause  the  fire  agents  (within  the  bomb)  to 
spread.  Secondary  fires  can  be  extinguished  by  applying 
the  solid  stream. 

Description 

The  genera!  principals  of  this  pump  (Fig.  1)  are 
taken  from  the  standards  of  the  British  pump  known 
as  ARP-33.  In  general  the  pump  is  described  as  a 
stirrup  pump  with  a  single  suction,  dual  ball  check- 
valves,  double  action  and  continuous  pressure.  Double 
discharged  type  where  water  is  expelled,  through  a 
hose  to  a  specially  developed  nozzle  with  a  cross  slide, 
for  instant  and  unmistakable  change  by  light  thumb 
pressure,  from  the  fine  mist  spray  to  the  solid  stream, 
jt  is  fitted  with  an  adjustable  stirrup  bracket  so  thal 
it  can  be  placed  in  any  vessel  of  water  and  held  firm 
with  one  foot  on  the  stirrup  and  pumped  with  either 
one  or  both  hands,  by  means  of  a  specially  designed 
handle.  It  enables  one  person  to  operate  ’  the  pump 
and  nozzle,  or  the  pump  to  be  operated  by  one  person 
and  the  nozzle  by  another  from  another  room  or  distant 
location.  When  necessary,  a  third  person  can  continue 
the  supply  of  water  without  interruption,  and  transfer 
the  pump  from  one  vessel  to  another. 

The  pump  and  nozzle  have  been  developed  so  that  a 
very  fine  mist  or  fog  like  spray  is  effective  for  20 
feet  and  a  solid  stream  for  40  feet,  in  still  air  conditions. 
In  face  of  moderate  winds,  15  ft.  for  the  spray  and 
30  feet  for  the  solid  stream.  The  flow  of  water  is 
continuously  supplied  without  intermittent  flow. 

The  pump  is  designed  and  constructed  from  materials 
carefully  selected  and  combined  to  insure  effective  use 
whenever  it  may  be  required. 

Pump  Cylinder. 

The  pump  cylinder  is  of  steel  tubing  1"  O.D.  treated 
for  corrosion  resistance.  The  pressure  chamber  fitted 
to  the  top  of  the  steel  tubing  is  a  single  casting  pro¬ 
viding  a  rigid  construction  and  completely  accessible 
unit.  The  discharge  outlet  is  by  means  of  a  detachable 
hose  coupling.  The  packing  gland  and  nut  are  fitted 
to  the  top  of  the  chamber.  The  hose  strap  is  laced 
through  slots  in  bracket  position  of  the  casting  and 
the  stirrup  rod  is  held  fast  in  a  groove  with  shoulders 
by  a  Yi"  thumb  screw.  Stirrup  or  foot  rest  is  made 
of  y2t  steel  formed  for  easy  foot  grip. 

Plunger. 

The  plunger  has  three  water  sealing  grooves,  a  close 
fit  in  the  cylinder,  and  fastened  to  the  plunger  rod 
by  a  single  pin  for  free  alignment  and  perfect  opera¬ 
tion.  The  plunger  rod  passes  through  the  packing  gland 
and  nut  above,  which  is  a  bumper  spacer,  and  the  wood 
operating  handle.  The  plunger  is  made  of  zinc  alloy 
non-corrosive,  and  the  plunger  rod  of  steel,  treated 
against  corrosion.  The  hose  retaining  strap  is  of  1" 
wide  webbing  36"  long,  looped  through  slots  in  the 
compression  chamber  casting  for  holding  the  hose  to 
the  pump  and  holding  the  plunger  handle  in  place. 

Hose. 

Hose  is  ys"  inside  dia.  made  of  100%  reclaimed 
rubber  or  equivalent  substitute  fastened  to  the  coupling 
at  each  end  by  ferrules. 
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Fig.  1 
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Nozzle. 

I  lie  nozzle  is  a  separate  unit  readily  attachable  or 
detachable,  screwed  to  a  hose  coupling,  by  means  of  a 
thread,  to  facilitate  clean  out,  should  it  be  required.  It 
consists  of  a  main  body,  a  cross  slide,  with  a  fine  mist 
spray  and  solid  stream  openings.  Means  for  prevention 
of  water  leakage  and  a  specially  designed  adjusting  nut. 
1  he  adjusting  nut  which  is  of  a  special  designed  orifice 
to  maintain  the  correct  spray.  The  intake  is  a  separate 
unit  fitted  with  a  strainer  to  prevent  foreign  material 
from  entering  the  pump,  and  a  ball  check  fastened  to 
the  bottom  of  the  cylinder  tube  by  means  of  a  thread 
which  is  made  of  a  zinc  alloy,  non-rusting. 

T  ests. 

Tests  were  performed  at  the  Fire  College  in  Long- 
Island  City  under  the  supervision  of  the  Fire  Dept, 
as  follows : 

A  bomb  was  simulated  by  heaping  magnesium  in 
quantity  of  about  1  lb.  The  magnesium  pile  consisted 
of  turnings  and  end  pieces  of  magnesium  alloy.  Each 
heap  contained  approximately  1  lb.  of  this  material  and 
spread  over  a  wood  deck  constructed  of  iV  in.  planking- 
tight  jointed.  The  base  of  the  cone  of  magnesium  was 
approximately  12  in.  in  diameter.  The  material  was 
then  ignited  and  upon  a  signal  from  the  inspector,  the 
applicant  directed  a  spray  from  a  distance  of  IS  ft. 
from  the  burning  bomb.  The  distance  was  later  reduced 
to  10  ft.  and  finally  to  6  ft.  and  the  flame  was  ex¬ 
tinguished  in  1  min.  35  sec.  The  stream  appeared  to 
be  steady  and  the  spray  appeared  to  be  satisfactory, 
the  pump  being  able  to  direct  a  stream  for  a  distance 
of  30  ft.  and  a  spray  for  a  distance  of  16  ft.  against 
a  wdnd,  the  velocity  of  which  was  approximately  15 
miles  per  hour.  The  test  was  then  repeated  on  a  prac¬ 
tice  incendiary  bomb  which  was  extinguished  in  1  min.. 
20  sec. 

A  sample  of  the  pump  was  submitted  to  test  and 
specification  check  at  the  Central  Testing  Laboratory 
with  results  as  follows  : 

Finish— Tube,  of  bright  non-corrosive  alloy  and  ferrous 
casting,  painted. 

Barrel  dimension,  inches — Tube,  O.D.  1",  wall  thickness 
0.065",  length  to  Discharge  part  18'". 

Plunger— Non-corrosive  metal  solid  bar  Vi"  diameter, 
with  detachable  piston. 

Strainer — Wire  mesh,  non-corrosive,  soldered  in  a  screw- 
on  unit. 

Handle — Wood,  “T”  shaped,  8"  across  top  of  T,  fast¬ 
ened  to  threaded  end  of  plunger  with  nut. 

Foot  rest — Vi"  solid  rod  of  ferrous  metal  bent  to  shape 
and  adjustable  aS  to  height. 

Length  of  strokes — 15J&". 

Hose — Apparently  rubber,  length  25.8  ft.,  O  D  0  825 
I.D.  Vi". 

Nozzle — Non-corrosive  metal,  screw  type  with  lever 
(from  stream  to  spray). 

Approximate  width  of  spray 
At  12  feet  30  inches 

At  18  feet  36  inches 

Discharge  of  30  ft.  stream  in  gallons  per  minute,  60 
strokes  per  minute — 1.30. 

Discharge  per  stroke  at  60  Strokes  per  minute,  in 
gallons— -0.021 7. 

Operation  of  Pump — Satisfactory. 

Operation  •  of  Nozzle — Satisfactory. 

All  parts  of  pump  are  readily  removable  for  replace¬ 
ment. 

This  test  at  the  Central  Testing  Laboratory  indicates 
that  the  subject  pump  complies  with  the  provisions  of 
Local  Law  #25,  effective  June  27,  1042,  paragraph  1, 
in  part  reading : 

“capable  of  producing  a  solid  stream  of  water 
under  pressure,  which  will  carry  at  least  20  ft. 
from  an  elevation  of  not  more  than  4  ft.,  and  a 
course  spray  of  water  which  will  carry  at  least 
8  ft.  at  such  elevation.” 

The  subject  pump  performance  in  a  horizontal  plane 


threw  a  solid  stream  30  ft.  and  a  spray  18  ft.,  as  given 
in  their  report  above. 

R  e  com  mon  da  tions. 

The  Committee  having  examined  the  detailed  con¬ 
struction  of  the  pump,  Fig.  1,  finds  it  to  be  of  good 
workmanship  and  able  to  function  freely  and  as  intended 
by  its  designers. 

The  test  was  performed  against  a  rather  heavy  wind, 
and  while  the  distance  of  the  hose  stream  was  30  ft. 
and  the  spray  15  ft.  It  is  apparent  that  in  the  absence 
of  any  wind  that  the  distances  of  throw  would  be  in¬ 
creased  to  what  the  manufacturer  claims.  The  pump 
itself  appears  to  be  easy  to  operate  and  it  is  reasonable 
that  any  ordinary  person  could  operate  it. 

On  the  basis  of  the  foregoing  data  and  tests,  the 
Committee  on  Tests  recommends  that  the  British  Type 
ARP-33  Stirrup  pump  as  manufactured  by  the  E.  B. 
Kelley  Company  be  approved  under  authority  granted 
the  Board  under  Section  666,  Paragraph  1  of  the  New 
York  City  Charter  for  use  in  New  York  for  the  period 
of  the  existing  emergency  for  use  as  provided  in  Local 
Law  No.  25  of  1942. 

It  is  further  recommended  that  this  device  bear  a 
stamp,  label,  tag  or  decalcomania  reading  as  follows : 
“Approved  for  Use  in  New  York  City  by  the  Board 
of  Standards  and  Appeals  under  Cal.  No.  435-42-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

JOHN  E.  GUNN, 

Dep.  Chief,  Fire  Dept., 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  ap¬ 
pliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  E.  B.  Kelley 
Company  Incorporated  British  Type  ARP-33  Stirrup  Pump 
for  incendiary  bombs,  on  condition  that  the  appliance  be 
manufactured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


Adjourned  4:25  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  November  12,  1941,  as  they  appeared  in 
Bulletin  No.  46,  Vol.  26,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION  (787-19-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  7g  of  the  building  zone  resolution, 
the  erection  of  a  garage  for  more  than  five  (5)  motor  ve¬ 
hicles,  premises  343-361  Fourth  avenue,  east  side,  from  East 
4th  street  to  East  5th  street  (Block  No.  984,  Lot  No.  1), 
Borough  of  Brooklyn,  was  granted  by  the  Board  November 
25,  1919,  on  certain  conditions;  the  resolution  amended 
March  19,  1940;  and 

Whereas,  Harry  Roter  for  Polytechnic  Institute  of 
Brooklyn,  owner  (Park  Slope  Chevrolet,  Inc.,  lessee)  re¬ 
quested  reopening  of  the  application  under  sections  7i,  7c  and 
21  of  the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  inclusion  of  a  motor  vehicle  repair  shop 
inside  the  garage  for  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  this  application  was  reopened  bv  vote  of  the 
Board  July  22,  1941,  subject  to  usual  procedure;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  -  its  regular 
meeting,  November  12,  1941,  after  due  notice  by  publica¬ 
tion  in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fourth  avenue  is  in  business 
and  unrestricted  use  districts ;  4th  street  is  in  business  and 
residence  use  districts;  5th  street  is  in  a  business  use  di- 
trict;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  3923-41,  dated  August  27,  1941,  reads: 

“Proposed  inclusion  of  a  motor  vehicle  repair  shop 
within  the  garage  granted  by  the  Board  of  Appeals  is 
contrary  to  Cal.  No.  787-19-BZ.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
200  ft.  front  on  Fourth  avenue,  97  ft.  10  in.  on  5th  street 
and  97  ft.  10  in.  on  4th  street  and  one  story  in  height.  It 
is  proposed  to  use  part  of  the  existing  garage  as  a  motor 
vehicle  repair  shop ;  and 

Whereas,  the  applicant  states  that  a  small  space  in  the 
rear  of  the  premises  will  be  used  for  the  repair  of  auto¬ 
mobiles  sold  by  the  lessee  and  that  such  tools  used  will  be 
a  Bear  Aligning  Machine,  one  Sim  Motor  Analyser,  two 
hydraulic  grease  lifts,  one  washing  machine  and  one  small 
acetylene  torch  and  _  that  no  other  flame,  forge  or  spark 
producing  devices  will  be  used. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  25,  1919, 
as  amended  March  19,  1940,  so  that  as  amended  the  resolu¬ 
tion  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 


use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  exterior  walls  of  the  building  fronting 
on  Fourth  and  Fifth  streets  shall  be  constructed  of 
pressed  brick  with  stone  trim  and  of  ornamental  char¬ 
acter;  that  there  shall  be  no  exit  on  either  of  these 
streets,  except  a  fire  exit  not  exceeding  3  ft.  8  in.  in 
width ;  that  any  windows  in  these  walls  shall  have  their 
sills  placed  at  least  six  feet  above  the  level  of  the  side¬ 
walk. 

Resolved  further,  that  in  the  event  the  garage  use  as 
hereinabove  permitted  is  discontinued,  nothing  shall  be 
deemed  to  interfere  with  the  maintenance  of  a  conform¬ 
ing  use,  provided  such  use  meets  the  requirements  of 
the  zoning  resolution  therefor. 

Resolved  further,  that  in  connection  with  the  sales - 
car  agency  a  portion  of  the  building  toward  the  rear 
may  be  occupied  for  minor  repairs,  substantially  as 
proposed,  on  condition  that  such  repair  zvork  shall  be 
solely  in  connection  until  the  cars  dealt  in  by  such  sales 
agency;  that  a  new  certificate  of  occupancy  shall  be 
issued  covering  the  occupancy  of  the  building  as  a  ga¬ 
rage  for  more  than  five  (5)  cars,  as  a  sales-car  agency 
and  for  incidental  motor  vehicle  repairing  relating  there¬ 
to;  that  in  all  other  respects  the  requirements  of  the 
resolution  shall  be  complied  with;  that  no  additional 
signs  shall  be  maintained  on  the  building,  advertising 
the ’  repair  work;  that  all  other  signs  existing  on  the 
building  that  have  been  legally  permitted  in  compliance 
zvith  the  resolution  may  be  continued;  that  in  ail  other 
respects  all  laws,  rides  and  regulations  applicable  to  the 
building  and  occupancy  shall  be  complied  zvith.” 

*  Correction — The  last  preamble  clause,  as  shown  in  italics  added 
to  the  resolution. 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank- 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


FACTORIES 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in  : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
lesi sting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing;  . 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case : 

.  (I)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


728 


